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PREFACE 


The Title l.isi of Documents Made Publicly A vailable is a monthly publication. 1 1 contains descriptions of the in- 
formation received and generated by theU.S. Nuclear Regulatory Commission (NRC). This information includes 
( Ddocketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets: it refers to the system by which NRC maintains its regulatory records, 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1 979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are; 

A. Applicaiion/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR). amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 
F-. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 
1.. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards ( ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-aniitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 


Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the lime period of the report. 

The principal elements of the entries in the list are: 

(T^ P. Operating license stage documents & correspondence 

@ 

8203090028 Responds to 820201 Itr requesting documents re environ qualification of 
electrical equipment. All nonproprietary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRCby 820510, 

(7) MILLS, L.M. 0 Tennessee Valley Authority. 082/03/04. 0 VASSALLO, D.B. 
Operating Reactors Branch 2. Ip. 1216:254. 24XFiche: 507259.82/03/04. 

8203090028. ^ ^ ^ | 

© © @ © 

1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to48X microfiche files. 

10. This three-digit portion of this entry is the number of the frame on which this document starts. 

1 1. The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

12. If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C, 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be “Available at NRC*’ for sale; “Available at NTIS”; or “Available at GPO,’’ 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are Items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the Iasi line of the item following entry 5. 

NONDOCKETKD ITEMS 

Thenondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

lOCFR— Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 



l&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ ~ Projects— Predockel Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 

TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NUREG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each, Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 
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3. 


4. 

5. 

6 . 

7. 

8 . 
9. 

10 . 

11 . 

12 . 


13. 


principal elements of the nondocketed items are: 

NUREG— NUREG Reports and Related Correspondence 

© ® 
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8203090207 NUREG/CR-1672 V02 

( RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262. NUREG/CR-I376. NUREG/CR-1377. NUREG/CR-1397& 
NUREG/CR-1608. ® 

(^STEVENS, C.A., FULLWOOD. R.A., BASIN, S.L. Science Applica^ionTlnc. 

^--yFIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 

I23p, AvailabIeatNRC^$6m ^12176:217. I 

(n) Oi) @ ®(y (iD 


Nondocketed category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NU REG'Series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

Price for which NRC sells the document. 
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14, The NRC 48X microfiche designation for this documcni. This five*dtgit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

15, This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Acwssion Number within category, Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U .S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301 ) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards: supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202)634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (1) paper to paper is 50.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1.00 per square fool; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print ( 18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for malting or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate, Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94l-80l8. 
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50-433 

UC-Santa Barbara Research Reactor 

273 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

321 

STN-50437 

Floating Nuclear Plant 

273 

50-522 

Skagit Nuclear Power Project, Unit 1 

322 

50-438 

Bellefonte Nuclear Plant, Unit 1 

273 

50-523 

Skagit Nuclear Power Project, Unit 2 

322 

50-439 

DelEefonte Nuclear Plant, Unit 2 

275 

STN-5Q-528 

Palo Verde Nuclear Station, Unit 1 

323 

50-440 

Perry Nuclear Power Plant, Unit 1 

276 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

325 

50-441 

Perry Nuclear Power Plant, Unit 2 

279 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

328 

50-443 

Seabrook Nuclear Station, Unit 1 

281 

50-537 

Clinch River Breeder Reactor 

331 

50-444 

Seabrook Nuclear Station, Unit 2 

285 

50-538 

Memphis State Univ. Research Reactor 

333 

50-445 

Comanche Peak Steam Electric Station, Unit 1 

288 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

333 

50-446 

Comanche Peak Steam Electric Station, Unit 2 

291 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

334 

STN-50-447 

GESSAR-23g 

294 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

336 

STN-50-454 

Byron Station, Unit 1 

294 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

336 

STN-50455 

Byron Station, Unit 2 

299 

STN-50-556 

Black Fox Station, Unit 1 

336 

STN-50-456 

Braidwood Station, Unit 1 

303 

STN-50-557 

Black Fox Station, Unit 2 

336 
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Page 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

337 

70-1308 

General Electric Co., San Jose, CA 

344 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

337 

70-1353 

Deaconess Hospital, Milwaukee, WI 

344 




70-1359 

IRT Corp,, San Diego, CA 

344 

Domestic Licensing of Special Nuclear Material — Docket 70 







70-1406 

Veterans Administration Hospital, 


70-0025 

Rockwell International Corp., 



New Orleans, LA 

345 


Canoga Park, CA 

337 

70-1486 

Buiterworth Hospital, Grand Rapids, MI 

345 

70-0027 

Babcock & Wilcox Co., Lynchburg, VA 

337 

70-1703 

Eastman Kodak Co., Rochester, NY 

345 

70-0036 

Combustion Engineering, Inc,, Windsor, CT 

337 

70-1779 

American Steel Foundries, East Chicago, IN 

345 

70-0064 

Stanford Univ., Stanford, CA 

337 






70-2204 

Blodgett Memorial Medical Center, 


70-0115 

Washington, Univ. of, Seattle, WA 

337 


Grand Rapids, MI 

345 

70-0135 

Babcock & Wilcox Co., Apollo, PA 

337 

70-2319 

Our Lady of Lourdes Hospital, Camden, NJ 

345 

70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

338 

70-2609 

Commonwealth Edison Co., Chicago, IL 

345 

70-0168 

Nuclide Corp., Stale College, PA 

340 

70-2885 

Commonwealth Edison Co., Chicago, IL 

345 

70-0223 

California, Univ. of, Los Angeles, CA 

340 

70-2926 

Detroit Edison Co,, Detroit, MI 

345 

70-0364 

Babcock & Wilcox Co., Apollo, PA 

340 

70-2945 

Union Electric Co,, St. Louis, MO 

345 

70-0371 

UNC Naval Products, Inc., Uncasville, CT 

340 

70-2946 

Louisiana Power & Light Co., 






New Orleans, LA 

345 

70-0378 

Army, Dept, of, Adelphi, MD 

341 

70-2947 

Illinois Power & Light Co,, Decatur, IL 

345 

70-0398 

Commerce, Dept, of, Washington, DC 

341 






70-2950 

Washington Public Power Supply System, 


70-0572 

Monsanto Research Corp., Dayton, OH 

341 


Richland, WA 

345 

70-0687 

Union Carbide Corp., Tuxedo, NY 

341 

70-2957 

Florida Power & Light Co., Miami, FL 

346 

70-0698 

Westinghouse Electric Corp., Pittsburgh, PA 

341 

70-2960 

Kansas Gas & Electric Co., Wichita, KS 

346 

70-0734 

GA Technologies, Inc., San Diego, CA 

341 

70-2973 

Commonwealth Edison Co., Chicago, IL 

346 

70-0754 

General Electric Co., Pleasanton, CA 

342 

70-2974 

North Kansas City Memorial Hospital, 

North Kansas City, MO 

346 

70-080! 

Ohio State Univ., Columbus, OH 

342 






70-2982 

Rochester, Univ. of, Rochester, NY 

346 

70-0820 

United Nuclear Corp., 






Wood River Junction, RI 

342 

70-2983 

Pennsylvania Power & Light Co. , 






Allentown, PA 

346 

70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

342 

70-2988 

Philadelphia Electric Co., Philadelphia, PA 

346 

70-0966 

Ohio State Univ., Columbus, OH 

342 




70-1007 

General Electric Co., San Jose, CA 

342 

Packaging of Radioactive Material for Transport and Transportation 




of Radioactive Material Under Certain Conditions — Docket 71 


70-1100 

Combustion Engineering, Inc., Windsor, CT 

342 

71-0004 

Genera! Electric Co. 

346 

70-1113 

General Electric Co., Wilmington, NC 

343 

71-0037 

Navy, Dept, of 

346 

70-1143 

Westinghouse Electric Corp., Pittsburgh, PA 

343 

71-0210 

Gulf Nuclear, Inc. 

346 

70-1151 

Westinghouse Electric Corp. , Pittsburgh, PA 

343 

71-0231 

Chem-Nuclear Systems, Inc. 

346 

70-1193 

Kerr-McGee Nuclear Corp. 





Oklahoma City, OK 

343 

71-0318 

Marathon Oil Co. 

346 

70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

344 

71-0496 

NUS Corp, 

346 

70-1257 

Exxon Nuclear Co., Inc., Richland, WA 

344 

71-0499 

Kokomo Tube Co, 

347 
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71-0500 

E. 1. Du Pont de Nemours & Co., Inc. 

347 

71-9035 

Model: 680 &. 680E, Technical Operations, 






Inc. 

350 

71-0501 

Scientific Inspection Technology, Inc. 

347 







71-9039 

Model: 715, Technical Operations. Inc. 

350 

71-0502 

Vermont Yankee Nuclear Power Corp, 

347 







71-9044 

Model: GE-1600, General Electric Co, 

350 

7M909 

Model: GE 21PF-1, General Electric Co. 

347 







71-9049 

Model: GE-500, General Electric Co. 

350 

71-5026 

Model: CNS 14-190, Chem-Nuclear 






Systems, Inc. 

347 

71-9070 

Model: N-55, Energy, Dept, of 

350 

71-5450 

Model: RCC -1, -2, -3, -4, Westingthouse 


71-9071 

Model: AP-101, ANEFCO, Inc. 

350 


Electric Corp. 

347 







71-9079 

Model: HN-100, Series 2 & 2A, Hillman 


71-5552 

Model; Gas Cylinder Fire Impact Shield. 



Nuclear & Development Corp. 

350 


Energy, Dept, of 

347 







71-9080 

Mcxlel; 9080, Hittman Nuclear & Development 


71-5641 

Model: UNC-2500, United Nuclear Corp. 

348 


Corp. 

350 

71-5787 

Model: D-28, Energy. Dept, of 

348 

71-9088 

Model; NLS-RF, Schlumberger Well Services 

350 

71-5805 

Model: CNS-3-55, Chem-Nuclear Systems, Inc. 

348 

71-9089 

Model; HN-IOOS, Hittinan Nuclear & Development 






Corp. 

350 

71-5828 

Model: TREAT, Energy, Dept, of 

348 







71-9096 

Model; CNS 21-300, Chem-Nuclear Systems, Inc 

350 

71-5874 

Model: WAPD-40, Energy, Dept, of 

348 







71-9098 

Model: UCC-20WC-2 & 2A, Union Carbide 


71-5957 

Model: BMl-1, Battelle Columbus Laboratory 

348 


Corp. 

350 

71-5971 

Model: GE-200, General Electric Co, 

348 

71-9107 

Model: 771, Technical Operations, Inc. 

351 

71-6078 

Model: 927A1 & 927C1, Combustion 


71-9108 

Mtxicl; CNS 6-75, Chem-Nuclear Systems, Inc. 

351 


Engineering, Inc. 

348 







71-9111 

Model: CNS 6-80-2, Chem-Nuclear Systems, Inc, 

351 

71-6272 

Model: 6272, U.S. Ecology, Inc. 

348 







71-9127 

Model; 100, lOOA, 200, 200A Gamma 


71-6286 

Model; CMB-11, Energy, Dept, of 

348 


Indus! rics 

351 

71-6346 

Model: FSV-1, General Atomic Co, 

348 

71-9128 

Model: C-8, Gamma Industries 

351 

71-6400 

Model: 6400, Westinghouse Electric Corp,. 

348 

71-9132 

Model: T-3, Energy. Dept, of 

351 

71-6406 

Model: None, Energy, Dept, of 

349 

71-9135 

Model: Century S & SA, Cen. Univ. S & Sa, 






Gamma Industries 

351 

71-6495 

Model: PADUCAH Demonstration Cask, 






Energy, Dept, of 

349 

71-9151 

Model: HN-100, Series 3, Hittman Nuclear «fe 






Development Corporation 

351 

71-6550 

Model; 6-GS-l, Energy, Dept, of 

349 







71-9156 

Model: IR-50, Industrial Nuclear Co, 

351 

71-6601 

Model: CNS 8-120, Chem-Nuclear Systems, Inc. 

349 







71-9157 

Model: IR-iOO, Industrial Nuclear Co. 

351 

71-6679 

Model: 6679, U.S. Ecology, Inc. 

349 







71-9162 

Model: GNM-20, Gulf Nuclear, Inc. 

351 

71-6698 

Model: NFS-4, Nuclear Fuel Services, Inc, 

349 







71-9163 

Model: GNG-20, Gulf Nuclear, Inc. 

351 

71-6708 

Model; C-6, Energy, Dept, of 

349 







71-9176 

Model: NUPAC I4/210L& 14/210H, Nuclear 


71-6771 

Model; SN-1, Metropolitan Edison Co. 

349 


Packaging, Inc. 

352 

71-9006 

Model; 500-SU, Automation Industries, Inc. 

349 

71-9180 

Model: 500-SU, Automation Industries. Inc. 

352 

71-9010 

Model: NLI-l/2, NL Industries. Inc, 

349 

71-9505 

Model: HPG MOD-3, RTG, Energy, Dept, of 

352 

71-9029 

Model: 676 i& 676E, Technical Operations, inc. 

349 
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71-9032 

Model: 650, Technical Operations, Inc. 

350 







72-0001 

Morris Operations, General Electric Co. 

352 

71-9033 

Model: 660 & 660E. Technical Operations, 






Inc. 

350 
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Low Level Radwastc Disposal Slles — Docket 27 



Tennessee Valley Authority, Chattanooga, TN 

40-1341 

2 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

27-047 

1 

Union Carbide Corp., Grand Junction, CO 

40-0299 

1 

Richland, WA, U.S. Ecology, Inc. 

27-048 

1 

W. R. Grace & Co.. Pompton Plains, NJ 

40-0086 

1 




Wyoming Fuel Co., Lakewood, CO 

40-8829 

3 

Domestic Licensing of Source Material — Docket 40 



Wyoming Mineral Corp., Lakewood, CO 

40-8585 

3 

African Metals Corp., New York, NY 

40-8331 

3 




Bear Creek Uranium Co., Casper, WY 

40-8452 

3 

Domestic Licensing of Production and Utilization Facilities — 





Docket 50 



Brush Wellman, Inc., Cleveland, OH 

40-8722 

3 

Aerojet General Nucleonics 

50-103 

9 

Chemetron Corp,, Chicago, IL 

40-8724 

3 

Aerojet General Nucleonics 

50-118 

10 

Cleveland-Cliffs Iron Co., Cleveland, OH 

40-8714 

3 

Aerotest Radiography & Research Reactor 

50-228 

24 

Conoco, Inc,, Denver, CO 

40-8743 

3 

Aliens Creek Nuclear Station, Unit 1 

50-466 

311 

Cotter Corp, Roswell, NM 

40-8035 

2 

Allens Creek Nuclear Station, Unit 2 

50-467 

311 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

3 

Alvin W. Vogtle Nuclear Plant, Unit 1 

50-424 

269 

Energy, Dept, of, Canonsburg, PA 

40-6500 

2 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

271 

Exxon Minerals Co., USA, Houston, TX 

40-8064 

2 

Arkansas Nuclear One, Unit ! 

50-313 

119 

Fcderal-American Partners, Riverton, WY 

40-4492 

2 

Arkansas Nuclear One, Unit 2 

50-368 

210 

Getty Oil Co. — Petrotomics Co., 






Shirley Basin, WY 

40^59 

2 

Babcock & Wilcox Co, Critical Facility 

50-13 

5 

Holmes & Narver, Inc., Anaheim, CA 

40-8550 

3 

Babcock & Wilcox Test Reactor 

50-99 

9 

Kaweeki Berylco Industries, Inc,, 



Bailly Generating Station 

50-367 

210 

Boyertown, PA 

40-6940 

2 

Beaver Valley Power Station, Unit 1 

50-334 

168 

Kerr-McGec Chemical Corp., 





Oklahoma City, OK 

40-2061 

2 

Beaver Valley Power Station, Unit 2 

50-412 

256 

Kerr-McGee Nuclear Corp., 



Bcllcfontc Nuclear Plant, Unit 1 

50-438 

273 

Oklahoma City, OK 

40-8027 

2 

Bellefontc Nuclear Plant, Unit 2 

50-439 

275 

Kerr-McGee Nuclear Corp,, 






Oklahoma City, OK 

40-8768 

3 

Big Rock Point Nuclear Plant 

50-155 

13 

Michigan Chemical Corp., St. Louis, MI 

40-6264 

2 

Black Fox Station, Unit 1 

STN-50-556 

336 

Minerals Exploration Co., Los Angeles, CA 

40-8584 

3 

Black Fox Station, Unit 2 

STN-50-557 

336 

Nuclear Metals, Inc., Concord, MA 

40-0672 

1 

Braidwood Station, Unit 1 

STN-50-456 

303 

Pathfinder Mines Corp., Riverton, WY 

40-2259 

2 

Braidwood Station, Unit 2 

STN-50-457 

304 

Plateau Resources, Ltd., Grand Junction, CO 

40-8698 

3 

Brigham Young Univ, Research Reactor 

50-262 

52 

Rocky Mountain Energy Co., Broomfield, CO 

40-8380 

3 

Browns Ferry Nuclear Power Station, Unit 1 

50-259 

44 
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Browns Ferry Nuclear Power Station, Unit 2 

50-260 

47 

Edwin 1. Hatch Nuclear Plant, Unit 2 

50-366 

207 

Drowns Ferry Nuclear Power Station, Unit 3 

50-296 

99 

Enrico Fermi Atomic Power Plant, Unit 1 

50-16 

5 

Brunswick Steam Electric Plant, Unit 1 

50-325 

146 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

179 

Brunswick Steam Electric Plant, Unit 2 

50-324 

144 

Flcfflting Nuclear Plant 

STN-50437 

273 

Byron Station, Unit 1 

STN-50454 

294 

Port Callwun Station, Unit 1 

50-285 

82 

Byron Station, Unit 2 

STN-50-455 

299 

Fort St. Vrain Nuclear Generating Station 

50-267 

58 

Callaway Plant, Unit I 

STN-50-483 

314 

Genera! Atomic Co. 

50-89 

9 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

124 

General Atomic Co. 

50-163 

15 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

127 

General Electric Nuclear Test Reactor 

50-73 

8 

Catawba Nuclear Station, Unit 1 

50413 

257 

General Electric Test Reactor 

50-70 

8 

Catawba Nuclear Station, Unit 2 

50414 

260 

Georgia Institute of Technology Research Reactor 

50-160 

15 

Catholic Univ. of America Research Reactor 

50-77 

9 

Georgia Technology Research Reactor 

50-276 

73 

CESSAR Systent 80 

STN-50470 

311 

GESSAR-238 

STN-50-447 

294 

Clinch River Breeder Reactor 

50-537 

331 

Grand Gulf Nuclear Station, Unit 1 

50416 

263 

Clinton Power Station, Unit 1 

50461 

309 

Graiui Gulf Nuclear Station, Unit 2 

50417 

267 

Clinton Power Station, Unit 2 

50-462 

311 

H, B. Robinson Plant, Unit 2 

50-261 

49 

Columbia Univ. Research Reactor 

50-208 

18 

Haddam Neck Plant 

50-213 

18 

Comanche Peak Steam Electric Station, Unit 1 

50-445 

288 

Harteville Nuclear Plant, Unit 1 

STN-50-518 

321 

Comanche Peak Steam Electric Station, Unit 2 

50-446 

291 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

321 

Cooper Nuclear Station 

50-298 

101 

Hope Creek Nuclear Station, Unit 1 

50-354 

197 

Cornell Univ. Research Reactor 

50-157 

15 

Hope Creek Nuclear Station, Unit 2 

50-355 

198 

Cornell Univ. Zero Power Reactor 

50-97 

9 

Humboldt Bay Power Plant, Unit 3 

50-133 

10 

Crystal River Nuclear Plant, Unit 3 

50-302 

105 

Tdflhn State Univ. Research Reactor 

50-284 

82 

Davis-Besse Nuclear Power Station, Unit 1 

50-346 

182 

Indian Point Station, Unit 1 

50-3 

4 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

68 

Indian I^int Station, Unit 2 

50-247 

31 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

141 

Indian Point Station, Unit 3 

50-286 

85 

Donald C. Cook Nuclear Power Plant, Unit 1 

50-315 

12t 

Iowa State Univ. Research Reactor 

50-116 

10 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

123 

James A. Fitzpatrick Nuclear 

Pcjwer Plant 

50-333 

166 

Dow Chemical Co. 

50-264 

54 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

185 

Dow Chemical Co. TRIGA Reactor 

50-25 

5 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

205 

Dresden Nuclear Power Station, Unit I 

50-10 

4 

Kewaunee Nuclear Power Plant 

50-305 

109 

Dresden Nuclear Power Station, Unit 2 

. 50-237 

24 

La Crosse Boiling Water Reactor 

50-409 

253 

Dresden Nuclear Power Station, Unit 3 

50-249 

34 

LaSalle County Station, Unit 1 

50-373 

217 

Duane Arnold Energy Center 

50-331 

164 

LaSalle County Station, Unit 2 

50-374 

221 

Edwin 1. Hatch Nuclear Plant, Unit 1 

50-321 

132 
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Docket 
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Docket 
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Limerick Generating Station, Unit 1 

50-352 

187 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

323 

Limerick Generating Station, Unit 2 

50-353 

192 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

325 

Maine Yankee Atomic Power Plant 

50-309 

111 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

328 

Manhattan College Research Reactor 

50-199 

16 

Peach Bottom Atomic Power Station. Unit 2 

50-277 

73 

Marble Hill Nuclear Station, Unit I 

STN-50-546 

333 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

75 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

334 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

321 

Massachusetts Institute of Technology 

Research Reactor 

50-20 

5 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

321 

Memphis State Univ. Research Reactor 

50-538 

333 

Pennsylvania Stale Univ. Research Reactor 

50-5 

4 

Michigan Stale Univ. Research Reactor 

50-294 

97 

Perry Nuclear Power Plant, Unit 1 

50-440 

276 

Midland Plant, Unit 1 

50-329 

153 

I^rry Nuclear Power Plant, Unit 2 

50-441 

279 

Midland Plant, Unit 2 

50-330 

158 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

336 

Millstone Nuclear Power Station, Unit 1 

50-245 

29 

Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

336 

Millstone Nuclear Power Station, Unit 2 

50-336 

172 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

95 

Millstone Nuclear Power Station, Unit 3 

50-423 

268 

Point Beach Nuclear Plant, Unit I 

50-266 

56 

Montague Nuclear Power Station, Unit 1 

50-496 

316 

Point Bench Nuclear Plant, Unit 2 

50-301 

103 

Montague Nuclear Power Station, Unit 2 

50-497 

317 

Prairie Island Nuclear Station, Unit 1 

50-282 

80 

Monticello Nuclear Generating Plant 

50-263 

52 

Prairie Island Nuclear Station, Unit 2 

50-306 

110 

National Bureau of Standards Reactor 

50-184 

16 

Purdue Univ. Research Reactor 

50-182 

16 

National Naval Medical Center 

50-170 

16 

Quad-Cities Station, Unit 1 

50-254 

40 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

21 

Quad-Cities Station, Unit 2 

50-265 

54 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

255 

Rancho Scco Nuclear Generating Station 

50-312 

116 

North Anna Power Station, Unit 1 

50-338 

174 

Reed College Research Reactor 

50-288 

89 

North Anna Power Station, Unit 2 

50-339 

177 

Rhode Island & Providence Plantations AEC 

50-193 

16 

North Carolina State Univ. PULSTAR Reactor 

50-297 

101 

River Bend Station, Unit 1 

50-458 

306 

North Carolina Stale Univ. Research Reactor 

50-8 

4 

River Bend Station, Unit 2 

50-459 

308 

North Carolina State Univ. Research Reactor 

50-111 

9 

Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

27 

Oconee Nuclear Station, Unit 1 

50-269 

60 

RPI Critical Experiment 

50-225 

23 

Oconee Nuclear Station, Unit 2 

50-270 

61 

Salem Nuclear Generating Station, Unit 1 

50-272 

65 

Oconee Nuclear Station, Unit 3 

50-287 

88 

Salem Nuclear Generating Station, Unit 2 

50-311 

114 

Ohio State Univ. Research Reactor 

50-150 

12 

San Onofre Nuclear Station, Unit 1 

50-206 

17 

Omaha Veterans Administration Hospital 



San Onofre Nuclear Station, Unit 2 

50-361 

201 

Research Reactor 

50-131 

10 

San Onofre Nuclear Station, Unit 3 

50-362 

203 

Oregon State Univ. Research Reactor 

50-243 

27 

Seabrook Nuclear Station, Unit 1 

50-443 

281 

Oyster Creek Nuclear Power Plant 

50-219 

19 

Seabrook Nuclear Station, Unit 2 

50-444 

285 

Palisades Nuclear Plant 

50-255 

42 

Sequoyah Nuclear Plant, Unit 1 

50-327 

149 
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Docket 
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Docket 
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Sequoyah Nuclear Plani, Unit 2 

50-328 

151 

Univ. of Konsas Research Reactor 

50-148 

12 

Shearon Harris Nuclear Power Plant, Unit 1 

50-400 

244 

Univ. of Lowell Research Reactor 

50-223 

23 

Shearon Harris Nuclear Power Plant, Unit 2 

50-401 

249 

Univ. of Maryland Research Reactor 

50-166 

16 

Shoreham Nuclear Power Station 

50-322 

134 

Univ. of Michigan Research Reactor 

50-2 

4 

Skagit Nuclear Power Project, Unit 1 

50-522 

322 

Univ. of Missouri Research Reactor 

50-123 

10 

Skagit Nuclear Power Project, Unit 2 

50-523 

322 

Univ. of Missouri Research Reactor 

50-186 

16 

South Texas Project, Unit 1 

STN-50-498 

317 

Univ. of New Mexico Research Reactor 

50-252 

40 

South Texas Project, Unit 2 

STN-50-499 

318 

Univ. of Oklahoma Research Reactor 

50-112 

10 

Space Radiation Research Reactor 

50-187 

16 

Univ. of Texas Research Reactor 

50-192 

16 

St, Lucie Plant, Unit 1 

50-335 

170 

Univ. of Research Reactor 

50-72 

8 

St. Lucie Plant, Unit 2 

50-389 

231 

Univ. of Ut^ Research Reactor 

50-407 

253 

Stanford Utitv. Research Reactor 

50-141 

11 

Univ. of Virginia Cavalier Reactor 

50-396 

241 

Slate Univ. of New York Research Reactor 

50-57 

7 

Univ. of Virginia Research Reactor 

50-62 

8 

Surry Power Station, Unit 1 

50-280 

77 

Univ. of Washington Research Reactor 

50-139 

II 

Surry Power Station, Unit 2 

50-281 

79 

Univ. of Wisconsin Research Reactor 

50-156 

15 

Susquehanna Steam Electric Station, Unit 1 

50-387 

227 

Vermont Yankee Nuclear Power Station 

50-271 

63 

Susquehanna Steam Electric Station, Unit 2 

50-388 

229 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

238 

Texas A&M Univ, Research Reactor 

50-59 

8 

Virginia Polytechnic Institute Training Reactor 

50-124 

10 

Texas A&M Univ, Research Reactor 

50-128 

10 

Washington Slate Univ. Research Reactor 

50-27 

5 

Three Mile Island Nuclear Station, Unit 1 

50-289 

90 

Waterford (Uncrating Station, Unit 3 

50-382 

223 

Three Mile Island Nuclear Station, Unit 2 

50-320 

129 

Watts Bar Nuclear Plant, Unit 1 

50-390 

234 

Trojan Nuclear Plant 

50-344 

181 

Watts Bar Nuclear Plant, Unit 2 

50-391 

236 

Turkey Point Plant, Unit 3 

50-250 

37 

West Valley Reprocessing Plant 

50-201 

17 

Turkey Point Plant, Unit 4 

50-251 

38 

Weslinghouse Critical Experiment 

50-87 

9 

Tuskegec Institute Research Reactor 

50-406 

253 

William B. McGuire Nuclear Station, Unit 1 

50-369 

212 

U, S. Geological Survey Research Reactor 

50-2^4 

67 

William B. McOutre Nuclear Station, Unit 2 

50-370 

215 

UC-Santa Barbara Research Reactor 

50-433 

273 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

198 

UCLA Training Reactor 

50-142 

11 

Wolf Creek Generating Station 

STN-50-482 

312 

Union Carbide Research Reactor 

50-54 

7 

Worcester Polytechnic Institute 



Univ, of Arizona Research Reactor 



Research Reactor 

50-134 

11 

50-113 

10 

WPPSS Nuclear Project, Unit 1 

Univ. of California at Irvine Research Reactor 

50-460 

308 

50-326 

148 

Univ. of California Research Reactor 

WPPSS Nuclear Project, Unit 2 

50-397 

241 

50-224 

23 

Univ. of Florida Training Reactor 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

319 

50-83 

9 

Univ. of Illinois LOPRA Research Reactor 

WPPSS Nuclear Project, Unit 4 

50-513 

321 

50-356 

198 

Univ. of Illinois Research Reactor 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

320 

50-151 

13 
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Name 

Yankee-Rowe Nuclear Power Station 
Yellow Creek Nuclear Plant, Unit 1 
Yellow Creek Nuclear Plant, Unit 2 
Zion Nuclear Power Station, Unit 1 
Zion Nuclear Power Station, Unit 2 

Domestic Licensing of Special Nuclear Material 

American Steel Foundries, East Chicago, IN 

Army, Dept, of, Adelphi, MD 

Babcock & Wilcox Co., Apollo, PA 

Babcock & Wilcox Co., Apollo, PA 

Babcock & Wilcox Co., Lynchburg, VA 

Babcock & Wilcox Co., Lynchburg, VA 

Babcock & Wilcox Co., Lynchburg, VA 

Blodgett Memorial Medical Center, 

Grand Rapids, MI 

Butterworth Hospital, Grand Rapids, MI 
California, Univ. of, Los Angeles, CA 
Combustion Engineering, Inc., Windsor, CT 
Combustion Engineering, Inc., Windsor, CT 
Commerce, Dept, of, Washington, DC 
Commonwealth Edison Co., Chicago, IL 
Commonwealth Edison Co., Chicago, IL 
Commonwealth Edison Co., Chicago, IL 
Deaconess Hospital, Milwaukee, WI 
Detroit Edison Co,, Detroit, MI 
Eastman Kodak Co. , Rochester, NY 
Exxon Nuclear Co., Inc., Richland, WA 
Florida Power & Light Co., Miami, FL 
GA Technologies, Inc., San Diego, CA 
General Electric Co., Pleasanton, CA 
General Electric Co., San Jose, CA 
General Electric Co., San Jose, CA 
General Electric Co., Wilmington, NC 
Illinois Power & Light Co., Decatur, IL 
IRT Corp., San Diego, CA 


Docket 

Page 

Name 

Docket 

Page 

50-29 

6 

Kansas Gas & Electric Co,, Wichita, KS 

70-2960 

346 

STN-50-566 

337 

Kcrr-McGee Nuclear Corp,, Oklahoma City, OK 

70-1193 

343 

STN-50-567 

337 

Louisiana Power & Light Co, 





New Orleans, LA 

70-2946 

345 

50-295 

98 




50-304 

107 

Monsanto Research Corp., Dayton, OH 

70 - 0.572 

341 



North Kansas City Memorial Hospital, 



- Docket 70 


North Kansas City, MO 

70-2974 

346 

70-1779 

345 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

338 

70-0378 

341 

Nuclide Corp., State College, PA 

70-0168 

340 

70-0135 

337 

Ohio Slate Univ., Columbus, OH 

70-0966 

342 

70-0364 

340 

Ohio State Univ,, Columbus, OH 

70-0801 

342 

70-0027 

337 

Our Lady of Lourdes Hospital, Camden, NJ 

70-2319 

345 



Pennsylvania Power & Light Co., 



70-0824 

342 

Allentown, PA 

70-2983 

346 

70-1201 

344 

Philadelphia Electric Co., Philadelphia, PA 

70-2988 

346 

70-2204 

345 

Rochester, Univ. of, Rochester, NY 

70-2982 

346 

70-1486 

345 

Rockwell International Corp., Canoga Park, CA 

70-0025 

337 

70-0223 

340 

Stanford Univ., Stanford, CA 

70-0064 

337 



UNC Naval Products, Inc., Uncasville, CT 

70-0371 

340 

70-1100 

342 






Union Carbide Corp., Tuxedo, NY 

70-0687 

341 

70-0036 

337 






Union Electric Co., St. Louis, MO 

70-2945 

345 

70-0398 

341 






United Nuclear Corp., Wood River Junction, RI 

70-0820 

342 

70-2973 

346 






Veterans Administration Hospital, 



70-2609 

345 

New Orleans, LA 

70- 1406 

345 

70-2885 

345 

Washington Public Power Supply System, 



70-1353 

344 

Richland, WA 

70-2950 

345 

70-2926 

345 

Washington, Univ. of, Seattle, WA 

70-0115 

337 

70-1703 

345 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1143 

343 

70-1257 

344 

Westinghouse Electric Corp,, Pittsburgh, PA 

70-1151 

343 

70-2957 

346 

Westinghouse Electric Corp. , Pittsburgh, PA 

70-0698 

341 

704)734 

341 

Packaging of Radioactive Material for Transport and Transportation 

70-0754 

342 

of Radioactive Material Under Certain Conditions 

— Docket 71 


70-1007 

342 

Chcm-Nuclear Systems, Inc, 

71-0231 

346 



E. I. Du Pont de Ncmour.s & Co,, Inc. 

71-0500 

347 

70-1308 

344 






General Electric Co. 

71-0004 

346 

70-1113 

343 




70-2947 

345 

Gulf Nuclear, Inc. 

71-0210 

346 

70-1359 

344 

Kokomo Tube Co. 

71-0499 

347 


XIX 



Name 

Docket 

Page 

Marathon Oil Co. 

71-Q3I8 

346 

Model: 100, !00A, 200, 200A, Gamma Industries 

71-9127 

351 

Model: 500-SU, Automation Industries, Inc, 

71-9180 

352 

Model: 500-SU, Automation Industries, Inc. 

71-9006 

349 

Model: 6-GS-l. Energy, Dept, of 

71-6550 

349 

Model: 6272, U, S, Ecology, Inc, 

71-6272 

348 

Model: 6400. Westinghouse Electric Corp, 

71-6400 

348 

Model; 650, Technical Operations. Inc. 

71-9032 

350 

Model: 660 & 660E, Technical Operations, Inc. 

71-9033 

350 

Model; 6679. U. S. Ecology, Inc. 

71-6679 

349 

Model: 676 & 676E, Technical Operations, Inc, 

71-9029 

349 

Model: 680 &. 680E. Technical Operations, Inc, 

71-9035 

350 

Model: 715, Technical Operations, Inc. 

71-9039 

350 

Model: 771, Technical Operations, Inc. 

71-9107 

351 

Mcxiel: 9080, Hitlman Nuclear & Development 

Corp, 

71-9080 

350 

Model: 927A1 & 927C1, Combustion Engineering. 
Inc. 

71-6078 

348 

Model; AP-lOl, ANBFCO, Inc, 

71-9071 

350 

Model; BMM, Battelle Columbus Laboratory 

71-595? 

348 

Model: C-6, Energy, Dept, of 

71-6708 

349 

Model: C-8, Gamma Industries 

71-9128 

351 

Model: Century S & SA, Cen. Univ. S & SA, 
Gamma Industries 

71-9135 

351 

Model: CMB-Il, Energy, Dept, of 

71-6286 

348 

Model: CNS 14-190, Chera-Nuclear Systems, Inc. 

71-5026 

347 

Model: CNS 21-300, Chem-Nuclear Systems, Inc. 

71-9096 

350 

Model: CNS 6-75, Chem-Nuclear Systems, Inc. 

71-9108 

351 

Model: CNS 6-80-2, Chem-Nuclear Systems, Inc.- 

71-9111 

351 

Model: CNS 8-120, Chem-Nuclear Systems, Inc. 

71-6601 

349 

Model: CNS-3-55, Chem-Nuclear Systems, Inc. 

71-5805 

348 

Model: D-28, Energy, Dept, of 

71-5787 

348 

Model: FSV-1, General Atomic Co. 

71-6346 

348 

Model; Gas Cylinder Fire Impact Shield, 

Energy, Dept, of 

71-5552 

347 

Model: GE 21PF-1, General Electric Co, 

71-4909 

347 

Model: GE-1600, Genera! Electric Co. 

71-9044 

350 


Name 

Docket 

Page 

Model: GE'20O, General Electric Co, 

71-5971 

348 

Model: GE-500, General Electric Co. 

71-9049 

350 

Model: GNO-20, Gulf Nuclear, Inc. 

71-9163 

351 

Model: GNM-20, Gulf Nuclear, Inc. 

71-9162 

351 

Model: HN-100, Scries 2 & 2A, Hittman Nuclear & 
Deveit^numt Corp. 

71-9079 

350 

Model: HN-KXJ, Series 3, Hittman Nuclear & 
Development Corp. 

71-9151 

351 

Model: HN-IOOS, Hitlman Nuclear & 

Development Corp. 

71-9089 

350 

Model: HPG MOD-3 RTG, Energy, Dept, of 

71-9505 

352 

Model: IR-100» Industrial Nuclear Co. 

71-9157 

351 

Model: IR-50, Industrial Nuclear Co. 

71-9156 

351 

Model: N-55, Energy, Dept, of 

71-9070 

350 

Model: NFS-4, Nuclear Fuel Services, Inc. 

71-6698 

349 

Model: NLI-1/2, NL Industries, Inc. 

71-9010 

349 

Model: NLS-RF, Schlumberger Well Services 

71-9088 

350 

Model: Nraie, Energy, Dept, of 

71-6406 

349 

Model: NUPAC 14/210L & 14y2!0H, Nuclear 
Packaging, Inc. 

71-9176 

352 

Model: PADUCAH Demonstration Cask, Energy, 
Dept, of 

71-6495 

349 

Model: RCC, -1, -2, -3, -4, Westinghouse Electric 

Corp. 

71-5450 

347 

Model: SN-I, Metropolitan Edison Co. 

71-677! 

349 

Model: T-3, Energy, Dept, of 

71-9132 

351 

Model: TREAT, Energy, Dept, of 

71-5828 

348 

Model: UCC-20WC-2 & 2A, Union Carbide Corp. 

71-9098 

350 

Model: UNC-2500, United Nuclear Corp. 

71-5641 

348 

Model: WAPD-40, Energy, Dept, of 

71-5874 

348 

Navy, Dept, of 

71-0037 

346 

NUS Corp. 

71-0496 

346 

Scienlifle Inspection Technology, Inc. 

71-0501 

347 

Vermont Yankee Nuclear Power Corp. 

71-0502 

347 

Licensing of Independent Spent Fuel Storage — Docket 72 


Morris 0|«ralions, General Electric Co, 

72-0001 

352 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS. JNC. 


8307180310 Foruardi clarification of License Condition 36 re standing 
water re<iolrements in drg solid waste. Use of absorbent metl 
not Intended as substitute for solidification media. 

PURVIS. d. Chem-Nuclear Sgstems, Inc. 83/07/06. MIDMEVEH.D. NRC - 
No Detailed Affiliation Olven. 2pp. 19366: 114. 


DOCKET 27-048 RICHLAND, WA, U. S. ECOLOOY, INC. 


8307200160 Trip rept of 030303-03 site visit to Richland. MA to dlacusi 
closure ti s tab! 1 1 la t ion plan for low level waste disposal 
facllltg u/State of WA. 

8HAFFNER, d. A. Low Level Waste Licensing Branch. 83/06/23. 
HIOOINBOTHAM, L. Lou Level Waste Licensing Branch, 3pp. 19670:330. 


8307060401 Forwards IE Waste Packaging Insp Rept 13000046/83-03 
conducted bg State of WA on 830317. 

BOOK.H.E. Region 3, Office of Director. 83/06/30. OHELLA.A. 
aafeguards b Materials Program Branch. Ip. 19234:298. 


■8307060407 IE Waste Packaging Insp Rept 15000046/83-03 on B30317. 
Noncompllance noted; vl olatlon of DOT/NRC regulations re 
Drum 203 u/opin rim ti lack of strong tight container. 

THOMAS, R.D., BOOK.H.E, Region 3. Office of Director. FQOTE.AH 
Washington, State of. 83/06/29. 3pp. 19234:299. 


8307060032 PNO-V-83-027: on 830627, State of WA notified that shipment 
of low level waste received from Palisades power plant u/one 
drum leaking due to hole caused bg corros I on. Ut 1 1 banned 
from using site I, burial permit suspended, e f fee tive 830621. 

THOMAS, R.D. Region 3, Office of Director, 83/07/01 In 
19231:330. 


B307230444 ‘'Radiological Surveg of Former Thorium/Rare Earths 
Processing Facllltg (WR Grace Propertg WagneiNd)." W/two 
oversiiB figures. Aperture cards are aval Satie inPDR 
• New Jerseg, State of. 83/03/31. 60pp. 19701 J06. 


DOCKET 40-0299 UNION CARBIDE CQRP . GRAND dUWCTtON, CO 


8307180393 Ack receipt of 030613 Itr re B30327 const of new pumpback 
uel I, Guardwel 1 OB.Well can be incorporated In current 
application for A-9 pit collection sgi. provided listed info 
submitted in triplicate. 

LABAROE.F. Ugomlng, State of. 03/06/30. LYONS. P.d. Union Carbide 
Corp. 2pp. 19366:361. 


DOCKET 40-0672 NUCLEAR METALS, INC. , CONCORD. MA 


83072BOI64 Forwards IE Insp Rept 40-0672/B3-0 1 on 830325-27 U 0608-10. 
Violations identified during Insp will be discussed during 
830727 enforcement conference at Region I ofc.per 830629 

tatcon. 

MARTIN. T.T. Division of Engineering 4, Technical Programs. 83/07/11. 
TUFFINiM.D. Nuclear Metals. Inc. 2pp. 19792:079. 


— 8307280170 IE Insp Rept 40-0672/83-01 on 830525-27 6 0608-10 
Noncompllance no ted: fa 1 lure to evaluate fc rept apparent 110 
res eitremitg osposuro & eiposure to ectremitles of foundrg 

workers. 

ROHEiC., COSTELLO, F., KINNEMAN,d. Region I, Office of Director 
83/07/01. llpp, 19792 001 


8307190087 Ack receipt of 020921 Itr re monthlg 01 film badge eiposuros 
in response to NRC 820721 Itr, 

KARTIN.T.T. Division of Engineering 4, Technical Programs. B3/07/13. 
VUMBACO.F- Nuclear Metals, Inc. Ip. 19635:150. 


8307270144 Forwards monthlg BNM receipt 6 burial 
rept of Isotopic actlvltg.W/o ends. 

WRIGHT, 8, V. US Ecologg, Inc. iformerlg Nuclear 
83/07/11. HAWKINS, E. Lou Level Waste Llconsin 
19811; 136. 


rept far dune 

Eng Ineering). 
g Branch. Ip. 


1983 t, 


— 8307190091 Forwards corrected 820909 response to NRC 820721 Itr. Several 
handwritten Items re exposures vs reported doses 
Inadvertentlg omitted during final preparation. 

ALLARD.D.d. Nuclear Metals, Inc. 82/09/21. MARTIN, T.T. Division 
of Engineering 1. Technical Programs. Ip. 19635:151. 


8307260432 Forwards Waste Packaging Insp Rept 13000046/83-06 on 830621 
Noncompllance noted, 

BQOKiH, E, Region 3, Office of Director, 83/07/19. ORELLA.A. 
Safeguards & Materials Program Branch. Ip. 19734:183. 


— B307260436 Waste Packaging Insp Rept 13000046/83-06 on B3062I. 
Noncompllance noted: fa I lure to provide strong, tight package 
for Drum Bl-ll-4 (, failure to prevent presence of loose 
radioactive matl on trailer floor. 

ELBENiM.J., THOMAB.R.D,, B00K,H.E. Region 3, Office of Director 
83/07/19. IBpp. 19734: 186. 


■B307190D9S Corrected response to 020721 I’equest for addl Inf o. Equa 1 1 on 
used to correct gamma dose based on averaging of best fit 
lines for monthly 01 film badge exposures (90 RVp X-rays) vs 
reported doses. 

ALLARD, D. J. , VUMQACD,F.J. Nuclear Metals, Inc 62/09/09. 

MARTINiT. T. Division of Engineering L Technical Programs 9 dd 
I 963S: iS8. v nr 


•■“830?190097 "Personnel Dosimetry Performance Tea ting, P 1 lot Study, 
Results of Test 3 '■ 

PLATO.P. . MIKICS, J. Michigan, Unlv. of, 02/06/10. 12pp 

19635:161. 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0086 W. R. GRACE 6 CO. , POMPTON PLAINS, NJ 


8307230440 Responds to 830408 Itr forwarding Mar 1983 "Radiological 
Survey of Former Thorium/Rare Earths Processing Facllltu 
(HR Grace Property Wayne, NJ)," NRC studies conclude no 
immediate hazard from thorium concentrat 1 on. 

division of Engineering t, Technical Programs. 83/07/19. 
KUHRTZ, 8. G. Nau Jersty, State of. Ip, 19701:103. 


8307280123 Ack receipt of 030304 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-0672/81-02. 

KARTINiT.T. Division of Engineering t> Technical Programs. 83/07/15. 
TUFFINiH.B. Nuclear Metals, Inc. Ip. 19796:300. 


—8307280129 Responds to NRC 030117 Itr re violations noted In IE Insp 
Rept 40-0672/01-02. Correct ive ae t ions: heal th physics program 
revised 6 bioassay program modified. 

GILMANiA.R. Nuc 1 ear Me ta 1 s , Inc. 83/03/04, MARTIN,T.T. Division 
of Engineering {< Technical Programs. 15pp. 19796:301. 


—8307230443 Foruardi "Radiological Survey of Former Thorlom/Rare Earths 
Proetislnfi FAcillttj <WR Orjct Propartrij WaijntfNJ). 

Evaluation of area should be based on more stringent environ 
stdsidue to possible change in property use. 

KUHRTZ, 8,0. New Jersey, State of. 83/04/00, Region 1. Office 
of Director, 2pp. 19701:104, 


8307250349 Ack receipt of 830602 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 40-0672/81-03, 

40-0672/82-01 i 40-0672/82-02. 

KARTINiT.T. Division of Engineering 6 Technical Programs. 83/07/19. 
TUFFIN,H.S. Nuclear Metals, Inc. Ip. 19703 : 246. 


1 
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DOCKETED ITEMS 


--8307250:354 Responds t9 MBC 830523 Itr 
HopH 40-0*72/83-03.40-04172762-01 >. 
actJOTis 5 b 1 4-9ripp ins nail* "JSS® ‘ " 
uaodBTi shjppins crates 
gARBOOR, D A , ‘JUhDACQ.F J Kjclear 
MARTIN. T 7. Divisisn Of Ensineerirg 
19703 247 


re violations noted i" IE I"*? 
40-04.72/82-02 Corrective 
fabr I c a t )OTi of a 1 1 

Metals. Jnc. B3/06/0S- 

Technical PrograM. Bpp- 


DOCKET 40-1343 TENNESSEE VALLEV AUTHOBITV. CHATTANDOSA. TH 


8307110723 Foruards environ asseiiinent i. action deicription «e«e for 
pemedial action acUvitiea planned for 100 vicirftv 
properties in Edgemont. SD Implementation of remedial action 
critical 

TUCKER. M K Energg. Dept. of. S3/04./06. BAUDL TTZ. J- E. EneraS' 
Dept, of 2pp 19391:248. 


—8307110726 Action description memo. "Cleanup Activities at Vicinity 
Properties In Edg e mont . SO. " 

• Bendli Corp. 83/06/01. Spp. 19391:250. 

— S307110727 "Environ Assessment of Cleanup Activities at Vicinity 
Properties in Edg rmon t . SO. " 

• Bendii Corp. 00-061831. 83/06/30. 43pp. 19391:258. 


DOCKET 40-2061 KERH-MCOEE CHEMICAL CORP.. OKLAHOMA CTTV. OK 


8307070216 Requests ertenslon until 830801 to file petitions for 
hearing Addl time needed to review FES. Cert If lea te of Bve 
enc I . 

RENNELS.AE. West Chicago. IL. 83/07/01. Do 1 1 eting fc Sorwlces 

Branch. 3pp 19269:318. 


8307110304 Petition for hearing !< for leave to intervene. EIS must be 
prepared re application to dacomrcls s ion thorium milling 
SI te. Cer t if t c ate of Sve end. 

HARTIOAN. N. F. Illinois. State of. 83/07/07. Commissioners. 
I2pp 19374:345. 


3307280020 Forwards comments on FES re decommissioning of Rare Earths 
Fac i 1 1 ty.Hest Chicago. IL (NUREO-09041 FES deficient 6 
unresponsive to EPA DES concerns. Rep t does not substantiate 
that onsite waste disposal will be accomplished acceptably. 

ALBERICO. P. A. Environmental Protection Agency. 83/07/15. 

DAVIS. J. G. Office of Nuclear tlatertal Safety t Safeguards. Director. 
Spp. 19826.022. 


8307260303 Answer supporting State of TL 830707 petition to intervene fa 
motion for scheduling order. Notices of appearance fa 
Certificate of Sve end. 

RHINELANDER. J Kerr-McOee Chemical Corp. (subs, of Kerr-HcGee 
Corp. ). RHINELANDER. J. Shaw. Pittman. Potts fa Trowbridge. 

03/07/22. Commissioners. lOpp. 19726:282 


DOCKET 40-2259 PATHFINDER HINES COHP.i RIVERTON. WV 


— B3070B0474 Site 

reRUiremints 

adequate to p 


evaluation memo concluding that end consen 
fa oronosed notations on granite marker 
rotect public from radioactive contaminants 


t 

at 


judgment 


PAGE. R.O. Uranium 
Uranium Fuel Licensing Branch. 


Fuel Licensing Branch. 
3pp. 17383:136. 


83/06/09. 


-8307080400 Forward, draft J* tt 

restrictions on use to be recorded against title of site. 

BAMSAcSeRrj.V'^n.Ico}’ Chemlcal Corp. 02/09/29, PAGE, R. 0. 


nni/c. ir.w. .M... w. • - - - 

.. .... e,..i I iranslna Branch. 


lo.nnn- 139 


—8307080484 "Comprehensive Radiological 
figures. Aperture cards are available 
a Dames fa Moore. 81/07/23. 216pp. 


Survey. “ U/nlne 
In PDR. 

19383: 247. 


overs i le 


DOCKET 40-6500 ENEHOV, DEPT. OF. CANONSDURO^ PA 


8307150026 Forwards review 
reaedlal action plan for 
ceaisents required. 
NIXON.U. A. Uranium Fuel 
Energy. Dept. of. 5pp. 


loam Initial comments on review draft of 
Canonsburg. PA site. Response to 

Licensing Branch. 83/06/29. BALL. D. M. 
19S62: 324. 


8307280029 Forwards final responses to NRC comments on "Remedial Action 
Plan fa Site Conceptual Design for Stab 1 1 i lat ion of Inactive 
UHlll Tailings Site at Canonsburg. PA. " Meeting on 830726 
<114041 tod. 

BALL.D.H. Energy. Dept. of. 83/07/15. NIXON, W. A, Office of 

H.raTiji Rafetu fa Baf eouard s, D1 rec tor. 30pp. 19812:301. 


DOClWr 40-6639 GETTY OIL CO. - PETROTOMICS CO. , SHIRLEY BABIN. WY 


8307250299 Responds to 830624 notice of devi a t Ion. Ouar t er ly spot check 
for personnel contamination conducted fa documented on 830519 
& contamination monitor alarm setpoint reset. Implementation 
dates to be adhered to unless extended by written approval. 
UHITHANiJ.K. Oetty/Petrotomlcs Co. 83/06/30. BROWN. O.D. Region 4. 
Office of Director. 2pp. 19701:352. 


DOCKET 40-6940 KAHECKI DERYLCO IND. , INC., BOYERTDWN, ,PA 


8307060493 Aek cooperation extended during 830607-08 site visit. Trip 
rept re insp fa discussions held end. Action re release of 
facility for unrestricted use cannot be taken until survey 
results submitted. 

COOL, D. A. Uranium Fuel Licensing Branch. 83/06/23. COYCLE,F.T. 
KBI Corp. ip. 19299:206. 

— 8307060497 Trip rept of 030607-08 site visits In Doyertown, Revere fa 
Reading, PA to accompany Region I inspector an safety insp of 
bloassay program fa groundwater conditions. 

CODL.O.A. Uranium Fuel Licensing Branch 83/06/22. Uranium 
Fuel Licensing Branch, 2pp. 19299:207. 


8307130442 Forwards request for addl info re 830324 request for 
approval of waste disposal program required by Amend 16 to 
License 804-672 Info requested within IS days. 

PETTENGILL, H. J. Urafi iun Rec every Licensing Branch. 83/06/29. 
Pathfinder Mines Corp. 4pp- 19510 035. 


DOCKET 40-4492 FEDEHAL-AMER ICAN PARTNERS, RIVERTON, MY 


8307150452 Forwards plan for windblown tailings contamination cleanup 
in conjunction u/reroute of HllEou Springs Draw Project- 
Three oversiie maps end. Aperture cards are available in 
PDR. 

ANDRU5.N J. Federal American Partners. 83/05/23. OIULENxD. 
Uranium Recovery Field Office. Spp. 19540:050. 


DOCKET 40-6264 MICHIGAN CHEMICAL CORP., ST. LOUIS, HI 


8307030467 Confirms 830601 telcon. re radioactive contarai nation at 
facility Inplementatlon of site stab 1 1 I la t Ion plan Imposed 
by consent judgment filed 821227 ad equate. Proposed land 
use restrictions acceptable Site evaluation memo end. 

PAGE.R.C. Uranium Fuel Licensing Drench. 83/06/09. RADEMACIER, J. H. 

VelsiCDl Chemical Corp. Ip. 19383:135. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8307080548 Requests extension of Amend 19 to License SUD-IOIO until 
B40901 to exempt treated raffinate storage ponds from spare 
ponding requirements of Condition 13. Amend 22 approving 
deep well Injection issued 6 months late. 

SHELLEY,M.U. Kerr-McOee Corp. 83/06/21. PAGE,R.O. UranlumFuel 
Licensing Branch. Ip. 19365:039. 


DOCKET 40-8035 COTTER CORP. , ROSWELL, NM 


8307280165 Provides update of activities re design of containment bldg 
to store radwaste temporarily. 

UAR8DE. E. D. Futura Coatings, Inc. 83/07/05. RIFAKE8,G. 

Commonuieal th Edison Co. 2pp. 19826:273. 


DOCKET 40-8064 EXXON MINERALS CO. , USA, HOUSTON, TX 


B307200167 Confirms 330523 fa 24 telcon agreements to Incorporate 
listed Items pertaining to expanded RfaD pilot in situ 
U nine, Int o B209I7 submittal. List of target restoration 
values encl. 

eiLCHRIST.U.E. Exxon Corp. 83/05/24. R0S8.F. Uranium Recovery 

Field aPfice, Spp, 19670:323, 
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DOCKET 40-8331 AFRICAN METALS CGRP. , NEW YORK. NY 


8307190331 Confirms contract of agreement S. settlement under which 
DOE agrees to take title of residues stared at site, 
effective 830701. 

SHICK. V. Afrimet Indussa. Inc. 83/06/87. CROW. H T. Division of 
Fuel Cgcle & Material Safety. Ip. 19654:044. 


DOCKET 40-8380 ROCKY MOUNTAIN ENERGY CO., BROOMFIELD. CO 


8307320009 Forwards "Nino Mile Lake Pattern 4 Restoration Kept.” 

Au thor 1 1 a 1 1 on of well abandonment for carbonate pattern 
requested. 

NEUMANN, M R. Rocky Mountain Energy Co 83/06/06. SMITH. R.O. 
Uranium Recovery Licensing Branch. SUNDIN,R. Wyoming. State of 
2pp 19693: 169. 


8307180254 Forwards "Nine Milo Lake Pattern 4 Restoration Rept. * 
Author i J4t 1 on of well abandonment for carbonate pattern 
requested. 

NEUMANN, M. R. Rocky Mountain Energy Co. 83/06/17. SMITH.R, D. 
Uranium Recovery Licensing Branch. SUNOIN.R. Wyoming. State of. 
3pp. 19566:319. 


--0307180256 "Nine Mile Lake Pattern 4 Restoration Rept." 

» Rocky Mountain Energy Co. 83/05/31. 93pp. 19966:331. 


DOCKET 40-0453 DEAR CREEK URANIUM CO. . CASPER. WY 


0307100394 Informs of installation of clay liner in remaining 
Incremental areas of tailings bas in, comment Ing 030705. Rept 
will be submitted upon completion of ins ta 1 la t ion. f or 
review. 

MEDLOCK-R.L. Dear Creek Uranium Co. 83/06/37. SMITH.R. D. Uranium 
Recovery Field Office. Ip. 19567:363. 


DOCKET 40-0550 HOLMES «. NARVER. INC. . ANAHEIM, CA 


8307360316 Forwards IE Insp Rept 40-05SO/Q3-01 on 820518-830423, No 
noncomp 1 lance noted. 

BROWN, O.D. Region 4, Office of Director. 03/06/03. ALVY.R.H. 
Holmes U Narver, Inc. 2pp. 19726:002. 


— 0307260325 IE Insp Rept 40-0550/03-01 on 020518-830422 No noncompl iance 
noted. Major areas inspec ted : review of transfer & disposal of 
licensed matls. decontamination activities. surveys & 
independent measurements. 

SPirZDURG. D. B. , EVERETT, R.j. Region 4, Office of Director. 

83/05/24. 3pp. 19736:004. 


DOCKET 40-8504 MINERALS EXPLORATION CO. . LOS ANGELES, CA 


8307110763 Forwards corrected Table i to 830413 submittal re Sweetwater 
U Project describing requested changes to contamination 
surveys t< radiation protection training. 

KLEIN.T. J Union Minerals, 03/06/10. SMITH.R. D. Uranium Recovery 
Field Office. 2pp. 19391:246. 


DOCKET 40-0505 WYOMING MINERAL CORP. , LAKEWOOD, CO 


0307060538 Requests approval to use proposed disposal procedures for 
disposal of waste Ion exchange resins containing low levels 
of U «> trace quantities of Ra-236 & Th-330 at Kennocott 
Copper Mine. 

RUTLEDGE, C. Wyoming Mineral Corp. 03/05/10. SMITH.R.D. Uranium 
Recovery Licensing Branch. 3pp, 19365:047. 


DOCKET 40-8601 ENERGY FUELS NUCLEAR. INC. , DENVER, CO 


0307310015 Forwards IE Insp Rept 40-8601/63-01 on 630511-12.No 
noncomp 11 a nee noted. 

BROWN. O.D. Region 4, Office of Director. 03/06/10. 8PARLIN0. D. K. 
Energy Fuels Nuclear, Inc. 3pp, 19669:213, 


—8307210020 IE Insp Rept 40-8681/83-01 on 830511-12. No noncompl iance 
noted. Major areas InspectediU milling operations li radiation 
safety program, Ine lud Ing organ i lat ion, mg t & training t: 
independent measurements. 

CAIN.C.L., EVERETT, R.J, Region 4, Office of Director. B3/06/07. 
6pp. 19669:215. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD. , GRAND JUNCTION, CO 


8307130365 Forwards application to amend License 8UA- 1371, red uelng 
environ t> radiological safety monitoring programs on Interim 
basis to reflect temporary suspension of processing 
operations. 

CERDEHMY. F. U. Plateau Resources, Ltd. 83/06/20. SMITHiR, D. 
Uranium Recovery Field Office. 3pp. 19509:384. 


8307130367 Application for amend of License SUA-137 1. red uc ing environ fc 
radiological safety monitoring programs on interim basis to 
reflect temporary suspension of operations. 

• Plateau Resources, Ltd. 83/06/20. 38pp. 19509:286. 


8307180390 Forwards revised Page 4 to "Interim Surety Estlmatsi for 
Decofflnissiontng (, Reclamation," correcting Inflation factor. 
OERDEMAN. F. W. Plateau Resources, Ltd. 83/06/30. SMITH.R.D. 
Uranium Recovery Field Office. 3pp. 19641:294. 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO. , CLEVELAND. OH 


8307090103 Summarlies Cleveland-C 1 1 f f s perceptions from 830511 
discussions b agreements concerning fulfillment of 
obligations to State of HY re efforts to effect water 
quality restoration. 

8UN0AHL.J.A. Godfrey bSundahl. 83/06/14. FREUDENTHAL. N. Wyoming. 
State of. 4pp. 19366:319. 


03O716O392 Forwards Guideline 8 results for 6-month sampling of 10 
stability wells In D well f lei d, supplement Ing partial 630619 
list. 

UODECK.D.J. Cleveland-Cl Iffs Iron Co. 03/06/21. FREUDENTHAL, N. 
Hyemlng, State of. 5pp. 19641:287. 


DOCKET 40-8722 BRUSH WELLMAN, INC,. CLEVELAND, OH 


8307260490 Forwards fuel cycle b matls LER summary far Juno 1983. 
BROHN.O. D. Region 4, Office of Director. 83/07/19. DAVIS. J. 0. 
Office of Nuclear Material Safety b Safeguards, Director. Spp. 
19734; 183. 


DOCKET 40-8724 CHEMETRON CORP. , CHICAGO, IL 


8307280227 Application for renewal of License SUD-1337, ss tend Ing 
expiration date until 840731. 

DESHMi.R.J. Chemtron Corp. 83/06/28. PAGE. R, 0. Uranium Fuel 
Licensing Branch. 3pp. 19026:074. 


DOCKET 40-8743 CONOCO. INC., DENVER. CO 


8307130043 Relinquishes 800731 application for source matl license. 
HARVEY.R.C. CONOCO, Inc. (Continental Oil Co, 1, 03/06/10. SMITH. D. 

Uranium Recovery Field Office, 2pp. 19911:303. 


DOCKET 40-0760 KERR-MCOEE NUCLEAR CORP. . OKLAHOMA CITY, OK 


8307300219 Third semiannual rept covering ALARA audit performed on 
830923 b 24, per License Condition 27. W/030603 itr. 

SINKE.O. J. Herr-McOee Corp. 03/06/03. Uranium Recovery Licensing 
Branch. 3pp. 19670:295. 


8307130086 Forwards addendum to semiannual ALARA review rept dtd 
830603. 

BINKEfO. J. Kerr-McOee Corp. 03/06/13. Uranium Recovery Licensing 
Branch. Spp. 19311:287 


8307200209 Addendum to 030603 semiannual ALARA review rept for 1902 & 
First Quarter 1903 required by License 6UA-1307. W/03O61S 

Itr. 

SINKE.O. J. Kerr-McOie Corp. 83/06/15. Uranium Recovery Licensing 
Branch. 4pp. 19670:300. 


DOCKET 40-8829 WYOMING FUEL CO., LAKEWOOD. CO 


8307290903 Forwards revised "Aquifer Testing at Crow Butte U Project. 
Myoming Fuel Co." Rev based on discussions during 830331 b 
0601 trip to Lincoln. NE. 

WILLIAMS. R. E. R. E. Williams b Associates, Inc. 83/06/13, 
UA 8 TLER 18 . Uranium Recovery Field Office. Ip. 19721:067, 
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— 8307890906 ''Aq,uiftT Teftin} at Crou Butts 11 Prsjec 1 1 Mi^aninj Fual Co," 
• R E. Hilllams & Assaciatsi. Inc. 83/05/30. 33pp. t972l;06a. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET SO'3 UNIV. OF hICHIOAN RESEARCH REACTOR 


F. Sscurltiji flisdicali smargcney & firs prptectloni plans 


5307080932 SuiTJnary af 630912 nsetlng u/unlv In Ann Arbor<l11 rc llctnsea 
ssAsguards program & othsr proprlttarv Info. 

ROSSQHONDOi C. Fusl Facllltg Safeguards Licensing Branch. 93/03/16, 
EROUNrU.D. Fuel Facility Safeguards Licensing Branch. Ip. 

1^369;050. SAX Flehe: SO-002, 83/03/ 16. B307080S33. 


8307060413 Foruards rsvieu & evaluation of emergency plan against 
App E to lOCFRSO reiiuirefflents 6 Rev 1 to Reg Oulde 2.6. 

Plan acceptable 6 should be ImplementciJ ulthln 120 days. 

THOMAS. C. O. Standard 1 1 at Ion 6 Special Projects Branch. 83/’Q6/34, 
KERRiH.F. MleMgan. Unlv. of. 4pp. 19299:331. 24X 

FI Che: 90-002. 83/06/24. 8307060413. 


0. Inspection, report!. IE Bulletins ic correspondence 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 


0307080427 Senertc Ltr B3-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 390. "Personal Qualifications 
Statement — Licensee. " Svc list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/11. Michigan. Unlv. 
of. 14pp 19963:138. 24 X F 1 c h e : 90-000, 83/07/ 11 . 8307080427 . 


DOCKET 90-8 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 


J. Insurance t< Indemnity Information 


S3070B0005 Eiecuted Amend 17 to Indemnity Agreement E-7 . ef f oc 1 1 ve 
630613. Accepted by unlv on 830627. 

SALTZHAHi J. Assistant Director for State Licensee Relations. 
83/06/27. ip. 19391:246. 24 X Pi ch B : 90-008. 83/06/ 27 , 8307030009, 


DOCKET 90-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Secciritg. medical, emergency k fire protection plans 


8307200257 Clarifies Page 4iSictlon 9. a of 830516-18 routine sefety 
insp.per NRC 030610 ltr. Section re beam port floor extracted 
from facility Investigative rept under cons idera t ion but not 
Implemented as procedure. 

KERR.M. Michigan, Unlv. ef. 83/07/12. PAPER lELLO. C. U. Region 3. 
Office of Director. Ip. 19648:136. 24X FI che : 30-002. 83/07/12. 

8307200297. 


V. Operator Eiamlnatlons 


0307080427 Generic Ltr 03-12A to all nonpouier reactor licensees re 
Istuance of NRC Form 396. "Personal Dual I f I cations 
Statement - Licensee." Svc list end. 

EISENHUT. D. 0. Division of Licensing. 03/07/11. Michigan. Unlv. 
of. i4pp. 19963:t3a. 24X Picha: 90-000. 83/07/1 1 . B3070B0427. 


DOCKET SO-3 INDIAN POINT STATION. UNIT 1 


P. Operating license stage documinte 1. correspondence 


6306270397 Generic Ltr a3-26 to all applicants for CLs 6 holders of 
CPs for power reactors re clarification ef surveillance 
regulTiments for diesel fuel impurity. Eve list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co. of Neu Yort. Inc. 16pp. 19390:317. 24X 

FI Che: 90-000. 83/07/09, 8306270397. 


6307060329 Generic Ltr 03-27 to all licensees fc applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance Intervals In STS. Svc list end. 

EISENHUT, 0. 0. Division of Licensing. 63/07/06. Consolidated 
Edison Co. of .New York, Inc. 16pp. 19669:294. 24X 

Fiche; 90-000.63/07/06, 8307060329. 


6307080169 Generic Ltr 63-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATW3 events. Svc list end. 
EISENHUT. D. G. Division ef Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 30pp. 19669:269. 24X 

Fiche: 90-000.03/07/08. 6307080169. 


0307090249 Forwards IE Safeguards Insp Repts 50-010/03-10.90-237/63-19 
« 90-249/83-24 on 830923-27. 

HIND.O.A. Region 3. Office of Director. 03/06/23. REED.C. 
Cgneonuealth Edison Co. 2pp. 19190:394. 24X Fic h e: 90-010. 83/06/23. 

8307090249. 


•8307090263 1C Safeguards Insp Septs 50-010/63-10 90-237/83-14 b 
30-249/83-14 on 830923-27. Noncompl lance no ted : sec ur 1 ty 
violations not reported in required manner or f orma t . De tai Is 
wlthheid Iref 10CFR73. 21). 

PIRTU.e.L. Region 3, Office of Director. 83/06/23. 2pp. 
19196:356. 24X FI e h e : 90-010. 33/06/23. 0307090249. 


8307280347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
decisions end. 

PAPERIELLO.C. J. Region 3., Office of Director. 63/07/26. REED.C. 
Coowionuealth Edison Co. lOpp. 19709:010. 24X Flc he : 90-000, 

e3/07/26, S3072S0347. 


O. Adjudicatory correspondanca 


8307120599 Advises that time for Commission to review Director's 
Daclslen 00-03-6 exp 1 red. Coimml ssion declined review. 

Decision became final agency action on 830709. 

CHtCKrS.J. Offlca of the Secretary of the Commission. 03/07/11, 
QUIOOrC. Pollution b Environnantal Problems, Ine. Ip. 19433:076. 
24X Fiche: SO-OOO. 03/07/11, 8307120995. 


J. Insurance S. Indemnity Information 


8307260430 Forwards Endorsements 146 & 147 to NELIA Policy NF-43 b 
Enderssmenta 123 b 124 to MAELU Policy MF-22. 

OaTERiJ. Connanuealth Edison Co. 83/07/19. 8AUTZMAN.U. Assistant 
Dlractor for State b Licensee Relations. 5pp. 19734:178. 24X 

Fiche: 90-010j 03/07/19, 8307260430. 


P. Operating license stage documents b correspondence 


Q. Inspection reports. lE Bulletins b correspondence 


0306270401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
Surry Ridrculatlon Spray Subsystara." Svc list end. 

JDRDANrE.L, Division of Emergency Preparedness b Engineering 
Response IPost 830103). 83/07/11. Consolidated Edison Co. of Keu 

York, Inc. I94pp, 19963:293. 24X FI che: 90-000. 63/07/1 1, 0306270401. 


0306270404 IE Info Notice 63-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end, 

JOBDAM.E.L. Division of Emergency Preparednesi b Engineering 
Responee iPost 8301031. 03/07/12, Consolidated Edison Co. of Neui 

York, Inc, 141pp. 19963:193. 24X FI cha; 90-000. 63/07/12.8306270404. 


9306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-129 b t-l31 In Excess of NRC Limits. " Svc list 
enc 1 , 


‘>^''lslon of OAi Safeguards b Inspection Programs <Po»t 
030103), 03/07/14. Consolidated Edison Co. of Niu York. Ine. 

Ithpp. 19719:270. 24X FleJi e; 90-000, 83/07/1 4. 8306270406. 


8306270397 Oenarlc Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors ra clarification of surveillance 
rdquiranents far diesel fuel Impur 1 ty. Svc list end. 

EISENHUT. D. O. Division of Licensing. 63/07/09. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Fiche: 90-000. 83/07/09. 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT.O. O. Division of Licensing. 03/07/06. Consolidated 
Edison Co, of New York. tnc. 16pp. 19669:294. 24X 

Fiche: 90-000. 03/07/06. 8307060329. 


8307080167 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based! 
on generic implications ef Salem ATUS events. Svc list end. 
EISEbMlT, O. O. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York. Inc. 30pp. 19669:269. 24X 

FlCheT 90-000. 83/07/00. 8307080169. 
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Q Inspection reports. IE Qulletins correspondence 


0307050249 Forwards IE Safeguards Insp Repts 50-0l0/a3-i0i 30-237/83-19 
« 30-249/03-24 on 030523-27. 

HINOiJ.A. Region 3. Office of Director. 03/06/23. REED.C. 
Commonwealth Edison Co. 2pp 19198.394. 24X FI che SO-OtO. 83/06/23. 

03O7OSO249. 


— 0307050262 IE Safeguards Insp Repts 30-010/83-10 30-237/03-14 & 
30-249/03-14 on 030523-27. Noncomp 1 lance noted : security 
violations not reported in required manner or f orma t. De tai I» 
withheld (ref 10CFR73. 211. 

PIRTLE.CJ. L. . KNICELEY, J. R. , CREED.Jfi. Regions. Office Of 
Director. 03/06/23. 2pp. 19190 356. a4X F 1 c h e : 30-010. 83/06/23. 
8307030249. 


0306270401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness S. Engineering 
Response (Post 030103). 03/07/11. Consolidated Edison Co. of Noh 

York. Inc. 134pp. 19363:293, 24X Flche i 30-000. 03/07/1 1, 0306270401. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness 4< Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:153, 24X F 1 c h e ; 50-000. 83/07/ 1 2. 8306270404. 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Hadtoactlvo 1-125 4i 1-131 In Excess of NRC Limits." Svc list 
enc 1. 

TAYLOR. J.M. Division of OA. Safeguards 6 Inspection Programs (Post 
830103). 63/07/14. Consolidated Edison Co. of New York* Inc 

ll4pp. 19715:270. 24X F I c h 0 ; 30-000. 03/07/ 1 4, 8306270406. 


3307200287 Forwards IE Insp Repts 50-010/83-11.50-237/83-19 li 
50-249/83-17 on 830606-10 ti 17. No none omp I lane e noted. 

PAPER lELLO. C. J, Division of Emergency Preparedness i. Operational 
Support. 83/07/14. REED.C. Commonwealth Edison Co. 2pp. 
19790:209. 24X F 1 c h e : 90-0 1 0, 83/07/ 1 4, 03O7QSO2B7. 


— 8307280293 IE Insp Repts 50-010/83-11.90-237/83-19 & 50-249/83-17 on 
830606-10 & 17. No noncorap I lance noted, Major areas Inspected; 
records I* repts of effluents, of fl uent control 
Instrumentation U procedure for controlling releasas. 

PAUL. R. A., OREOERiL.R. Region 3. Office of Director. 83/07/13. 
7pp. 19790:211. 24X F i c h e : 30-010. 83/07/ 1 4 . 8307280287. 


0307280084 Confirms 830726 ragt meeting In Chicago. IL to discuss 
licensee regulatory performance i< communl ca t ion problems 
between NRC h util. per 830715 discussion. 

NORELIUS. C. E. Division of Project t. Resident Programs. 83/07/22. 
REED.C. Commonwealth Edison Co. 2pp. 19791:169. 24X 

Flche: 90-000. 83/07/22, 8307200084. 


—8307280102 Confirms request for NRC it util senior mgt meeting on 630726 
In Chicago. IL to discuss licenses regulatory performance b 
relationship tu/NRC. 

REED.C. Commonwealth Edison Co. 83/07/11, DAVIS, B. A. Region 3* 
Office of Director. Ip. 19791:171, 24X Flche: 50-000, 03/07/22. 

S3O72S00S4. 


8307280446 Forwards 8ALP Repts 50-010/83-13,50-237/03-10 t 
50-249/03-16 for Jan-Dec 1902, Endorses that assessments ere 
Indicative of util efforts to Improve performance at 
facilities. 

KEPPLER. J. (}, Region 3. Office of Director. 83/07/29. REED.C. 
Commonwealth Edison Co. 2pp. 19797:206, 24X Fl che: 90-010. 83/07/29. 

0307280446. 


—8307280490 8ALP Repts 90-010/83-13,50-837/83-18 b 90-249/83-16 for 
Jan-Dec 1982, 

* Region 3, Office of Director. 03/07/85. 27pp. 19797:208. 24X 

Flche: 50-010, 83/07/29, 0307280446. 


-0307280454 Discusses upcoming 030312 meeting In Glen Ellyn. IL to 
discuss SALP rept for Jan-Dec 1982- 

HIND. J. A. Division of Radiological b Materials Safety Programs. 
83/04/22. REED.C. Commonwealth Edison Co. 2pp. 19797:236. 24X 

Flchs: 50-010, 03/07/25, 0307200446. 


•0307200497 Forwards comments on SALP repts based on 830912 meeting. 
Practice of Issuing reduced rating to all five operating 
plant sites for same alleged corporate weakness tends to 
overamphas 1 > e significance of alleged deficiency. 

REED.C. Commonwealth Edison Co 03/09/31. KEPPLER.J.O. Region 
3, Office of Director. 6pp, 19797:238, 24X Flche: 90-010. 

83/07/25, 8307200446. 


8. Reportable occurrences, LERs b related correspondence 


8307220446 Port 21 rept re possible discrepancy In variable springs In 
turnbuctle b top plate assemblies bolt Interface. No recorded 
failures or complaints registered against sutj products. Enc 1 
lilt of springs Identified for Comm Ed only, 

LITKA.T. J. Elcen Metal Products Co. 03/07/19. KEPPLER.J.O. Region 
3. Office of Director. 26pp. 19606:006. 24X Flche: 90-000. 03/07/19. 

8307220446. 


DOCKET 90-13 OABCQCK b WILCOX CO. CRITICAL FACILITY 


V. Operator Eiaminations 


83070B0427 Generic Ltr 03-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 390, "Personal Qualifications 
atatement - Licensee." Svc list end. 

EI8ENHUT. D. 0. Division of Licensing 03/07/11. Michigan. Unlv. 
of. 14pp. 19963:133, 24X Flche: 50-000, 03/07/1 1, 0307000427. 


DOCKET 90-16 ENRICO FERMI ATOMIC POWER PLANT. UNIT I 


R. Periodic operating reports b related correspondence 


B30726(M99 “Annual Rept for Decommissioned License DPR-?, Mey 1982 - 
June 19S3. M/830711 ltr. 

HAVEAL.M.T,. ORIFFINO, E. P. . ALEXANDER80N, E. Detroit Edison Co. 
83/07/12. STDLZi J. Operating Reactors Branch 4. 13pp. 19733:241. 

24X Flche; 90-016.83/07/12. 8307260499. 


DOCKET 90-20 MASSACHUSETTS INST, OF TECH. RES. REACTOR 


F. Security, medical, emergency b fire protection plans 


8307070919 Forwards evaluation of emergency plan per requirements 
of App E to I0CFR90 b Rev 1 to Reg Guide 8, 6, Plan 
acceptable. Implementation should be accomplished within 120 

days. 

THOMAS. C.O. Standardiiatlon b Special Projects Branch. 03/06/24. 
CLARK.L. Massachusetts Institute of Technology. 9pp. 19300:339, 
24X Flche: 90-020. 03/06/24, 030707091 9, 


P.. Operating license stage documents b correspondence 


8307280441 Submits rept on remeasurement of MITR-II temp coefficient 
b analysis of results. Core temp coefficient of reactivity 
negative in normal operating range b existence of positive 
unlforn tamp coefflcent not safety haiard. 

CLARKfL. Massachusettf Institute of Technology. 03/07/22. 
ALLANiJ.M. Region 1, Office of Dlrector. 9pp. 19797:114. 24X 

Flche: 90-020,83/07/82. 8307200441. 


V. Operator Examinations 


8307060427 Generic Ltr 03-12A to ell nonpouer reactor llceniees re 
Issuance of NRC Form 398. "Psrional Qualifications 
Stataaant - Llcsnsee. " 8ve Hit end. 

EISENHUTi D. 0. Division of Licensing. 83/07/11. Michigan, Unlv. 
of. 14pp. 19963:138. 24X Flche: 90-000. 83/07/1 1, 8307080427. 


DOCKET 90-29 DOW CHEMICAL CD. TRIOA REACTOR 


V. Dparator Etaminatlens 


B3070B0427 Ounerlc Ltr 83-18A to all nonpouer reactor Hcinseis re 
Issuance of NRC Form 398, "Personal Quallf Icatlons 
Btatenent -Licensee." Svc list end, 

EISENHlfT. D. 0. Division of Licensing. 83/07/11. Michigan. Unlv, 
of. t4pp. 19963:138. 24X Flche: 90-000. 83/07/1 1. 8307080427. 


DfKKBT 90-27 WASHINGTON STATE UNIV. RESEARCH REACTOR 


C. Utility Environmental Report (ER), amends fa correspondence 


B307I10621 Clerlfles sefeguards licensing policy re inventory 
requireMcnts of 8NM contained In liquid b solid waste metis 
stored at site. Request for exception from t0CFfi7O, 51 should 
be submitted for storage of holding account waste discards. 
BMITM.C.N. Fuel Facility Safeguards Licensing Branch, 83/01/13, 
RE0AN.N. Babcock b Wilcox Co. 2pp. 19434:113. 24X 

Flcha: 90-027. 83/01/13, 83071 10621. 



6 


DOCKETED ITEMS 


F. Seeurltiji meoieali imerjen<v 8< fire protection plant 


S3071t0603 Releages public varsian of Llcantee e30Sl4 r«qu>it for 
90-dav eitention to submit addl amergency plan Info.NRC 
B30&10 riqoest for addl Info also released 

FELTONiJ.H. Division of Rules and Records. 63/06/34. Docunent 
Hanagemsnt Branch. Ip. 19391:137. 34X che : 50-037. 03/06/34. 

□3071 10603. 


B307310343 Grants eitension until 030915 to respond to KRC questions on 
emergency plan. per 030614 request. 

THOKASiC.O. Standardl latlon & Special Projects Branch. 83/07/13. 
UILSOM.U-E. UasMngton State Unlv. Ip. 19673:336. 3*X 

FI Che: 50-037. 03/07/13.6307210343. 


V. Operator Eiaminatlons 


0307000437 Generic ttr 83-12A to all nonpouier reactor licensees re 
Issuance of NBC Form 390. "Perional Gual If I cations 
Statement - Licensee." 8vc list end. 

E18ENHUT. 0. 0. Division of Licensing. B3/07/II. Michigan. Unlv. 
of. I4pp. 19563:130- 34X F 1 c he : 50-000. 03/07/ 1 1 . 0307080427. 


DOCKET 50-29 YANK6E-R0WB NUCLEAR POWER STATION 


F. Becurity. nedlcal. emergency & fire protection plans 


3307010150 Poruards eddl corrections to security p Ian. Corr ec tions 
withheld (ref 10CFR73. 21). 

RAV. U. A. Yantee Atomic Electric Co. B3/06/14. HAYNES.fl.C. Region 
1. Office of Olrictor. Ip. 19175:336. 24X Fiche: 50-029. 03/06/14. 

03070 101 SO. 


0307140338 Forwards IE Safeguards Insp Rept 50-029/03-09 on 030613-17. 
No noncompl lance noted. 

HAFITIN.T.T. Region 1. Office of Director. 83/06/30. HEIOER.L.H. 
Yankee Atomic Electric Co. 2pp. 19523:106. 24X 

Flche: 50-029. 03/06/30. B30714023B, 


— 8307140242 IE Safeguards Insp Rept 50-029/83-09 on 830613-l7.No 
noncompliance noted. Major areas inspee ted: physlca 1 barriers 
(protected i. vital areas I . sec ur 1 ty sys power supply, 
assessment alds.access control i> contingency plan 
SHlTHiO.C.i ODDV.A.T. Region 1. Office of Director. 03/06/28. 
3pp. 19523:100. 24X FI che: 50-029. B3/06/30. 8307140230. 


0. Advisory Coninittee O'n Reactor Safeguards reports 6 c opresp ondence 


8307090095 Bummsrlies 276th ACRB meetings on 630414-16 w/utils to 
review request for OL. Agenda for 830512-14 meetings end. 
EBEREOLEi J. ACRS - Advisory Cammlttee dh Reactor Safeguards. 
83/04/29, PALLADINO. N. J. C amml s H oner 5 . 3pp, 19366:058. 24* 

Flehe : 80-000. 03/04/29. 8307090095. 


P. Operating license stage documents I. correspondence 


0306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants fpr OLs 6 holdirs of CPs for Westlnghouse PWRs 
re safety evaluation of "Emergency Response Ouidellnes." 

Svc list end. 

EISENRUT. D. 0. Division of Licensing. 83/06/03. Yantee Atomic 
Electric Co. 10pp. 19363:116. 24X Flche: 50-000. 83/06/03. 

0.306060070. 


8307080259 Forwards badfit cost figures for addl seven utils per 
original 930208 request. Cost figures for 20 utils 
transmitted 83041 1 . 

TOURTELLOTTE. J. Regulatory Riform Task Force. 83/06/22. 
PALLADINO. N. I OILINSKY.V.. ANEARNE.U. Cammi ssloners. 2pp. 
19363:313, 24X F Iche: 50-000. 83/06/22, 8307000259. 


— 8307080366 Forwards summery of backfittlng costs for facility, per NRC 
request. 

EDWARDS. D.H. Yankee Atomic Electric Co. 83/05/11. 

TOURTELLOTTE. U. Regulatory Reform Taek Force. 2pp. 19364:014. 

24X Flche: 90-000. 83/06/22. 8307080259. 


8306870397 Generic Ltr 03-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EI5ENHUT. D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Flehe: SO-ODO, 83/07/05. 8306870397, 


8307060329 Generic Ltr 63-27 to all licensees (. applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS Svc list encl. 

EISENHin. D. e. Division of Licensing 83/07/06, Consolidated 
Edison Co of New York. Inc, 16pp. 19669.294. 24X 

Fiche. 50-000. 83/07/06, 8307060329. 


8307080169 Generic Ltr 03-28 to all liconsees of operating reactors, 
applicants for OL fc holders of CPs re required actions based 
on generic Implications of Salem ATWS events. Svc list encl. 
EISENHin. D. 0. Division of Licensing 83/07/08. Consolidated 
Edison Co. of New York, Inc. 3Bpp. 19669 269 24X 

Fiche: 50-000. 03/07/08, 83 37000169. 


0307880416 Application to amend Llconse DPR-3. cons i s ting of Proposed 
Tech Spec Change 180 to modify surveillance testing of 
electrical penetrations 6 personnel hatch ti to revise 
containment valve Isolation valve 1 1 s t i ng, Tab le 3.6-1 
HEIDER.U.H. Yankee Atomic Electric Co. 83/07/19. Office of 
Nuclear Reactor Regulation. Director. 36pp. 19795:313. 34X 

Flche: 90-029.03/07/19, 8307280416 


—8307280423 Proposed Tech Specs 3/4.6, "Containment Sys" 6 3/4/6/I, 
"Priaary Containment" re containment integrity limiting 
condition for operation. 

• Yankee Atomic Electric Co. 83/07/19. 14pp. 19795:331. 24X 

Fiche: 50-029, 03/07/19. 0307200416. 


8307280462 Appl ication for amend to Llconse DPR-3. cons 1 st ing of Suppl 
to Proposed Change I77>changlng Tech Specs re cycle 
dependant variables revising specific values ui/symbols or 
blank figures to be generated for each reload core. 

HEIDERrL.H. Yankee Atomic Electric Co. 83/07/19. Office of 
Nuclear Reactor Regulation. Director. 9pp. 19797: 165. 24X 

Flehe: 50-029. 03/07/19. 8307200462. 


— 8307280464 Proposed Tech Specs re routine change in core operating 
liefts due to cycle dependent variables. 

a Yankee Atomic Electric Co. 03/07/19 36pp. 19797:170. 24X 

Fichs:S0-D29, 03/07/19, 0307280462. 


0. Inepaction reports. IE Bulletins 6 correspondence 


8307140238 Forwards IE Safeguards Insp Rept 50-029/03-09 on 030613-17. 
No noncompl ianc B noted. 

I1ARTIN.T.T. Region I, Office of Director. 03/06/30. HEIDER.L.K. 
Yankee Atomic Electric Co. 2pp. 19523:106. 24X 

Flche; 90-029. 03/06/30, 8307 1 4023B. 


— 8307140242 IE Safeguards Insp Rept 90-029/03-09 on 030613-17. No 
noncompl 1 anc e noted. Major areas inspee ted: phys 1 ca 1 barriers 
(protected & vital ar eas > , securl ty sys power supply, 
assessment alds.access control & contingency plan. 

SniTH.e.C., OODY.A.T. Region 1. Office of Director. 03/06/28. 
3pp. 19923:100. 24X FIc h e: 50-039, 03/06/30, 0307140238. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Rec ire ula t Ion Spray Subsystem." Svc list encl. 

^fORDANc E. U. Division of Emergency Preparedness t< Engineering 
Response (Most e3O103>. 03/07/11. Consolidated Edison Co. of New 

York. tnc. ISdpp. 19563:293. 24X Flc he: 50-000. 03/07/1 1, 0306270401 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result Dp Contaminated Hydraulic Fluid. '' Svc list encl. 

JORDANpE.L. Division of Emergency Preparedness Engineering 
Response IPoSt 830103). S3/07/12. Consolidated Edison Co. of New 

VdrlE. Inc. 14!pp. 19563:153. 24X Fic he: 90-000, 03/07/12, 0306270404 


8306270406 IE Info Notice 83-48, "Oaseous Effluent Releases of 
Radioactive 1-129 & 1-131 in Excess of NRC Limits." Svc list 
encl. 

TAYLOR, vl. H, Division of QA, Safeguards S> Inspection Programs (Post 
830(03). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Flc h e: 50-000, 83/07/14, 8306270406. 


8307270344 Advises that no further action required re 000508 analysis 
of main steam line u/continued feedwater addition. per 
IE Bulletin 80-04. NRC revieu contained in 030923 safety 
evaluation of SEP Topics VI-2. D & VI-3. 

CRUTCHFIELD, O. Operating Reactors Branch S. 83/07/26. KAY.J. A. 
Yankee Atonic Electric Co. 2pp. 19767:295. 24X 

Ftehe:30-029, 03/07/26. 0307270344. 


R. Periodic operating reports & related correspondence 


8307S20039 Monthly operating rept for May 1983. W/030607 ltr. 

BATTERMN. S. , HEIDER.L.K. Yankee Atomic Electric Co. 83/06/07. 
Office of Resource Management. Director. 6pp. 19674:075. 24X 

Fleh8:30-0S?. 03/06/07, 0307220039, 
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S. Reportable occurrences, LERs b related correspondence 


8307010114 LER B3-0I8/03L-0: on 830318, b od V- to-b onne t leak found on 
Pacific Valve. Inc valve 9A-V-b03i caus Inj 5 h valve b steam 
generator bloydoun monitor 3 isolation. Caused bi^ failure of 
bodij-to-bonnet joint gasket. W/030617 Itr. 

MAY.E.L., AUTIO.H.A. Yankee Atomic Electric Co. 03/06/17. 
ALLAN.J.M. Region 1, Office of Director 5pp. 19169:541. 24X 

FI Che - SO-029. 83/06/17.8307010114. 


8307010034 LER e3-019/03L-0: on 830953. I i gh tn Ing strike caused Z-126 
119 kV transmission line at Harrlman Hydro Station 
sultchyard to open b lock ou t. resu 1 t ing in loss of 
continuity of c Irco 1 1. W/830622 Itr. 

RICE. 0. A., AUTIO.H.A. Yankee Atomic Electric Co. 83/06/22. 

ALLAN, j.n. Region 1. Office of Director. Spp. 19169:083. 24X 

Flche: 90-029, 03/06/22, 8307010024. 


0307010037 LER 03-O2O/O3L-O: on 830924. d Ur 1 ng performance of safety 
injection, setpoint of time delay relay 4 found out of 
Tech Spec 1 1ml te. Caused by setpoint dri ft. Setpoint 
readjusted. U/a30623 Itr. 

AUTIO.H.A., FRENCHiL.D. Yankee Atomic Electric Co. 83/06/23. 
ALLAN.J.M. Region I, Office of Director. 2pp 19169:194. 24X 

Fiche: 90-029, 03/06/23, 8307010037, 


8307010127 Supplemental LER 03-O12/OIT-1 : on 030409, bonnet stud found to 
have failed on PR-MOV-191- Caused by slight leakage from 
valve. Valve replaced u/l 1/S-lnch Pacific Modal 9-31992-t2-X 
gate valve. U/830623 Itr. 

FRENCHiL.D., AUTIO.H.A. Yankee Atomic Electric Co. 03/06/23. 
ALLAN.J.M. Region 1, Office of Director. 3pp. 19173:323. 24X 

Fiche: 90-029, 83/06/23.8307010127. 


8307190130 LER 83-021 /03L-0: on 830931. valve SA-V-603 had body bonnet 
leak. Caused by failure of valve body-to-bonnet joint gasket 
b steam cutting of seating surface. Gasket rep laced. 14/830630 
Itr. 

MAY, E. L. , AUTIO.H.A. Yankee Atomic Electric Co. 03/06/30. 
ALLAN.J.M Region 1. Office of Director 2pp. 19333:264. 24X 

Fiche: 90-029, 03/06/30. 8307190130. 


0307190319 LER 03-024; on B30629. error discovered in power level 
calculation. Caused by false boiler feedwater temp Input 
used to determine reactor thermal power due to failure of 
resistance temp detector cable. 

AUTIO.H.A. Yankee Atomic Electric Co. 83/06/30. ALLAN.J.M. Region 
1, Office of Director, Ip. 19333:010. 24X FI cho: 50-029. 83/06/30. 

8307180319. 


8307220327 LER 83-024/0 lT-0; on 030629, while performing OP-7302 to 
determine unexplained 2 F increase in reactor power. 

Increased feedwater temp noted. Caused by failure of 12-lnch 
RTD jumper cab la. W/03O7I3 Ur. 

MAY.E.L.. LAURENT, N.N. Yankee Atomic Electric Co, 03/07/13. 
HURLEY. T. E. Region 1, Office of Director. 3pp. 19675:126. 24X 

Fiche; 90-029, 03/07/13, 0307220327. 


8307220295 LER 83-O22/03L-0: on 8306 1 4 . 1 1 g h tn 1 ng Induced electrical 
disturbance on Z-I26 119 kV transmission line resulted in 
plant trip. Caused by lightning strike an transmission line. 

Busses b eyuipment returned to svc.M/B30714 Ur. 

FRENCH, L.D., ST LAURENT. N. N. Yankee Atomic Electric Co. 83/07/14. 
MURLY.T.E. Region I, Office of Director. Spp. 19684:139. 24X 

Fiche: 90-029. 83/07/14. 8307220299. 


DOCKET 90-54 UNION CARBIDE RESEARCH REACTOR 


F. Security, medical, emergency b fire protection plans 


8307010013 Forwards physical security plan for fac i 1 i ty< updated through 
Rev 3. Plan withheld. 

VDTH,M.H. Union Carbide Corp. 83/04/21. CARLSON, D. Office of 
Nuclear Material Safety b Saf eguards, Dlrec tor. Ip. 17124:362 24X 

Fiche; 30-094, 83/04/21 , 8307010013. 


0307010113 Forwards Rev 4 to physical security plan. Rev withheld. 
VOTH, M. H. Union Carbide Corp. 03/03/19. Office of Nuclear 
Reactor Regulation, Director. ip. 19169:236, 24X 

Fiche; 30-034, 03/03/19, 8307010113. 


0307070527 Forwards review of emergency plan per App E to tOCFRSO 
requirements b Rev I to Reg Guide 2. 6. Plan unacceptable. 

Addl Info Identified in end must bo provided by S306IS. 

THOMAS, C.O. Standardliatlon b Special Projects Branch. 83/06/23. 
MCGOVERN. J. Union Carbide Corp. Spp. 19300:351. 24X 

Flehe: 30-034, 03/06/23, 0307070327. 


8307210336 Foruards Amend 20 to License R-Sl Identifying currently 
approved physical security plan submitted u/830421 Ur. 

Physical security plan should be implemented within 30 days. 
THOMASpC.O. standardliatlon b Special Projects Branch. 03/07/12. 
HCOOVEnN, J. Union Carbide Corp 3pp. 19672:327. 24X 

Fiche: 50-054. 83/07/12. 8307210336. 


— 8307210338 Amend 20 to License R-Bl, Incorporating epproved phyelcel 
security plan. 

THOMASiC. O. standard 1 la 1 1 on b Special Projects Branch. 83/07/12. 
2pp. 19673:330. 34X F 1 ch e : 30-034, 83/07/ 1 2, 83072 1 0336. 


P. Operating llcenie stage documents b correspondence 


B307{»0493 Responds to Ryiicka 030602 Itr advising NRC that fuel 
elssient cladding matl being changed from Serlsa 1100 to 
Series 6061 a lumlnum. Agrees u)/conc lusl on t . Change must be 
reported In annual rspt. 

THGHAS.C.O. Standardliatlon b Special Projects Branch. 83/06/39. 
nCOOVERN.J. Union Carbide Corp. Ip. 19363068. 24X 

Fiche: SO-OS4J 03/06/29. 8307080493, 


8307210336 Foruards Amend 20 to License R-81 identifying currently 
approved physical security plan submitted W/B30421 Ur. 

Physical security plan should be implemented within 30 days. 
THOHASi C. O. Standardliatlon b Special Projects Branch. 03/07/12. 
rtCOOVERN.J. Union Carbide Corp. 3pp. 19672:337. 34X 

Fiche: 50-034 , 83/07/12. 8307310336. 


--0307210338 Amend 30 to License R-81> 1 ncorpora t ing approved physical 
security p 1 an. 

THOHAS/C.a. Standard 1 I at 1 on b Special Projects Dranch. 83/07/12. 
2pp. 19672:330, 24X Ft eh »; 30-034 , 83/07/ 12. 8307210336. 


V. Operator Examinations 


B3O70SO427 Generit Ltr 03-12A to all nonpower reactor lleenseoi re 
Issuance of NRC Form 390, "Personal Qualifications 
Btatenent - Licensee. " Bve list end. 

EI8ENKUT, D. 0. Division of Licensing, 83/07/11. Michigan, Univ. 
of. 14pp. 19363:138. 24X F Ich a : 50-000, 03/07/1 1 , 0307000427. 


DOCKET 30-37 STATE UNIV. OF NEW YORK RESEARCH REACTOR 


F- BecuTlty, medical, emergency b fire protection plans 


0307140079 Forwards IE Safeguards Insp Ropt 30-037/83-02 On 830601. No 
noncoeipliance noted 

MARTIK.T.T. Division of EnglnetTlng b Technical Programs 03/06/39. 

HENRY.L.O. New York, State Univ. of, Buffalo. 3pp. 19514:177, 
a4X Fiche; 30- 037. 83/06/29. 8307140079. 


— 0307140(^6 IE Safeguards Insp Rept 30-037/03-02 on 830601, No 
noncompliance noted. Major areas Inspoc t edr ph ys Ic «l 
protection measures for protecting 3NM of low itratagic 
significance. 

SNITH.O.C. • OODY. A. T. Region I. Office of Director. 03/06/27, 
3pp. 19314:181, 24X Fiche: 90-037. 83/06/29, 8307140079. 


8307200909 Forwards Amend 10 to License R-77. notice of issuance b 
negative dec laratl on. Tech Specs. SER b EIA. W/o SER. Amenir 
ranewe license for 20 yrs b incorporates physical sacurttu 
plan. U/o SER. 

EISEW^T. D. O. Division Of Licensing. 03/07/11, HENRY.L.O. New 
York. State Univ. of, Buffalo. Spp, 19672:027, 24X 

Fiche: 50-057. 83/07/11, 0307200909. 


•0307200910 Amend 10 to License H-77, r anew 1 ng license for 20 yri b 
IneoTporating physical security plan. 

EISEWIUT. D. O. Division of Licensing. 03/07/12. 4pn, 19672 030 
a4X Fiche; 30-037, 03/07/1 1, B307200303. 


—0307200311 Notice of renewal of License R-77 for 20 yrs b negative 
declaration. 

TH0MA8.C. O. Standardliatlon b Special Projects Branch. 83/07/11 
4lpp. 196 72 : 034 . 24X Flehe: 30-037, 03/07/1 1 , 8307300303. 


■03O72OD315 EIA supporting Amend 10 to License R-77, 

a NRC - No Detailed Affiliation Given. 03/07/11, 7pp. 
19672:075. 24X Fi ch e: 30-057, 83/07/ I I, 8307200303, 
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P. Quanting llcanta staga dacumants & eorraapond anca 


83t>7200?M Forwardi Amand IB to Llcanaa R-7r,notica of lasuanea l< 
nagatlva daclarallait. Tteh SpaciiSER & ElA. W/o SER.Amand 
ranaui lietnia for SO yn b inc orpora to* phyaical srcurlty 
plan. U/o 6ER. 

EISENHUTrD.O. Dlvlalon of Lleanilng. a3/'07/n- HEHRY.L.O- «a«» 
Yorlt State Unlv. ofi Buffalo. 3pp. 19&7S:027. 34X 

Fleha ; 9O-0S7. B3/077 1 1, 6307200303. 


— B307200310 Amend IB to Llcenae S-77. rafieutng licanie for 20 gr* fa 
Incorporating phyaical aacurtty plan. 

618 ENHUT. B. 0. Otvislon of Licantlng. 33/07/12. dpp. 19672:030. 
a4X Fleha; 50-037r B3/07/1 1 . 8307200305. 


— 6307200311 Notice of renayal of Ulcanae R-77 for 20 yr» fa negative 
declaration. 

THOMAS. C.D. Standardijatlon fa Special Project* Branch. 83/07/11. 
4Lpp. 19672:034. 24X Fleha: 30-037. 83/07/11. 8307200505. 


—8307200915 ElA auppartlng Amand 18 to Llctnte R-77. 

a NAC - No Detailed Affiliation Oiven. 83/07/11. 7pp 
19672:075. 24X Flehe: 90-057. 83/07/ 1 1. B30720050S. 


0. tnapection reports. IE Bulletins & corre ipond enee 


8307140079 Forieards IE Safeguards Insp Rapt 50-057/63-02 on 630601. No 
nonceapliancc natad. 

MARTIN. T.T. Olviilon of Engineering fa Technical Programs. 83/06/29. 

HENRY.L.O. Neu York. State Unlv. of. Buffalo. 2pp. 19514:179. 

24X Flehe; 50-057. 83/06/29. 6307140079. 


—8307140066 IE Safeguards Insp Sept 50-097/63-02 on 630601. No 
noncomplianee notad. Major araas 1 nspec ted: phy si cal 
pratictlon maaturss for protecting SNrt of low strategic 
ilgnlflcenea. 

BrtITH.O.C.. eODY.A.T, Region 1. Office of Director. 03/06/27. 
Spp. 19914:181. 24X Flehe : 90-097. 83/06/29. 8307140079. 


V. Operator Eiamlnatlons 


6307090427 Oenerlc fatr 83-I2A to all nonpouer reactor licensees re 
issuance of NRC Form 398. "Personal Qua 1 if 1 ce tions 
Statement - Licensee." Sve list end. 

EISEKHUT. B. 0. Division of Licensing. 83/07/11. Michigan. Univ. 
of. I4pp. 19563:138. 24X Flehe : 50-000. 83/07/1 1 . 0307080427. 


DDCHET 90-99 TEXAS AtM UNIV. RESEARCH REACTOR 


F. Security, medical, emergancy fa fire protection plans 


8307070230 Foruards review of emergency plan per requirements of 
App E to tOCFASO fa Rev 1 to Reg Quids 2. 6. Plan acceptable. 

Imp lenentatlen should be accomplished within 120 days of Itr 
receipt. 

TKOMASiC.O. Standardl latlon fa Special Project! Branch. 83/06/24. 
EftOMANiC.A. Taias AfaM Unlv.. Collegt Station. TX. 4pp. 19344:394. 
24X Flehe: 50-059. 83/06/24.8307070230. 


H. Oeneral correspondence 


8307260566 Informs that B Wllllts will join s taf f . ef f act iva G3060l>ln 
order to strangthan tsehnical fa mgt personnel. Author will 
serve as acting reactor lupervlsor until replacement far 6 
Mlllitf hired fa licensed. 

8CHLAPPER. 0. A. Texas AfaM Univ.. College Station. TX. 83/05/31. 
COLLlNSiJ.T. Region 4. Office of Director. Ip. 19731:144. 24X 

Flehe: 50-059. 83/05/31 , 8307260566. 


V. Operator Examinations 


8307080427 Oeneric LtT 63-126 to all nonpouer reactor licaniecs rm 
issuance of NRC Form 398. "Personal Qualifications 
Statement - Li cinsee. " Sve list end. 

eiSENHUT. D. 6. Division ef Licensing. 63/07/11. Michigan. Univ. 
of. 14pp. 19963:136. 24X Pichr: 50-000. 63/07/1 1 . 6307000427. 


DOCKET 50-62 UNIV. OF VIROINIA RESEARCH REACTOR 


f, Sscurity. medical, emergency fa fire protection plans 


B307210344 Orants axtension until 330919 to respond to NRC quastlens on 
■mtrgincy plan, par 630624 reguait. 

THOMASiC.O. Standardiiation fa Spadal Projects Branch. 83/07/13. 
BRENliER. J. 8. Virginia. Univ. ef. Charlottesville. VA. Ip. 

19672:325. 24X Fichc: 50-062. 83/07/13. 8307210344. 


8307250514 Releases public version of licensee request for extension 
for responding to emergency plan review. 

FELTON.J.a Division of Rules and Records. 83/07/19. Document 
Management Branch. Ip- 19725:361. 24X Flehe; 50-062. 83/07/19. 

8307290514. 


— 830729052! Forwards public version of request for 60-day extension for 
responding to emergency plan review. Ex tens ion needed to 
allow rewriting, revl iu fa approval of SOPs to improve reactor 
operations. 

BREN12ER. J. S. Virginia. Unlv. of. Charlottesville. VA. 83/06/24. 
THQHAS.C.O. Standardl latlon fa Special Projects Branch. Ip. 
19720:341. 24X F Ic h e ; 50-062. 83/07/ 19. 0307250914. 


8. Reportable occurrences. LERs fa related correspondence 


6307120206 Updated RO re 630529 low shutdown margin during criticality. 
Initially reported on 830609. Caused by change In control rod 
reactivity worth curves due to fuel burnup. Procedures for 
shutdown margin fa reactivity worth determination rewritten. 
BREMIZEH.V.S. Virginia. Unlv. of. Charlottesville, VA, 83/06/30. 

□ 'REILLY. J. P. Region 2, Office of Director. 3pp. 19423:239. 24X 
Fiche: 50-062. 83/06/30, 8307120206 


V. Operator Examinations 


6307080427 Oeneric Ltr S3-12A to ell nonpouer reactor licensees re 
Issuance of NRC Form 390, "Personal Oual i f Icat lens 
Statement - Licensee." Sve list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/11. Michigan. Unlv. 
of. I4pp. 19963:138. 24X FI c ho : 90-000. 83/07/ 1 1 . 83070B0427. 


DOCKET 90-70 OENERAL ELECTRIC TEST REACTOR 


O. Adjudicatory correspondence 

8307090130 Order extending tine until 830718 for Cormrlsston to act to 
review ALAB-720 

CHILK.S.J. Office of the Secretary of the Commission. 83/06/30. 
Comnltsionere. Ip. 19199:311. 24X Fiche : 50-070. 83/06/30, 

B30709BI30. 


6307210301 Order extending tine until B30725 for Commission to act to 
review 720. 

CHILK.S.J. Office of the Secretary of the Commission. 03/07/lB. 
Comalfsipners. Ip. 19664:206. 24X FI che : 50-070. B3/07/1B, 

8307210301. 


V. Operator Eianlnations 


B3070B0427 Oeneric Ltr B3-12A to all nonpower reactor licensees re 
Issuance ef NRC Form 398. "Personal Qualifications 
Statement - Licensee." Sve list end 

EISENHUT. D. e. Division of Licensing. 83/07/11. Michigan. Unlv. 
of. I4pp. 19563:138- 24X Flc h e : 50-000. 03/07/1 1 . Q3O7O0O427. 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 


V. Operator Examinations 


630708042? Centric Ltr B3-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 398. "Personal Qualifications 
Statement - Licensee." Sve list end. 

EISENHUT. D. ». Division of Licensing. 83/07/11. Michigan. Univ. 
ef. I4pp. 19563:138, 24X Flc he: 50-000. 83/07/1 1. 8307080427. 


DOCKET 50-73 OENERAL ELECTRIC NUCLEAR TEST REACTOR 


F. Security, medical, emergency fa fire protection plans 


B307200027 Forwards Amend 16 to License R'33. iden t i f y Ing currently 
approved physical security plan. 

THOMAS.C.O. Standardliatlon fa Special Projects Branch. 83/07/11. 
DARHITZEL. R. U. General Electric Co. 3pp. 19670:349. 24X 

Flehe: 50-073. 63/07/1 1. 8307200027. 


—8307200035 Amend 16 to Licensr R-33. t d ent i f y 1 ng currently approved 
physical security plan. 

THOMAS.C.O. Standard 1 la 1 1 on fa Special Projects Branch. 83/07/11. 
2pp. 19670:352. 24X Fleha: 50-073. B3/07d 1. 8307200027. 
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P. operating license stage documents & correspondence 


0307200027 Foruards Amend 16 to License R-33, identjPglng currently 
approved physical security plan. 

THOMAS. C O. Standard 1 lat 1 on t. Special Projects Dranch. 03707/11. 
DARMITZELp n. W. Oeneral Electric Co. 3pp. 19670:349. 24X 

Fiche: S0-073i 03/07/ 1 1 . 8307200027. 


■“8307300035 Amend 16 to License R-33. Identifying currently approved 
physical security plan. 

THOMAS. C. 0, Standard 1 la 1 1 on t Special Projects Branch 83/07/11 
2 rP. 19670:352. 24X F 1 c h e ; 50-073, 03/07/ 1 1 , B307200027. 


■8307140462 Amend 21 to License R-67. Cert 1 flea te of Sve and. 
SKOVHOLT. 0. J. Atomic Energy Commission. 68/09/27. 6pp. 
19521:190. 24X FI Che ; 50-000. 03/07/ 1 2. 8307140450. 


V. Operator Eiamlnatlons 


B307080427 Oenerlc Ltr 93-12A to all nonpower reactor licenieet re 
issuance of NRC Form 390, "Personal Oua 1 1 f Icat t ons 
8tatemant - Liesntte. " Bve list and. 

EISEhHtn.0. 0. Division of Licensing. 83/07/11. Mlchlgen. Univ. 
of. 14pp. 19563:138. 24X F 1 che: 50-000. 83/07/1 1, B3070B0427. 


V Operator Eiamlnatlons 


0307060427 Oenerlc Ltr a3-12A to all nonpouer reactor tieensees re 
Issuance of NRC Form 390, "Personal Qua 1 1 f 1 eat 1 ons 
Statement - Licensee." Sve list end. 

EISENHUT. 0. 0, Division of Licensing. 83/07/11. Michlgani Unlv 
of. 14pp. 19563:138. 24X F 1 c h e . 50-000, 83/07/ 1 1 , 8307080427. 


DOCKET 30-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 
V. Operator Examinations 


8307080427 Oenerlc Ltr B3-12A to all nonpouer reactor licensees re 
issuance of NRC Form 398. "Personal Qualifications 
Statement - Licensee. " Bve list end. 

EISENHUT, D. e. Division of Licensing. 03/07/11. Mlciilean, Univ. 
of. 14pp. 19363:138. 24X Fiche: 50-000, 83/07/1 1, 8307080427. 


DOCKET 80-97 CORNELL UNIV. ZERO POWER REACTOR 
F. Security, medical, emergency & fire protection plans 


8307110369 Foruards IE Safeguards Insp Repts 50-097/83-02 & 
30-137/83-02 on 630602-03. No n one omp 1 1 anc # noted. 

MARTIN, T.T. Division of Engineering (> Technical Programs. 

STREETT.W.B. Cornell Univ. 2pp, 19380:261. 24X 

Fiche: 50-097,83/06/22, 8307110369. 


83/06/22. 


■8307110372 IE Safeguards I'nip Repts 50-097/03-02 6 50-157/83-02 on 
830602-03. No none omp I len c » noted. Major areas Inspaetsd: 
physical protection measures for protecting SNM of lou 
etpategie significance. 

aniTHiO. C. , OODYiA. T. Region 1. Office of Director. 03/06/21. 
3pp. 19380:263. 24X FUhe: 80-097, 83/06/22, 03071 10369. 


0. Inspection reports. IE Bulletins t correspondence 


DOCKET 50-03 UNIV. OF FLORIDA TRAINING REACTOR 


F. Security, medical, emergency & fire protection plans 


8307070523 Foruards review of emergency plan per requlremants of 
App E to 10CPR50 & Rav 1 to Rag Guide 2. 6. Plan unacc tp table. 

Addl Info identified In cncl must be provided by 630015. 
THOMASiC.O. Standard I lot Ion i> Special Projects Dranch. B3/06/23. 
DlAZiN.J. Florida, Unlv. of. Gainesville. 5pp. 19300'346 24X 

Fiche: 50-083, 83/06/23. B307070S23. 


V. Operator Examinations 


8307080427 Generic Ltr B3-12A to all nonpouer reactor lieensaes re 
issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee." Bvt list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/11. Michigan. Untv. 
of. 14pp. 19563:138. 24X FI che: 50-000, 83/07/1 1, 0307000487. 


8307110369 Foruards IE Safeguards Insp Repts 50-097/83-02 U 
50-157/83-02 on 030602-03. No noncomp 1 lance noted, 

MARTIN.T.T, Division of Engineering ti Technical Programs. 93/06/22. 

BTREETT.W.B. Cornall Unlv. 2pp. t93a0;26l. 24X 

Flcha: 50-097, 83/06/22, 03071 10369. 


— 8307110372 IE Safeguards Insp Repts 50-097/03-02 6 50-157/03-02 on 
830602-03. Nb none omp 1 lane a noted. Major artas Impacted: 
physical protection measures for protecting SNM of lou 
strategic significance. 

SKITHiO.C.i GODV.A.T, Region 1, Office of Director, 83/06/21. 
3pp. 19300:863. 24X Flc h a; 50-097, 03/06/22, 03071 10369, 


V. Qparatpr Examl'natlont 


8307080427 Generic Ltr a3-18A to all nonpouer reactor lieensaes re 
issuance of NRC Form 398, "Farionel Qualifications 
Statanant - Llcensae. " Sve list and. 

EISENHUT, 0. 0. Division of Llcynslng. 03/07/11. Michigan, Unlv. 
of. 14pp. 19563:133, 24X Fiche: 50-000. 83/07/ 1 1. 8307080427. 


DOCKET 50-07 HEaTINGHOUBE CRITICAL EXPERIMENT 


V. Operator Examinations 


0307080427 Generic Ltr 03-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee. " Sve list end. 

EISENHUT. D, G. Division of Licensing. B3/07/11, Michigan. Unlv. 
of. 14pp. 19563:138. 24X Fiche: 50-000, 03/07/ 1 1 , 8307080427. 


DOCKET 50-99 DABCDCK (< WILCOX TEST REACTOR 


V. Operator Examinations 


8307080427 Generic Ltr 83-12A to all nonpouer reactor llcensaas r# 
tssvanca of NRC Form 398. "Personal Qualifications 
Statanant - Licensee. " Sve list end, 

EISEfMUT, D. 8. Division of Licanslng. 83/07/11. Michigan, Unlv. 
of. 14pp. 19563:130, 24X FI che: 50-000, 83/07/1 1, 8307080427. 


DOCKET 50-09 GENERAL ATOMIC CO. 


F. Security, medical, emergency & fire protection plans 


8307140280 Requests extension for submittal of any neu Info re 
radiological contingency plan, per B30610 request. Extension 
to allou for receipt & response to addl questions from NMB8 
re fuel cycle portions of plan requested. 

MOWRYiW.R, GA Technologies. Inc. /General Atomic Co. 83/07/06. 
THOMAS. C.O, Standard! latlon t> Special Projects Branch. Ip. 
19523:098. 24X Fiche: 50-089. 03/07/06, 0307140288. 


DOCKET 50-103 AEROJET OENERAL NUCLEONICS 


P. Operating license stage documents t, eorrespandenee 


8307060329 Oenerlc Ltr 83-27 to all licensees «. applicants for 
operating pouer reactors L holders of CPs for power reactore 
ra eurvaillance intervals in STB. Sve list end. 

EI8ENWT,0.8. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of Nau York. Inc, I6pp. 19669:254. 24X 

Fiche: SO-^WO, 03/07/06, 0307060329, 


0. Adjudicatory correspondenci 


8307140450 Response to UCLA 830630 motion to reopen record to take 
official notice of class of NRC license held by GA 
Technolog i es. NRC does not appose motion, but motion 
unnecessary since record not dosed. 

WOODHEAD, C. P. Hearing Dranch 4. 83/07/12. Atomic Safety and 

Licensing Board Panel. 2pp. 19521:185. 24X Fiche : 50-000, 83/07/12, 

8307140450. 


— 8307140457 Amend 21 to License R-38. 

SKOVHOLT, D. J. NRC - No Detailed Affiliation Given. 72/01/21. 
3pp. 19521:187. 24X Fiche: 50-000, 83/07/12, 8307140430. 


DOCKET 50-111 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 
J. Insurance I, indemnity information 


8307080005 Executed Amend 17 to Indemnity Agreement E-7. ef f ec t Ive 
830613. Accepted by unlv on 030627. 

8ALTZMAN,J. Assistant Director for State ti Licensee Relations. 
83/06/27. Ip. 19351:246. 24X Fiche; 50-008, 83/06/27, 83070B0005. 
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DQCKET 30-tia UNIV. OF QHLAHQMA fiESEARCH REACHIR 


F. S«curitiji tncdlcali imirgincij b fire protectlan plans 


SSOTaaOlO^ Estends submittal date to S30?ai for addl energencg plan 
inforper 830701 re4.ue9t. 

THOHASiC.O. Standardliation U Special Projects Brand*. 83/07/13. 
OENBENiC. Oklahoma. Univ. of. 2pp. i9BlS.3S3. ZAX 
FI Che: SO-112. 33/07/19.8307200104.. 


0. Inspictlon reports. IE Bulletins t. correspondence 


0307190109 Act receipt of 030927 Itr informing NRC of steps taken to 
correct violations noted in IE Inep Rept 90-1 12/G3--0I. 

MADSEN.O.L. Rsglon 4. Office of Director. 03/07/tl. EOUE.D.H. 
Oklahoma. Univ. of. ip. 19531:094. 24IC Fiche: SO-I !Z< 83/07/1 1. 
0307190139. 


— 83071S0192 Responds to NRC 030917 Itr re violations noted In IE Insp 
Rapt 90-112/83-01. Corrective ac t ions : chec k of flou rate far 
uater purification sgs procedure rtvieued for relevance (■ 

Imp Isnenta 1 1 on. 

JENBENiC.. EGLE.D.H. Oklahoma. Univ. of. 83/09/27. HADSEM. 8. L. 
Region 4. Office of Director. 12pp. 19531:059. 24IC 

Fiche: 90-112. 83/07/1 1 . 0307 1 90109. 


V. Operator Eramlnatlens 


03072.60374 Advises that univ operating under approved rev to reactor 
operator r equa 1 t f ica t ion prograa.per NRC 030223 Itr. 

TERRELL.C.H. Oklahoma. Univ. of. 03/06/17. MADSEH.S.L. Region 4. 
Office of Director. ip. 19733:166. 247 Fich »: 90-1 12. 83/06/17. 

0307260374. 


0307000427 Qenerlc Ltr S3-I2A to all nonpouer reactor Itceniaes rc 
issuance of NRC Form 398. ’'Personal Oual i f ica 1 1 one 
Gtatenent - Licensee." Sve list end. 

EISENHUT. D. e. Division of Licensing. 03/07/11. Kichtgan. Univ. 
of. 14pp. 19963:130. 24X F 1 c h e : 90-000. 03/07/ 1 1 . 8307000427. 


DOCKET 50-113 UNIV. OF ARIIOMA RESEARCH REACTOR 


V. Opfratar Eiaminatlons 


3307000427 Generic Ltr B3-12A to all nonpouer reactor licensees re 
issuence of HRC Form 390. "Personal Qualifications 
Statensnt - Licenset. ” Sve list end. 

EI8ENHUT. D. 0. Division of Licensing. 83/07/11 Hichigan. Univ. 

of. 14pp. 19963:130. 24X F i c he : 90-000. 83/07/ 1 i . 0307080427. 


DOCKET 90-116 lOUA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency (. fire protection plans 


8307270293 Oranti 030704 request for estension of time until e309l» to 
respond to qucitlons an cfflergency plan. 

THOMAS. CO Stendardliatlon b Special Projects Draneh 83/07/13 
HENORICKSON. R. Iowa State Univ. 2pp. 19812:043. 24X 

Fiche: 90-116. 03/07/13, 8307270293 


V. Operator Eiaislnatlons 


0307000427 Generic Ltr 33-12A to all nonpoiuer reactor licensees re 
issuance of NRC Form 390. "Perscnal Que II f teat ions 
Statement - Licensee." Sve list end. 

CIBENKUT. D. 0. Division of Licensing. 03/07/11 Michigan. Univ. 

of. I4pp. 19963:138 24X Fi ch e : 50-000. 83/07/ 1 1 , 8307000427. 


DOCKET 30-118 AEROJET GENERAL NUCLEONICS 


V. Operator Eiaminatloni 


8307080427 Generic Ltr 83-I2A to all nonpouer reactor licensees re 
Issuance of NRC Form 398. 'Personal Qua 1 if I cat isns 
Statement - Licensee. * Sve list end. 

EISSNHUT.D G Division of Licensing. 83/07/tl Michigan. Univ. 
of. 14pp. 19963:130. 24X FI ch e : 90-000, 03/07/ 1 1 . 8307000427. 


DOCKET 90-123 UMIV. OF MISSOURI RESEARCH REACTOR 


V. Operator Eiamlnations 


0307080427 Generic Ltr 83-12A to all nonpourer reactor licensees re 
issuance of NRC Form 390. “Personal Qualifications 
Statement - Licensee." Sve list encl. 

EISENHUT.D.G. Division of Licensing. B3/07/11. Michigan, Univ 
of. 14pp. 19963:130. 24X F I ch e : 90-000. 03/07/1 1 . 6307060427. 


DOCKET 50-124 VIRGINIA PDLVTECH INST. TRAINING REACTOR 


V. Operator Eiamlnations 


83070BD427 Generic Ltr 63-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 390. “Personal Qua 1 1 f ica t ions 
Statement - Licensee." Sve list end. 

EISENHUT.D.G. Division of Licensing. 83/07/11. Michigan. Univ. 
of. !4pp. 19563- 138. 24X F i c h e : 50-000. 83/07/ 1 1. 8307080427. 


DOCKET 90-128 TEXAS AbM UNIV. RESEARCH REACTOR 


P. Operating license stage documents b correspondence 


B307260900 Advises of scheduled transfer of irradiated TRIGA fuel to 
AML West TRIGA facility in Idaho Falls. ID during uk of 
830822. Defer ip t ion of fuel loading for each shipping package 

submitted. 

FELTZ.D.E. Tecas ALM Univ. , College Station. TX. 83/07/20. 
BERHMID.R Standard 1 lat i on (■ Special Projects Branch 3pp. 
19731:337. 24X Fiche: 90-123. B3/07/20. 8307260500 


8307260223 Describes procedure change for shipment of irradiated TRIGA 
fuel from facility to ANL/Ues t . Responsib i I i ty for fuel b 
inventory transfer ulil occur when fuel is in cask b cask 
is ready for closure. 

FELTZ.D.E Teias AbMUnlv., College Station, TX. 83/07/22 
BERNiUlD.H Standard i lat ion b Special Projects Sranch. 2pp 
19727:359. 24X Fi c h e : SO- 126, 03/07/22. B307260223. 


V. Operator ExaminatlDns 


8307080427 Generic Ltr B3-12A to all nonpouier reactor licensees re 
Issuance of NRC Form 390, "Personal Qualifications 
Statement - Licensee. " Sve list encl. 

EISENHUT.D.G. Division of Licensing. 63/07/11 Michigan, Univ 

Of. 14pp. 19563:130. 24X FI C he : 50-000, 83/07/ 1 1 . 8307030427. 


DOCKET SO-131 OMAHA VET ADMIN. HOSP. RESEARCH REACTOR 


F. Security, medical, emergency b fire protection plans 


830727IS92 Responds to 630624 request for eitension to respond to 
questions on emergency p Ian. Ei tens ion until 830610 granted. 
THOHASiC.O. Standard i lat ion b Special Projects Dranch 63/07/13. 
TURCOTTE. R. L. Vet. Admin. Hosp. Omaha, NE. Ip. 19811.176. 24X 

Fiche: 50-131. 83/07/13. 8307270252. 


V. Operator Etaralnationi 


8307090427 Generic Ltr S3~12A to all nonpouer reactor licensees re 
issuance of NRC Form 398. "Personal Qualifications 
Statement - Licensee." Sve list encl. 

EISENKUTiO G. Division of Licensing 63/07/11. Michigan. Univ. 
of- 14pp. 19963:130. 24X Fi ch e : 50-000, 63/07/ 1 1 . 8307080427. 


DOCKET 50-133 HUMBOLDT DAY POWER PLANT. UNIT 3 


G. Adjudicatory correspondence 


8307120573 Commits to submittal of decommissioning plan. Updated 1983 
economic analysis reveals returning plant bo operation 
would not be coat benef I c lal. Fina 1 safety goals b. 
tmpiomentation policy will not be available for 2 yrs. 

CRANE.P- A. Pacific Gas b Electric Co. 83/07/07. LAZO.R.M. , 
SCHINK.O.R,. UINENBEROERi 0. Atomic Safety and Licensing Board Panel 
2pp 19433:176. 24X F ic h e : 50-133, 03/07/07, 8307 1 20573. 
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P Operating license stage documents 1. correspondence 


8306270397 Generic Ltr 03-26 to all applicants for GLs U holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end 
EISENHUT.D. G Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390.317 3AX 

Flche- 50-000. 03/07/05, 8306270397. 


0307080169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL 4. holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT.D G. Division of Licensing. 83/07/08. Consolidated 
Edison Co of New York, Inc. 38pp 19669 269 24X 

FiChe: 50-000. 83/07/08. 8307080169. 


DOCKET SO-141 STANFORD UNIU. RESEARCH REACTOR 
J. Insurance b indemnity Information 


8307000679 Amend ll to Indemnity Agreement E-19. terminat i ng agreement 
■ ffactive 830621. 

8ALTZHAN.J Assistant Director for State U Licensee Relations. 
03/06/21. Ip, 19364.105 24X F i c he : 50- 1 4 1 . 83/06/21 . 8307000679. 


0307060273 Requests change in annual Indemnity fee for License R-60.per 
Issuance of Amend 11 on 830621. Amend terminates license. 

OINITZ. I. Assistant Director for State i Licensee Relations. 

03/06/20. PUSLJSE/A.S Division of Accounting. ip. 19299:267. 

24X Flche: 50-141. 03/06/20, 0307060273. 


8307190115 Discusses util decision to decommission f ad 1 ity. Reactor 
core win Be stored in spent fuel pod until DOE repository 
opera t Iona 1. OL to bo amended for "possession only" license. 

Aug 1903 meeting requested to discuss decommissioning plans. 
SCHUYLER. U. 0. Pacific Oas 6 Electric Co. 83/07/lS EISENKUT, D. O. 
Division of Licensing. Ip 19635:006. 24X Flc he: 50-133, 03/07/15! 

8307190115, 


0. Inspection reports. IE Dulletins 6 correspondence 


8306270401 IE Info Notice 63-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness b Engtnesring 
Response (Post B30103). 83/07/11. Consolidated Edison Co. of New 

York, Inc 154pp. 19563:293. 24X F 1 c h e : 50-000, Q3/07/1 1 , 0306270401 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness 6 Engineering 
Response (Post 0301031. 83/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:153, 24X F 1 c h e : 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive I-I25 6 1-131 In E>cess of NRC Limits," Svc list 
enc 1 . 

TAYLOR, J.M. Division of OA, Safeguards t> Inspection Programs IPost 
830103). 83/07/14. Consolidated Edison Co of New Yorh, Inc 

114pp 19715 270. 24X Fleho: 50-000, 83/07/14, 8306270406. 


R. Periodic operating reports 6 related correspondence 


0307220492 Monthly operating ropt for May 
DERKS.P. S . WEEKS, E D. Pacific Gas 6 El 
Office of Resource Management, Director 
Flche: 50-133, 83/06/00, 0307220492. 


1903. W/B3O6O0 ltr. 
ectric Co. 83/06/00. 
Spp. 19685:220. 24X 


DOCKET SO-142 UCLA TRAINING REACTOR 


S. Adjudicatory correspondence 


0307110133 Forwards proposed findings of fact t. conclusions of law re 
special proceeding on Contention 11 re univ application for 
wrong class of license. 

CORHIERaH.H. California, Univ. of, Los Angeles. 83/06/23. 
LAURENSON, J. A. Atomic Safety and Licensing Board Panel, Ip. 
19373:097. 24X Fiche: 50-142, 83/06/23, 83071 10133 


- 0307110130 Proposed findings of fact 6 conclusions of law re hearings 
on Contention II re univ application for wrong clast of 
license. Certificate of Svc end. 

CORNIER, U.H. California, Univ. of, Lot Angeles. 03/06/23. 27pp. 

19379- 090. 24X Flche; 50-142, 83/06/23, 83071 10133. 


0307010121 Reply to Committee to 0ridge the Gap 830623 proposed 
findings of fact U conclusions of law. Certain arguments, 
proposed findings t, erroneous transcript refs opposed 
Certificate of Svc end, 

HOODHEADiC, P. Hearing Oranch 4. 83/06/30. I2pp. 19168:330 

Flche: 90-142, 83/06/30, 0307010121 . 


24X 


0307090193 Fowards NRC 030621 corrected proposed findings of fact 6 
conclusions of lau.H/o end. 

UODDHEAD, C. P. Hearing Branch 4, 83/06/30, FRYE, J. H. , LUEDKErE.A., 

BRIGHT, 0.0. Atoailc Safety and Licensl-ng Board Panel. ip. 

19199:164. 24X Flche: 50-142, 03/06/30, 8307050153. 


0307060363 Forwards response 6 objection! to NRC 6 util proposed 
findings of fact 6 conclusions of law. 

HIR8CH, D. Coaralttae to Bridge the Gap. 03/06/30, LAURENSON, J. A. 
Atonic Safety and Licensing Doard Panel. ip. 19234:004. 24X 

Flche: 90-142, 03/06/30, 0307060363. 


S. Reportable occurrences, LERs t, related correspondence 


0307060007 PNO-V-83-026: on 030627, util notified Region V of intention 
to decommission f ae 1 1 1 ty . Dec 1 s ion based on restart costs. 

Licensee expected to apply for "possession only" license 
Facility ihut down since Jul 1976. 

KIRSCH, D. F, , MORRILL, P.J. Region 5, Office of Director. 83/06/27. 
Ip. 19251:014. 24X F 1 c h 0 : 50- 1 33, 03/06/27, 8307060007, 


DOCKET 50-134 WORCESTER POLYTECH INST, RESEARCH REACTOR 
V. Operator Examinations 


8307000427 Generic Ltr 03-12A to all nonpower reactor licensees re 
Issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee." Svc list end. 

EIBENHUT, 0. 0. Division of Licensing, 83/07/11, Michigan, Univ. 
of. I4pp 19963:138. 24X FI che: 50-000, 83/07/1 1 , 0307080427, 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 
V. Operator Examinations 


"8307060369 Responses t, objections to proposed findings of fact 6 
conclusions of law. Declaration of Svc end. 

HIRBCKiD. Committee to Bridge the Gap. 03/06/30 32pp 
19234:005. 24X Fiche: 50-142, 83/06/30, 8307060363, 


8307060412 Forwards proposed findings of fact fc conclusions of law re 
special proceeding on Contention II (, motion to reopen 
record to take official notice that OA Technolog 1 es, Inc 
licensed as Class 104c RbD facility. 

CORMIER, H. H. California. Univ. of, Los Angeles. 03/06/30. 
UAURENSONi J. A. AtBmlc Safety and Licensing Board Pantl. Ip. 
19236:349. 24X FI ch e : 50-1 42, 83/06/30, 83070604 12. 


— 8307060417 Motion to reopen special proceedings on Contention 11, to 
^4^9 official notice of Commission licensing records re 
GA Technolog iesi Inc license class. 

CORMIER, W.H. California, Univ. of, Los Angeles. 83/06/30. 

Atonic Safety and Licensing Board Panel, Spp. 19236-350 24X 

Flche: 90-142,83/06/30, 0307060412. 


■0307060419 Reply to Committee to Bridge the Gap proposed flndlnge of 
fact 6 conclusions of law re Contention 11 . Cert I f i cate of 
Svc end. 

CORMIER, M.H. California, Univ, of, Los Angeles. 03/06/30, 19 pd 
19236:393. 24X Flche: 50-142, 83/06/30, 83070604 12, 


8307000427 Generic Ltr 83-12A to all nonpower reactor licensees re 
Issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee. " Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/1 1. Michigan, Univ 
of. 14pp. 19563:138. 24X FI c h e : 50-000. 83/07 / 1 1 , 0307080427. 


ndufvowiTj nasice or BJU/lT 




proposed renewal of license. 

FRVE.J.H. Atomic Safety and Licensing Board Panel. 
19249:312. 24X Flche: 50-142. 83/07/01. 8307060193. 








03/07/01. 2pp. 


8307060390 Menorandum 6 order confirming 030630 telcon u/City of Banta 
Monica, UCLA.ConmIttee to Bridge the Gap t> NRC re schedule 
for 830719 hearings 6 outstanding pending procedural 

matters. 

FRVE.J.H. Atomic Safety and Licensing Board Panel. 83/07/01. 3pp 
19236:000. 24X Flche: 50-142. 03/07/01 , 8307060390. 



12 


DOCKETED ITEMS 


ea0718D'399 neplij oppoflng utti S30630 motion to reopen Contention II 
procetdlnst . Mot i on unt Ineli;. u/o proper foundation & 
unnet letarij. Prof err td matter Irr 1 1 event . Dec 1 are t Ion of Sve 
one 1 . 

HIRSCHi D, Committee to Bridge the Gap. B3/07/Qb. Atsmte Safety 
and LUentlng Board Panel. Bpp. 19433- 067. 24X 

Flehe: 30-143, S3/07/06, 6307130355. 


6307130034 Advltei of ecKedule to appear a-e NRC uitneae on 830801—06. 
HOODHEAD, C. P. Hearing Branch 4. 83/07/11. MEOOViP. Brookhavon 

National Uaboratory. Ip. 19423:131. 34X Pi c he: 30-143. 83/07/1 1. 

8307120034. 


63071SQD37 Advieee of echedule to appear at NRC ult-nes* on B3D801-06. 
uaODViSADi C. P. Hearing Branch 4. 83/07/11. CORT.E. Loe Alamo* 

Scientific Laboratory, Ip. 19423:114. 247 Fich »: 50-143. 83/07/ 11. 

8307120037. 


6307120061 A-dvlte* of echedule to appear as MRC utines* on 830601-06. 
HOOOKEAD. C. P. Hearing Branch 4. 63/07/11. HAWLEY. S. Battelle 

Himorlal Inttltute, Pacific Horthuest Laboratory. Ip. 19423:148. 
34 X Flehe: 30-142. 83/07/1 1. 6307130061. 


8307140430 Recpente to UCLA 830630 motion to reopen record to take 
official notice of elate of NRC Itcenie held by OA 
Technol og 1 1 *. NRC doe* not oppose motion, but motion 
unnecessary since record not closed. 

UOODKEAO, C. P. Hearing Branch 4. 83/07/12. Atomic Safety and 

Licensing Beard Panel. 2pp. 19321:183 24/ F Iche : 30-000.83/07/12. 

83071404 SO, 


--8307140437 Amend 2f to License R-3B. 

SKOVHOLT. D. J. NRC - No Detailed Affiliation Given. 73/01/SI. 
3pp. 19521:187. 34X FI c he: 90-000. 83/07/12. 9307140430. 


9307140432 Forwards Region 0 630708 Itr to OELD re physical inventory 
of strategic 3SNM at facility. 

WOODHEAD, C. P. Hearing Branch 4. 83/07/12. FRYE.O.H.. SRIimT.S.O.. 

LUESXE. E. A. Atonic Safety and Licensing Board Panel. Spp. 
19321:244. 24X F 1 c h e : 30-1 42. 83/07/ 12. 8307 1404 52. 


— B3D71404SS Foruardc Insp rept per 830331 reciusst for SKH inventory 
Insp. Current inventory of 4921. 13 g U-23S 6 33 g Pti 
available from nuclear energy lab. 

NARTIN.J. B. Region 3, Office of Director. 83/07/05. 
CKRI8TENBURV. E. Hearings Division. 2pp. 19521:246. 24X 

Flehe: 50-142, 83/07/12, 8307140452. 


6307140468 Recommended decision re contsntion on use of reector Par 
coauserelal, educational (■ research purpoiei. If license 
granted, c Domirc lat use should not eiceed SOX of annual 
reactor use. 

LAURSNSCN, J. A. Atomic Safety and Licensing Board Panel. 83/07/13. 
37pp. 19320:283. 34X Flehe : 50-142.63/07/12,6307140468- 


6307290134 Forwards IE Insp Repts 30-142/83-02 L 70-0223/83-01 re 
recent SNM inventory. 

WOODHEAD, C. P. Hearing Branch 4. 83/07/28. FRVE.^H.. 3RI0HT.G.0.. 

LUESKEaE. A. Atonic Safety and Licensing Board Panel. 6pp. 

19822: 134. 24X Flehe: 30-142, 83/07/28.8307290134. 


Q. Inspection reports, IE Bulletins 6 correspondence 


8307260521 Forwards IE Insp Repts 30-142/83-02 6 70-0223/63-01 on 
930628. No nonconpl lane e noted. 

NORDSRHAUG. L. R. Region 3. Office of Director. 83/07/09. O'NEIL.R. 
California, Unlv. of. Los Angeles. 2pp. 19734:136 84X 

Flehe; 30-142. 83/07/08, 8307260321. 


—8307260328 IE Insp Repts 30-142/83-02 6 70-0223/83-01 on B3062B 
No nonconpl lance noted. Major areas Inspec t ed: SSNM inventory. 
NEL5ON,0.B., KORDERKAUG. L. R . Region 3, Office of Director. 
83/07/08. 3pp. 19734:158 24 X Fi c h e : SQ~1 42. 83/07/08, S307260S2I . 


8307260442 Forwards modified Page 2 to IE Insp Repts 30-142/83-02 «i 
70-0223/83-01 sunmariitng SNM physical Inventory. 

HORDERHAl/0, L. R. Region 5, Office of Director. 83/07/30. O'NEIL. R. 
California, Unlv. of. Los Angeles. Ip. 19731:284. 24X 

Flehe: 30-142.83/07/20. 8307260442. 


— 8307260444 Modified Page 2 to IE Insp Repts 30-142/83-02 h 
70-0223/83-01 on 630628. 

* Region 3. Office of Director. B3/07/20. Ip. 19731:283. 24X 

Flehe: 50-142. 83/07/20, 8307260442. 


8307290134 Forwards IE Insp Rept* 30-142/83-02 ti 70-0223/83-01 re 
recent SUM inventory. 

HOODHBADi C. P. Hearing Branch 4. 83/07/28. FRVE.U-H, BRIOHT.O.O. 

LUEBKEiE.A. Atomic Safety and Licensing Board Panel. 6pp. 

19822: 134. 24X Flehe : 50-142. 83/07/23, 8307290134 


T. Hearing transcripts on non-ant 1 trust matters 


B3061704O3 Testimony of L Uayne.D DuPont, B Norton.M Kaku.M Pulido, 

R Kohn.O Hlrsch.B Plotlin.S Af tergood, as Panel It re 
chemical react ions. React or not Inherently protected against 
severe core damage from fire 

WAYNE. L.i DUPONT, D , NORTON. B. Committee to Bridge the Gap. 
83/06/14 42pp. 10079:176. 24X F 1 c h e : 30-142, 83/06/ 1 4, 8306 1 70403. 


8307250417 Transcript of 030719 hearing in Los Ange 1 es, CA. Pp 991-1-169 
• Atomic Safety and Licensing Board Panel 83/07/19. 179pp 

19704:051 24X F 1 c h e : 50- 1 42. 03/07/ 19. 83072504 1 7 


B3072S0414 Transcript of 030720 hearing in Los Angel et, CA. Pp 1,170- 
1.339. 

e Atomic Safety and Licensing Board Panel. 83/07/20 190pp. 

19702: 177. 24X FI c h e 50- 1 42, 83/07/20. B3072S0414. 


8307270015 Transcript of 830721 hearing in Los Ang e I e s . CA. Pp 1,360- 
1. 577. 

• Atomic Safety and Licensing Board Panel 63/07/21. 2Z0pp. 
19766:103. 24X F I c h e 50- 1 42. 83/07/2 1 . 03072700 1 5. 


B3072700O7 Transcript of 030722 hearing in Los An g e 1 e s . CA. Pp 
1. 378-1, 816. Supporting documenta t Ion enc 1 . 

• Atomic Safety and Licensing Board Panel 03/07/22. 250pp. 

19746:161. 24X F 1 C he : 50- 1 42, 83/07/22, 8307270007 


8307270010 Transcript of 630723 hearing in Los Angeles. CA Pp 1.817- 
2.000. Supporting documentation end 

e Atomic Safety and Licensing Board Panel 83/07/23. 200pp 

17763:334. 24X F I c he; 50- 1 42, 03/07 /23, 03072700 1 0 


8307280215 Transcript of 630725 hearing in Los Angeles. CA Pp 2.001- 

2. US 

e Atomic Safety and Licensing Board Panel 83/07/25. 126pp 

19794:010 24X F 1 Che : 50-1 42. 83/07/25. 830728021 3 


V. Operator Eiamlnatlons 


83D7080427 Generic Ltr 83-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 390, "Personal Qualifications 
etatsmant - Licensee." Sve list encl. 

EISSMHUT. D. 0. Division of Licensing. 83/07/U. Michigan. Unlv 
of. Mpp 19563:138. 84X Flehe: 50-000, 83/07/11 , 9307060427. 


DOCKET SO-148 UNIV. OF KANSAS RESEARCH REACTOR 


F. Security, medical, emergency 6 fire protection plans 


8307270233 Grants 830701 request for oitension of time until 030930 to 
respond to questions on emergency plan. 

TfElHASiC. O. Standardl la 1 1 on 6 Special Projects Branch. 83/07/13. 
nSSLER.R. Kansas. Unlv. of. 2pp 19811:199. 24X 

Fiche; 30-148. 83/07/13, 8307270235. 


0. Inspection reports, IE Bulletins U correspondence 


6307120333 Responds to NRC 030325 ltr re violations noted in IE Insp 
Rept 50-148/83-01 Corrective ac t ions: nuc 1 ear engineer util 
be appointed member of committee on radiation sources by 
830301. 

KR^TiO.C. Kansas, Unlv. of. 03/04/14 MADSEN, G L. Region 4. 
Office of Director. Ip. 19432.127. 24X F 1 c h # ; 30- 148, 83/04/ 1 4. 
83D7I20S33. 


V. Operator Eiaminatlons 


8307000427 Generic Ltr 83-12A to all nonpower reactor licensees re 
Issuance of NRC Form 398, "Personal Oua 1 1 f I ca t Ions 
Statement - Licensee." Bve list encl. 

EISENHUI. D. e. Division of Licensing. 83/07/11. Michigan, Unlv. 
of. Iflpp 19563:138 24X F 1 c h e : 50-000, 83/07/ 1 1 , 8307080427. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency *• fire protection plans 


B3072a0452 Forwards IE Safeguards Insp Repts 50-130/83-01,70-0801/83-01 
6 70-0966/63-01 on 830412-13 6 notice of violation Encls 
withheld (ref 10CFR2. 790). 

HILLER. J.R. Region 3, Office of Director. 03/03/09. REDMOND, R.F, 
Obla State Unlv. 2pp. 19797:258. 24X Flehe: SO-1 50, 03/03/09, 

8307280452. 
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<J Inspection reportSf IE Bulletins tt c ov rc s p ond enc e 


6307200452 Foripards IE Safeguards Insp Ropts 50-150/63-01.70-0801/63-01 
& 70-0766/63-01 on 030412-13 «. notice of v i o 1 a t i on. Enc I s 
withheld (ref 10CFn2. 790). 

MILLER. J.R Region 3. Office of Director. 03/05/07. REDMONO.il. F 
Ohio State Uniw 2pp 17797.250 24X F i c he . 50- 1 SO, 03/05/09, 

8307200452 


B307060035 Acli receipt of 830607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-150/03-01. 

70-0001/83-01 S. 70-0966/03-01. Response withheld (ref 
10CFR2 790). 

MILLER. J. R Region 3, Office of Director 03/06/30. CRAKBLETT.H C 
Ohio State Univ. Ip. 19237.240. 24X F i c he : 50- 1 50. 83/06/30. 

0307060005 


V. Operator Examinations 


8307080427 Oeneric Ltr 03-12A to all nonpouer reactor licensees pe 
issuance of NRC Form 398. "Personal Qualifications 
Statement - Licensee. “ Sve list end. 

eiSENHUT. D. 0. Division of Licensing. 83/07/11. Mtchigan. Unlv 
of. 14pp. 19563:130. 24X Fiche: 50-000. 03/07/1 1 , 0307000437. 


DOCKET 50-151 I/NIV. OF ILLINOIS RESEARCH REACTOR 


V. Operator Examinations 


0307000427 Generic Ltr 83-12A to all nonpower reactor licensees re 
Issuance of NRC Form 398. "Personal Qualifications 
Statement - Licensee. " Sve list encl. 

EISENHUT.D G. Division of Licensing 83/07/11. Michigan, Unlv. 
of. I4pp 19563- 138. 24X F i c h e : 50-000. 03/07/1 1 . 8307000427. 


DOCKET 50-155 DIO ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency t, fire protection plans 


8307150167 Forwards memo supplementing 830322 findings on adequacy of 
remedial actions taken by util resulting from 820914 order. 

Order required applicant to demonstrate that six deficient 
areas in offsite emergency planning & preparedness remedied. 
KBlHMiR.W. Federal Emergency Management Agency, 83/06/17. 
JORDANiE.L, Division of Emergency Preparedness ti Engineering 
Response (Post 830103). 2pp. 19530.246. 24X F i c he SO- 1 55. 83/06/17. 

8307150167. 


8307180402 Releases public version of revised emergency plan 
imp lemen t Ing procedure. 

FELTON, J.M. Division of Rules and Records. 03/06/24. Document 
Management Dranch. Ip. 19641:260. 24X Fiche : SO-ISS. 83/06/84. 

8307180402. 


— 8307100404 Public version of Rev 26 to Emergency Plan Implementing 
Procedure EPIP 6J. "Communications Tests." W/830411 ltr b 
receipt form. 

» Consumers Power Co. 83/04/06. 10pp. 19641:269. 24X 

Fiche: 50-155. 83/06/24, 0307100402. 


8307060102 Ack receipt of 030613 ltr describing exercise scenario b 
sequence of events for 030725-26 emergency exercise. Scenario 
adequate. Complete package requested at least 20 days prior 
to exorcise, 

PAPERIELLO, C. J. Region 3, Office of Director. 03/06/29. 

DEWITT, R.D. Consumers Power Co. Ip. 19251:361 24X 

Fiche; 50-155. 83/06/29, 8307060102. 


8307220106 Forwards complete controller/prompter packages for energancy 
plan exercise scheduled for 030725 b 26. Exercise will 
Involve both state b local agenc 1 es. Enc 1 scenario not 
considered credible sequence of events. W/o end. 

BORDINE, T C. Consumers Power Co. 03/07/01. KEPPLER.J. O. Region 3. 
Office of Director. 2pp. 19683.347 24X Fiche: 50-155, 83/07/01, 

8307220106. 


0307200100 Forwards FEMA 030617 comments on Intervenor comments re 
licensee response to deficiencies Identified in A8LB 020914 
emergency preparedness order. FEMA original position that 
licensee comments adequate unchanged. 

CODDARD.R.J. Hearing Dranch 3. 83/07/15. DLOCH.P.D , SHON.F.J,. 

PARISrO. H. Atomic Safety and Licensing Board Panel 18pp. 
19646:030. 24X F 1 c h e : 50- 1 55- 83/07/ 1 5, 8307200 108. 


0. Adjudicatory carrespondence 


8307050150 Order extending time until 830805 for Commission to act to 
review ALAD-73S. 

CKILK.6. J. Office of the Secretary of the Commission. 33/07/01. 
Commissioners. Jp. 19199.165 24X Fiche; 50-155, 03/07/01. 

8307030150. 


®307070250 Advises that time for Commission to review Director's 
Decision 0D-B3-07 e xp I red . Commi ss i On declined review 
Oecision became final agency action on 830630. 

CHILKi S J. Office of the Secretary of the Commission. 03/07/06. 
BIERiJ. Affiliation Unknown Ip. 19269:312. 24X 

Fiche: SO-IS5. 83/07/06, 0307070250 


8307070232 Advises that time for Commission to review Director's 
®*clslon DD-83-07 exp Ired, Commi ts ion declined review. 

Decision became final agency action on 830630. 

CHILKiS. U. Office of the Secretary of the Commission. 83/07/06. 
CKRISTA-HARIA Chr 1 s ta-Mar I a . tp. 19293:361. 24X 

Fiche: 30-133, 83/07/06, 0307070252. 


8307080432 Order extending time until 030722 for Commission to act to 
review Director's Decision DD-B3-09. 

CHILK.8. J. Office of the Secretary of the Commission. 83/07/06 
Cofflffllssloners. Ip. 19346:362 24X Fiche: 30-1 53, 83/07/06. 

8307080432. 


8307120391 Fqmiards util 830623 memo re sighting of military aircraft 
over plant. Dates of Incident b Identity of aircraft 
unknown. 

GALLO.J. Isham, Lincoln b Beale. GALLO, d. Consumers Power Co 
83/07/08. DLDCH.P.B., PARIS, OH., SHQN, F J. Atomic Safety and 
Licensing Board Panel 2pp. 19432:146 24X Fiche 50-155, 83/07/00, 

8307120S91. 


8307200108 Forwards FEMA 830617 comments on intervenor comments re 
licensee response to deficiencies identified In A8LB 020914 
emergency preparedness order. FEMA original position that 
licensee comments adequate unchanged. 

GOODARD.R.U Hearing Branch 3. 83/07/15. DLOCH.P.D., SHON.F.J., 

PARIS.Q.H. Atomic Safety and Licensing Board Panel. 18pp. 
19646:030. 24X Fiche: SO-I 55, 83/07/15. 0307200108. 


8307260344 Application For subpoenas directing WP Hickey b 
JV Lyeikowski to testify re plant safety from haiardi due to 
flyovers from military aircraft b small p lanes. Proposed 
subpoenas b Certificate of Sve end 

COPELAND, V. G. Consumers Power Co. COPELAND, V. 0. Isham. Lincoln b 
Beale. 83/07/19. Atomic Safety and Licensing Board Panel, 12pp 
19726.-334. 24X Fiche: 50-155, 83/07/19, 8307260344. 


8307230326 Forwards util analysis of structural .adequacy of overhead 
crane to withstand ground motion resulting from seismic 
event to serve as testimony re O'Neill Contention IIC. 

GALLO.J. Isham, Lincoln b Deale. GALLO- J. Consumers Power Co 
83/07/21. BLOCH. P.D., PARIS, O H. , SHON, F. J. Atomic Safety and 
Licensing Daard Panel. 70pp 19703:043. 24X Fiche; 50- 135, 83/07/21, 

8307230326. 


P. Operating license stage documents b correspondence 


8307010086 Notiflcatien of 830706 meeting w/utll b engineering 
consultant in Bethesda,MD to discuss thermal analysis of 
spent fuel pool. 

EHCH.R.L. Operating Reactors Branch 3. 03/06/29. CRUTCHFIELD. D, 

Operating Reactors Dranch 5. 3pp, 19124:330 24X 

Fiche: 30-ISS. 83/06/29, 8307010066. 


8307030007 Forwards FR notice of consideration of issuance of amend to 
License DPH-6 b proposed no significant haiards 
consideration determination b opportunity for hearing 
neutron source strength procedure. 

CRUTCHFIELD, 0. Operating Reactors Dranch 3. 83/06/29. 

VANDCMALLE, D. J. Consumers Power Co. 3pp. 19192:103 24X 

Fiche; 30-133.83/06/29, 0307050007 


— 8307030012 Notice of consideration of Issuance of amend to License 
I»*R-6 b proposed no significant haiards consideration 
deterninatlon b opportunity for hearing re neutron source 
strength procedure. 

CRUTCHFIELD, D. Operating Reactors Dranch 3. 83/06/29. 7pp, 

19192:106. 24X Fiche: 30-135, 83/06/29. 8307050007. 


8307060175 Forwards FR notice of consideration of Issuance of amend to 
License DPR-6 b proposed no significant haiards 
consideration determination b opportunity for hearing re min 
critical power ratio, in response to 821220 application. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/06/29. 

VANDEHALLEi D. J. Consumers Power Co. 3pp. 19230- 286 24X 

Flcho: 30-133,63/06/29, 0307060175, 
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—8307060294 Notice of consideration of issuance of amend to License 
DPR-6 t proposed no significant hajards consideration 
determination 6 opportunity for fiearing re min critical 
pouer ratio. 

CRUTCHFIELD. D. Operating Reactors Branch S. 83/06/29. Spp- 
19239. 289. 24* Fi che • 50-155. B3/0A/29. 8307060175. 


8307220174 Forwards page inadvertently omitted from 830715 submittal 
of rev to response on control of heavy loads (Generic Ltr 
81-071 Page 4 of Attachment 1 to S10701 soOraiCtal should be 
replaced u/entl. „ 

BORDINC.T C Consumers Pouier Co 83/07/10 CRUTCHF lELD. D. 
Operating Reactors Branch 5 2pp 19684.033 24* 

Fiehe: 30-155. 83/07/18. 8307220174. 


9307050248 Notification of B30630 meeting u/NUS Corp Ln Oe rman town. MD 
to discuss thermal analysis of facility spent fuel pool. 

EMCKpR.L. Operating Reactors Branch 5. 83/06/30. CRUTCHFIELD. D 

Operating Reactors Branch 5. 3pp. 19198:351 24* 

F 1th e: 50-155. 83/06/30.3307050248. 


8306270397 Oeneric Ltr 83-26 to all applicants for DLs t- holders of 
CPs for pouier reactors re clarification of surveillance 
ranuirements for diesel fuel impu-r i ty . Svc list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of Heui Yorl. Ine. 16pp. 19390:317. 24X 

Ftehe. 50-000. 93/07/03. 9306270397. 


9307120495 Foruiards FRA evaluations for SEP Topics 111-2. “Bind 6 
Tornado Loadings." U III-4.A. "Tornado Missiles." per 
930601 eomml tments . Cost/benef 1 1 analysis on proposed mod te 
install portable pomps performed. 

TONER. K. A. Consumers Power Co. 93/07/05. CRUTCHFIELD. D- Operating 
Reactors Branch 5. 52pp. 19424:233. 24* F 1 c h e : 50- 1 55. 83/07/05. 

8307120485. 


0307060329 Generic Ltr 83-27 to all licensees U applicants for 
operating power reactors i holders of CPs for power reactors 
re surveillance Intervals In 5TS. Svc list end. 

EISENHUTi 0. 0. Division of Licensing. 83/07/06 Consolidated 

Edison Co. of New York. Ine. I6pp 19669 254. 24* 

Flche: 50-000. 83/07/06. 9307060329. 


8307U0030 Summary of 830706 meeting w/util.HUS Corp K, I sham. Lincoln L 
Beale in Dethasda.MD re th erma I /s true t oral analysis of spent 
fuel pool. 

EMCH.R L Operating Reactors Branch 5. 83/07/07. Operating 

Reactors Branch 5. 4pp. 19374 19B- 24* Fiehe SO-1 55. 83/07/07. 

8307110030 


B3070S0169 Generic Ltr 83-29 to all licensees of operating reactors, 
applicants for OL fc holders of CPs re reRulred actions based 
on generic implications of Salem ATUS events. Svc list enc 1 
EISENHUTi 0. G- Division of Licensing. 83/07/09 Consolidated 
Edison Co of New York. Inc. 39op 19669 269 24* 

Flche: 50-000. 93/07/09. 9307080169. 


B3071803'02 Discusses supplemental evaluation In response to NRC 
concerns re Amend III to "Spent Fuel Rack Addition 
Consolidated Application. " 

90HDINE.T.C. Consumers Power Co. 03/07/12. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 3pp 19556.056. 24* 

Flche; 50-155. 93/07/12. G3071B0302. 


—8307160307 "Setsmle Safety Evaluation of Reactor Bldg Crane. Big Rock 
Point Plan 1 1 Char 1 evoi j . lil. " 

BANOM.H-. CAMPBELL. R. D. . WESLEY. 0 A. Structural Mechanics 
Associates. SMA 13703. 01R0O3 R03. 33/07/31 46pp. 19556 060- 

24* Fiehe: 30-135. 93/07/12. 8307180302. 


--8307190311 "Assessment of Annual Freguency of Occurrence af Reactor 
Bldg Crane Over Spent Fuel Storage Pool." 

BEACHUH. S. D. Consumers Power Co. 83/06/30 I6pp 19556:105. 
24* Fiehe: 50-153. 83/07/19.8307160302. 


B3O7270434 Forwards notice of consideration of issuance of amend t' 
License DPn-6 b proposed NSHC determination b opportunity 
for hearing re B21220 application conterning administrative 
controls for second auclllary operator b overtime limits 
CRUTCHFIELD. D Operating Reactors Branch 5 83/07/19. 

VANDEWALLE. 0. J. Consumers Power Co. 3pp 19767 189 24* 

Flche- 50-15S.S3/07/19, 8307270434 


— 8307270436 Notice of consideration of issuance of amend to License 
DPR-6 6 proposed NSHC determination b opportunity for 
hearing re rev of administrative controls section of Tech 
Specs. 

WAMBACH.T.V. Operating Reactors Branch 5 83/07/19 6pp. 

19767-192. 24X F i c h B . 50-1 55, 83/07 / 1 9. 8307270434. 


8307250146 Summary of 830719 meeting w/utll in Bethesda.MD re pressure/ 
temp limits for reactor vessel. Util will submit proposed 
change L supporting matl 

EKCH.R.l.. Operating Reactors Branch 5 83/07/21. Operating 

Reactors Branch S. 3pp 19706 101. 24* Fiehe 50-155.83/07/21. 

8307250146. 


B3072S0IS3 Advises that 780609 reguest for Tech Spec change re raduiaste 
monitor incorporated into review of proposed radiological 
oFfluent Tech Specs to implement tOCFRSO.App I 
CROTCWflELD. D. Operating Reactors Branch 5 83/07/21 

VANDERALLE. D. J- Consumers Power Co 3pp 19706 105 24* 

Flche 50-153.93/07/21,8307230155 


8307230326 Forwards util analysis of struclura 
crane to laithscand ground motion resulting f 
event to serve as testimony re O'Neill Conte 
GALL-O, J Isham, Lincoln t. Beale. GALLO, J 
83/07/21. 8LDCH.P.B , PARIS, 0 H . SHON. F J 
Licensing Board Panel. 70pp 19703 043 2 

8307230326 


1 adequacy of overhead 
rom seismic 
n t l on lie 

Consumers Power Co 
Atomic Safety and 
'4* Fiehe 50-153,83/07/21. 


8307260499 Notification of 830728 mealing w/otll b Nuclear Utils Svc 
in Germantown. MO to discuss thermal analysis of spent fuel 

pool . 

EMCH.R L- Operating Reactors Branch S 83/07/22. CRUTCHF lELD, D. 
Operating Reactors Branch 3 3pp. 19731.334 24* 

Fiehe: 50-133.83/07/22. 8307260499. 


8307270373 Forwards notice of consideration of issuance of amend to 
License DPR-6 6 proposed NSHC determination b opportunity 
for hearing re 820720 application concerning admin i s tra t i ve 

controls. 

CBOTCHFIELD, D Operating Reactors Branch 5 83/07/22 

VANDEWALLE. D J. Consumers Power Co 3pp 19767.299 24* 

Fiehe. 50-155. 83/07/22. 8307270373 


—8307270379 Notice of consideration of issuance of amend to License 
DPB-6 b proposed NSHC determination b opportunity for 
hearing re administra t i ve controls 

WAMBACH.T.V. Operating Reactors Branch 5 83/07/22. 6pp 

19767:302. 24* F 1 c h e . 30- 1 55. 83/07 /22. 8307270373 


Q. Inspection reports, IE Bulletins b correspondence 


—9307190315 "Annual Frequency of Qig Rock Point Spent Fuel Pool Damage 
Resulting From Seismic Failure of Overhead Crane." 
a Structural Mechanics Associates 83/07/31. 4pp 19556 121. 

24* Fithe: 30-155,83/07/12.8307180302. 


8307180020 Notification of B307I9 meeting u/util in Bethesda.MD to 
discuss reactor vassal pressure/temp limits. 

EMCH.R. L. Dperatlng Reactors Branch 3. 83/07/15. CRUTCHFIELD. D. 

Operating Reactors Branch 5. 4pp. 19560:134. 24* 

Flche: 50-155, 83/07/15. 8307180020. 


8307200073 Responds to Oeneric Ltr 81-07 dtd 810701 re control of heavy 
loads. Original submittal did not distinguish "load" from 
"heavy load." Pago 4 of Attachment I to B10701 submittal 
shsuld be replaced w/encIW/e encl. 

BORBINE, r. C. Consumers Power Co. 93/07/15. CRUICHFIELD. D 
Operating Reactors Branch S. Ip. 19647 115. 24* 

Flche. 50-155.83/07/15. 9307200073. 


8307210032 Updates 820924 response to SEP Topic WI-4, "Containment 
Isolation Sys. " Also corrects inaccuracy in NRC 921209 SER. 

All tast.vent be drain va Ives, eicep t feedwater sample root 
valvciclosed b placed under administrative controls. 

TONER. K. A. Consumers Power Co. 83/07/15 CRUTCHFIELD. D. Operating 
Reactors Branch 5 4pp. 19668:343. 84* Fich e. 50- 155. 83/07/15. 

S307S10D32. 


8307090446 Forwards IE Insp Rept 50-155/83-09 on 830509-12 No 
nancomp 1 ianc e noted. 

STREETER, J. F. Region 3, Office of Director. 83/06/22 DEWITTiR B 
Consumers Power Co. 2pp 19347'24S. 24/ F i c h e . 50- 1 55, 03/06/22, 

S3070GD446. 


—9307080450 IE Insp Rept 50-155/83-09 or. 830509-12. No noncompliance 
noted. Major areas i nspec ted . nonl i censed operator training, 
licansed operator requa 1 1 f 1 ca 1 1 on trair.ing b resolution of 
previously identified insp items 

SUTPHIN.R.N , HDLZ(iER,M M , HAWRINS.F C Region 3. Office of 
Director. 83/06/22. 6pp. 19347 250. 24* Flche 50-155.03/06/22, 

B3070S0446. 


8307180125 Forwards TE Insp Rept 50-155/03-11 on 030610. No 
noncoaip I lance noted. 

SHAFQl.U.O. Region 3, Office of Director 93/06/29 DEWITT. R.B. 
Consuaeri Power Co. 2pp. 19556 236 24* Fiehe 50-155,83/06/29, 

8307180125 
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—3307180129 IE Insp Rept 50-lS5/e3-n i5ii 030305-0610 No noncomp 1 i ane e 
noted. Major areas Inspected operational saf e tij . rrai nt . 
surve 1 11 ancc, new Puel r ece i p t , prepare 1 1 on for refueUno & 
independent insp 

WfilOHT.G C , PARKER. M.E , HOYD, D C Region 3, Office of Director. 
03/06/29 App 19556-238 2<IX Fiche SO- 1 55. 83/06/29. 8307 1801 2S 


S307110249 Remits Class III fee for e.emption from inservice insp 
requirements of I0CFH30. 55( g ) 

BQRDINE.T C Consumers Power Co 83/07/01 MILLER. W O License 
Fee Management Branch 2pp 19374 281 3AX Fiche 50-155,83/07/01. 
8307110249 


B306270401 IE Info Notice 83-46. "Common Mode Valve Failures Deorade 
Surrg Recirculation Sprag Subsystem. " Svc list end 
JORDAN. E L. Division of Emergency Preparedness t, Engineerino 
Response (Post 830103). 83/07/11 Consolidated Edison Co of Neu 

York, Inc. 154pp. 19563.293. 24X F i c h e . 50-000. 83/07/1 1 , 8306270401 . 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list end 
JORDANiE L. Division of Emergency Preparedness t- Englneerlno 
Response (Post 830103) 03/07/12 Consolidated Edison Co. of New 

York, Inc 141pp 19863.153 24X Fiche 50-000.83/07/12,0306270404. 


9306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive I-12S J. 1-131 in E.cess of NRC Limits " Svc list 
enc 1 . 


rroiom'/ Safeguards «■ Inspection Programs (Foot 

030103) 83/07/14. Consolidated Edison Co. of New York, Inc 

24X Fiche: 50-000, B3/07/14, 8306270406. 


Il4pp. 19715:270 


DQCltET 50-156 UMIV. OF WISCONSIN RESEARCH REACTOR 
V. Operator Ejaminatlons 


8307OBO427 Generic Ltr 83-12A to all nonpower reactor llcenseet re 
issuance of NBC Form 390, ''Personal Qua E 1 f l ca 1 1 ons 
Statement - Licensee." Svc list end. 

EISENHUT.D.G Division of Licensing. 03/07/11. Michigan, Unlv. 
of 14pp. 19563. 13S. 24X F I c fl e : 50-000. 63/07 / I 1 . 0307000427. 


DOCKET 30-IS7 CORNELL ONIV. RESEARCH REACTOR 
F. Security, medical, emergency t. fire protection plans 


8307110369 Foruards IE Safeguards Insp Repts 80-097/83-02 t> 
^”^57/83—02 on 030602-03. No no n c omp 1 i a n c e noted. 
PWHTIN.T.T. Division of Engineering i Technical Programs. 

8TREETT.W.B. Cornell Univ 2pp 19360:261 24X 

Fiche: 30-097. 93/06/22, 8307110369. 


63/06/22. 


0307110372 IE Safeguards Insp Repts 50-097/83-02 ti 50-157/03-02 on 
830602-03. No none ompl lance noted. Major areas Inspected: 
physical protection measures for protecting 6NM of low 
strategic slgniFIcance 

SHITHiG. C. Region 1, Office of Director 83/06/21. 3po 
19380:263. 24X F I th e : 50-097, 83/06/ 22. 0307 1 1 0369. 


Q. Inspection reports. IE Dutlotlni 6 c orrasponil one e 


R. Periodic operating reports b related correspondence 


0307220219 Monthly operating rept for May 1983 W/B30606 Itr 
AMSTUTZpS , HOFFMAN, D. P Consumers Power Co 83/06/03. 
Director's Office, Office of Inspection and Enforcement 
19673 332 24X F I c h e : 50- 1 55, 03/06/03, 83072202 1 9 


3pp. 


S Repor tab 1 e occur 


icesi LERs b related correspondence 


8307050076 LER a 3 - 002 / 03 U- 0 - on B 30523 , duv i ng routine calibr of loul 
level fcrjp sensor LT 31Bl<for reactor depressurization suet 
trip found to operate below Tech Spec setpoint Cause not 
determined. Transmitter adjusted. W/e30622 Itr 

BQRDINE.T C Consumers Power Co. 83/06/22 KEPPLER.J.C, Region 
0307050076 S'lX F 1 c h e : 50- 1 55. 03/Q6/k. 


8307050105 LER 83-003/03L-0 on 830523, d ur i i.g routine calibr of reactor 
low level trip sensor Lt 3180, sensor did not operate Caused 
differential pressure cell in Westlnghouse 
Model 59DP4D99-7054 un 1 1 . W/S30622 Itr 

BOnOlNE.T.C. Consumers Power Co 83/06/22. KEPPLER.J.C. Regions 
0307050105 241. 24X F I c h e ; 30-155,83/06/22, 


0307110369 Forwards IE Safeguards Insp Repti 50-097/03-02 t 
50-197 /'83-02 on 030602-03, No none omp 1 1 anc e notod 

“ivlston of Engineering b Technical I’rogrami 
aTREETTiM.B Cornell Univ 2pp. 193B0 261 24X 

Fiche: 90-097.83/06/22, 03071 10369 


83/06/22. 


B3071IO372 IE Eafeguards Insp Repts 50-097/83-02 b 50-157/03-02 on 
830602-03.No noncomp 1 1 an c e noted Major areas Inspected: 
physical protection measures for protecting SNM of low 
strategic significance 

^ITH, O. C. . oonv. A. T. Region 1. Office of Director 03/06/21. 
3pp. 19380:263. 24X F 1 c h o : 50-097, 03/06 / 22, 8307 It 0369. 


V Operator Ekaeiina t ions 


f u Bnffri i 


10 ail nonp 




I waii. tiur r* 


issuance of NRC Form 390, "Porsonal Oua 1 i f l c at I ons 
Statement - Lie ens e e. " Svc list enc 1 . 

ElBENHUT. D. 8. Division of Licensing. 83/07/11. Michlaan. 
of. 14pp. 19563:138. 24X Fi c h 9 : 90-000, 03/07/ I 1 , 0307080427. 


MCi^T 50-160 GEOBCSIA INST. OF TECH. RESEARCH REACTOR 
V. Operator Examinations 


83-004/03L-0: on S30604, c on ta i nmon t isolation valves CV 
Huvj ?, 93 in cleanup sys resin sluice line exhibited leakage 
in excess of Tech Spec. Caused by minor seat sc rat c hes. Close 
tolerance polyfill seat matl i ns ta 11 ed. W/830629 Itr 
BQRDINE.T. C. Consumers Power Co 03/06/29. KEPPLER.J, «. Region: 
8307000443 24X F i c h e . SO- I 55. 83/06/29. 


8307080487 Gonerlc Ltr 83-I2A 
Issuance of NRC Form 398, " 
Statamant - Licensee. " Svc 
EISENHUT. 0. 0. Division of 
of. 14pp. 19563: 138. 24X 


to all nonpower reactor licensees 
Personal Ouo 1 I f ica t tons 
list enc 1 . 

Licensing. Q3/07/li, Michigan. 
Fiche: 50-000, 03/07/11 . 0307000427. 


r e 


Univ 


T Hearing transcripts an non-an 1 1 1 rus t matters 


B307250407 Transcript of 830721 telephone confer 
Pp 2. 606-2. 719, 


i n 


♦ Atomic 
19704: 015 


Safety and Licensing Board Panel. 83/07/21 
24X Fiche. 50-155. 83/07/21 , 8307250407 


Wash ing ton. DC. 
3pp. 


V. Operator Ejaminatlons 


0307000446 Forwards IE Insp 
noncomp] lance noted. 
STREETER, J. F Region 3, 
Consumers Power Co 2pp 
0307000446. 


Rept 50-155/83-09 on 830509-12. No 

Office of Director, 83/06/22 DEWITT.B. B. 
19347 240 24X Fiche 50-153,03/06/22, 


50->35/S3-09 on 830509-12. No noncomplianc 
noted Major areas ! nspec ted non 1 icensed operator training, 
licensed operator r equa 1 1 f i ca t lor, training J. resolution of 
previously identified insp items. 

SUTPHIN.H N,. HOLZMEH.M M , HAWKINS, F C Region 3. Office of 
8307080446 ®^^°*^^^ ‘’^'’' ^SO 24X F i c h e . 50- 1 55, 83/06/ 


DKKET 90-163 GENERAL ATOMIC CO. 

F. Secu rity, meili cal. emergency b fire protection plana 




radlDlugical contingency plan, per 830610 request Extension * 

ll fiiwurr/!!"!?* *■ questions from NMBS 

r« fu»i cycl9 portion* of plan roqtioitod 

THOMAsVn 1“® i!* ' r a 1 Atom 1 c C o 03/07/06 

19M9^09R°' aai 2? ^ Apodal Projects Branch ip. 

19929.098. 24X FJ che: 5O-0B9. 83/07/06. 83071 40280. 


O. Adjudicatory correspondence 


offidaV ’■•cord tP take 

held by GA 

nnnir * ® Oppose molkon.but motion 

unnecessary since record not closed. 

MOODKEAO. C. P. Hearing Branch 4. 03/07/82 Atomic Safatu Anri 
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V. □|>erat'Or Eisninations 


6307030427 Oenerlc LtT BS-ISA to all nonp'ower realtor liceneete re 
issoarce of HRC Form 393. "Personal Qual i f 1 t aki ons 
Statenunt - Licensee. '■ Sve list encl. 

EISENHUT. D. C. Djviiion of Llceiuing. 33/07711. Hichijan. Unsv- 
of 14pp. 19363;130. 24X Flth*. 50-000.83/07/1 1. 3307000427 


DOCKET 90-164 NATIONAL BUREAU OF STANDARDS REACTOR 
V. Oparator Eiasiinat Ions 


B3070B0437 Oenerie Llr 83-124 to all nonpoutr reactor licensees 
tsauance of NRC Form 393. "Personal Qualifications 
BtakaAcnt - Licensee. " 8vc list end. 

EISEWiUT. D. 0. Division of Licensing. 03/07/11. Michigan, 
of. 14pp. 19S63;130. 24X F 1 c he : 50-000. 03/07/ 1 1 . 0307000427. 


re 


Univ. 


DOCKET S0-lif> UNIV. OF MARYLAND RESEARCH REACTOR 


F. Securltij. tnedical. emergency U fire protection plans 


0307210345 Responds to B30620 reguest for eitension of time to reipnnd 
to questions ri emergency plan. Extension until 330930 
granted. 

THOMAS. C.O. Standardl latlon i. Special Pro.jec Ss Branch. 83/07/13 
TOLL.U S Maryland. Univ. of. Ip 19672 324. 24X 

Flche S0-i66. 83/07/13, 0307210349 


DOCKET 30-136 UNIV. OF MISSOURI RESEARCH REACTOR 


H. Deneral correspondence 


3307230107 Advises that all eoprespondence to NRC re License R-103 
should be addresseff to author. ao/m/m 

THOKAS.C.O. Standardiiatlon fc Special Projects Branch. S3/07/10. 
BRUeOER.R.n. Mlsiouri. Univ. of. Columbia. 2pp. 19812'.390. 24* 

Ftehe: 30-106. 33/07/15. 3307200107. 


Q. tnspection reports. IE Bulletins 6 correspondence 


6307110397 Foruards IE Insp Sept 50-166/63-01 on 630523-27. Mb 
none onp 1 ianc e noted. 

STAROSTECKI , R. Division of Project !t Resident Programs. 33/06/23 
KERR.F. Maryland. Univ. of. 2pp. 19330:312. 24X 

Flche. 50-166, 33/06/23.3307110397. 


—3307110401 IE Insp Rapt 50-166/33-01 on 330525-27. No none omp 1 i an< e 
noted Major areas Inspected facility operations. separation 
of potentially contanlnaked uater from uater supply. logs L 
records I. reviews S> audits. 

KINNEV.HW.. ELSASSER. T. C- Region 1. Office of Director 
03/06/21 9pp 19300 314. 24X Fi c h e : SO- 166.33/06/23.8307110397- 


V. Operator Eiaminations 


0307080427 Generic Llr 83-12A to all nonpoujar reactor licensees re 
Issuance of NRC Form 390. "Personal Qualifications 
Statement - Licensee. ” Sve list encl 

EISENHUr, D 0. Division of Licensing. 83/07/11 Mltbigan. Univ. 

of. I4pp. 19563:130. 24X F 1 ch e : 50-000. 33/07/ 1 1 , 8307080427. 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


F. Security, medical, emersency ft fire protection plans 


8307090263 Dlscuases evaluation of emergency plan against re^vlreaents 
of App E to 10CFH50.Plan accep lab le. Foruiard s SuppI 1 to SER 
(NUREQ-0BB21. U/d encl. 

THOMAS. C 0. Standardiiatlon t< Special Projects Branch. B3/06/I4. 
ADCOCK. B Defense. Dept. of. Defenee Nuclear Agency 2pp. 

19261 021. 24X F i c h e: 50-1 70. 03 /06/ 1 4, 8307050263 


G. AdjudlcatPry correspondence 


B30707020B Requests answer to 630616 Itr re issues of concern to 
Montgomery County t. eitends invitation to attend county 
council transportation L environ committee 830712 meeting. 

MCKENZIEiS. Montgomery County. MD. 83/07/01 Maryland. State of. 

Ip. 19293:362 2AX Fi che; 50-170. 03/07 /Ol . 8307070200 


8307070215 Forwards State of MD House of Delegates representative, rt. 
Koss, 830622 Itr endorsing Montgomery County Council position 
on relicensing Dethesda nuclear reactor. 

SCULL. D L Montgomery County. MD. 63/07/01. PALLADINO. M. J. 
Commissioners. GRIFFI TH. G. A. Defense. Dept. of. Defense Nuclear 
Agency. 2pp. 19293 359. 24X Flche; SO- 1 70. 83/07/01. 8307070215. 


V. Gptr^tor Eliminations 


8307000427 Generic Ltr a3-l2A to all nonpourer reactor licensees re 
Issuance of NRC Form 390. "Personal Qua 1 i f ica 1 1 ons 
Statement - Licensee." Sve list end. 

EISENMUT. 0. G. Division of Licensing. 83/07/11. Mlehigan. Univ. 
of 14pp. 19563:130. 24X Fie he : 50-000. 83/07/ 1 1 . B3070BO427. 


DOCKET 50-102 PURDUE UNIV. RESEARCH REACTOR 


V. Operator Eiaminations 


93070S0427 Generic Ltr B3-12A to all nonpouJSP reactor licensees re 
Issuance of NRC Form 393. "Personal Qua 1 1 f scat ions 
Statement - Licensee " Sve list encl 

EISENHUT-D.G. Dlvl 1 1 on o f Li cens i ng . 83/07/11. Michigan. Univ. 

of. I4pp. 19363:130. 24X FI e h e : 50-000, 03/07/11 . 0307000427. 


V. Operator Eiamina tt ons 


B307080427 Oenerie Ltr B3-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 398. "Personal Qualifications 
Stabenent - Licensee. “ Sve list end. 

EISENHUT. D. S. Division of Licensing 03/07/11. Michigan. Univ. 
of. 14pp. 19563:130. 24X F le h e : 50-000. 03/07/ 1 1 , 0307000427. 


DOCKET 50-107 SPACE RADIATION RESEARCH REACTOR 


V. Operator Eiaminations 


8307080427 Generic Ltr S3-12A to all nonpouer reactor licensees re 
Issuance of NSC Form 39B, "Personal Qualifications 
Statement - Licensee. " Sve list end 

EISENKUT.DO. Division of Licensing 03/07/11 Michigan. Univ. 
of. 14pp. 19563:130. 24 X F 1 c he : 50-000. 03/07/ 1 1 . 0307000427. 


DOCKET 30-192 UNIV. OF TEXAS RESEARCH REACTOR 


E. NRC Safety Evaluation Report (SER). supple V correspondence 


8307110313 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE UNIVERSITY 
OF TEXAS- Docket No SO-192. (University of Teias.et al. I 
* Division of Ulcindng. NURE0-09Q3. 03/06/30. lOOpp. Available 

at NRC. *4.75. 19365:239. 24X F I c he : 50- 192. 03/06/30. 6307 1 10313. 


F. Security, medical, emergency t> fire protection plans 


83070SOOS Forwards revised physical security plan. Rev withheld. 
BAUER.TL. Teiasi Univ. of. Austin, TX. 03/06/30. THOMAS, C.O. 
Standardiiatlon V Special Projects Dranch. Ip. 19199:320. 24X 

Ficlie: SO-192. 63/06/30. 8307050032. 


V. Oparatcr Eiaminations 


8307080427 Oenerie Ltr 03-12A to all nonpouer reactor licensees re 
Ififuance of NRC Form 398. "Personal Qualifications 
Stateaient - Licensee. " Sve list end. 

EISEMHl/T.D. a. Division of Licensing. B3/07/n. Michigan. Univ. 
of- 14pp. 19563: 13B. 24X FI c he : 50-000. B3/07/ 11 . 03O7OBO427. 


DOCKET 50-193 RHODE ISLAND J. PROVIDENCE PLANTATIONS AEC 


V. Operator Examinations 


8307080427 Generic Ltr 03-12A to all nonpouer reactor licensees re 
issuance af NRC Form 393. "Perional Oual if ica t ions 
Statement - Licensee. " Sve list encl. 

ElSENHtfT. D. a. Division of Licensing 83/07/11. Michigan. Univ. 
of. I4pp 19563:130 . 24X F1 Che; 50-000, 03/07/ 1 1 , B3070B0427. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


Q. Inspection reports. IE Bulletins L correspondence 


8307280188 Foruiards IE Insp Rept 50-199/63-01 on 830606-00 I. notice 
of vlolatlen. 

STAROSIECKl, R. Division of Project Resident Programs. 83/07/11, 
KANE.D. Manhattan College. 2pp. 19791:231. 24X 

Flche. 50-199.83/07/11. 8307280188 
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--8307200194 Notice of violation from insp on 030606-00 

♦ Region 1, Office of Director 83/07/il. ip 19791:233 24X 

Ficfte 50-199,03/07/11.8307200100 


--Q3072B0200 IE Insp Rept 50-199/03-01 on 030606-00. None omp 1 tance 
noted failure to implement operator requa 1 i f i cat i on 
p rogram 

KINNEV.W.W., ELBASSER, T. C. Region 1. Office of Director 
03/06/27, 7pp 19791 234 24/ F i c h e . 50- 1 99, 83/07/ J 1 . 0307280186. 


V Operator Eiaminations 


830708042? Oeneric Ltr 03-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 398. "Personal Qualifications 
Statement - Licensee. " Sve list encl. 

EISENHUT, D. G. Division of Licensing. 83/07/11. hlichigan. Univ. 
of. 14pp. 19563:138. 24X F i c h e • 50-000, 83/07/ 1 1 . 8307000427. 


DOCKET 50-20] WEST VALLEY REPROCESSING PLANT 


F. Securltg. medical, emergeneg V fire protection plans 


8307060075 Forwards revised Pages 7,8 tr 31 from 030607 ltr clarifying 
location of proposed App R mods at 231-fl elevation of 
reactor coolant pump bags B t C.Mods will be performed at 
231-ft elevation. 

Z IMflERHANi 0. R. Carolina Power !, Light Co 83/06/29. VARGA. B. A. 
Operating Reactors Branch 1. 4pp. 19251.350. 24X 

Ficho: 50-201. 03/06/29, 0307060075. 


P Operating license stage documents (. correspondence 


8307200495 Forwards "Analgsis of Terminal Waste Form Selection foi 
West Valleg Demonstration Project." 

COFFMAN. F. E, Enorgg, Dept. of. 03/06/14. NRC - No Detailed 
Affiliation Given. Ip, 19672:001. 24X F I c h e : 50-20 1 , 83/06/14. 
8307200495. 


0307110632 Trip rcpt of 030613-14 visit to West Valleg site to toor 
burial ground area t> discuss site hgdrologg issues w/USGS i. 

030615 visit to NY State Geological Surveg in Albang.NV re 
geologg of West Valleg area. 

HURT.R.P Advanced Fuel 4i Spent Fuel Licensing Branch. 83/06/38. 
ROUSE, L.C. Advanced Fuel & Spent Fuel Licensing Branch. Spp. 
19391:354. S4X F i c h e : 50-20 1 1 03/06/28, 8307 1 1 0632, 


0307140313 Notification 83-48 of 030711 mgt meeting w/DOE In King of 
Prussia. PA to discuss status of West Valleg Demonstration 
Project J, DOE/NRC Inter fac es. Proposed agenda end. 

ROTH, J. Region I, Office of Director. 03/06/30. Region ti Office 
pf Director. 2pp. 19327:343. 24X F i c h e : 30-20 1 , 83/06/30. 8307140513. 


8307200190 Notification of Significant Meeting 83-40 Rev 1 on S307I1 
w/DDE at Region 1 ofe to discuss status of West Valleg 
Demonstration Project 4. DOE/NRC interfaces. Proposed meeting 
agenda encl. 

ROTH.J. Region 1. Office of Director. 83/07/08. Region 1. Office 
of Director. 3pp, 19670:304. 24X F 1 che: 30-201, 03/07/08. 8307200190. 


0307230026 Notification of contract e >ecu 1 1 on. Mod 8 to ‘'Geologic 
Studg of Low Level Radwaste Burial Site at West Valleg, NV. ^ 
Contractor; 8tate Untv of NY. 

8ILVia,R.M. Technical Assistance Contracts Branch. FIN B-600S. 
63/07/14. BATSON, W. Office of Nuclear Regulatorg Research. 
Director, HELD.E. NRC - No Detailed Affiliation Olvon. ip. 
19723:307. 24X FI c h e : 30-20 1 , 03/07/ 1 4 , 8307230026. 


•0307250030 Requests act of Mod 8. deob I i ga t I ng funds, to "Geologic Studg 
of Low Level Radwaste Burial Site at West Valleg, NY. " 

Signed bg univ on 830425, 

GUSTAVE, R.P, Technical Assistance Contracts Branch. FIN 6-6008. 
63/04/12. THOMPSON, J, New York, State Univ. of, (Albang). Ip. 
19723:308. 24X F 1 ch e : 30-20 1 , 03/07/ I 4, 8307250026, 


ROCKET 50-206 BAN ONOFRE NUCLEAR STATION, UNIT 1 


F, Securltg. medical, emergeneg 4i fire protection plans 


B3071S021S Ack receipt of 830615 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-206/03-10, 
30-361/B3-19 4< 50-362/83-17, 

BISHOP, T,W. Region 5, Office of Director, 83/07/11. PAPAY.L.T. 
Southern California Edison Co Ip. 19330:269. 24X 

Ft che 50-206, 83/07/ 1 1 , 8307 13021 5. 


"8307130222 Responds to NRC 830516 ltr re violations noted in IE Insp 
Repts 30-206/03-10,50-361/03-19 6 50-362/03- i 7. Corree 1 1 ve 
ac tions: f i sad emergeneg lighting sgs tested t, Instructions 
revised. Sli add! lights will be installed. 

PAPAY.L 7. Southern California Edison Co. 03/06/13. MARTIN, J.B. 
Region 5. Office of Olrector App. 19530:270. 24X 

FI che. 50-206. 83/07/11 , 8307150215 


8307260033 Forwards IE Safeguards Insp Rept 30-206/83-14 or 030606-10. 
No noncompllance noted. Rept withheld (ref 10CFR2. 7901. 

NORDERHAUG. L. R. Region 5, Office of Director. 83/07/14. PAPAY.L.T. 

Southern California Edison Co. 2pp. 19727:263. 24X 

FI che . 30-206.83/07/14. 9307260053 


8307270029 Forwards Rev 10 to phgsical securltg plan. Rev withheld 
<ref 10CFR73. 2t>. 

BASKIN, K.P. Southern California Edison Co. B3/07/21. Division of 
Licensing. Ip. 19749:339, 24X Flche: 30-206, 33/07/21, 0307270029, 


8307260135 Discusses review of emergeneg operations facilltg (EOF) 
ventilation sys design. Pot on t la 1 problem w/alr leakage from 
EOF equippient will be corrected. 

BASKIN.K.P. Southern California Edison Co 33/07/22, EISENHUT, D. 0. 

Division of Licensing. Ip. 19727:209. 24X Flche: 50-206, 03/07/22, 

8307260133. 


P. Operating license stage documents L correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs t, holders of CPs for Westlnghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

8vc list end. 

EISENHUT. D. O. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X Flche : 50-000, 03/06/03. 

8306060070. 


8306270397 Generic Ltr 03-26 to all applicants for OLs 4, holders of 
CPs for power reactors re c lar 1 f lea t ion of surveillance 
requlrenents for diesel fuel Impurity. Sve list end. 

EISENHUT. D. 0. Division of Licensing 83/07/03. Consolidated 
Edison Co. of New York, Inc. i6pp. 19390:317. 24X 

Ficho; 30-000. 83/07/05, 8306270397 


8307060329 Generic Ltr 03-27 to all licensees 4 applicants for 
operating power reactors 4 holders of CPs for power reactors 
re surveillance Intervals In STS. Sve list encl. 

EISENHUT. D. O. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York. Inc. I6pp. 19669:234. 24X 

Fiche: 30-000. 83/07/06. 8307060329. 


8307130248 Discusses evaluation of lift rigs for reactor coolant pump 
motors i> equipment hatches per NUnEG-0612. Eva luat ion 
complete. Rigs will be constructed bg Westlnghouse. 

BASKIN.K.P. Southern California Edison Co. 03/07/06. 

CRUTCHFIELD. D. Qperatlns Reactors Branch 3. Ip. 19474:361. 24X 

Fiche: 30-206. 83/07/06, 8307130240 


8307110232 Forwards response to request for addl Info re NUREO-0737, 

I tens II.F. 1.4,II.F.i.3&< tt.F. 1.6irc containment pressure, 
water level 4 hydrogen monitors to complete 
post-teiplenentatlon review. 

BASKIN.K.P. Southern California Edison Co. 03/07/07. 

CRUTCHFIELD. D, Operating Reactors Branch 3. ISpp. 19300:018. 24X 

Fiche: 30-206. 03/07/07. 8307110232. 


8307080169 Generic Ltr 83-28 to all lleenseea of operating reaclors, 
applicants for DL 4 holders of CPs re required actions based 
on generic inpllcatlons of Salem ATWS events. 6vc list encl. 
EI8ENHUT.0. 0. Division of Licensing 03/07/03 Consolidated 
Edison Co. of New York. Inc. 3Bpp. 19669:269. 24X 

Flche: 30-000, 83/07/08, B3070B0169 


8307230430 Submits info obtained to date 4 espected completion dates of 
work re adequacg of PORV block valves par TNI Item II.D. 1. 
Verification of Anchor/Dar 1 ing assumptions will be submitted 
by 831001 

BASKIN.K.P. Boutharn California Edison Co. 03/07/13. 

CflUTCHFlELO. D, Operating Reactors Branch S 4pp 19702:064. 24X 

Fiche: 30-206. 83/07/13, 8307230430. 


8307230379 Forwards application for Amend 112 to License OPR-13 
consisting of Proposed Change 120 to Tech Specs. Change to 
boron concentration will result In positive reactivity 
changes when containment Integrity not Intact. 

FOGARTY. D. U. Southern California Edison Co, 83/07/20. OENTONiH.R. 
Office of Nuclear Reactor Regulation. Director, ip. 19701:334, 24X 

Fiche: 30-206. 83/07/20, 0307230379. 
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— a3072S03B3 Application For A«.8rd 112 to L.con»« DPR- 1 3. t on» iatlng of 
Prepoiod Change 120 to Tech Specs re boron concentration. 

Amend will result in positive reac 1 1 vi tq changes uihen 
containment integrity not '^'^er 1 1 f ica te o f Sve_ 

FOOARTV.D. J, Southern California Edison Co. 03/07/18. *pp. 
1^701:333. 24X FI Che : 50-206, 83/07/20 , 830725037‘f 


8307260443 Requests calculations of seismic adequacy of 
fuel storage reel s. ref erenced in 830630 prompt rept ^ 
upper lateral braces in spent fuel pool Response requested 

ulthin 30 days. m/nr/os DIETCH. R 

CRUTCHFIELD, D. Operating Reactors branch 3 . B3/07/22 

Southern California Edison Co. 2pp. 19734.117 2 

FI the: 30-206, 03/07/22, 8307260443. 


Q. Inspection reports, IE Bulletins U correspondence 


deficiencies in 


9307120008 Foruardi response to IE Bulletin 82-04 re deficl 
primary containment electrical penetration assemblies mfg 
bu Bunker Ramo. Insp conducted on 830215 verified each 
conductor continued into epoty uf/no evidence 9; , „ 

HAYNES, J.O. Southern California Edison Co. 83/03/03. KABTl . . 

Region 3, Office of Director. 5pp. 19423:171. 24X 

Flehe : 50-206, 83/03/03, 8307120009. 

8306270401 IE Info Notice 83-46, "Common hode Valve Failures Degrade 
Surry Rec Irculat ion Spraij Subsystem." Sve list 

JORDAN, E.U. Otvlslon of Emergency n rn* «f Neoi 

tOrxtL^ B3/07/li. Consolidated Edison Co. or New 

VOTkf lS4>pp. 19563:293. 2^X Fi che: SO-000. 03-' O?/*!!. 6306270401. 

83071S0215 Ack receipt of 830613 Itr '’9 

correct violations noted in IE Insp Repts 50 206/83 lO. 

50-361/83-19650-362/83-17. om/mr/.. PAPAV L T 

BISHOP, T.W. Regions, Of f lee of Dir e c tor . 03/07/11. PAPAY.L.T. 

Southern California Edison Co- Ip 19530:269. 24X 

Flehe: 50-206,93/07/11, 8307130213. 

—8307150222 Responds to NRC 830316 Itr re violations noted in IE Insp 
Repts 50-206/83-10,30-361/83-19 6 50-362/83-17. Correc t We 
actions: filed emergency lighting sys tested 6 instructions 
revised. Six add! lights will be Installed. „„tim > r 

PAPAY,L. T. Southern California Edison Co. 83/06/13. MARTIN. J.B. 
Region 5, Office of Director. 4pp. 19530:270. 24X 

Flehe: 50-206.83/07/11, 8307130215. 

8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list encl. 

JORDAN.E.L, Division of Emergency 

1 03 ) 83/07/12. Corsolldated Edison Co. or now 

y“ 2 Inc UlS 19363 133. 24X F i c he : 50-000, 83/07/ 12. 8306270404. 

8306270406 IE Info Notice B3-4S. "Oaseous Effluent Releases of 
Radioactive 1-125 6 1-131 in Eiceis of NRC Limits- Sve list 

TAYLOR, J.M. Division of DA, Safeguards 6 Inspection Programs iPost 
930103). 83/07/14. Consolidated Edison Co. Y? * 

I14pp. 19713:270. 24X FI ch e : 50-000, 83 /07/ 1 4, B3062704Q6. 

9307260053 Forwards IE Safeguards Insp Rept 50-206/83-14 on 830606-10. 
NO noncompliancB noted. Rept withheld Iref papAY L T 

NORDEHHAUO.L. H. Region 5, Office of DlT ec tor 83/07/14. PAPAY.L.T. 

Southern Cellfornta Edison Co. 2pp. 19727:263. 24X 

Flehe: 50-206, 83/07/14,8307260053. 

R. Periodic operating reports 6 related correspondence 

8307220506 Monthly operating rept for May 1983. W/a30615 


Management Information Branch. 6pp 
Flehe: 50-206. 83/05/15, 8307220506. 


19683:266. 34X 


S- Reportable occurrences. LERs 6 '"'’I!!— 

8307220290 RO: on 830530. two spent fuel pit upper lateral braces found 
bent 6 not in contact w/uall. I"''®** ‘ , „ 
RAY.H.a. Southern California Edison Co. 83/06/30^ MARTIN. J.B. 
Region 5, Office of Director. 2pp. 19675:355. 24* 

Flehe : 30-206. 83/06/30, 0307220290. 

9307230433 LER 83-002/017-0 : on 830S30, while inspecting spent fuel pit 
for debris, tuo upper lateral braces of storage racis found 
bent 6 not In contact y/east wall. Caused by items suspended 
from bridge crane during pit , „ 

RAV,H. B. Bouthern California Edison Co. 83/07/13. MARTIN. J.D. 
Region 5. Office of Director. 4pp. 19701:186 24X 

Flehe: 50-206. 83/07/13.8307230433. 

8307250335 Pert 21 rept re potential defect in high pressure fuel 
injection line of DSR or DSRV standby diesel generator. 

Removal of random sample of lines to be internally boreseope 
1 nspic ted recommended. 

BOYER. R.E Transaeiarlca Delaval, Inc B3/07/20. 

Office. Office of Inspection end Enforcement 2pp. 19703.011. 84* 

Flehe: SO-ODO. 83/07/20, 8307250335. 


DOCKET 30-208 COLUMBIA UNIV, RESEARCH REACTOR 
V Operator Eiamlnations 


licensees n 


0307080437 Oetieric Ltr a3-12A to all nonpouer reactc 
issuance of NRC Form 390, "Personal Qualifications 
Statement - Licensee. " Sve list encl. M.rhinan, 

EISOXHUT, D. e. Division of Licensing 03/07/11. 

of. 14pf 19563:138. 24X FI ch e : 50-000. 83/07/ 1 1 , 0307080427. 


DOCKET 30-213 HADDAM NECK PLANT 


F. Security, medical, emergency b, fire 

3307150351 Foruards IE Insp Rept 50-213/83-13 on 8304 1 1 -0522. No 

ea/c 

Power Co. 2pp 19538:287, 


noncomplia.nc. 


5TAR05TECK1.R 

COUNSIL.H 0. Connecticut Yankee Atom 
24X Flehe; 50-213. 83/07/01, 8307130351. 

-8307150352 16 Insp Rept 30-213/83-13 on 830411-0322 No none omp 1 . anc ■ 
noted Major areas inspec ted p lent oper a t i ons , r e vi eu of 
periodic t, special repts, shift logs i. operating records, 
surveillance activities £< physical security ci cascifr T C 

BEBELOHSKI.T.A, Region 1, Office of 

Division of Project 6 Resident Programs. 83/06/30. IBPP- 
19538:289. 24X F 1 che 50-2 1 3. 83/07/01 . 0307 1 5033 1 

P, Operating license stage documents t correspondence 

B306060070 Generic Ltr 03-22 to all operating reactor 
*’■' of CPs for Westinghouse PWRs 


aoplicants for OLs 6 holder 

re safety evaluation of "Emergency Response Ouidelmes 
Sve list encl. 

eiSEMHUT. D. 0. Division of Licensing 83/06/oJ 
Electric Co. lOpp. 19563: 116 
8306060070. 


Yankee Atomic 
24X Fiche- 50-000, 83/06/03, 


od drive shaft 


8307010067 Forwards info rept re unlatched control 
problems encountered during Core 12 refueling ou 
CRAVES.R.H. Connecticut Yankee Atomic Co. 

ALLAN.J.M. Region 1, Office of Director. I6pp. 19124.295. 
Flehe: 50-213, 83/06/07, 8307010067. 


of 


8306270397 Generic Ltr 83-26 to all applicants for OLs 6 holde 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity Sve list end , 

EISENHUTiD. B. Division of Licensing 83/07/05 Consolidated 

Edison Co. of New York, Inc. 16pp 19390:317 24X 

Flehe: 50-000, 83/07/05, 8306270397. 

B307060329 Generic Ltr 03-27 to all licensees t, applicants for 
operating power reactors I, holders of CPs for power reactors 
re soTveillance Intervals in STS. Sve list encl. 

EISENHUT.D. G. Division of Licensing. 83/07/06. Consolidated 

Edison Co. of New York, Inc. 16pp. 19669 254. 24X 

Fiche : 30-000. 83/07/06, 8307060329. 

8307190253 Forwards "Analysis of Capsule D from Conne c t l c u t Van k o« 
Reactor Vessel Radiation Surveillance Program, per 10CFR50 
App H. confirming past predictions of low rate of 
embrittlement as function of radiation fluonce. 

COUHSIL, U. C. . SEARS, C.F Connecticut Yankee Atomic Power Co. 
83/07/06. DENTON, H R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 19628- 168. 24* F i c h e : 50-2 1 3, 03/07/06. 8307 190253. 

0307190257 "Analysis of Capsule D From Connecticut Yankee Reactor 

Vessel Radiation Surveillance Program " 

YANICHRA.S. £. . ANDERSON, S. L. , SHDOAN.R.P. Wes t i ng h ouse E 1 ec tr i c 
Corp. MCAP-10236. 03/01/31. S5pp. 19628:170. 24X 

Fiche- 50-213,63/07/06, 8307190253. 

8307030169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL 4, holders of CPs re required actions based 
on generic implications of Salem ATWS events. Sve list encl. 
EISEMHUT. D. G. Division of Licensing. 83/07/0B. Consolidated 
Edison Co of New York, Inc. 38pp. 19669:269. 24X 

Fiche: 30-000, 03/07/08, 8307080169. 
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3307190131 Submits revs to Corporate Drgaiuiatlnn for Nutlear Incidents 
Procedure Hanual<per lOCmSO.App Ei Section V 

CQUNSIL.W 0. Connecticut Vankee Atomic Power Co CQUNSILiH 0. 
Northeast Nuclear Energg Co. (sobs, of Northeast (Jtilitlesi. 

CaUNS It. W. 0. Northeast Utilities. 33/07/54 EISENHUT. D. 0. 

Division of Licensing. Ip. 19636:074. 24X Fiche 90-Q00> 83/07/14. 

D30719013I 


8307310145 Foruarbs safetg evaluation of util 321101 analysis 
of post-accident sampling sgs per NUnEO-0737, 1 1 em U.B.3. 

Resolution of three remaining criteria reguested within 90 
dags. 

CRUTCHFIELD. D. Operating Reactors Dranch 5. 33/07/10. CDUNSlLiM.O. 

Connecticut Yankee Atomic Power Co. 9pp 19666 120 24X 

Fiche. 50-213. 33/07/18, B307210145 


8307 260 524 Summary of 030707 meeting w/util re NULAP/5 Si NUFRAP 
computer programs used in small break LOCA analysis per TMl 
Action Item U . K. 3. 30. VI eug rap h s end. 

ER tCKEON. P. □. Operating Reactors Branch 5 83/07/22. Operating 

Reactors Branch 5 23pp. 19734:132 24X FI c he : 50-2 13- B3/07/22. 

3307260524. 


8307270299 Forwards safetij evaluation supporting plant shielding design 
ti corrective actions por TMI Item 1 1. B. 2. 2. Requ Irement s 
met. I tern c losed. 

CRUTCHFIELD. D. Operating Reactors Dranch 3. 03/07/26. CQUNSILiM.O, 

Connecticut Yankee Atomic Power Co. Spp. 19769:026. 24X 

Fiche: 50-213, 33/07/26. 0307270299. 


3307270306 Advises that response to Generic Ltr 01-21. "Natural 
Circulation Cooldown." aecep tab le. Requests confirmation 
within 60 days of receipt of ltr that training program 
addresses items Identified in safety evaluation 

CRUTCHFIELD, D. Operating Reactors Branch S. 03/07/26. CDUNSlLiM.O. 

Connecticut Yankee Atomic Power Co. 3pp. 19763:347 24X 

Fiche: 50-213.83/07/26. 8307270306. 


— 0307270312 Safety evaluation supporting response to Ooneric Ltr Bl-2li 
"Natural Circulation Cooldown" requesting add! info re 
training program. 

• Office of Nuclear Reactor Regulation. Director. 83/07/26. Bpp. 
19768:350. 24X F i c h e : 50-2 13. 03/07/26. 8307270306. 


Q. Inspection reports. IE Bulletins i correspondence 


0307140400 Comments on IE Performance Appraisal Insp Rept 
50-213/82-23 conducted during Dct J. Nov 1962. Concurs 
iw/rec ommendat i on to strengthen mgt control over plant 
op era t ions. 

CDUN5IL.W.0. Connecticut Yankee Atomic Power Co. 83/07/01. 

TAYLOR, J.M. Division of QA. Safeguards J. Inspection Programs (Pest 
030103). 30pp. 19514:018. 24X Fiche: 90-2 13, 83/07/01 . 0307140400. 


8307150391 Forwards IE Insp Rept 50-213/33-13 on B3041 1-0922. No 
noncompl lance noted. 

STAROSTECKI. R. Division of Project fc Resident Programs. 83/07/01. 
COUNSIL.W.O, Connecticut Yankee Atomic Power Co. 2pp. 19530-267 
24 X Fleho: 90-213, 83/07/01 , 8307190391. 


—0307190352 IE Insp Rept 50-213/83-13 on B3041 1-0922, No noncempl lance 
noted. Major areas inspected: plant opera ti ons. revl ew of 
periodic l< special repti.ihlft logs U operating records, 
surveillance activities U physical security. 

REBELOWSRl. T. A. Region 1. Office of Director. ELBA8SER. T. C. 
Division of Project ti Resident Programs. 83/06/30. i2pp. 

19938 289. 24X Fiche: 90-213. 03/07/01. 0307190391. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Sorry Recirculation Spray Subsystem. " Sve list end. 

JORDAN. E.L, Division Of Emergency Preparedness !i Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co- of New 

York. Inc. 194pp. 19963:293, 24X Fiche: 90-000. 83/07/11. 6306270401. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid," Sve list end, 

JORDAN. E.L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. I4lpp. 17963:193, 24X Fiche: 50-000, 83/07/12. 8306270404. 


8307190206 Advises that violations cited In IE Insp Repts 50-245/82-24. 
90-336/82-26 L 30-213/03-02 re QA program for transport 
packages will be changed to unresolved Items until firm 
criteria established. 

MARTIN. T.T. Division of Engineering I. Technical Programs. 83/07/13. 

COUNSIL.W.O. Northeast Nuclear Energy Co. Isubs. of Northeast 
Utilities). 2 pp. 19632:119. 24X F 1 c ho : 50-000. B3/07/ 13. B3071 90206. 


B306270406 IE Info Notice 83-48. "Gaseous Efflusnl Releases of 
Radioactive I-12S b 1-131 in Eicess af NRC Limits. '■ Sve list 
enc 1. 

TAYLQUiJ.M. Division of QA. Safeguards 6 Inspection Programs (Post 
B301O3). 83/07/14. Consolidated Edison Co. of New York. Inc. 

114pp. I9713;a70. 24X Flo he : 90-000. 03/07 / 1 4. 0306270406. 


B307200312 Acft receipt of 830622 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-213/02-06 t 
90-213/02-16. 

MARTIN. T.T. Region 4. Office of Director. 03/07/19. COUNSIL. W. (3. 
Connecticut Yankee Atomic Power Co. 7pp. 19789:213 24X 

Ficlie: 90-213. 83/07/19, 0307200312 


— 0307280326 Advises that commitments made in 821006 6 0427 Itrs re 
violations noted in IE Insp Repts 90-213/02-06 «, 

90-213/82-16 Implemented bey(snd dates sped fi etf. Correc ted 
dates listed. 

COUNSIL. M-O. Connecticut Yankee Atomic Power Co. 03/06/22, 
MARTIN. T.T. Division of Engineering b Technical Programs. Ip. 
19709:214. 24X Fi c h e : 90-2 1 3, 63/07 / 19. 03072003 1 2. 


R- Periodic operating reports 6 related correspondence 


83071202^ ”560113011001 Radioactive Effluent 6 Masts Disposal Rent. 
Jo 1 -Dec 1908. - 

GRAVES. R. H. Connecticut Yankee Atomic Power Co. 83/02/14. 
Otrector's Offite. Office of Inspection and Enforcement. 33pp. 
19422:233. 24X Flc he : 90-2 13, 83/02/ 14 , 8307120262. 


6307220367 Monthlij operating rept for May 1983. M/B30614 ltr. 

ELilS.A. . GRAVES-R.H. Connecticut Yankee Atomic Power Co. 03/06/14. 

Office of Resource Management. Director. lOpp. I9A79261 24X 

Fiche; 30-213, 83/06/14. B307220367 


S. Reportable occuTrenees. LERs U related correspondence 


^3^*^^30148 LER 03-0 1 3/03L-0 : on 83060L . emery ency diesel generator EOZA 
failed to attain normal Idle speed within specified time. 

Cause undetermined. Unit restarted. 

BOUCHARD. 0. H. > GRAVES. R. H. Connecticut Yankee Atomic Power Co. 
83/06/27. ALLAN.O.H. Region 1. Office of Director. 2pp 
19199:166. 24X FI c he : 50-213. 83/06/27, B307090 1 4B. 


DOCKET 90-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency t< fire protection plans 


0307010016 Forwards IE Insp Rept 50-219/03-14 on 830303-0608, Mo 
nancempl lance noted . 

STAROSTECKI >R. Division of Project 6 Resident Programs. 83/06/17. 
FIEDLER. P.D. General Public Utilities - CPU Service Corp. 2pp 
19169:088 24X Fiche; 90-219. 83/06/17. 8307010016. 


— 8307010025 IE Insp Rept 90-219/B3-14 on 830903-0608. No none omp 1 lane e 
noted. Major areas inspected: followup of previous Insp 
f ind ings. revl aiu of plant operations, log U record reviaw. 
plant tour Si phy si cal security 4. radiation protection 
COHQILL.C.. TMDMAS.J-, CONNER, E.L. Region 1, Office of Dlrector. 
B3/06/I6. 11pp. 19169:090. 24X F 1 c h e ; 30-2 I 9. 83/06 / 17. 83070 100 1 6. 


B3O701OO92 Ack receipt of 030606 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
90-219/83-OS. 

STAROSTECKI . R. Division of Project ti Resident Programs. 03/06/28 
FIEDLERiP.D. General Public Utilities - GPU Service Corp, Ip. 
1?16B;311. 24X Fit he: 50-219. 83/06/28. 0307010092, 


— 6307010056 Responds to NRC 830905 ltr re violations noted In IE 
Safeguards Insp Rept 90-219/83-00. Correc tl ve actions 
ulthheld (ref tOCFR73.2l). 

FlEDLERiP. B. General Public Utilities - GPU Service Corp. 
83/06/06. STAROSTECKI, R. Division of Project & Resident Programs 
2pp. 19168:312. 24X FI che : 50-219. 83/06/28. 8307010092. 


0307080424 Forwards "Program Plan For Control Room Human Factors Revlsu 
at Oyster Creek Nuclear Oeneratlng Station." per emergency 
response capabilities. 

FIEOLERiP, B, Oeniral Public Utilities - GPU Service Corp. 83/07/01. 

EISENHUT.D. 0. Division of Licensing. 2pp. 19347:288. 24X 

Fiche: 90-219.83/07/01. 8307080424, 


■8307080426 “Program Plan For Control Room Human Factors Review at 
□yiter Creek Nuclear Oeneratlng Station. " 

* General Public Utilities - GPU Service Corp. 83/06/30. 96pp 
19347:290. 24X Fiche: 90-219. 83/07/01 , 8307000424. 
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a3072S0231 Ruponds to Otntrit Ltr B2-33 (NURE(!-0737t Supp 1 l» re 
■flurjanoj r«spOTi»f eapab i 1 1 1 It s- Opera tion» support ctr 
approved bv Region I.Atfdl time renulred for safety parameter 
dleplay sys eompletlon. 

FIEDLER. P.B, Central Public Utilities - <5PU Service Corp. 83/07718. 

EISENMUT. 0. C. Diviilon of Licensing. 3pp. 1970S:36Q. 24X 

Flche; 90-219. 03/07/ IS. B3072S0231. 


P. Operating license stage documents b correspondence 


— B3072&02I1 Proposed Tech Spec for Section 3. 3. D re 
containment integrity. 

* Oeneral Public Utilities - GPU Service Corp. 
19727:257. a4X F i die; 50-219. 83/07/ 18- B30726020S. 


loss of secondary 
83/07/18. 4pp. 


8307260432 Forwards fee for License Change Request iOO. in response to 
tnc B3G613 request. 

KNUaEL.J. General Public Utilltlas - GPU Service Corp. 

DieSSifl.li. License Fee Management Branch. 2pp. 19734:179. •cs 
Ficke: 90-219. S3/07/2O. 8307260432. 


8307010143 Submits Info identifying electrical equipment important to 
safety per lOCFRSO. 49ig ) . Also submits schedules for 
qualification or replacimsnt of remaining electrical 
fQU 1 P fAtnt- 

PIEDLERpP.H. Oin*r»l Public UfelUtltc - GPU SBTvtc* Corp. 83/06/23. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 13pp. 191*9:299. 24X 

Fiehe: 90-219,83/06/23. 8307010143. 


S30706000B Forwards proprtstary ''Performance Evaluation of Oyster 
Creek Core Spriy Sparger." comprising formal response to 
B21012 request for addl asstssment of eilsting core spray 
sys. Rept withheld. 

FIEDLER. P.D. Oenerel Public Utilities - GPU Servies Corp 
EtBENHUT. D. 0. Division of Licensing. 2pp- 19237:170. 

FI Che: 90-219. 03/06/30. 8307060008. 


83/0*730. 

24X 


Q. Inspection reports. lE Bulletins 6 correspondence 


830701001* Forwards IE Insp Rept 90-219/83-14 on 830503-0608. No 

noncompliance noted. m/nA/i 7 

STAROSTECKI.R. Division of Project t. Resident Programs. B3/oa/i/ 
FIEDLER. P.B. General Public Utilities - GPU Service Carp. 2pp. 
19169:088. 24X Flche: 90-219. 03/06/17. 8307010016. 


8307010025 IE Insp Rept 50-219/83-14 on 830503-0608. No noncompliance 

noted. Major areas inspictad: followup of previous Insp 
findings, review of plant operations- log b record review, 
plant lours, physical security U radiation protection. 

COUSILL.C.. THOMAS. J.. CONNER-E.L. Region 1. Office of Director. 
83/06/16. llpp. 19169:090. 24X F 1 e h e ; 90-21 9. 03/06/ 17. 830701001 6. 


8307060139 Forwards addl Info on mild envlron-par NUREO-0737 j I tems 
II.F-1-4 rt contalnmsnt pressure monitor. II 1 . 5 re 
containment water level monitor i. II. F. 1.6 re containment 
hydrogen monitor, in response to 830601 telecopy ltr. 

FIEDLERiP.B. Oenerel Public Utilities - GPU Service Corp- 83/06/30. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 3pp. 19230:199. 24X 

Fiehe: 90-219. 83/06/30. 8307060139. 


8307010143 Submits Info Identifying electrical equipment important to 
safety per 10CFR90. 49( g I Also submits schedules for 
qualification or replacement of remaining electrical 

FIEDLER?p'o. General Public Utilities - GPU Service Corp. ®2/06/23. 

CRUTCHFIELD. D. Operating Reactors Branch S. I3pp 19169.29V. 
Fiehe: 90-2 19. 83/06/23. B307010143. 


8307000010 Summarltsi results of analyses for hydrostatic loading & 
floatation resistance for reactor . lurb tne, d lesel generator * 
new radwiste bldgs, per BEP Topic III— 3A, "Effects of High 

Hater Level on Structures." 

FIEDLER. P.B. Oeneral Public Utilities - GPU Service Corp. 83/07/01. 

CRUTCHFIELD. 0. Operating Reactors Branch 9- 3pp. 19351:221. 24X 

Flche; 90-219. 83/07/01 . 8307080010. 


8307010032 Ac» receipt of 830606 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-219/63-08 =,,ni/r.D 

BTfWOSTECKI, R. Division of Project & Resident Programs. B3/06/.:u. 
FIEDLER. P.B. General Public Utilities - GPU Service Corp. Ip. 
19168-311 24X Flche:S0-219. 83/06/28.0307010052. 


0306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors ts clarification of surveillance 
requirements for dlsssl fuel impurity. Svc list end. 

EISENHUT. D. G. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. I6pp. 19390:317. 24X 

Fiehe: 90-000. 83/07/09,8306270397. 


— 8307010036 Responds to NRC 030905 Ur re violations noted in IE 
Safeguards Insp Rept 90-219/83-00. Corrective actions 
withheld (ref 10CFR73. 211. 

FIEDLER-P.D. General Public Utilities - GPU Service Corp. 

83/06/06. STAR03TECKI.R- Division of Project 6 Resident Programs. 
2pp. 19168:312. 24X F 1 ch e : SO-219. 83/06/23. 8307010092. 


8307060329 Generic Ltr 83-27 to all licensees * applicants for 
operating power reactors L holders of CPs for power reactors 
re surveillance intsrvali in STS. Svc list end. 

EISENHUT, D. fl. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of Nsw York. Inc. 16pp. 19669:294. 24X 

Flcht: 90-000. 63/07/06, 8307060329. 


B307060309 Forwards results of NRC review of relief requests from 
requirements of Section XI of ASMS Boiler t. Pressure 
Vessel Code BER S. FR not U e. grant Ing In part S> denying In 
part. relief requests. 

CRUTCHFIELD. D. Operating Reactors Branch 9. 03/06/20. FIEDLER.P. 8. 

General Public Utilities - GPU Service Corp. 3pp. 19234:244. 24X 

FI Che ; 50-2 1 9. S3/06/2B. S307060309. 


6307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL 6 holders of CPs re required actions baaed 
on generic implications of Salem ATMS events. Svc list end. 
EISENHUT. D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New Yori. Inc. 3Bpp. 19669:269. 24X 

Fl eht: 90-000. 83/07/08. 8307080169. 


0307200006 Application for amend to License DPR-16 consisting of Tech 
Spec Change Request 119 rtvlilng Ssetlon 3. 1. "Scram Sys 
Reliability." Change effective on completion of mod 
scheduled for Cycle 10 refueling outege. 

FIEDLER. P.B. General Public Utilities - CPU Service Corp. 83/07/13. 

Office of Nuclear Reactor Regulation. Director 6pp. 19647:11*. 
24X Flche: 50-219.83/07/13. B307200006. 


— 8307200007 Proposed Tech Spec Change Request 119 revising Section 3.1. 
"Serem 9yi Reliability." 

e General Public Utilities - GPU Servlet Corp. 83/07/13. 9pp. 
19647:122. 24K Flche: 90-219. 83/07/ 13, 8307200006. 


8307260202 Forwards application for amend to License □PR-16, conslatlng 
of Tech Spec Change Request 103 revising Section 3. 9. B to 
Include action statements applicable to loss of secondary 
cents Inmen t integrity. 

FIEDLER.P.B. Ocnsrsl Public Utilities - GPU Service Corp. S3/07/IB. 

Office of Nuclear Reactor Regulation, Director. Ip. 19727:250. 
247 Fiehe: 50-219.83/07/18. 8307260202. 


— 6307260208 Tech Spec Change Request 103 revising Section 3.9.8 to 
Include action statements applicable to loss of secondary 
contalnmsnt Integrity. Cert if Uate of Svc end. 

FIEDLER.P.B. General Public Utilities - GPU Service Corp. 
83/07/18. 6pp. 19727:291. 24X Fi c he : 90-219. B3/07/1 8. 83072*0202. 


— 8307060318 8ER. granting In part U denying In part. requests for relief 
fraei inservice insp requirements of ASME Code Section XI. 
e Office of Nuclear Reactor Regulation. Director. 03/06/28. flpp. 
19234:247. 24X Flche : 50-21 9. 03/06/20. 8307060309. 


— 8307060322 Notice of granting in part V denying in part-relief from 
ASME Code Section XI inservice insp requirements. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/06/28. 2pp. 

19234:255. 24X Fl Che : 50-219. 83/06/20. 8307060309. 


--821OO4OIB0 "Oyster Creek Nuclear Generating Station Inservice Insp 
Program." technical evaluation rept. 

e Science Applications. Inc. NRC-03-a2-096. SAI-1B6-02B-34. 

82/09/30. NRC - No Detailed Affiliation Given. 32pp. 
66336:140. 24X Fl che : 30-219. 83/06/20. 8307060309. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JOROANiE.L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 03/07/11. Consolidated Edison Co. of New 

York. Inc. ia4pp. 19963:293. 24X Flche: 30-000. 83/07/1 1. 8306270401. 


0306270404 IE Info Notice 03-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JMOANiE.L. Division of Emergency Preparedness ti Engineering 
Response (Post 0301031. 03/07/12, Consolidated Edison Co. of New 

York. Inc. 141pp. 19363:133. 24X Flche: 30-000. 83/07/12, 8306270404. 


E1306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radisactivo 1-129 b 1-131 In Excess of NRC Limits." 8vc list 
end. 

TAYLm.J.H. Division of QA. Safeguards t> Inspection Programs (Post 
8301039. 83/07/14. Consolidated Edison Co. of New York. Inc. 

114pp. 19713:270. 24X Fl c h B : 30-000, 83/07/ 14, 8306270406. 
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6307210169 Responds to NFIC 83060S request for adtfl Info re IE Bulletin 
80-11. "Kasonrij Hell Design " Assistance from consultants 
necessarg to prepare response to several 1 terns. Responses 
uiill be submitted bg 830729 t< 1030 

FIEDLER/P. B. General Public Utilities - GPU Service Corp. 83/07/13. 

CRUTCHFIELD. D. Operating Reactors Branch 9. Ip. 19669 086 24X 

FI Che: 90-219, 03/07/19, B307210169. 


0307260431 Discusses 830419 BALP rept li 030617 Itr re actions k 
cofflfflents on rept. Overall performance found ac cep tab 1 e. Rept 
AOdlfiediper 830617 Itr Identlfging design error as opposed 
to procedural inadequacies during integrated leak rate test. 

HURLEY, T.E. Region 1, Office of Director. 83/07/20. FIEDLER. P.B. 
General Public Utilities - CPU Service Corp. 3pp. 19797-121 24X 

FI cfie; 90-219, 03/07/20, 8307200431. 


— 8307280439 SALP rept for Feb 1902 - Jan 1983. 

* Region 1, Office of Director. 83/04/19. 36pp. 19797- J24 24X 

Flehe; 90-219, 83/07/20, 0307280431. 


— 8307280438 Advises of 830912 meeting re SALP on 830419. H/0 end rept. 
STAROSTECKI, R, Division of Project 6 Resident Programs. 83/04/2?. 
FIEDLER, P.B, General Public Utilities - GPU Service Corp. 2pp 
19797:160, 24X Flehe: 90-219, 83/07/20, 8307280431. 


—8307280443 Responds to 830429 Itr re results of SALP rept fc 830912 
fallouup meeting. Rep t statement that procedural inadequacies 
during integrated leak rate teat resulted in valving error 
incorrect. Error caused bg design deficieneg. 

FIEDLER. P.D. General Public Utilities - GPU Service Corp. 
83/06/17, STAROSTECKI, R. Division of Project t. Resident Programs 
3pp. 19797:162, 24X Ficha : 90-219, 83/07/20, 8307200431 . 


R, Periodic operating reports fc related correspondence 


8307220100 Monthlg operating rept for Mag 1983. W/B306i9 Itr. 

BARAN, R, , FIEDLERiP.B. General Public Utilities - GPU Service Corp 
63/06/03. Office of Resource Management, Director 7pp 
19683:338 . 24X Fiche: 50-219, 83/06/03, 8307220108. 


8. Reportable occurrences, LERs ti related correspondence 


8307210196 LER B3-004/03L-0: on 830331. dur Ing prevent ive maint> control 
rod drive feed pump NC08A circuit breaker mcchanlcallv 
closed per procedure. Invest Igatl on revealed breaker should 
not have c losed. Caused bg binding trip shaft, W/830707 Itp. 

CU8T0D1D, D, D, , FIEDLER, P.D, General Public Utilities - GPU Service 
Corp. 03/07/07. Region i. Office of Director. 4pp. 19669-172 
24K Flehe; 90-219, 83/07/07, 0307210196. 


8307200333 PNO-l-03-077; on 030720, tuo emplogees discharged for 
cheating on OC cer t 1 f Icat Ion exam taken bg one emplogee. 

Other emplogee, certified GC inspector U personal friend of 
neui emplogee, provided questions 6 ansuers on exam. 

CONNER, E.> KEIHIG.R. Region I, Office of Director. 83/07/21. Ip. 
19790:094. 24X Fi c he : 90-2 1 9, 03/07/2 1 , 8307280333. 


DOCKET 90-220 NINE MILE POINT NUCLEAR STATION, UNIT I 


F. Sacurltg, medical, emergeneg $, fire protection plans 


8307010040 Forwards IE Insp Rept 90-220/83-12 on 030516-20, No 
nancomp 1 lance noted. 

HAFIT1N,T.T. Division of Engineering t. Technical Programs. 83/06/16. 

RHODE, O.K. Niagara Mohawk Power Corp. 2pp. 19169:038. 24X 

Ficha: 90-220, 03/06/16, 8307010040, 


—8307010048 IE Insp Rept 90-220/33-12 on 830916-20. No nancomp 1 lance 
noted. Major areas inspec ted: emergeneg preparedness Items 
Prom prior appraisal performed on 810817-20. 

COHEN. I.. OORDON.C.Z., CROCKER, H.N. Region 1, Office of Director. 
83/06/13, 14pp, 19169:040. 24X Flehe : 90-220, 03/06/16, 8307010040. 


8307110463 Forwards IE Safeguards Insp Rept 50-220/03-11 on 830909-13. 
No nancomplianec noted. 

MARTIN, T.T. Division of Engineering fr Technical Programs, 83/06/24. 

SUNBER.J.J. Niagara Mohawk Power Corp. 2pp. 19300:096. 24X 

Ficha: 90-220. 83/06/24, 8307110463. 


— 8307110469 IE Safeguards Insp Rept 50-220/83-li on 830909-13. No 
ivoncampliancff noted. Major areas Inspec ted: phgi i cal barriers, 
securltg sgs power supp Ig, 1 Ighting, assessment aids b access 
control. Proprlitarg details deleted (ref IOCFR73.2n. 

BAILEY. R. J. , GODY.A.T. Region 1, Office of Director. 83/06/21. 
9pp. 19380:098. 24X Flehe: 90-220, 83/06/24, 83071 10463, 


8307140313 Forwards IE Insp Rept 50-220/83-10 on 830501-0606 No 
noncompl lance noted 

STAROSTECKI, R. Division of Project b Resident Programs. 03/06/27. 
RHODE, 6 K. Niagara Mohawk Power Corp 2pp 19925 101. 24X 

Fiche. 90-220. 83/06/27. 8307140313. 


■8307140319 IE Insp Rept 90-220/83-10 on 830501-0606 No noneompliance 
noted Major areas inspected licensee action on previous Insp 
find ings. physical securi t g. surve 1 1 lane e tes ts. ma in t, shutdown 
margin determi na t i on, Mar k I torus mod, startup U LERs. 

HUOSON.S.O. . MCDREARTY, R. A , KISTER, H D Region 1, Office Of 
Director. 83/06/23. llpp 19925.103. 24X F 1 c he : 50-220, 03/06/27, 

8307140313. 


8307120388 Discusses control room design review summarg rept, per 
requireeiants of Suppl l to NUREG-0737. Rept will provide 
results of efforts to identlfg human engineering 
discrepancies to resolve emergeneg response capabilities. 
MANOAN.C.V. Niagara Mohawk Power Corp. 03/07/07. VASSALLO, D B. 
Operating Reactors Branch 2. Ip, 19426 313. 24X 

Fiche: 90-220. 83/07/07, 8307120308 


8307290489 Releases public version of revised emergeneg plan 
Implementing procedures. 

FELTOH.J.M. Division of Rules and Records. 83/07/19 Document 
Management Branch. Ip. 19724.229. 24X Fiche 50-220,83/07/19, 

8307290409 


— 8307390495 Forwards public version of revised emergeneg plan 
Implementing procedures, inc lud ing Procedure EPP-2 re fire 
flghting,EPP-3 re search b rescue b EPP-4 re personnel 
injury or Illness. 

MANOAN.C.V. Niagara Mohawk Power Corp. 83/07/01 Document 
Management Branch. Ip. 19724 226. 24X Fiche: 50-220, 83/07/19, 

83072S04B9. 


■830729D499 Public version of revised emergency plan implementing 
procedures, including Procedure EPP-2 re fire f 1 gh t ing, EPP-3 
re search I, rescue b EPP-4 re personal injury b Illness. 

PERKIN8,T. J. , RQMAN.T.W., RAYMOND, R.L Niagara Mehauk Power Corp. 
83/06/01. 840pp. 19724:227. 24X F 1 c h o ; 90-220, 03/07/ 1 9, 

8307290489. 


K. Utility Final Safety Analysis Report (FSAR) b amends 


8307120198 Forwards Rev I to updated FSAR. Table listing FSAR mods 
•ncl. 

MANOANiC.V. Niagara Mohawk Power Corp. 83/07/01. DENTON, H. Office 
of Nuclear Reactor Regulation, Director. 9pp. 19430:018. 84X 

Fiche: 90-220, 83/07/01 , 8307120198. 


— B30712020S Rev 1 to updated FSAR. 

* Niagara Mohawk Power Corp 03/06/30. 103pp 19430 023. 24X 

Ficha: 90-320, 03/07/01 , 8307120198. 


P. Operating license stage documents b correspondence 


8307140144 Forwards safety evaluation of BUR Owners Group response to 
NURE0-0737, Item 11 K, 3. 18. "Mod of Automatic 
Deprassuriiatien Sgs Logic. ..." Two acceptable options 
Include alininatlon of high drgwell pressure permissive. 

VASSALLO, D. B. Operating Reactors Branch 2. 83/06/03. RHDDEiD.K. 

Niagara Mohawk Power Corp. 2pp. 19940:001. 24X 

Fiche: 90-220. 83/06/03, 0307140144. 


8307140306 Forwards confirmatory order verifying 001019.010401,1009 b 
881219 tommi tments to Install permanent scram discharge sgs 
mods by 840930, or prior bo Cycle 8 operation. Proposed model 
Tech Specs end for guidance. 

VASBALLO, 0. B. Operating Reactors Branch 2. 83/06/24. RHODE, O.K. 

Niagara Mohawk Power Corp. 2pp. 19929:200. 24X 

Fiche: 90-2S0, 83/06/24. 8307140906. 


--8307140915 Confirmatory order verifying 801015,810401.1009 b 021219 
comnltmonts to Install permanent scram discharge sgs mods by 
840930. or prior to Cycle G operation. 

EISENKUTtO. G. Division of Licensing, 03/06/24. Niagara Mohawk 
Power Corp. 9pp, 19929:202, 24X Fiche ; 90-220. 83/06/84, 

B307140S06. 


8307070038 Advises that no further mods to primary containment vent b 
purge sys warranted to preclude large diameter vent b purge 
valve operation for post-LOCA vent ing. Ross lb 1 1 1 ty of minor 
procedural changes under investigation. 

MANOAN.C.V. Niagara Mohawk Power Corp. 03/07/01. VASSALLO, D. B. 
Operating Reactors Branch 2. ip. 19293:291. 24X 

Ficha: 50-220, 83/07/01, 8307070038. 
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8307070099 AdvJsei thjt revietu by Site Oper-atlons Review CoAnittee 
re post-accident satnpting procedures addressing sample 
storage considerations will be conducted by 830708. Revs & 
draft procedures completed. 

KANOAN.C.V. Niagara Mohawk Pouiar Carp. 83707/01. VASSALLQ.O.O 
Operating Reactors Branch 3. Ip 19269:359. 2AX 
Fiche: 50-220. S3/07/01 . 8307070099 


8307120294 Informs that review of 811231 shielding design concluding 
that NUREG-0737. Item II. 8.2 requirements met erroneous. 

Reeiam in process 

tIANOAN.C.V. Niagara Mohawk Power Corp. 83/07/01- VASSALLO. 0. D. 
Operating Reactors Branch 2. Ip. 19424:070. 24X 

FI the: 30-220, B3/07/OI . 8307120394. 


B306270397 Generic Ltr 83-26 to all applicants for QLs & ho Idars of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity. Svc list end. 
eiSENHUT, □. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New /ork, Inc. i6pp. 19390:317. 24iC 
Fiche: SO-000. 33/07/03.8306270397 


8307060329 Generic Ltr 93-27 to all licensees 6 applicants far 
operating pouar reactors & holders of CPs for power reactors 
re surveillance intervals In STS. Sve list end. 

EISENHUT. D, 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: SO-000, E3/07/06. B30706O329. 


8307080169 Oenerlc Ltr 83-28 to all licensees of operating reactors, 
applicants for QL 6 holders of CPs re required actions based 
on generic Implications of Salem ATWS events. Svc list end. 
EISENHUT. D. 0. Division of Licensing. 63/07/08. Consolidated 
Edison Co of New York. Inc. 3epp. 19669:269. 24X 

Fiche: 30-000. 83/07/08. 83O70BOI69. 


B307140309 Provides addl Info to sugpl t< clarify 770713.1216 L 790108 
proposed license amends re HPC T. augment ed inservice insp 
program 6 continuous leak monitoring. 

MANOAN.C, V. Niagara Hohawk: Power Corp. 03/07/08. VASSALLO. D. B. 
Operating Reactors Branch 2. 2pp. 19323:309. 24X 

Fiche: SO-220. 83 /07/0B. 8307140309 


B307140348 Forwards "Nine Mile Point I Pipe Crack Task Force Rept." 
documenting results of intergranular stress corrosion 
cracking phenomena invest i gat i on. per B3032B request. 

MANOAN.C.V. Niagara Mohawk Power Corp. 03/O7/OB, VASSALLO. D. 8. 
Operating Reactors Branch 2. Ip. 19324:061. 24X 

Fiche: 30-220. 83/07/08. 8307140348 


— 9307140350 "Nine Mile Point I Pipe Crack Task Force Rept. " One overslie 
photograph end. Aperture card available In PDR. 

DELUICHE. D. E. . CORDON. G.M. Niagara Mohawk Power Corp. 83/07/08 
363pp. 19324:062. 24X F 1 che : 30-220. 63/07/08. 8307 14034B. 


B307190046 Notification of 030723 meeting u/util in Bethesda.MD to 
discuss structural & criticality aspects of proposed spent 
fuel pool expansion. 

HERMANN. R. A. Operating Reactors Branch 2. 83/07/08. VASSALLO. D D 

Operating Reactors Branch 2. Ip. 19636-236 24X 

Fiche; 30-880. B3/07/0S. B307 190046. 


B307190047 Notification of 030723 meeting w/util In Bethesda.MD to 
discuss crack In reactor bldg wall. 

NERMANN.R A. Operating Reactors Branch 2. 83/07/08. VASSALLO. D. B. 

Operating Reactors Branch 2. 3pp. I?63&;2S4 24X 

Fiche: 30-220. 83/07/08.8 30719 0047. 


9307190409 Notification of 830719 meeting w/util In Bethesda.MD to 
discuss emergency core spray noule performance. 

HERMANN, R. A. Operating Reactors Branch 2. 83/07/06. VASSALLO.D B 

Operating Reactors Draneh 2. Ip. 19644:333. 24x 

Fiche; 30-280.83/07/08. 8307190409. 


0307290810 Forwards request for addl Info needed for NRC assessment of 
reactor bldg crack. Meeting on 830725 would be most 
espedltlouc method of providing Info & discussing problem. 

VASSALLO. D. D. Operating Reactors Branch 2. B3/O7/0B. RHODE.* R 

Niagara Mohawk Power Corp. 4pp. 19826:312 24X 

Fiche: 30-280,83/07/08. 8307290210, 


9307890217 Forwards request for addl Info needed for NRC assessment 
reactor bldg crae k. Meet Ing on 830725 would be mott 
eipcditious method of providing Info 6 discussing problem. 
VASSALLO. D, B. Operating Reactors Branch 2. 83/07/15. RHODE.O K 

Niagara Mohawk Rower Corp, 4pp. 19826- 317 24X 

Fiche: 30-280, 03/07/13, 8307290217. 


8307290204 Foruardi safety evaluation resolving NUREO-0737. I terns 
It. F. 1.4. "Containment Pressure Monitor." II. F. 1.5, 

“Containment Hater Level Monitor" & II. F. 1,6. "Containment 
Hydrogen Monitor. " 

VASSALLO. D. B. Operating Reactors Branch 2. 83/07/18. RHODE.O.K. 

Niagara Mohaufc Power Corp. 2pp. 19837:049. 24X 

Flcha: S0-220> 83/07/ 1 8. 8307290204. 


8307290302 ForMrds safety evaluation re motor starting voltages during 
diesel generator load sequence tes t Ing. Genera tor maintains 
voltages to motors within specified limits during load 
sequencing to accelerate to rated speed <i torque. 

VASSALLO. D. 8. Operating Reactors Branch 2. 83/07/18. RHODE.O.K. 

Niagara Mohaaik Power Corp. 2pp. 19838:349. 24X 

Fiche: 50-220. 83/07/18, 6307290382. 


— 8307290387 Safety evaluation rt motor starting voltages during diesel 
generator load sequence testing. 

• NRC - No Detailed Af f 1 1 ia 1 1 on 01 ven. 83/07/18. 7pp. 

19858:351. 24X Fic he: 50-220, 83/07/18. 8307290302. 


B3072601S5 Responds to Generic Ltr 03-00 re potential failure mode of 
vacuum breakers during chugging 6 condensation oscillation 
phases of blowdown to torui during LOCA. No mods to valves 
required. 

LEMPOES, T. E. Niagara Mohawk Power Corp. 83/07/22. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 19727:115. 24X 

Fiche; 50-220. 83/07/22. 0307260159- 


Q. Inspection reports. IE Bulletins & correspondence 


8307010102 Suppli 810513 response to IE nullttln 00-13 re core spray 
spargers U associated Internal piping. Visual insp found no 
addl indications. No corrective actions required. 

MANOANrC. V. Niagara Mohawk Power Corp. 83/06/10. ALLAN. J. M. 
Region 1. Office of Director Ip. 19124:317, 24X 

Fiche; 50-220.83/06/10. 8307010102 


8307010033 Responds to IE Bullttln 03-03 re check valve failures in raw 
water cooling sys of diesel generators. Chec k valves 
disassembled, inspected, reassembled L tested ea 1 1 1 factor! ly. 

Inservice insp program will be revised. 

LEHPeEB.T.E. Niagara Mohawk Power Corp. 83/06/14. DEYOUNO.R.C. 
Region t. Office of Director. 2pp. ]9172;2S7. 24X 

Fiche: 50-220. 83/06/14, 8307010033. 


8307010154 Responds to IE Bulletin 63-05 re defective Hayward Tyler 
Pump Ca pumps 6 parts. Pumps 6 parts not used at plant. 

LEHPGES.T.E. Niagara Mohawk Power Corp. 03/06/15. DEYOUMOiR.C. 
Region I. Offlci of Director. 2pp. 19124:333. 24X 

Fiche: 50-220. 03/06/1 5, 8307010 I 54, 


8307010040 Forwards IE Insp Rept 50-220/03-12 on 030516-20. No 
noncempllance noted. 

MARTIN. T.T. Division of Engineering 6 Technical Programs. 03/06/16. 
RHODE.O.K. Niagara Mohawk Power Corp. 2pp. 19169:030. 24X 

Fiche: 50-220. 03/06/16. 8307010040. 


— B3O701004B IE Insp Rept 50-220/83-12 on 030516-20. No noncomp lianee 
noted. Major areas inspec tod: emtrg incy preparadness tteme 
from prior appraisal ptrformed on 010817-20. 

COHEN.I.. OORDDNiC.Z. , CROCKER. H.H. Region 1, Office of Director. 
83/06/10. 14pp. 19169:040. 24X Fiche: 50-220. 03/06/16, 0307010040. 


8307110259 Forwards IE Insp Rept 90-220/03-13 on 030516-19 t< 23-25. 

No noncoopllance noted. 

MARTIN. T.T. Dlyltlen of Engineering (t Technical Programs. 83/06/22. 
RHODE.O.K. Niagara Mohawk Power Corp. 2pp. 19379:163. 24X 

Fiche: 50-220. 03/06/22. 8307 1 1 0259, 


— 8307110266 IE Insp Rept 50-220/83-13 on 030516-19 & 23-29. No 
nonconpllencs noted. Major areas insp acted : con tainmint 
leakage testing program. Inciud 1 ng witnessing sys Integrated 
leakage rate ieit St local penetration testing. 

REKlTOiH, A. I DETTENHAUBEN. L. Region 1, Office of Director. 
83/06/15. 10pp. 19379:165- 84X Fiche: 50-220, B3/06/22. 03071 10259. 


8307110463 Forwards IE Safeguards Insp Rapt 50-220/03-11 on 030909-13. 
No fioncompliance noted- 

MARTlNrT.T. Division of Engineering & Technical Programs. 83/06/24. 
6UN8ER.J.J. Niagara Mohawk Power Corp. 2pp. 19300:096. 24X 
Fiche: 50-220. 83/06/24, 8307II0463- 


— 0307110469 IE Safeguards tnip Rept 50-280/03-U on e30809-13.No 
noncompliance noted, Major areai 1 nspec ted: phys leal barriers, 
sacurlty sys power supp 1 y, 1 i ghting. assc isment aids fc access 
control. Preprletary details deleted <ref 10CFft73.21l. 

BAILEV.R.J,. OODViA.T. Region i. Office of Director. 83/06/21. 
5pp. 19380:090. 24X Fi che : 90-220, 83/06/24, 0307 1 10463. 



DOCKETED ITEMS 


0307140313 Forward* IE tn*p Rept 30-220/03-10 on 030301-0606. No 
noncomp 1 lance noted. 

8TAR0STECKI. R. Divlelon of Project ti Resident Programs. 83/06/37. 
RHODE, O.K. Niagara Mohawk Power Carp. 2pp. 19325:101. 24X 

Flcho: 30-220, 03/06/27, 0307140313. 


--0307140313 IE Insp Rept 50-220/03-10 on 830301-0606. No noncorapllance 
noted. Major areas inspected : I icensee action on previous insp 
flndingsiphgsical securltg, survei llance tests, maint> shutdown 
margin determination. Mar k ! torus mod, startup *< LERs. 

HUDSON, S. 0. , MCDREARTY, R. A. , KISTER,H.D. Region 1, Office of 
Director. 83/06/23. 11pp. 19325:103. 24X F i c h e : 30-220. 83/06/37, 

0307140313. 


0307140309 Provides addl info to suppl U clarify 770713. 1216 «e 790108 
proposed license amends re HPC I , augmented inservIce Insp 
program t. continuous leak monitoring. 

MANOAN, C.V. Niagara Mohawk Power Corp. 83/07/00. VASBALUO. D. 0. 
Operating Reactors Branch 3. 2pp. 19323:309. 24X 

Flche: 50-220. 83/07/08, 0307140309. 


8306270401 IE Info Notice 83-46, “Common Hade Valve Failures Degrade 
Surry Recirculation Spray Subsystem.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response iPost 030103). 03/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19563:293. 24X FI c h e : 30-000, 83/07/1 1 , 0306370401. 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid.” Svc list encl. 

JORDANiE.L. Division of Emergency Preparedness li Engineering 
Response (Post 030103). B3/07/12. Consolidated Edison Co. of Nau 

York, Inc. 141pp. 19363:133. 24X FI c h e : 50-000, 83/07/13, 0306270404. 


0307100141 Confirmatory Action Ltr 03-07 identifying potential for 
compromise of containment spray sys seismic Integrity. 

Aetioni taken or to be taken listed. 

BTAROSTECKI. R. Division of Project & Resident Programs. 83/07/13. 
RHODE, 0. Niagara Mohawk Power Corp. 2pp. 19557:049. 24X 

Flche: 50-220, 03/07/13, 0307100141. 


0306270406 IE Info Notice 03-48, "Oasoous Effluent Releases of 
Radioactive I-12S (, 1-131 In Excess of NRC Limits. " Svc list 
end. 

TAVLORiJ.M. Division of QA, Safeguards <■ Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York. Inc. 

U4pp. 19715:270. 24X FI c h e ; 50-000, 03/07/ 1 4. 8306270406. 


0307260354 Ack receipt of 030421 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-220/83-02. 

8TAR08TECKI. R. Division of Project t, Resident Programs. 03/07/19. 
RHODE, O.K. Niagara Mohawk Power Corp. 2pp. 19709:005. 34X 

Flcho; 50-220, 83/07/19. 8307200354. 


— 8307200309 Responds to NRC 030323 ltr re violations noted in IE Insp 
Rept 50-220/83-02. Corrective actians:utll engineering will 
only direct work to const company through use of contract 
change (< safety-related work will be done per OA program. 

LEMPOES.T. E. Niagara Mohawk Power Corp. 83/04/21. MARTIN, T. T. 
Division of Englnoerlng t Technical Programs, 3pp. 19789:007. 

24X Flche: 50-220. 83/07/19, B3072B0354. 


0307250436 Ack receipt of 830711 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-220/03-08. 

BTAROSTECKI, R. Division of Project t, Resident Programs. 83/07/20. 
RHODE, O.K. Niagara Mohawk Power Carp. 2pp. 19701:179. 24X 

Flche: 50-220, 83/07/20, 8307250436. 


—8307250430 Responds to NRC 030523 ltr re violations noted In IE Insp 
Rept 50-220/03-08. Correc tlve actions: jumper/b lock log 
procedures reviewed w/indlvlduals Involved Xi all safety- 
related sys performed prior to etartup evaluated. 

LEMPOES.T. E. Niagara Mohawk Power Corp, 83/07/11. STABOSTECKI, H. 

Division of Project & Resident Programs. Ip. 19701:131. 24X 

Flche; 50-220, 03/07/20, 0307250436. 


R, Periodic operating reports t> related correspondence 


8307190243 Forwards revised "Annual Environ Operating Rept, 1902. ^ Rev 
corrects typographical errors in Interpretative section of 
rept 6 on Table 7 re tritium strontium concentrations. 

PERKINS, T.J. Niagara Mohawk Power Corp. S3/06/23. HURLEY, T. E. 
Region 1, Office of Director. Ip. 19629:281. 24X 

Flche: 50-220, 63/06/23. 0307190243. 


— 8307190249 “Annual Environ Operating Rept, 1982. " 

» Niagara Mohawk Power Corp. 03/06/23. 125pp. 17629:202. 24X 

Flche: 50-220. 03/06/23, 0307190243. 


8307150080 Monthly operating rept for June 1903. H/03O7Oa ltr. 
ROHAN, T. N. , LEMPOES.T. E. Niagara Mohawk Power Corp. 83/07/08. 
Director's Office, Office of Inspection and Enforcement 5pp. 
19336:163. 24X Flche; 50-220, B3/07/0B, 83071 50080. 


S. Reportable occurrences, LERs related correspondence 


8307110263 LER 83-0n/O3L-0' on 830604, e 1 ec troma t i c relief valve 121 
failed to open. Caused by dirty pilot due to oxide buildup 
during extended outage. Pilot cleaned L retested X, normal 
shutdown initiated W/B306Sa ltr 

OURGHEIER.H. J. • LEMPOES.T E. Niagara Mohawk Power Corp 03/06/16. 
MURLEY.T.E. Region 1, Office of Director 3pp. 19374 263 24X 

Fiche- 50-220, 83/06/16. 03071 10263. 


8307150014 LER B3-013/03L-0 on 8306 10. dur 1 ng routine sur ve 1 1 1 anc e . 1 oc k 
found missing from outside inlet valve 40-12 for core spray 
eys. Valve I, brseksr In open position Lock missing for no 
■ore than IS days. Lock rep lac ed . U/63070S ltr 

KESEL.D.T,. LEMPOES.T. E. Niagara Mohawk Power Corp. 83/06/16. 
HURLEY,T E- Region I, Office of Director. 2pp 19540:206. 24X 

Fiche: 30-220. 83/06/16, 8307150014 


8307110363 LER 83-010/03L-0: on 830324, core topping pump 121 removed 
froa svc to replace pac k Ing. Caused by air leaking due to 
ILTR pressure introduction In pump. Pac k 1 ng replaced & pump 
returned to svc within 22 h. N/B30621 ltr. 

KESEL. 0. T. > LEMPOES.T. E. Niagara Mohawk Power Corp. 03/06/17. 
MURLEY.T.E. Region 1, Office of Director. 3pp. 19300:231. 24X 

Fiche; 30-220. 03/06/17, 83071 10365. 


8307130113 LER e3-012/03L-0; on 830609,10 s time delay relay 11K62 stuck 
in energlied position h failed to time out & initiate 
oaergency cooling sys. Caused by dirty clutch plunger. 

Perledic cleaning of plunger in 1 1 la ted. U/e30623 ltr. 

BURGHElER, n. J. , LEMPOEB.T.E. Niagara Mohawk Power Corp. 63/06/17. 
HURLEYiT.E. Region 1, Office of Director. 3pp. 19336:218. 24X 

Flche - 50-220.83/06/17, 030715011 5 


8307220325 LER a3-014/03L-0. on 830615, 16, 17, 20 (, 21. 1 15-kV offsite 
power line removed from svc for 10 h each day. Caused by need 
to allow const of 115 kV Una for Unit 2, currently under 
const. Line returned to svc each day. 14/030712 ltr. 

BUROMEIER. LEMPGES. T. E Niagara Mohawk Power Corp 83/07/11. 
HURLEY. T.E. Region 1, Office of Director. 2pp. 19673:124. 24X 

Flche: 30-220, 83/07/1 1. B30722032 5 


DOCKET 30-223 UdlV. OF LOUELL RESEARCH REACTOR 


V. Operator Examinations 


0307080427 Ctnerlc Ltr 33-12A to all nonpowor reactor licensees re 
Issuance of NRC Form 393, "Personal Qualifications 
Statement - Licensee.” Svc llet encl. 

EISENHl/T. D. D. Division of Licensing. 83/07/11. Michigan, Unlv 
of. 14pp. 19563:130. 24X F i c ha : 50-000, 03/07/ 11 . 0307000427 


DOCKET 30-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


0. Inspection reports, IE Bulletins 6 correspondence 


8307060236 Forwards IE Insp Rept 50-224/03-01 on 030324-25. No 
noncompliante noted. 

BOOK.H.E. Region 5, Office of Director. 03/06/17. PI8TER,C. 
California, Unlv. of, Berkeley. 2pp. 19249:001. 24X 

Flcho: 30-224. 83/06/17, 0307060236. 


— 8307060243 IE Insp Rept 50-224/83-01 on 030524-25. No none omp 1 la nc e 
noted. Major areas Inspec ted; organ! latl on. personne 1 
monitoring, survey s, effluent releases, 1 ns trumen t cal Ibr tr. 
environ monitoring program. 

8HEIIMAN,C. 1. Region 5. Office of Director. UENSLAWSKl , F. , 
DOOK.H.E. Division of Radiological Safety 6 Safeguards Program. 
83/06/17. 9pp. 19249:003. 24X Flche . 30-224, 83/06/17, B307060236, 


V. Opirator Examinations 


B3O708O427 Oonerlc Ltr a3-12A to all nonpower reactor licensees re 
Issuance of NRC Form 390, "Personal Qualifications 
Statenent - Licensee. " Svc list encl. 

EISENHUT. D. O. Division of Licensing. 83/07/11. Michigan, Unlv. 
of. 14pp. 19363:138. 24X Flc he: 50-000, 03/07/1 1. 6307000427. 


DOCKET 30-225 BPl CRITICAL EXPERIMENT 


F. Security, medical, emergency & fire protection plans 


B3071S0438 Forwards Amend 4 to License CX-22 Identifying currently 
approved physical security pla-n. 

THOMA8.C.O. Standardl latlon & Special Projects Branch. B3/07/D7. 
HARRIS, D.R. Rensselaer Polyteclinlc Inst. 3pp. 19540:203 24X 

Fiche: 50-225, 83/07/07, 63071504 38. 
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DOCKETED ITEMS 


— S307iaM39 flmenti A to Lieen.e CX-SS identifgiTij euTTontlu 
physical sacurlty plan. * 

THOMftS.C 0_ Standardliattan (c Special Projects Branch 
2pp 19940:20*. 24X F 1 c h 8 : 30-325, 83/07/07- 8307 1 50439. 


approved 

83/07/07. 


documanti *, correspondence 


to License CX-2S Identifyins eurpanllu 
approved physical security plan. » a y 

HARRIS* DR «- Special Projects Branch. 83/07/07. 

HARRIS, D. R_ Rensselaer Polytechnic Inst. 3pp. 19540-203 24X 

Flche: SO-235, 83/07/07. 6307150438- ■niJ- *!4* 


0. Adjudicatory correspondence 


B307120S93 Advises tAet tine for Commission to revleui Director's 
Decision DD-B3-0 t iplred. Camtnl sal on declined review. 

Decision tecame final agency action on 83070S. 

CHlLKiS.J. Office of the Secretary of the Cotnnlssion. 83/07/11. 
auiCO-C. Pollution S. Environmental ProSletiis. Inc. Ip. 19433:076. 
24X Plena: 50-000. 03/07/1 1,8307120595. 


K. Utility Pinal Safety Analysis Report (P3AR) & amends 


- 6307150439 Amend 4 to License CX-2a identifying currently 
physical security plan. * ^ 

THOMAS, C.O. Standardlialion & Special Projects Branch 
2 pp. 19540 206 . 24X P C ch e : 30-229. 83/07/07. 83071 50438. 


approved 

83/07/07. 


V. Operator Esamlnatlons 


B3070IOS93 Forwards amends to updated PSAR for facilities. 

sriEDE.W.L. Commonwealth Edison Co, 63/06/29. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 19123:001. 24X 

f lehe: 90-000,83/06/29, 0307010195. 


"8307010196 Rev 1 to updated FSrtB for Zion Station I «, 2- 

e Commonwealth Edison Co. 82/12/31. 66pp. 19123:003. 24X 

Ficlli: 50-000, 83/06/29. B30701019S- 


8307080427 Oenerle Ltr 03-124 to all nonpower reactor liccnseae re 
I'Siuanee of NRC Form 398i "Personal Qua U f Icafeions 
Statemant - LUansea.'* Svc Hit end. 

EISENHUT, 0. G. Division of Licensing, 83/07/11. Michigan. Unlv 
of- 14pp. 19563:133. 24X F 1 c he : 50-000', 83/07/ 1 1 , 8307060427. 


DaCKET^30-22a AEROTEST RADIOORAPHr «, RESEARCH REACTOR 
V. Operator ExaeiUia t Ions 


— 8307010198 Amend to updated FSAR for Quad Cities 1 li 2. 

e Commonwealth Edison Co, 83/06/29. SOSpp. 19123:069. 24X 

Flche: SO-000, 83/06/29. 8307010195. 


—8307010201 Rev I to updated FSAR for Dresden Station 2 ti 3. 

'e Commonwealth Edison Co. 83/06/30. 1pp. 19123:245. 24X 

Flche: SO-QOO, 83/06/29, B3070IOI99. 


P. Operating license stage documents t, correspondence 


8307000427 Generic Ltr B3-12A to all nonpower reactor iicentees re 
issuance of NRC Form 398, "Personal Oual 1 f lea t 1 ons 
Statement - Licensee." Svc list end. 

EISENHUT, D. 0 Division of Llcenilng, 83/07/11. Michigan. Unlv. 
of. 14pp. 19963:138, 24X Flche; 90-000. 03/07/1 1, 8307080427. 


630726D2I3 "Dresden Unit 2 Reactor Containment Bldg Integrated Liat 
Rate Test." H/030707 ltr. 

aCOTT.O.J. Commonwealth Edison Co. 03/04/17. DENTON, H.fl. Office 
et Nuclear Reactor Regulation, Director, 74pp. 19728:263. 24X 

Fiche; 90-237. 83/04/17. 8307260213. 


DOCKET 90-237 DREBDEN NUCLEAR POWER STATION, UNIT 2 
F, Security, medical, emergency 6 fire protection plans 


8307090249 Forwards IE Sefeguirds Jnsp Rapts 
Ir 90-249/03-24 on 830923-27. 
liIND.U.A. Region 3, Office of Director, 
Commonwealth Edison Co. 2pg. 19l9a-334 
8307090249. 


90-010/03-10. 50-S37/83-19 

83/06/23. REED.C. 

24X Fiche; 50-OiO.B3/06/23. 


— 0307090262 IE Bafeguardt tnsp Repts 90-010/83-10 90-237/83-14 i, 
50-249/83-1 4 on 830523-27. Noncompllance noted: security 
violations not reported in required manner or format. Details 
withheld (ref 10CFR73.21». 

FfRTLE.G.L. Region 3. Office of Director. 83/06/23 2po 
19198:056. 24X FI che: 50-010. 03/06/23, 8307090249. 


objectives 6 scope of participation praposad for 
B30 yL 3 4«nail-%<ale •mergtTvcy titrcls*. 

BLACKMON, r, 0, Cammonuta 1 1 h Edison Co. 83/06/27. HIND.U. Division 
of Project 6 Resident Programs. 3pp. 19249:290 24X 

Flche: 90-237.83/06/27, 8307060186. 


8307220429 Ack receipt of 030627 ltr transmitting scope at util 
participation 6 objectives for station 030913 emergency 
eserclte. 

PAPER lELLD, C. j. Region 3, Office of Director. 83/07/19. REED.C. 
Commonwealth Edison Co. Ip. 19607:269. 24X Flche ; 90-237. B3/07/19. 

8307220429. 


8307260018 Submits sopplamental response to NUnE0-0737i SuppI 1 (Oenerle 
Ltr 02-333. Deser i p tlon of parameter selection criteria to be 
submitted by 831231, Human factors & safety parameter display 
syi verification to be performed w/ver i f i ca t i on program. 

SWARTZ, E.D, Commonwealth Edison Co. 83/07/20. DENTON. H.R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 19727:177 24X 

Flche; 90-000, 83/07/20. 0307260010. 


8307070176 Forwards plant-unique analysis rspts.Vols 1-7, demonstrating 
primary containment lys design adequacy 6 restoration of 
original dtslgn safety margins per NURE0-066I. 

RVBAK.B. Commonwealth Edison Co. 83/06/27. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19948:242. 24X 

Flche: 90-000. 03/06/27, 8307070176. 


--8307070101 Rev 0 to "Dresden Nuclear Power St e tlon. Uni ts 2 tc 3, Plant- 
Unique Analysis Rept.Vol l.Oeneral Criteria fc Loids 
Hethodo logy. " 

HIBE,R.e., KOaT,E.O. , MAeSEY, J. V. NUTECH Engineers, Inc. 
CON-02-O41-1 ROD. 83/09/31. 229pp, 19948:244. 24X 

Flchs: 90-000, 83/06/27, 8307070176. 


-8307070104 Rev 0 to "Dresden Nuclear Power Station, Units 
Unique Analysis RBpt,Vol 2. Suppre i s Ion Chamber Analysis 
MMARD.O.L., ADAMS, R.H., MClNNES.l.D. NUTECH Eng ineers 
CaH-02-O41-2 ROO, 83/09/31. la9pp. 19S49M17. 24X 

Fiche: 90-000, 03/06/27, 8307070176 


K 01 j, r .ans- 


Inc. 


-8307070211 Rev 0 to "Dresden Nuclear Power Stat 1 on. Uni ts 2 ti 3, Plant- 
Unique Analysis Rept.Vol 3, Vent Sys Anelysts. " 

SHAMaZAD. P. E. . ADAMSrR-H., MCINNEB.I.D. NUTECH Engineers, Inc 
COM-02-041-3 noo. 83/09/31. 2lBpp. 19949:302, 24X 

Fiche; 50-000, 83/06/27, 8307070 I 76 


''anw/u/wii;ia nvv U CO 


Unique Analysis Rept,Vol 4, Internal Structures Analysts " 
TALBOTT, D.C., ADAMS, R.H. , HClNNES.l.D, NUTECH Engineers. Inc, 
eOM-02-041-4 ROO. 83/09/31. 33pp. 19990:160. 24X 

Fiche; 90-000, B3/06/27, 8307070176. 




8307070223 "Dresden Nuclear Power Stat I on, Uni ts 2 U 3, P Ian t-UnUue 
Analysis Rept.Vol 9, Safety Relief Valve Dleeharge Piping 
Analysis." ' * 

• Sargent 6 Lundy, Ine. B3/06/27. I3app. 19990:194 24X 

Fiche: 90-000, B3/06/27, B3O707O176. 


6307280347 Forwards review of draft Rev 4 to goner tc portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
decisions encl. 

PAPERIELLO. C. g, Region 3. Office of Director. 83/07/26. REED.C. 
Commonwealth Edison Co. 10pp. 19789:013. 24X Flch e : 90-000. 

83/07/26. B3072B0347. 


--8M707022B Rev 0 to "Dresden Nuclear Power Station, Unit 2, P lant-Unldue 
6, Torus-Attached Piping & Suppression 
Chamber Penetration Analyses. " 

®' ' ^''R'-OW.E, V. , OAVULA.J.A, NUTECH Engineers, Inc. 
CON-02-041-6 ROO, 83/05/31. I78pp, 19990:332 24X 

Flche; 90-000, 63/06/27. 8307070176. 


-B307070239 Riv 0 to "Dresden Nuclear Power Station, Unit a 
Analysis Rept.Vol 7, Torus-Attached Piping & Supprasilon 
Ckafl&«r Penetration Ana liases. " 

OAVULA.J.A, NUTECH Engineers 
C^02-04l-7 ROO. 83/05/31. 173pp. 19591: 144, 24X 

Flche: 90-000, B3/06/27. 8307070176, 


r «« 


Inc. 
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8307180153 "Quai) Citit* Nuclear Pauier Station Untti 1 & 2 Pl^nt Unique 
Analyslf ReptiVol 3''<'ent Sij« Analysis." 

SHAMBZAD, M. . ADAMS, R.H., MCINNE9. I D. NUTECH Engineers- Inc. 
CQM~02-039-3 ROO. 03/05/31. 331pp. 19333:016. 34X 

FUhe. 30-000, 03/06/37. 0307070176. 


—8306100146 'Control of Heavy LoaPs.Comm EC OresCcn Nuclear Pauer 
Station, Uni ts 3 tc 3," revised technical evaluation rept. 
BOnSEROER-C. Franklin 1 ns t i tute /Fran i I i n Research Center. 
NRC-03-ei-l30 TEH-C5S06-350/351 Rl. 83/06/00 SINGH, A. NDC 

No Detailed Affiliation Given 33pp. 19303:003. 34X 

F 1 Che • 30-337. 03/07/ 1 1 , 0307 1 30303. 


’-0307160130 "Quad Cities Nuclear Psuer Station Units 1 S, 2 Plant Vniiiue 
Analysis Rept.Vol 4, Internal Structures Analysis." 

TALBOTT, D. C. , ADAMS, H.H., MCINNES-I.D. NUTECH Engineers. Inc. 
CaM-02-039-4 ROO. 03/03/31. 34pp. 19333.237. 24X 

Flche: 50-000, 03/06/27,0307070176. 


-0307180160 "Quad Cities Station Units 
Vol 3. Safety Relief Valve Discharge 
* Sargent b Lundy, Inc. 83/06/27. 
Flche: 30-000, 03/06/27, 0307070176. 


I t, 2 Plant Uni 4 ue Analysis Rept. 
Piping Ana lysis. " 

134pp. 19353:272. 24X 


—8307100179 "Quad Cities Nuclear Power Station Units 1 b 2 Plant Unique 
Analysis Rept.Vol 6, Unit 1 Torus Attached Piping b 
Suppression Chamber Penetration Analysis. " 

PANDEV.P., WALLACH.O., GAVULA, J. A. NUTECH Engineers. Inc. 
COM-02-039-6 ROO. 83/03/31. 176pp. 19334:046. 24X 

Flche: 50-000, 03/06/27, 0307070176. 


— B3O7I0O106 "Quad Cities Nuclear Power Station Units I b 2 Plant Unique 
Analysis Rept.Vol 7.Unlt 2 Torus Attached Piping b 
Suppression Chamber Penetration Analysis " 

PANDEY.P., HALLACHrO. , OAVULA, J. A. NUTECH Engineers. Inc. 
COM-02-039-7 ROO. 03/03/31. 17Spp. 19334:222. 24X 

Flche: 50-000. 03/06/27, 0307070176. 


— 6307100130 "Quad Cities Nuclear Power Station Units 1 b 2 Plant-Unique 
Analysis Rept.Vol 1. General Criteria b Methodology. " 

WISE.R.E.. KOBT.E.O., MASSEY. J. V, NUTECH Engineers. Inc- 
COM-02-039-I ROO. 03/05/31, 234pp. 19331:317. 34X 

Flche: 50-000, 83/06/27. 8307070176, 


— 8307180147 "Quad Cities Nuclear Power Station Units I b 2 Plant Unique 
Analysis Rept.Vol 2. Suppression Chamber Analysis." 

HQUARD.G.L., ADAMS. R. H. . MCINNESiI.D. NUTECH Engineers- Inc. 
COM-02-039-2 ROO. 03/03/31. 108pp. 19332:191. 24X 

Flche: 30-000. 03/06/27- 0307070176. 


B30719O1B7 Notifies that Nestinghouse info re environ qualification of 
electrical equipment detailed In 030313 I tr determined 

nonpr op r letary 

RYBAK. B Comaonuca 1 th Edison Co 83/07/11 DENTON. H R. Office of 
Nuclear Reactor Regulation! Director 2pp. 19630.142. 24X 

Flche 30-000.03/07/11.8307190107 


0307190062 Forwards "Dynamic Analysis of He twel 1- to-Dr y wel I Vacuum 
Breakers" b "Improved Dynamic Vacuum Response," In response 
to Generic Ltr 83-08. Rosul ts demonstrate that as-built 18- 
Inch AbH vacuum breaker valves meet ASME Code criteria. 

RYBAK.B. Commenwealth Edison Co 03/07/12. DENTON, H R. Office of 
Nuclear Reactor Regulation- Director. 7pp 19633:173. 24X 

Flche- 30-000.03/07/12, B307190062. 


— B307190067 Rev 0 to "Dynamic Analysis cf Wetue 1 l-to-Dryws 1 1 Vacuum 
Breakers for Quad Cities Station. Uni ts 1 b 2. " 

HOaNKA.A.K., CHEWiG.P., MASSIE.HW. NUTECH Eng I nee r s , Inc 
COH-Oa-023 ROO. 01/09/29. lOOpp. 19633:100. 24X 

Fiche: 30-000-83/07/12. 8307190062. 


—8307190074 Rev 1 to "Improved Dynamic Vacuum Breaker Valve Response for 
Quad Cities 1 b 2 " 

BILANIN.A.J. Continuum Dynamics. Inc. 82-7 ROl. 82/09/30. 29pp. 

19633:292. a4X F 1 c he : 30-000- 83/07/ 12 , Q307190062 


0307190170 Forwards "Dresden Unit 2 Cycle 9 Startup Test Summary-" par 
NRC request b Tech Specs. 

RYBAK. B. Conmonwealth Edison Co. 83/07/12. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. Ip 19630:174 24X 

Fiche; 30-237.03/07/12. 0307190170. 


— 8307190180 "DresdEn Unit 2 Cycle 9 Startup Test Summary. " 

» Commonwealth Edison Co. 03/07/12 Ip. 19630:173 a4X 
Fiche - 50-237, 03/07/12, 0307190170. 


0306270397 Generic Ltr 63-26 to all applicants for OLs b helderi of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 03/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390 317, 24X 

Flche: 50-000, 03/07/05. 8306270397. 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance Intervals in STS. Bvc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/06, Consolidated 
Edison Co. of New York. Inc, 16pp. 19669:254. 24X 

Flche: 50-000, 83/07/06. 8307060329. 


8307080169 Generic Ltr 83-20 to all licensees of operating rcactDra« 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT. D. 0. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York. Inc. 36pp. 19669:269. 24X 

Flche: 50-000, 03/07/00, 0307000169. 


—8307190183 “Dresden Unit 2 Cycle 9 Startup Test I, Coro Verification b 
Aud it. ' 

• Commonwealth Edison Co. 03/07/12. Ip. 19630:176. 24X 

Picha: 50-237,83/07/12. 0307190170. 


— 830719018? “Dresden Unit 2 Cycle 9 Btartup Test 2, Control Rod 
Operability b Sub cri t lea 1 1 ty Check. " 

> Canmonuealth Edison Co 03/07/12. 2pp. 19630:177. 24X 

Ficha: 30-237,83/07/12. 8307190170. 


—8307190172 "Dresden Unit 2 Startup Tost 3. Traniverslng In-Core Probe 
Sys Symmetry - Uncertainty " 

• Commonwealth Edison Co, 83/07/13. 5pp 19630. 179, 24x 

Fiche: 30-K37, 83/07/ 12, 0307190170. 


"8307190195 "Dresden Unit 2 Cycle 9. Initial Criticality Comp anion. " 
« Cooinonuealth Edison Co. 03/07/12. ?pp 19630.184. 24X 

Flche: 80-237, 83/07/12, 0307190170 


6307130265 Forwards mod of 810113 order as revised by 83011? order. 
Order continues exemption b extends completion date for 
Installation of plant mod required by App A of NUREO-0661 
to 830920. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 03/07/11. FARRAR. D. U. 

Commonwealth Edison Co. 3pp. 19300:240. 24X Flche; 30-237, 83/07/11. 

8307130263, 


-0307130269 Mod of 030113 order extending completion date to 830728 for 
installation of plant mod required by App A to NUREO-0661. 

PURPLEiR. A. Division of Licensing. 83/07/11. Commonwealth 
Edison Co. 5pp. 17300:231, 24X FI ehe: 30-237, 03/07/11, B307I3O26S. 


"0307190201 “Dresden Unit 2 Startup Test DiExioii Lead Test Assembly 
(9i9> Local Stability Test. " 

a ComeiOTiWBalth Edison Co. 03/07/12. 6pp. 19630.186. S4X 
Ficho; 90-237,03/07/12.8307190170. 


830723oq95 Discusses status of proposed mods to automatic 
depressur Hatton sys, per NUREO-0737, I torn 1 1 . K. 3. 10. Opt 1 on 
4 ra timer Installation described In OE BHR Owners Group 
respensa. selec ted For Implementation. Mods llstsd 

RYBAK, a. Commonwealth Edison Co. 83/07/18. DENTONrH.R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19695: ini. 24X 
Fiche; 90-000, 83/07/18.8307220495, 


8307130303 Forwards safety evaluation b Franklin Research Ctr technical 
evaluation rept re Phase I of response to NUREO-0612, 

"Control of Heavy Loads at Nuclear Plants," Phase I 
acceptable. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/07/11. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 19505:001. 24X Fiche: 30-237. 83/07/1 1, 

8307130303. 


-8307130308 Safety evaluation accepting util Phase I response to 
NUREO-0612. "Control of Heavy Loads at Nuclear Plants," 
accep tab le, 

* Office of Nuclear Reactor Regulation, Director. 03/07/11. 2pp 
19305:003. 24X Flche: 50-237, 83/07/ 1 1 , 8307130303. 


8307260020 Forwards Sargent b Lundy thermal growth analysis repts for 
main staam line snubber failure, per 030327 b 0606 
comal tments. 

RYBAK.a. Commonwealth Edison Co, 03/07/19. KEPPLEU, J. 0. Region 3, 
Office of Director. Ip. 19727:124. 24X Ficho: 30-237. 83/07/17. 

8307260020. 


--B307260m4 Rev 00 to "Dresden 2 Main Steam Bys Moni tor I ng; Revl ew of 
62-Dmg Outage Data. " 

MCFARLAND, D. K. , OHATTl.M.H.i OLSON, D.E. Sargent b Lundy, Inc 
03/07/13. 10pp. 19727:125 24X FUhe . 50-237, 03/07 / 19. 8307260020. 


— 8307360028 Rev 00 to "Dresden 2 Main Steam Monitoring Procedure Test- 
Analyais Correlation. " 

AZZAZV.S.E., MCFARLAND, D. M, . OLSON, D. E. Sargent b Lundy, Inc 
83/06/18. 39pp, 17727:135. 24X F U h e 30-237, S3/07 / 17 , 0307 R60020. 
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B30727O39B FoTuiards notH» 
amands t op p ortuni tij for 

coneaptilng time Umlt* f 

cnubbert. 

CRUTCHFI ELD* I> Qperatln 

Commonuealth Edison Co 
a3O72703'JB. 


of consideration of issuance of license 
hearing re S30d>ia application 
or inoperab i I Itg of ECCS ring header 

ff Reactors Branch 3. B3/07/20. FARR«tR*D.L 

2 p 0 . [97A7-30S. 24X F i che : 50-237, 83/07720. 


B307280287 Forwards IE Insp Repts 50-010/03-11,50-237/03-19 (, 
SO-249/03-17 on 030606-10 ti 17. No tioncomp 1 lane e noted. 

PAPERIELUa. C. J. Division of Emergency Preparedness &: Operational 
Support. 33/07/14. REED. C. Commonuealth Edison Co. 2pp. 
19790:209. 24X Fit he: 30-030. 03/07/ 1 4, 0307280207. 


con » I d era t i on of issuance of amends to Licenses 
OPR 19 t. DPR -25 i. proposed NSHC determination fc opp or tool te 
for hearing re snubbers 

°Pe’'e':lng Reactors Branch 5. 03/07/20 . 7pp. 

19767 .310. 24X F 1 c h e: 50-237. 83/07/20, 8307270398. 


— 83072B0293 IE Insp Repts 30-010/03-11,30-237/03-19 S. 30-249/03-17 on 
830606-10 & 17. No none omp 1 1 an c e noted. Major areas Inspected 
records (r repts of ef f 1 nan ts. ef fluent control 
(nstruBiantation & procedure for controlling releases. 

PAULiR.A., OREOEH.L R- Region 3, Office of Director. 03/07/13. 
7pp. 19790:211. a4X FI c h e : 30-010. 83/07/ 1 4, 0307280207. 


Discusses qualitative review to determine effects of bellou 
pair on fatigue life of bel lows . Repa Ir being applied will 
last for remainder of plant life. More refined analusls ultl 
b« ^arfoTtfned. ’ 

.> Edison Co. 83/07/21. DENTON, H.R. Office of 

Nuclear Reactor Regulation. Director. 2pB. 19701'34B 24X 

FUhe: 30-237, 83/07/2 1 . 0307250304 . 

8307230448 Provides commitments on leakage mon 1 torlng. Floor drain 
leakage will be measured once everg 4 h uhen reactor Is at 
operating pressure. NRC will be notified within 24 h if 
action points eectaded. 

REED.C. Comnanuealth Edison Co. 83/07/21. Office of the 
SBcretarg of the Commission. asp. 19701- 176 24X 

Fiche: 30-000, 83/07/21,83072304 48. 

6307230400 Gran is Blimp t Ion from requirements of lOCFRBO.App -J re Type 
A leak test follouilng containment boundary repairs. Type A 
pressure not required for weld repair performed on 

*'PPP*'®n eeJIows for vacuum breaker 2-1601-320, 

Reactors Branch 5. 03/07/21. FARRAR.D-L. 

8307230400 ” 19701:207. 24X F I c he : 50-237. 83/07/21 . 

— B3O725O404 Eiemption from lOCFRSO.App J. Section IV. A requirements re 
lype 4 leak testing following containment boundary repairs. 

Ifn *** performed until nett scheduled test 

PURPLE. R. A, Division of Licensing. 03/07/21. Commonwealth 

Edison Co 4pp. 19701:210. 24X F 1 c h e; 30-237, 83/07/21 , 8307250400 


OM/awiiiVr ACS recBipv ur ojuouo jcr informing NRC of >g> 
correct violations noted in IE Imp Repts 50-237/83-06, 


eps caien to 


50-249/03-05, 30-234/83-04 6 50-263/83-04.' 

5PE8SARD, R. L. Division of Engineering. 83/07/13 REED,C 

£^2211!!**“'' >9651:026. 24X Fiche: 50-000, 83/07/15, 

8307S00207. 

-8307200216 B««f9nd. to NRC 030403 Itr re violations noted In IE Insp 
Repts 30-237/03-06,50-249/83-03.30-234/83-04 !. 30-263/83-04. 

NUTECH quality engineering procedures U util project unloue 
Instructions revised. ' 

REEDiC. Commonwealth Edison Co. 83/06/08, SPESSARD.R L 
Divtslo-n of Engineering. I31pp, 19631- 029 24X 

Fiche: 30-000, 03/07/13, 8307200207, 

B3072M463 Ack receipt of 830714 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-237/83-12, 
50-249/83-10.30-234/03-13 & 30-263/03-11, 

LITTLE.M.S. Region 3, Office of Director. 83/07/19 REED, C 

Co. Ip, 196a4:32s. 24X Fiche; 30-000, 83/07/19, 

q307S294o3. 

—83072^^ Responde to NRC 030616 Itr re violations noted In IE Insp 
Aepts 30-237/03-12,50-249/03-10,30-234/83-13 4. 30-263/03-11 
Corrective ac t 1 ons: e « is t 1 ng support configuration for pipe 
anchor R133 fliodlfled. ^ 

FARRAR, D. L. Commoruiea 1 th Edison Co. 03/07/14, LITTLE, W 8 
Region 3, Office of Director. 4pp. 19684-326 24X 

Fiche: 30-000, 03/07/19, 8307220463. 


Inspection reports, IE Bulletins U correspondence 


B305240296 Ack receipt of 030413 Itr informing NflC of steps taken to 
correct violations noted in IE Insp Repts SO-237/82-SO, 

50-349/82-2!. 50-254/82-16 & 50-263/82-18. 

KEPPLER, J.O. Region 3, Office of Director. 83/05/13 REED.C 
Commonwoalth Edison Co. Ip. 18548:067. a4X Fiche: SO-000. 83/05/13, 


0305240296, 


8307030249 Forwards IE Safeguards Insp Repts 
t< 50-249/83-24 on 330523-27. 

HfND.J.A, Region 3, Office of Director. 
Commonwealth Edison Co. 2ap. 19IVB'3S4 
8307030249. 


50-010/03-10. 50-237/83-13 

83/06/23. REED.C. 

24X Fiche: 30-010,83/06/23, 


-0307050262 IE Safeguards Insp Repts SO-OIO/83-lO 30-237/83-14 4c 
30-249/83-14 on 830323-27. None omp 1 la nc B noted security 

reported in required manner or format Details 
withheld (ref I0CFR73. 21 1 . 

PIRTLF.O.L., KNICELET, J.R., CRfEO.J.R, Region 3, Office of 
830703D249 19198:356 24X Fl Che : 30- 010, 83/06/23. 


8307060181 Ack receipt of 830320 
correct violations noted In IE 
50-249/83-07 


Itr informing NRC of steps taken te 
Insp Repts 30-237/83-08 t> 


flO/ok/^S Bcci’m'’" r' = >• Material, Safety Programs. 

03/06/30. REEDj C, Coff^onuiBdi th E«Jison C-o. ip J 924?' 204 SAH 

Fiche : 50-237.63/06/30.0307060181. ^ J Vdi4?. 204. 24X 


“^Surru^niJ? M°<f4 Valve Failures Degrade 

Subsystem." Sve list end. ^ 

JORDAMiE.L. Division of Emergency Prepaiodness 6 Englnecrlno 

Consolidated EdUorcS’ of New 
York, Inc. 154pp. 19363:293, 24X F i che. 50-000, 83/07/1 1 , 8306270401 


"Failure of Hydraulic Snubbers as 
Result of Contanlnat^tf Hydraulic Fluid " Sve list enrl 
JORDAN, F. L^ Division of Emergency Prepared^. 1*^ neerlng 

Vn^S L consolidated £’ 1 . 0 ^ 00 ® of Ne. 

rk, Inc. 14|pp. 19363 : 153 . 24 X Fiche: 50-000, 83/07/12, a 3062704 Ch 


tMU/.Miuutia confirms 830726 mgt meeting In Chicago, IL to discuss 
licensee regulatory performance «> communication problems 
between WRC t< util, per 830713 dlecusslon. 

Olvltlon of Project t< Resident Programs. 83/07/22, 
nuDfC. CojTiroonuea I th Edison Co. Spp l?79r 169 84X 

Ficha: 90-O00Rfl3/O7/23< 0307290004. 


—8307200102 Confirms requsst for NRC i. util senior mgt meeting on 830726 
tn Chicago, IL to discuss licensee regulatory performance 6 
reiatlenshlp u/NRC. 

=“™"'®nwealth Edison Co, 83/07/11. DAVIB.B.A, Regions, 
MOtIIoOBA 50-000, 83/07/22, 


8307280446 Forwards BALP Repts 30-010/83-13,30-237/83-18 t. 
30-249/M-l* for Jan-Dec 1 982. Endorses that assessments are 
indicative of util efforts to Improve performance at 
facilities. 


KEPPLER, J, 0. Region 3, 
Cnaaionuealth Edison Co. 
8307280446. 


Office of Director. 83/07/23. REED.C, 

2pp. 19797:206. 24X FI c h e ; 30-010, 83/07/23, 




Jan-Oec 1982. 

* Region 3, Office of Director. 83/07/23. 
Fiche: 50-010, 83/07/23, 0307280446, 


27pp. 


19797:208. 24X 


-0307280454 Dlseussas upcoming 830512 meotlng in Olen Ellyn, IL to 
discuss BALP rept for Jan-Dec 1982. 

HIND,J.A. Division of Radiological 6 Materials Safety Programs. 
83/04/22. REED,C. C ommo nwea I th Edison Co. 2pp. 19797:236. 24X 
Fiche: 50-010, 83/07/25, 3307280446 


8307280457 Forwards comments on SALP repts based on 830312 meeting. 
Practice of issuing reduced rating to all five operating 
plant sites for sane alleged corporate weakness tends to 
overemphasise significance of alleged deficiency. 

REED.C. Commonwealth Edison Co, 83/03/31, KEPPLER.J.O. Region 
^ OrfiCC of Director. 6pp. 19797:230. 24X Fiche; 50-010, 

83/07/25.6307280446, 


R. Periodic operating veperts I, related correspondence 


8306270406 IE 
Radloac 1 1 ve 


Info Notice 83-48, 
I-I2H 6 r-,.., ,0 E 


"Oascoue Effluent Releases of 
rcBss of NRC Limits. " Sve list 


'guards 6 Inspection Programs IPost 
id Edison Co. of New York. Inc 
■■■. 03/07/ 1 4, 8306270406, 


operating repts for June 1983, W/830701 Itr. 
SCMROEOEA, D. A. > BCDTT. D. J. Commonwealth Edison Co. 83/07/01. 
“>^•**9'''* Office, Office of Inspection and Enforcement, 24pp. 
19531:068 24X Fiche : 50-237, 03/07/01 , 83071 50194, 
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^•portabl* occurrance*. LEH* Si related correipondence 


^7060239 Updated LER 93“07l /03L— 1 : on G30426i operator observed fvarrou 
r'JnB* Oemac (2-640-29A) Si lulde range Yaruai; <2-263-I06A) 
reactor uater level indlcatori pegged high. Caused bg loose 
packing nut on pressure switch 2-2i>3-l lA. U/a306t7 Ur. 

JOVLErL.M., SCOTT, D.J. Commonwealth Edison Co. 03/06/14. 

AEPPLER, J. 0. Region 3, Office of Director. 3pp. 19239:263. 24* 

fichs: SO-237. 83/06/14, 8307060239. 


J7080496 Updated LER a3-010/03X-l : on 030129, HPCI turbine eibaust 
eultch 2368B tr ippsd. Caused bg incorrect reconnection of 
jlre dislodged during ground chec ks. Procedure developed to 
focument wire movement. H/B30623 Itr. 

J.NANDAPPA, A. I SCOTT, D. J. Commonwealth Edison Co. 03/06/23. 
tEPPUERiJ.O. Region 3, Office of Director. 3pp 19346:334. 24X 

riche: 30-237. 83/06/23, 8307080496. 


>7110189 Updated LER a2-OS3/03X-l : on 8ai215,whllB performing LPCI 
ralve operabilltg surve 1 1 lance. 2A LPCI HX bypass valve 
position identification lost. Breaker trip setting found to 
>■ one setting too low. Cause unknown. U/830624 Itr. 

kTA.H. , SCOTT, D.J, Commonwealth Edison Co. 83/06/24. KEPPLER.J.O. 
taglon 3. Office of Director. 3pp. 19375:010. 24X 

riche; 50-237, 83/06/24, 8307110109. 


>7080243 LER e3-043/03L-0; on 030531 , hal f-scram signal recsived while 
rwstlng MSIUs IB S< 2S. Relay 390-102H found dropped out. 
caused by misalignment of actuating arm on ID HSIV limit 
I witch. U/830629 Itr. 

ICOOHAN, J. J. , SCOTT, D.J. Commonwealth Edison Co. 83/06/29, 
lEPPLER, J. 0, Region 3, Office of Director. 4pp. 19352:046. 24X 

M Che: 30-237. 03/06/29, 0307080243. 


17110359 LER 83-045/03L-0: on 830608, during normal operation, circuit 
ireaker for core spray injection valve M02-1402-2SB tripped, 
lausad by incorrtct setting on circuit breaker, due to 
lorsonnel error. Breaker set correct ly. W/030629 Itr. 

;OYLE,L.fl.. SCOTT, D. J. Commonwealth Edison Co. 03/06/29. 
;EPPLER,J.O. Region 3, Office of Director. 4pp, 19380:249. 24X 

Uehe; 50-237, 83/06/29, 8307110359. 


I7H0113 LER 03-O44/O3L-O: on 830603, review of Area X temp showed 
ncrease of approi 25 P due to crack in test tap on M8IU 2C. 

:aused by fatigue due to improper support of 3/A-inch test 
onnection. Steam line cut & capped. M/830630 Itr. 
lAXWELL.O-, SCOTT. D.J. Commonwealth Edison Co. 03/06/30 
■ BPPLER.J.O. Region 3, Office of Director. 3pp. 19373:130. 24X 

I chi: 30-237, 03/06/30, 83071 101 IS. 


'7200168 Updated LER a3-020/03X-l : on 830320, core spray injection 
alve HO 1402-85D remained open when close signal given, 
aused by breaker incorrectly set due to procodure 
Tiadequacy. Dreaker reset. M/e3070S Itr. 

OYLE.L., SCOTT, D.J, Commonwealth Edison Co. 83/07/03. 
EPPLERiJ.O. Region 3, Office of Director. 3pp. 19647:277. 24X 

1 ehe; 30-237, 83/07/05, 8307200168. 


7200174 LER B3-046/03L-0: on 030615, after using LPCI syi to lower 
upprcislon pool Isvil.HO 2-I301-13A failed to reopen upon 
PCI sys shutdown, Caused by valve motor operator mounting 
alts snapping off. Bolts replaced b retorquid. (4/830711 Itr. 
HniSTEL.B., QCOTT.D.J. Commnnucalth Edison Co. 83/07/11. 
EPPLERiJ.O. Region 3. Office of Director. 3pp. 19647:303, 24* 

t Che: 30-237, 83/07/1 1, 8307200174. 


7200302 LER 83-049/03L-0: on 630616, while attempting to equallie 
erus/drywell differential pressure, va Was 2-1601-60 (, 61 
ould not open.Caussd by inadvertsnt closurs of air supply 
wolatlon valve 2-4713-512. Valve opened. W/03O7U Ur. 

ANO WEE, D. , SCOTT, D, J. Commonwealth Edison Co. 83/07/11. 
EPPLERiJ.O. Region 3, Office of Director. 3pp. 19648:060, 24X 

Icha: 50-237, 83/07/11,8307200302. 


7200191 LER B3-O40/O3L-O: on 030616, during reactor vessel low water 
aval ECCS Initiation (DIS-SOO-3}, Isvel indicating switch 
-■263-728 tripped at 111.3 inches delta P. Caused by setpoint 
flft.SetpDlnt adjusted. H/B30712 itr. 

□YLE,L., BCOTT.D.J, Commonwealth Edison Co, 83/07/12. 

SPPLERiJ.O, Region 3, Office of Director. 3pp. 19647:312. 24X 

tche; 30-237, 83/07/12,8307200191. 


7220231 LER 83-0S0/03L-0; on 030617, snubber 42 on steam line A found 
a havs loose pipe clamp which had dropped 2 Inches from 
armal position. Probab ly caused by inadequate tightening of 
lamp bolts during original Installation. M/e30714 Itr. 

SHROEDER, B. A. , SCOTT, D.J. Cleveland Electric Illuminating Co. 
3/07/14. KEPPLERiJ.O, Region 3, Office of Director. 3pp. 
7684:247. 84X Flche; 50-237, 83/07/ 14, 0307220231 . 


S3072SO4S2 Discusses hole discovered on 830719 on eipansion bellows for 
torus vacuum breaker 2-I601-32D. Caused by inadvertent arc 
strike while welding on adjacent piping Hole to be repaired 
by welding over area. Exempt ion requested. 

RYBAK, B. Comaonwralth Edison Co. 83/07/20. DENTorv.H.R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 19701: 172 24X 

Fiche: 30-337, 03/07/20. 0307250432. 


8307260541 PNO—1 II— 83-064' on 8307 19, i /0- Inc h diameter hole found in 
metal bellows in primary containment dryuie 1 1-t o-lorus 
vacuum breaker. Caused by welding strike during Hark I torus 
mods. Unit placed in cold shutdown. 

NADISON.A , SHAPER, U- Region 3, Office of Director, 83/07/20 ip 
19732:027. 24X F i Che : 50-237, 03/07/20, 830726034 1 . 


raCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


P* Operating license stage documents b correspondence 


8307260434 Appllcatian to amend License R-I06. revi sing surveillance 
Intervals to be consistent w/ANS/ANSI 19. 1-1982 std, "Tech 
Bpoes for Research Reactors. " 

NONOiC.R, PARSONS, T. 0. Oregon State Univ. 83/07/19. CARTER, H- 
Btandardiiation b Special Projects Branch. 3pp 19734 039 24X 

Fiche; 90-243. 83/07/19, 0307260454. 


-83D72604S8 Harked-up revised Tech Spec Section 4 re surveillance 
requirements. 

• Oregon State Unlv. 83/07/19. 3pp. 19734:044. 24X 

Fiche: 30-243. 83/07/19, 8307260434 


8307280168 Forwards Amend 8 to License n-106, reduc ing authorised amount 
of U-333. 

THOHAS.C.O. Stantfardliatlon b Special Projects Branch. 83/07/20. 
WANB.C.H- Oregon State Unlv. 3pp. 19826:266. 24X 

Fiche; 90-243. 83/07/20, 8307200168. 


■8307280179 Amend 8 to License 0-106, rcduc Ing authorljed amount of 
U-239. 

THOHASiC.O. Standardiiatlon b Special Projects Branch. B3/D7/20 
2pp. 19826.271. 24X Fiche; 30-243, 03/07/20, 8307200168. 


V. Operator Eiaminatlons 


8307080427 Generic Lfcr 83-12A to all nonpower reactor llcansees re 
issuance of NRC Form 398, "Personal Qualifications 
Statement - Licensee." 5vc list end. 

EISENHUTi D. 0. Division of Licensing. 83/07/11. Michigan. Unlv. 
of. 14pp. 19963:138. 24X Fiche: 50-000, 83/07/ 1 1, 8307000427. 


DtKKET 90-244 ROBERT EHMET OINNA NUCLEAR PLANT, UNIT 1 


F. Security, mcdlcali emergency b fire protection plans 


8307110936 Forwards IE Insp Rept 30-244/03-14 on 830607-09. No 
noneempl lance noted. 

HARTINiT.T. Division of Engineering b Technical Programs. 83/06/22. 

HALER. J.E. Rochester Oas b Electric Corp. 2pp. 19380:134. 24X 

Fiche: 90-244. 83/06/22. 0307110336 


— 8307110939 IE Imp Rept 30-244/03-14 on 830607-09, No noncomp Uance 
noted. Hejor areas intpcc ted: publ ic prompt notification 

sys. 

COHEN. T.i CROCKER. H.U. Region 1. Office of Director. 83/06/21. 
9pp. 19380:136. a4X Fiche: 30-244, 83/06/22, 83071 10536. 


8307120029 Releases public version of revised emergency plan 
imp 1 amen 1 1 ng praeadurei. 

FELTQNiJ.H. Division of Rules and Records. 03/06/24. Document 
Hanagement Branch. Ip. 19509:001. 24X Fiche: 50-244. 83/06/24, 

8307120029. 


"8307120031 Forwards public version of revised emergency plan 
implementing procedures, Inc luding Procedures SC-233 re 
search b rescue operation. SC-703 re plant status rept b 
8C-704 re aafeguard status form. 

HAIER.J.E. Rochester Oas b Electric Corp. 03/09/31. ALLAN, J. M. 
Raglan l> Ofrlca of Director. Ip. 19309:002 24X 

Fiche: 90-244.83/06/24. 8307120023. 


— 8307120037 Public version of revised emergency plan Implementing 
procedures. Ine lud Ing Procedures SC'233 re starch b rescue 
operation. SC— 7'03 r* plant status rept i SC-704 re safeguard 
status form. 

e Rochester Oas b Electric Corp. 83/05/18, 110pp. 19309:003. 

24X Fiche: 50-244. 83/06/24. 8307120025. 
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8307140371 Foriiiardt IE Insp Rapt S0-244/B3-13 on 830308-0616 k 
notice o# violation. 

STABGSTGCKI . H. Division of Project & Resident Programs 83/06/27. 
HAIER.J E. Rochester Oas 6 Electric Carp. 2pp, 19314:001. 34X 

Ficfie. SO-24 4. S3/06/27, 330714 0371 . 


3307140396 Notice of violation from jmsp on S3050B-06I6. 

* Region 1, Office of Director. 83/06/27. 2pp. 19514-403 24x 

FUhe. 50-244, 83/06/27, 8307140371. 


--8307140403 !E Insp Rept 30-244/83-13 on 830508-06 16. None ompUance 
noted* failure to follou operating 6 surveillance test 
protadures 6 failure to idenitifv hatch door leal rata 
eiceading surveillance test acceptance criteria. 

ZlMMERHAN.fl. P Region I. Office of Director. KISTER.H.B. 
Division of Project t, Resident Programs. 83/06/27 7pp 
19514 003 24X Fi c he : 30-244. 83/06/27, 8307 1 40371 . 


B307B7046S Releases public version of revised emergency plan 
Implementing procedures. 

FELTON. J N. Division of Rules and Records. 83/07/19. Qocuaient 
Management Branch. Ip. 19788:246. 24X Ftche : 50-244, 83/47/19. 

8307270463 


B307(>60ie4 Foruards SER accepting corrective actions proposed in 
830316 & 0422 submittals for resolving leakage detection sgs 
Issues raised in integrated plant safetu assessment rept 
<NUREC-0S2l ). Sect Ion 4.13 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/06/28. MAIER, J E 

Rochester Oas S, Electric Corp, 3pp. 19236:036. 24X 

Fiche; 90-244. 83/06/28, 8307060184. 


— 8307060187 SER accepting licensee actions proposed in 830316 I. 0422 
lubmattals to resolve leakage detection sgs issues raised In 
Integrated plant safetg assessment rept (NURE0-0a21 ) , Sec t Ion 

» Office of Nuclear Reactor Regulation, Director. 83/06/20 Spp 
19236:059. 24X FI e h e : 50-244, 83/06/28, 8307060184. 


B307060263 Foruardi safety evaluation of SEP Topic Ill-l re Integrated 
plant SAR (NUBEO-O02I I , Section 4.7, ■'Classification of 
Structures, Sgs 1. Componen t s. " Info supplied 830124 
acceptable to resolve open Items in Section 4.7. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/06/28, MAIER, J E 

Rochester Oas ir Electric Corp. 9pp. 19239:294 24X 

Fiche; 90-244, 83/06/28, 8307060263 


■8307270468 Forwards public version of revised emergeticg plan 
implementing proc e tf ures, i nc 1 ud i ng Procedures SC-605 re site 
contingency call listiSC— 420 re estimating offsite doses tc 
SC-323 re emergency offsite radiation survey teams. 

MAIER, J.E, Rochester Oas Sr Electric Corp. 83/06/24. ftUHLEY.T.E. 
Region I, Office of Director. Ip. 19780:247. 24X 

Fiche. 50-244.63/07/19, 83072704 65 


8307270471 Public version of revised emergency plan ImplemeTitlng 
procedures, inc luding Procedures SC-60S re site contingency 
call list, SC-420 re estimating offsite doses k SC-323 re 
energenty offsite radiation survey teams. 

» Rochester Oas Ji Electric Corp. 63/06/21. G6pp. 197e8'248. 
24 X Fiche: 90-24 4, 83/07/19, 830727046 5. 


0. Adjudicatory correspondence 


8307030163 Foruards 830628 notice of availability of NRC EIA re utf] 
application for full-term OL EIA evaluated Dec 1973 FES 
supporting conversion of provisional OL to ful 1 -ter/n OL. 
rOUNC,M A. Hearing Branch 4. 83/06/30 GROSSMAN. H., LUEBKE.E, A. , 

COLE.R.F. Atomic Safety and Licensing Board Panel. 2pp 19199 162 
24X Fiche. 50-244. 83/06/30,8307030163. 


8307190004 Response to ABLE 830619 order reiiuestlng further status 
rept. Recommends ASLB establish 2-month period for 
interveiior to file new or arnemded contentions after Issuance 
of conversion SER suppl. Cer t 1 f ieate of Sve end 
YOUNO.n A. Hearing Branch 4. 03/07/13. Atomic Safetu and 

‘‘’PP- 19633:016. 24X P 1 c he : 90-244. 83/07/13, 

07 1 tOOO 4 . 


8307190270 Response to ASLD 830615 order, rec ommend Ing that period of 
discovery not commence until all future issuances re 
Integrated plant safety assessment rept CNUREO-OB21 ) 
aval table 

VOIGT. H H Rochester Oas S- Electric Corp. VOIOT.H.H. LeBotuf. 
Lamb. Leiby t, MacRae. 83/07/15. 3pp. 19628-304 24X 

Fiche- 30-24 4. 83/07/ 15, 8307190270. 


8307190273 Memorandum of law supporting licensee positian re need to 
renotice opportunity to i n tervene. ASLB should not order 
renotice. 8 1 nee neither law nor policy counsel favor 
renotice. Certificate of Sve end 

VOIOT.H.H, Rochester Oas U Electric Corp. VOIOT.H.H. LeSoeuf. 

6* 1 ^ 33J07/IS. Atomic Safety and Licensing 

a 307?90270 ”*28:207. 24X F 1 c h e , 30-244. 83/07/ 1 S. 


830706026? Advises that 820426 response to restart SER (NUREO-0916) 
Item 17 re early operation of loose parts monitoring sys 
reviewed 6 Installation &t operation of sys should assure 
continued safe operation of plant. Item 17 resolved. 

CRUTCHFIELD, D. Operating Reactors Branch S. 83/07/01. MAIER, J E 
Rochester Oas 6 Electric Corp. 2pp. 19239:182 24X 

Fiche: Sa-244, 83/07/01 , 8307060269. 


8306270397 Generic Utr 83-26 to alt applicants for DLs t, holders of 
CPs for pouer reactors re clarification of surveillance 
reyvlranents for diesel fuel Imp uri t y. Sve list end. 

EISEW4UT, D. 0. Division of Licensing. B3/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390-317 24X 

Fiche:90-000. 83/07/03, 8306270397. 


8307060329 Generic Ltr 03-27 to all licensees k applicants for 
operating power reactors k holders of CPs for power reactors 
re surveillance Intervals in STS Sve list end. 
eiSEtWUT. D. e. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669-234 24X 

Fleho; 00-000, B3/07/06. 8307060329. 


a307lM490 Responds to NRC 830531 ltr clarifying 021213 SER re environ 
gualification of electrical equipmen t . Prev ioui responses on 
830201,0408 tc 0319 adequately address lOCFRSO. 49. No addl 
Info required. 

MAIER, J.E. Rochester Oat k Electric Corp. 83/07/06. CRUTCHFIELD, D 
Operating Reactors Branch 5, Ip. 19423:028. 24X 

Ftclia;90-244, 83/07/06. 8307120490. 


8307080169 Oenerie Ltr 83-28 to all licensees of operating reactors, 
applicants for OL 8t holders of CPs re required actions based 
on generic Implications of Salem ATWB events, Sve list end. 
EIBENHUr. D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of Neu York, Inc. 3Spp. 19669' 269 24X 

Fiche: 30-000, 83/07/08, 8307080169. 


8307130011 Foruards evaluation of 830411 k 0616 responses to Integrated 
plant SAR dPSARI Section 4.23.3, '■Flooding Due to Failure 
of Tanks. *■ Issue resolved. 

CRUTCIFlELOi D. Operating Reactors Branch 5. 03/07/00. MAIER, J.B, 

Rochester Oai k Electric Corp. Spp, 19474:204 24X 

Flche:30-244, 83/07/00, 830713001 1. 


8307180417 Advises that, based on review of 830524 k 0609 submittals re 
■od to steam generator tube sleeving p roc ess, C lass II fee 
appltcabl e. 

OtCOS.R M License Fee Management Branch. 83/07/12, MAIER. R.E. 
Rochester Gas 6 Electric Corp. Ip. ,19366:335. 24X 

Fiche; 30-244, 93/07/12, 8307 1804 1 7. 


B307200227 Status rept as of 030715. Utl! has no further issuances 
e'PeFted by 830901 . Author aspects to file 
conference unnecessary. 

•■'’Cl- Related correspondence. 

r, Affiliation Unknown 83/07/13 7pp. 19648-033 S 

Fiche: SO-244. 83/07/13. 8307200227. U.U3J- 

P- Operating license stage documents k correspondence 


applicants for OLs *. holders of CPs for Westlnghouse PWRs 
Sve lid^end"’**’”" Response Guidelines " 

EISENHUT. D. G 
Electric Co. 

8306060070. 


Division of Licensing 83/06/03. Yankee Atomic 
lopp 19363 116 24X F 1 c h e . 30-000. 83/06/03, 


B30726044S Proposes mod to commitment made in NUREO-0021 per SEP Topic 
III-3.B to protect main steam safety & relief valves from 
uf block ua I i failures.Mod would ensure structural 
Integrlby. 

MAIERiJ.E. Rochester Oas S, Electric Corp. 83/07/20. CRUTCHFIELD. D 
Operating Reactors Branch 3. 2pp. 19734:207. 24X 

Ficlie:S0-S44, 83/07/20, 6307260445. 


B307260449 Forwards nonproprielary version of safety evaluation 
supporting pre tens 1 on 1 ng mods to steam generator sleeving 
process Proprietary version issued 830616. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/07/25. MAIER, J.E, 

Rochester Oas k Electric Corp. 2pp. 19731:199. 24X 

Fiche: 30-244, 83/07/25. 8307260449 


--8307260450 Monpr op r 1 e t ary version of safety evaluation supporting 
pretensl onlng mods to steam generator sleeving process, 
e Office of Nuclear Reactor Regulation, Director. 83/07/23. 
Ilpp. 19731:201. 24X F I e h e : 50-24 4, 03/07/25. 8307260449. 
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Q. Inipection rcportsi IE Bulletins & correspondence 


0307060023 Fariuardi IE Insp Ilept 50-244/03-12 on 830509-13. No 
noncampliance noted. 

MAfiTINiT.T. Division of Engineering 6 Technical Prograsis. 83/06/80. 

MAIEH.J.E, Rochester Gas i Electric Corp. 2pp. 19851:337. 84X 

Flche: 50-244. 03/06/20. B307060022. 


— 0307060029 IE Insp fiept 50-244/03-12 on 830509-13. No noncotnp 1 lancc 
noted. Major areas Inspected : B&M steam generator brazed 
sleeves 6 double eiploslvelg uelded tube sheet sleeves, 
feedwater ring J tube replacement h maint welding. 

REYNOLDBi 0 . D , DURH.J. Region 1 , Office of Director. 83/06/17. 
10 pp. 19251:339. 24X F 1 c h e ; 50-244. 83/06/20. 8307060022. 


0307110536 Forwards IE Insp Rapt 50-344/83-14 on 830607-09. No 
noncompliance noted. 

MARTIN. T.T. Division of Engineering 6 Technical Programs. 83/06/38. 

MALER.J.E. Rochester Gas b Electric Corp. 2 pp. 19300:134. S4X 
Flche; 50-244, 83/06/22, 8307110536. 


—0307110539 IE Insp Rept 50-244/03-14 on 030607-09. No noncompliance 
noted. Major areas inspected : pub 1 ic prompt notification 
sgs. 

COHEN, T., CROCKER, H.M. Region 1. Office of Director. 83/06/31. 
5pp. 19380:136. 24X F Ich e : 50-244, 03/06/22, 0307 1 10536. 


0307140371 Forwards IE Imp Rept 50-244/83-13 on 830508-0616 «< 
notice of violation. 

8TAR0STECK1, R. Division of Project & Resident Programs. 83/06/87. 
MAIERiJ.E. Rochester Oas Si Electric Corp. 2pp. 19514:001. 84X 

Flche: 50-244, 03/06/27. 8307140371. 


— 8307140396 Notice of violation from insp on 830500-0616. 

* Region 1. Office of Director. 03/06/27. 2pp. 19514:003. 34X 

Flche: 50-244, 03/06/27, 0307 140371. 


—8307140403 IE Insp Rept 50-244/83-13 on 830500-0616. None ompl iance 
noted: fal lure to follow operating St surveillance test 
procedures Si failure to identify hatch door look rata 
exceeding survelllence test acceptance criteria. 

ZIMMERMAN, n. P. Region 1, Office of Director, K18TEH.H.B. 
Division of Project Si Resident Programs. 03/06/27. 7pp. 
19514:005. 24X F I Che : 50-244i 83/06/27. 8307 140371 . 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness Si Engineering 
Response (Post 030103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293. 24X FI che; 50-000. 83/07/lii 8306370401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbere as 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDAN, E, U, Division of Emergency Preparedness Si Engineering 
Response (Poet 830103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp, 19563:153. 24X Flche; 50-000, 03/07/13, 0306270404. 


8307220160 Notification of Significant Licensee Meeting 83-50 si/util 
on 830721 in OntarioiNY to discuss results of 8 ALP. 

KI 8 TER 1 H. Region 1, Office of Director. 03/07/13. Region t< 
Office of Director. Ip. 19692:354. 24X Flche; 50-244, 03/O7/J3i 
0307220160. 


8306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 Si 1-131 in Excess of NRC Limits." Sve list 
enc 1 . 

TAYLOR, J.M. Division of QA, Safeguards i, Inspection Programi (Post 
030103). 63/07/14, Consolidated Edison Co. of New York, tnc, 

114pp. 19715:270, 24X F1 e h •; 50-000, 83/07/ 1 4, 0306270406. 


8307190164 Ack receipt of 830630 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-244/83-10, 

STAROSTEGKI, R, Division of Project S, Resident Programs. 83/07/15. 
MAIER.J.B. Rochester Oat Si Electric Corp. Ip. 19636:261. 34X 

Flche: 50-244. 03/07/15, 8307190164. 


--8307190169 Responds to NRC 030531 Itr re violations noted In IE Insp 
Rept 50-244/03-10. Corrective actlons;new Test Procedure 
PT-2,2Ai "RHR Sys Shutdown Operability Test," written i> 
performed on 030502. 

MAIERiJ.E. Rochester Gas S, Electric Corp. 83/06/30. ALLANiJ.H. 
Region 1 , Office of Director. 2pp. 19636:262. 24X 

Flche: 50-244, 03/07/15, 8307190164, 


8307280337 Responds to NRC Itr re violations noted In IE Insp Rept 
50-244/83-16. Corrtc t ive act Ions : maint procedures revised to 
reiiulre verbal notification S, documentation. 

MAIERiJ.E. Rochester Oas S, Electric Corp. 03/07/21. HURLEY. T. E. 
Region 1, Office of Director. 3pp, 19709:053. 24X 

Flche: 50-244, 03/07/21. 0307200337. 


fl. Periodic sperablng reports & related correspondence 


8307220176 Monthly operating rept for May 1903. W/e3O6O0 Itr. 

MCNAMARA, A. E. . SNOW, B. A. Rochester Oas S Elsetric Cerp. 63/06/00. 

Office of Resource Management, Director. 7pp. 19604:019. 24X 

Flche; 50-244. 83/06/08, 0307220170. 


8 . Reportable occurrences, LERs S, related correepondence 


8307150379 RO: on 830609, dur Ing safety Injection functional test, when 
safety injection signal initiated by simulating high 
containment pressure, charg Ing pump IC did not trip, 
causing operation of reactor overpressure protection sys. 

MAIERiJ.E. Rochester Oas I, Electric Corp. 03/07/00. HURLEY, T. E, 
Region 1, Office of Director. 3pp. 19339:159. 24X 

Flche: 30-244.83/07/00, 0307150379. 


8307220262 LER e3-019/03L-0: on 8306t3.uhlle changing from cold to hot 
shutdown, conta inment spray pumps found in pull-stop position 
at 207 F.Caused by changes in Tech Spec interpretation. 

Puaips placed in au to. U/B30713 itr, 

BEATTViE.J.r MAIERiJ.E. Rochester Oas t, Elsctrlc Corp. 03/07/13. 
nURLEYiT.E. Region 1, Office of Director. 2 pp. 19604:175. 24X 

Fiche: 30-244. 83/07/13, 8307220262. 


8307220377 LER S3-080/03L-0: on 030613, dur Ing startup from refueling 
outage.RCS chloride concentration exceeded IS ppm at greater 
than 230 F.Caused by Increased chloride solubility due to 
Increasing flCS temp t, contamination. H/B30713 Itr. 

FILKINB, D. , MAIERiJ.E, Rochester Oas U Elsctrlc Corp. 03/07/13. 
HURLEY. T.E. Region 1 , Office of Director. 3pp. 19675:249, 24X 

Flche: 80-244, 83/07/13, 0307220377. 


83072B0366 LER B3-OE3/D3L-0: on 830619, fol lowing manual turbine trip due 
to lose of electro-hydraulic turbine control, block valve 
MOV 316 closed due to Indicated leakage through pressurlier 
PaRV-430. Caused by high pressurlier pressure. W/B30719 Itr. 

LARIZZA. 6 . F. 1 MAIERiJ.E, Rochester Oas b Electric Corp. 63/07/19. 
NURLEYiT.E. Region 1, Office of Director. 3pp. 19796:118. 24X 

Fiche; 30-244. 83/07/19, 0307200366. 


DOCKET 80-245 MILLSTONE NUCLEAR POWER BTATION, UNIT I 


F. Security, medical, emergency b fire protection plans 


8307010074 Forwards Rev 17 to modified amended security plan. Rev 
withheld (ref 10CFR2. 790). 

CIXMSIL.H.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSILiW.O. Nor the as t Ut 1 U t lee . 83/06/09. 

NURLEYiT.E. Region I, Office of Director, Ip, 19124:339. 24X 

Flche: 30-245, 83/06/09, 0307010074. 


8307010185 Forwards IE Insp Repts 50-245/83-00 b S0-336/B3-1O on 
B3D30B-06D4, No noncomplianct nottd, 

8TARQ3TECKI>R. Division of Prdjsct b Resident Programs. 83/06/14. 
COUNSILiU.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), 2 pp. 19170:086. 24X Flche; 50-245, 03/06/14, 03070101 53. 


— 8307010167 IE Insp Repts 50-245/03-08 b 50-336/03-10 on 83050B-0604. No 
noncompliince nottd. Major areas Inspectsd: svaluatlons of 
plant operations, startup testing, equi pment alignments b 
readlness.physlcal stcurity b fire protection. 

SHEDUISKY. J. T . I LIPINSKI, 0 . R. Region 1 , Office of Director. 

ELSA 88 ER, T. C. Division of Project b Resident Programs. 03/06/10. 
11pp. 19170:088. 24X Flche: S0-24S, 03/06/14. 0307010155. 


83070100^ Forwards IE Insp Repts 50-245/83-10 & 50-336/03-12 on 
B303i6-19.No noncomp 1 lance noted. 

MARTIN. T.T. Division of Engineering b Technical Programs. 63/06/15. 
COUNSILiU.O. Northeast Nuclear Energy Co. (lubs. of Northeast 
Utilities). Spp. 19168:132. 24X Rich t; 50-245, 03/06/15, 0307010072. 


— 8307010080 IE Insp Repts 50-245/03-10 b 50-336/03-12 on 030516-19. No 
noncompllance noted. Major areas Inspec ted: followup of 
aisergency preparedness Items from IE Insp Repts 50-245/02-01 
b 50-336/82-01 on 020104-14, 

HILLER.K., SKITHiR., CROCKERiK.W. Region 1, Office of Director. 
83/06/13. 17pp. 19160:134. 24X Fiche: 50-245, 03/06/13, 8307010072. 


8307110019 Foruarde Rev 1 to sul tab! 1 1 ty, training b qualification plan. 
Rev withheld (ref 10 CPR 2 . 790). 

COUNSILiN.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilttlas). COUNSILiW.O. Northeast Utilities. 63/06/24. 

KURLEY.T.E. Region 1, Office of Director. ip. 19374:202. 24X 

Fiche: 30-245, 83/06/24. 6307110019. 
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a307?603>t<i Application for amend to License DPR'21- propoe f ngi Tech Spec 
changes to correct typographical errors, procno te clarity I: 
standarOiie testing on carbon dloide I< Haion 1301 firs 
control sys. Class II amend fee end. 

COLF^^IL. pr. 8. Northeast Njclear Energy Co. <subs. of Northeast 
Utilities). COUNStL.U.Q. Northeast Utilities. 63/07/15. 
CRUTCHFIELD. D Operating Reactors Branch S. 2pp. 19733:024. 84X 

Fiche. SO-249. 83/07/15. 0307260346. 


— 83073603S1 Proposed Tech Spec 3/4 12-7 V Table 3 IS 2 re carhon 
dloilde U Haion 1301 tys ti Fire protection Instruments, 
s Northeast Nuclear Energy Co. (subs, of Northea s t Ut i 1 Ifeles >. 
03/07/15 2pp. 19733:026. 24/ Ft c he 50-845. 83/07/1 5. 830726034*. 


J. Insurance !• indemnity Information 


0307200111 Forwards Secondary Financial Protection Certificates N-tS 
bt N-16 to NELIA Policy I & Secondary Financial Protection 
CertiFIcates M-15 & K-16 to I1AELU Policy 1 

SIMISl.J.N. Marsh J. McLennan. Inc. 83/07/12. 8ALTZMAN. J. D. 
Asslstant Director for State ti Licensee Relations. 29pp. t764*:001. 

24 X Flche: SD-24 3. 83/07/12. D307S001 II. 


P. Operating license stage documents U correspondence 


B3071106I& Monthly notice of amends to QLs Involving N5HC issued since 
830323 

CLARK. R A Operating Reactors Branch 3. 83/06/14. 26pp. 

19391.152. 24X F i c he : 50-000. B3/06/1 4. 8307 1 106 1 6. 


8307060082 Advises that undervoltags setpoint of 84-VGlt ac chosen to 
prevent spurious trips due to voltage transients caused by 
starting large loads uhite remaining conservatively above 
dropout relay voltages 

COUNSIL. U. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. U. 0. Northeas t Ut 1 1 I ties. 83/06/24. 
CRUTCHFIELD. □. Operating Reactors Branch 5. Ip. 19251:356. 24X 

Flche: 50-243. 83/06/24. 8307060082. 


B3070S0I89 Forwards "Integrated Plant Safety Assessment Rept.” for 
Sec tiens 4.9. 4.10. 2 6 4.(6. 1 re effects on pipe break on 
cemponents inside containment t. jet Impingement criteria 
outside containment. Requests Tech Spec amend within 90 days, 

SHEA. J. Operating Reactors Branch 5. 83/06/29. COUNSIL. W. C. 

Northeast Nuclear Energy Co. (subs. oF Northeast Utilities). 9pp 
19199:197 S4>: F 1 che : 30-245. 83/06/29, 6307090189. 


8306270397 Ceneric Ltr 83-26 to all applicants for OLs 6 holders of 
CPs For power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUT.D. 8. Division of Licensing. 83/07/05. Consa I idaied 
Edison Co. of New Vork, Inc. I6pp. 19390:317. 24X 

Flche; 30-000. 83/07/05.8306870397. 


B307D30434 Forwards safety evaluation of util G21S03 response to 
integrated plant safety assessment rept {NURE0-0624>. Sect loR 
4. 3. 2. on ventilation sy s. Loss-oF-ven 1 1 la t i on tests & 
proposed procedural 5 design nods acceptable. 

SHEA, J. J. Operating Reactors Branch S. 83/07/03. COUNSIL. M. 8. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
19346:152. 24X F ich# ; SO-245, 83/07/05, 6307000434 . 


— 8307080439 Safety evaluation accepting util 821203 response to 
integrated plant safety assessment rept (NUREO-0824) . Sect ten 
4.3.2 re ventilation sys.based on listed procedural (< 
hardware mods 

• Office OF Nuclear Reactor Regulation. Director. 83/07/05. 5pp. 
19346.154. 24X Fi ch e : 50-24 5. 83/07/05. 83070804 34. 


0307060329 Generic Ltr 83-27 to all licensees U applicants For 
operating power reactors L holders of CPs for power reactors 
re surveillance Intervals In STS Bve list entl. 

EISENHUT. D. 8. Division of Licensing. 03/07/06. Consolidated 
Edison Co of Nsur York. Inc. 16pp. 19669:294. 24X 

Flche: 50-000, 03/07/06.8307060329, 


8307130282 Forwards evaluation re response to integrated plant BAR 
Section 4,20. "Containment Isolation Sys " Design mod 
acceptable 

SKEA.J-J. Operating Reactors Branch S. 83/07/07. COUNSIL. W.G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
19508:209. 24X Fi che: 50-245. 83/07/07, 8307 130202. 


—8307130289 Evaluation concluding info L proposed corrective action re 
integrated plan BAR Becllgn 4 20, "Containment Isolation 
Sys" acceptab le. 

* Oporatlng Reactors Branch 3 83/07/07. 3pp. 19509:211. 24X 

Fi che . 50-245. 83/07/07.8307130282. 


8307190193 Application for amend to Licenses DPR-3I 6 DPR-6S, revl s Ing 
Section 6 of administrative Tech Specs to reflect updated 
wtll policies tr practices. 

COUNSIL. U, C. . SEARS. C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL. U.O. Nor theae t Ut i I i t les. 83/07/07. 
CLARK.R. A. Operating Reactors Branch 3. CRUTCHFIELD. D. Operating 
Reactors Branch S. 2pp. 19538:030. 24X Fiche: 50-245, 83/07/07, 

8307150193. 


— 8307150197 Proposed rev to adminlstra 1 1 ve Tech Specs reflecting updated 
util policies b practices. 

• Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
83/06/30. 32pp. 19930:032. 24X Fle h e : 50-249, 03/07/07. 8307 1 50193. 


S3070B0169 Generic Ltr 63-2B to alt licensees of operating reactors, 
applicants for OL b liolders of CPs to required actions based 
an generic implications of Salem ATU8 events. Sve list encl. 
EISENHUT. D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York. Inc. SSpp. 19669:269. 24X 

Flche: 50-000. 83/07/00. 8307000169. 


8307I90I3I Submits revs to Corporate Organiiation for Nuclear Incidents 
Procedure Manual, per lOCFRSO.App E. Section 9. 

COUNSIL. M. e. Connecticut Yankee Atomic Power Co. COUNSIL. U.Q. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
COUNSlL.W.e. Northeast Utilities. 83/07/14. EISENHUT, D. 0. 

Division of Licensing. Ip. 19636:074. 24X Flche: 50-000. 83/07/14. 

B307190131. 


B307260346 Application for amend to License DPR-81, propos ing Tech Spec 
changes to correct typographical errors . promote clarity b 
standardiie testing on carbon dioitde b Haion 1301 fire 
control sys. Class II amend fee encl. 

COUNSIL. H. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. H.O. Northeast Utilltlas. 83/07/15. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 2pp. 19733:024. 24X 

Flche: 90-249. B3/07/1 9. 8307260346. 


— B3072603St Rroposed Tech Spec 3/4 12-7 b Table 3.12.2 re carbon 
dioxide b Haion 1301 sys b fire protection instruments. 

• Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
83/07/15. 2pp. 19733:02*. 24X Flch e i 50-249, 83/07/ 1 5, 8307260346, 


B307290S24 Notification of 830609 meeting w/u ti 1 s. Frank 1 in Research b 
Teledyne Engineering Sve in Framingham. MA to discuss Nark 1 
long— term program implementation b unresolved questions re 
structural Integrity. 

8HEA.J../. Operating Reactors Branch 9. 83/07/20. CRUTCHFIELD. D. 

Operating Reactors Branch 9. Ip. 19762:240. 24X 

Flche: 90-000. 83/07/20, 8307250924 


8307260453 Notifies that gas turbine preventative malnt program will be 
revised to require callbr of control circuit timers during 
each refueling outage, per SEP Topic Vllt-S. "Onsite 
Eniirgency Power Sys. " 

COUNSIL. M. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, U.O. Northeast Utilities. 83/07/20. 

CRUTCHFIELD. 0. Operating Reactors Branch 9. Ip. 19734:049. 24X 

Fiche: 50-245. 83/07/20, 8307260453. 


8307260522 Forwards "Responses to NRC Request for Info: Mark 1 Torus 
Program Plant-Unique Rep t. Mi 1 Is tone 1." in response to NRC 
830428 request. Info will be included in torus attached 
piping plant-unique analysis rept to be submitted 830801. 

COUNSIL. U.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utllltiee), COUNSIL. N. 0. Northeast Utilities. 83/07/20. 
CRUTCHFIELD. D. Operating Reactors Branch 5. Ip. 19733:315. 24X 

Flche: 9D-24S. 83/07/20. 8307260522. 


—8307260327 “Responses to NRC Request for InfoiMark I Torus Program 
Plant-Unique Rep t, 111 1 1 stone 1." 

• Teledyne Engineering Services. 83/07/31. 19pp. 19733:316. 

24X Fiche: 90-243, 83/07/20. 8307260522. 


0. Inspection reports, IE Bulletins b correspondence 


8307010195 Forwards IE Insp Repts 90-245/33-08 b 50-336/03-10 on 
830906-0604. No noncontp 1 1 ance noted. 

8TAR08TECK1.R. Oiyision of Project & Resident Programs. 83/06/14. 
COUNSILiM.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 19170:086. 24X Fi che : 50-245, 63/06/14. 83070101 59. 


—8307010167 IE Insp Repts 90-249/03-06 6 50-336/83-10 on 830909-0604. No 
noncompllance noted. Major areas inspec led : eva luat ions of 
plant operations. B tar tup test ing. equ i pment alignments b 
readiness, physica 1 security b fire protection. 

SIEDLOSKY. J. T. . LIP INBKI. D. R. Region 1. Office of Director. 

ELSASSERi T. C. Division of Project b Resident Programs, 03/06/10 
11pp. 19170:086. S4X Fiche: 50-245. 83/06/14. 8307010195. 
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830701007a Foruiards IE tn«p Repts 90-345/83-10 t, 50-336/83-12 gn 
830516-19, No noncampllance noted. 

MARTINiT.T. Division of Engineering & Technical Programs. 83/06/IS. 

COUNStLi M. 0, Northeast Nuclear Energy Co Isubs. of Northeast 
Utilities). app. 19168:132. 24X FI che: 50-249, 83/06/15. 8307010072. 


— 8307010080 IE Insp Repts 50-249/83-10 b 90-336/83-12 an 830916-19. No 
noncamp 1 lance noted. Major areas 1 nspec ted ' f o 1 louup of 
emergency preparedness Items from IE Insp Repts 90-249/82-01 
ti 90-336/82-01 on 820104-14. 

KILLER. M.. SMITH, R. . CROCKER. H.M. Region 1, Office of Director. 
83/06/15. 17pp. 19168:134. 24X F 1 c h e : 90-249, 83/06/ 1 3i 8307010072. 


8307120429 Ack receipt of 030620 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-245/83-06 b 
90-336/83-08. 

8 TARO 8 TECKI 1 R. Division of Project b Resident Programs. 83/07/09. 
COUNSIL.U.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). Ip. 19429:236. 24X F t ch e : 90-249. 83/07/09, 8307 120429. 


— 8307120432 Responds to NRC 830923 Itr re violations noted in IE Insp 
Repts 90-245/83-06 b 90-336/83-08. Correc t Ive ac t ions : logging 
requirement Implemented for periodic verification of 
computer updating. 

COUNSILrU.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). C0UN8IL.U.0. Nor theas t Ut 1 1 1 1 1 es. 83/06/20. 
8TAR0STECKI. R. Division of Project b Resident Programs. 2pp. 
19429:237. 24X Ft ch e : 90-249. 83/07/05, 8307 1 20429. 


6306270401 IE Info Notice 83-46, “Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of Ne« 

York, Inc. 194pp. 19563:293. 24X F 1 c h e : 50-000. 83/07/1 1 . 8306270401. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid.” Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 14tpp. 19563:153. 24X P 1 c h e : 50-000. 83/07/ 12, 8306270404. 


8307190206 Advises that violations cited In IE Insp Repts 50-249/82-24. 
90-336/82-26 b 50-213/83-02 re OA program for transport 
packages uill be changed to unresolved items until firm 
criteria established. 

MARTIN, T.T. Division of Engineering b Technical Programs. 83/07/13. 

CQUNSILiU.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 19632:115. 24X FIche: 50-000. 83/07/13, 8307190206 


8306270406 IE Info Notice 83-48. "Oaseous Effluent Releases of 
Radioactive 1-125 b 1-131 in Eicess of NRC Limits." Svc list 
end. 

TAYLOR. J.M. Division of QA. Safeguards b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of Neu York, Inc. 

Il4pp. 19715:270. 24X Fi che: SO- 000 , S3/07/14, 8306270406. 


R, Periodic operating reports b related correspondence 


8307220104 Monthly operating rept for May 1983.^/830615 itr. 

HARRAN.O. I MROCZKAiE. J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 83/06/07 
Office of Resource Management, Director. 7pp. 19683:354 24X 

Flche: 90-245, 03/06/07, 8307220104, 


8 . Reportable occurrences, LERs b related correspondence 


8307010122 LER B3-01B/03L-0: on B30S17.gas turbine started b achieved 
ready to load status ulthln 50.74 s. Tech Specs require 48 s. 

Caused by natural end-of-llfe of components. One ignitor 
rep laced. Second to be replaced later. U/B30614 Itr. 

THULL.T.B., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 83/06/14. 
MURLEY.T.E. Region 1, Office of Director. 4pp. 19169:253. 24X 

Fiche: 90-249, 63/06/14, 8307010122. 


8307060343 Updated LER a2-023/03X-2: on 821009, uih 1 le perforoitng local 
leak tests, atmosphere control valves found leaking in etcess 
of Tech Specs limit. Caused by packing leaks b uiorn seat. 

Packing replaced. U/e30618 Itr. 

THULL.T.B., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). THULL, T. 8 . Northeast Utilities. 83/06/18. 
MURLEY.T.E. Region 1, Office of Director. 6 pp. 19234:170. 24X 

Flche: 90-249, 83/06/18, 8307060343. 


8307010027 LER B3-020/01T-0: on 830607. uhlle performing cleanup sys 
rounds, crack indication identified on weldolet weld. Caused 
by vibration b fatigue during blowdown through relief valve. 
Ucldolets to be visually Inspec ted. U/S3062 1 Itr. 

THULL, T.S., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MROCZKA.E.J. Nor theas t Ut i 1 i tl es. 83/06/21. 
MURLEY.T.E. Region 1 , Office of Director. app. 19t69;a00. 24X 

Flche: 90-249. 83/06/21 , 8307010027. 


8307120409 RO. on 630512, reac t o i- protection sys master scram contactor 
990-1080 burned out. Caused by end-of - 1 1 f e-cy le Contactor 
rebuilt w/new core, armature b coll 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs of Northeast 
Utilities) MR0CZKA,E.J. Northeas t Ut i I 1 1 i es 83/06/24. 
MURLEY.T.E Region 1 . Office of Dtrector 2 pp. 19430 130 24X 

Fiche: 90-249. 83/06/24, 8307120409 


8307060027 PMS- 1 -83-01 SA up da t e s 830616 marijuana cigarette discovery 
reported an 830617. Seven contract security personnel 
terminated because of accusations or admissions of usage 
DUNLOP. J.. CODY. A Region 1 . Office of Director. 83/06/30 ip. 
19291.349. 24X F 1 che : 50-245, 83/06/30, B307060027 


8307110281 LER 83-022/O3L-O' on 830603. time delay relay 590-1250 tripped 
during turbine control valve fast closure function b calibr 
test. Caused by low tolerance Tolerance bank increased b 
setpoints decreased. W/e30701 Itr 

THULL, T.S., HROCZKA.E.J. Northeast Nuclear Energy Co (subs of 
Northeast Utilities). MROCZKA.E J. Northeast Utilities. 83/07/01. 
MURLEY.T.E. Region 1 , Office of Director 4pp. 19379:132. 24X 

Flche: 90-24S. 83/07/01- 0307110281 


8307190193 LER S3-023/03L-0: on 83061 6. d I s c overed acoustical valve 
eionltor function test not performed since S2I123 Caused by 
test inadvertently left off production maint mgt sys 
schedule printout. Surve 1 1 lance performed W/630711 Itr. 

THULL, T.S.j MROCZKA.E.J. Northeast Nuclear Energy Co (subs of 
Northeast Utilities). MROCZKA.E.J. Northeast Utxllties. 83/07/11 
MURLEY.T.E. Region 1. Office of Director. 3pp. 19630 138. 24X 

Flche: 90-249, 83/07/11, 830/190193. 


B30719013B LER 03-O24/O3L-O: on S30612iwhile performing rounds on gas 
turbine generator, EOR oil pump motor discovered hot to touch 
b fal led, render Ing generator inoperable Caused by motor 
natural end of life. Motor replaced U/830712 Itr. 

THULL, T.S., MROCZKA.E J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MROCZKA.E.J Northeast Utilities 83/07/12. 
MURLEY.T.E- Region 1 . Office of Director. 3pp. 19636 106 24X 

Fiche: 90-249. 83/07/12. B307I90I3B. 
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F. Security, (nedical, emergency b fire protection plans 


8307010129 Informs that addl QA audit repts for transport packages did 
not fulfill appropriate criteria. per IE Insp 
Rept 90-247/33-05 Branch technical position will be 
developed for stnillar fire protection packages. 

MARTIN. T.T. Division of Engineering b Technical Programs. 03/06/24. 
□ 'TOOLE, J.D. Consolidated Edison Co. of New York, Inc 2 pp 
19169:278. 24X Fiche : 50-247. 83/06/24. 83070 1 0129 


8307140004 ForuiordS preliminary views on 83C623 questions re strike at 
facility b impact of strike oh emergency planning b 

preparedness. 

PALLADINOiN J. Commissioners 53/06/28 OTTINOER.R L House of 

Rep.. Energy b Commerce. 3pp 19 /j 56 267. 24X Fiche 90-247. 

83/06/28. B3071 40004 


— 8307140007 Requests answers to listed questions re employee strike at 
facility b impact of strike on emergency planning b 
preparedness, by 830626 

OTTINGER-n. L. House of Rep . Energy b Commerce 83/06/23 
PALLADINO, H. J. Commissioners Ip 19696.270 24X 

Fiche- 50-S47. 83/06/28. 8307140004 


8307290070 Forwards draft SER re 830110 App R esemption requests 
Corrections to SER b proposed actions on denied eiemptions 

requested within 3 wks. 

EISENHUT, D. O. Division of Licensing. 83/06/29 O'TOQLE.J.D. 
Consolidated Edison Co of New York. Inc. 46pp 19724 094. 24X 

Flche: 90-247, 83/06/29. 8307290070. 


83O7t2023l Ack receipt of 830619 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-247/63-11. 
8TAR08TECKI.fl. Division of Project b Resident Programs. 53/07 /0I 
O'TOOLE, J D. Consolideted Edison Co of New York, Inc 2 pp 
19423:208. a4X Ficho : 90-247 , 03/07/01 . 0307 12023 1 . 


— 8307120239 Responds to NRC 830916 Itr re violations noted In !E Insp 
Rept 50-247/83-11 Safeguards info deleted (ref lOCFRE 790 b 

73 21 > 

O'TOOLE. J.D. Consolidated Edison Co of New York. Inc. 83/06/19 
BTAROSTECKI, R Division of Project b Resident Programs. 2pp 
19423: 210. 24X Flche. 90-247. 83/07/0 1 . 8307 12023 1 . 


8307210007 Forwards IE Insp Rept 90-247/83-14 on 830523-27. No 
noncomp I ianco noted. 

STAROSTECKI.n. Division of Project b Resident Programs. 83/07/09 
Q'TOOLE, J. 0. Consolidated Edison Co of Now York. Inc. 2 pp. 
19669:221. 24X Fi c h e : 50-247. 83/07/09. 03072 1 0007 



32 


DOCKETED ITEMS 


--3307^10011) IE inip Rept 50-347/03-14 cr 030523-27 No ncnc orap 1 1 ant e 
notea Major areas jnspected licensee actions taken to conply 
u/Teq.i,iremenls flescrilked in NUfiFO-0737, I tens I! n 2 re 
desifin of plant shlelrfinj tt vital area assessment 
DAONACK.W H , EAPEN.P.H , KISTEft.H U Region 1, Office of 
Director 03/06/30. Bpp. J9669- 223. 24 X P i c h e . 50-247. 83/07/05. 

0307210007 


8307270221 Forwaras NHC draft SEH re eiemptiona rBooested from iOCFRSO. 

App n. 

MOORE, JE Hearing Drench 1 e3/07/;i2 GueASON. J P, , PARIS. Q.K.. 

SHOW. F J Atomic Safety and Licensing Board Panel dSpp 
19749.124 a4X P I C h e : 50-247 , 83/07 /22, 8307270221 


0. Adjudicatory correspondence 


0307120563 Memo rand ufd opposing PIHG of New /orli motipn for 
r econs I iforat I on of Commission B30610 order. PIRO should not 
to periTiitted to relttlgate arguments fully considered 6 
ruled upon by Commission 

BRANDENDURO. D Consolidated Edison. Co. of Neu Vork, Inc. 83/07/07. 

Commissioners. 3pp. 19433:131. 24X Fiche . 50-247. B3/07/07. 

0307120563. 


— 9307120567 Confirms 030630 telcon la/D McClostey re info on util pragram 
td assist State of NY in performing emergency response 
activities detailed In radiologiral emergency response 
Interim plan for imp I enent I ng compensating measures 
O'TOOLE, J D Consolidated Edison Co. of Neu York, Inc. 83/07/01. 

CROCKER.H.W, Region I, Office of Director. 2pp. 19433:134 24X 

Fiche 50-247,63/07/07.0307120563 


6307I20S65 Response opposing PIRG of Neu York motion For 

r econs 1 derat i on of Commission B30610 ordci . Mo t i on untimely. 
Identifies no mattere of fact or lau S> improperly raises neti; 

1 s sues . Cert 1 f I catd of Bvc enc 1 

.HOROAN.C Power Authority of the Slate of Neu Yorl. MORGANiC. 
Morgan Associates. B3/07/07. Cnmmi ss I oner s 10pp. 19433:136. 

24X Fiche. 50-247, B3/07/07. 0307120565. 


0307120546 Order approving util 1-. NRC B30615 transcript corrections. 
u/Llsted siceptions 

GLEASON, J. P. Atomic Safety and Licensing Board Pane). 83/07/08. 
Office of the Eiecutlve Legal Director 5pp. 19433 396. 24X 

Fiche: 90-247, 93/07/00, 8307120546. 


B307I2003S Proposed findings of f ac t. c one lus i ons of laui, op In 1 ons U 
r ecornmoiida t Ions re Commission Oucstioiis 1-6 iVols 1-31. 

MORGAN, C. Pouer Authority of the Stale of Neu York MOROAN.C- 
Morgan Assoc iates. 93/07/11 967pp 19420:001 24X 

Fiche 50-247.03/07/11,8307120035 


B307270331 Forwards NHC draft SER re eiemptions requested from 10CFR50. 
App R. 

nOCRE.^i-E Hearing Draneh I 03/07/22. GLEASON, J. P. , PARIB.O.H., 
SHOM.F. J. Atomic Safety and Licensing Board Panel. 43pp. 

19749:124 24X F t< h B : 50-247 , 83/07/22. 830727022 1 


8307270117 Order extending time until 030024 for Commission to act to 
review S30629 Director's Decision. 

CHILK.S.J. Office of the Secretary of the Commission. 83/07/25. 
Conmlsalonrrc. Ip. 19749:346. 24X Fie h e : 50-247. 83/07/23. 

8307270117. 


8307290094 Maaoranduin re PJ Ami co. A5LD con s u I tant. 630624 rept on 
testinany on Commission Question 5. No need eilsts for 
further testimony or party camnients on rept. 

GLEASON. J.P. Atomic Safety and Licensing Doard Panel. 83/07/27. 
2pp, 19822:214. 24X Fi ch e : 50-247. 83/07/27. 8307290094. 


—8307890108 Presents results of revieui of testimony on Commission 
Question S.Testimony on Question B is as complete as 
possible but suffers from same deficiencies re relative 

risk, 

AtllCO.P.J- Applied Risk Technology Corp. 83/07/01. GLEASON. J. P. . 
SHOM.F.vf.. PARIS. O.H. Atomic Safety and Licensing Board Panel. 

7pp. 19822:216. 24X F i eh e : 30-247, 83/07/27. 8307290094 , 


H. General correspondence 


8307030100 Foruerds Rockland County 
roqvesClng plants cease operation 
plan approved. 

SAMUELS. P. Rockland County, NY. 
Commissioners. 3pp. 17199:344. 
8307090100. 


Legislature Resolution 389 
until County radiological 

83/06/27. PAULADINO. N. J. 
24X Fiche; 50-247.83/06/27. 


— B3070901IO Forwards Rockland County Legislature Resolution 390 
requesting State of NY Legislature to pass legislation 
regulating nuclear pouer 1 ndus try . based on economic 
consequences of radiological accidents U nuclear uiaste. 
SAMUELS. P. Rockland County. NY. 83/06/27. PALLADINQ.N. 
Commissioners. 3pp. 19197:347. 24X Fich e : 50-247. 83/06/27. 

8307030100. 


— B3070901I6 Forwards Rockland County Legislature Resolution 391 
authorliing County atty to take legal action if NRC does not 
shut down plants on 830609. 

6AHUEL8.P. Rockland County. NY. 83/06/27. PALLADINO. N. J. 
Comilssioners. 4pp. 19197:350. 24X FI ch e: 50-247. 83/06/27. 

8307030100. 


K- Utility Final Safety Analysis Report (FSAR) t< amends 


030V130077 Proposed findings of fact t conclusions of law. CeP 1 1 f (cate 
of Sve end. 

a Union of Cuncernod Scientists. * Public Interest Research Group. 
Nbu York s Nest Branch Conser va t i on Asseciatton. 63/07/lt. 

□23pp. 17472.323. 24X F i c he ; 50-247 , 83/07 / 1 1 , 030'/ 1 30077. 


8307290493 Faruards Rev 1 
aCHOPPHAN. M. NUS Corp. 
AfFilletton Given. Ip. 
8307250473. 


to updated FSAR. 

83/07/22. POLK.P. NRC - No Detailed 
17710:203. 24 X F 1 c h e : 50-247, 83/07/22. 


6307130234 frapoied op t it Ion. f i nd I ngs of f ac t , c one lus I ons of lau 6 
recommendations Certificate of Sve end 

MOORE, J E. . HASSELL. D F. . MCOURREN. H. J. Hearing Branch 1. B3/07/II. 

S62pp 17505.038. 24X F 1 c h e : 50-247 , 83/07/ 1 1 , 83071 30234 


8307180060 Froposod findings of fact re Commisstan Questions t-6 1. 
proposed op inion. cone 1 us ions of law 5 recommendations. 

Certificate of Sve encl 

DRANDENliURO, tl. Consolidated Edison Co of New Vovl. Inc. 83/07/11. 
994pp. 19537 091. 24 X F l c h e 90-247, 83/07/ I 1 . 8307 1 00060. 


B307IQ007] Foriuards proposed findings of fact 6 conclusions per 030422 
memo. 

O'ROJRKF. A. P. Westchester County. NY. 03/07/11 CI.GASOM.J.P 
Atomic Safety and Liesnstng Board Panel ip 19560:161 24X 
Fiche; 50-247, 03/07/11 , 8307100071 


— 8307180074 Proposed findings of fart 5 c ciiic 1 us i ons. C er 1 1 f I cate of 8vc 
enc 1 

• Westchester County. NY 83/07/11 37pp 19560.163 24X 

Fiche 50-247. D3/07/ I 1 . 8307 1 8007 1 . 


8307210051 Forwards two corrected pages to NRC proposed oplnipfii 
findings of fac t. cone lus ions to lau G recommendations 
HCGURREN,)! J. Hearing Branch 1. e3/07/i3. OLEASON, J P . SHQN.F.J-. 

P.tRIS.O.K. Atomic Safety and Licensing Board Panel. Ip. 1 966 Q 274 
24 X Fiche. 50-247, 83/07/13. 0307210051 


— 0307210061 Two corrected pages to NRC proposed op mion, f Ind ings of 
fact. cone lusions of lau 6 recommendations. 

* □fficn of the Eiecutlve Legal Diiector. B3/07/13. 2fip. 

19668 275. 24X F i chc ; 50-24 7 , 93/07 / I 3. 030721003 I 


— 8307230302 Rev 1 to updated FSAR. 

* Consolidated Edison Co. of New York, Inc. 83/07/22. 604pp. 

19710:204. 24X FI c ho: 50-247. 83/07/22. 8307250493. 


P. Operating license stage documents & correspondence 


B3070S0132 Forwards application for amend to License DPR-26, chang Ing 
Tech Specs to ravise operability requirements 6 limiting 
conditions for operation for reactor cavity level monitoring 
instrunentat I on. 

O'TQOLE.J D. Consolidated Edison Co. of Neu York. Inc. 83/05/03. 
VAROA.S. A. Operating Reactors Branch 1 Ip. 19199:151. 24X 

Fiche: 00-247. 83/05/03. 8307050152 


—8307050162 Application for amend to License DPR-26i chang ing Tech Spec 
to revise eperabtlity roqulrements t. limiting conditions for 
operation for reactor cavity level monitoring 
instrunentat ion. 

Q'TODI.E. J. O. Consolidated Edison Co. of New York, Inc. 83/05/04. 
2pp. 19199: iS2. 24X FI ch e : SO-247. 03/05/03. 8307050152. 


—8307050169 Proposed Tech Specs rsvislng operability requirements 1. 
Uniting cenditions for operation for reactor cavity level 
nenltorlng instrumentation. 

• Consolidated Edison Co. of New York, Inc. 83/05/04. 8pp, 
19199:194. 24X Fich o: SO-247. 83/05/03. 83070501 52. 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs ti holders of CPs for Westlnghouse PMRs 
re safely ovaluatlon of "Emergency Response Guidelines " 

Sve list enc 1 . 

E19ENKUT. D. O. Division of Licensing. S3/06/03. Yankee Atomic 
Electric Co. lOpp. 19S63 116. 24X F i e he: 50-000. 83/06/03. 

8306060070 . 



DOCKETED ITEMS 


33 


0307060325 Staff requirements memo re Q30617 briefinj on tmeendina 
strike by util emp I oy ees. Commlss 1 on requested that Region I 
determine If personnel that util Intends to use in control 
room meet regulatory requirements. 

® of the Secretary of the Commission. 83/06/27. 

Office of the Secretary of the Commission. Ip. 19299276 34X 

FI Che: 30-247, 03/06/27, 0307060325. 


—0307110308 IE Intp Rept 30-247/03-13 on 03O517-2O,No non c omp 1 lane e 
noted. Major areas Inspec ted: effluent control 6 raduaste mgt 
prograas, including administrative control of effluent 
releases 6 rad iochemi ca 1 analyses of samples 
MHITE.J.R.. MCBRIDE. M. H. , SHftNDAKY.M. Region I. Office of 
Director. 83/06/23. 5pp. 19300:279. 24X F1 che: 30-247, 03/06/24. 

8307 1 1 0386 . 


8306270397 Generic Ltr 03-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Sve list end. 

EI8ENHUT, D. 0. Division of Licensing. 03/07/05 Consolidated 
Edison Co. of New York, Inc. 16pp. 19390 317 24X 

Flche: 30-000, 83/07/05, 0306270397. 


0307060295 Advises of Nov 1983 completi 
needed to resolve IE Bulletin BO-04, 
Break M/Contlnued Feeduater Addition. 
O'TOOLE.J.D. Consolidated Edison Co. 
VAROA.S.A. Operating Reactors Branch 
Flche; 90-247. 03/06/30, 0307060295. 


on date of analytical study 
"PWR Main Steam Lin# 

of New York. Inc. 03/06/30. 
1 Ip. 19238:341. 24X 


B307060329 Generic Ltr 83-27 to all licensees U applicants for 
operating power reactors & holders of CPs for power reactors 
re survalllance intervals In STS. Sve list end. 

EI8ENHUT, D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co of New York. Inc. 16pp. 19669 254 24X 

Flche: 50-000, 03/07/06, 0307060329. 


0307060303 Furuards response to 330512 request for addl info re 830016 
response ta I£ BuUetln 80-11, "Masonry Wall Design " 

Brick wall shear stresses discussed. 

O'TOOLE.J.D. Consolidated Edison Co. of New York, Inc. 03/06/30. 
VAROA.S.A. Operating Reactors Branch 1. 7pp. 19230'324 24X 

Ftche; 90-247. 83/06/30, 8307060305. 


8307250126 Forwards Amend 04 to License DPn-26, safety evaluation 6 
notice of issuance (■ ava 1 labi 1 1 ty . Amend permits one-time 
40 h eitenslon to current 24 h limitation of operation ui/ 
containment spray pump 2 i out of sve. 

VARGA, 0. A. Operating Reactors Branch 1. 03/07/06. O'TOOLE.J.D. 

Consolidated Edison Co. of New York, Inc 3pp. 19738- 119 24X 

Flche; 50-247, 83/07/06, 0307250126. 


—8307250120 Amend 04 to License DPR-26, permit t Ing one-time 4B h 
eitenslon to current 24 h limitation of operation w/ 
containment spray pump 21 out of sve. 

VAROA.S.A. Operating Reactors Branch 1. 83/07/06. 4pp, 

19738:122 24X FI che: 50-247, 83/07/06, 0307250126. 


0307120231 Ack receipt of 030615 ltr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 90-247/03-11. 

Division of Project t> Resident Programs. 03/07/01. 
" TOOLE. J. 0. Consolidated Edison Co. of New York, Inc. 2pp. 
19433:200. 34X Flche; 30-247. 03/07/01, 0307120231. 


8307120233 Responds to NRC 030516 ltr re vlolatloni noted In IE Insp 
Rept 90-247/83-11. Safeguards info deleted (ref 10CFR2. 790 U 
73. 21 ) • 

0'T00LE.J.0. Consolidated Edison Co, of New York, Inc. 83/06/13 
STAROSTECKI.R. Division of Project fc Resident Programs. 2pp. 
19423:210. 24X Flche: 90-247, 03/07/01, 8307120231 . 


—0307230136 Safety evaluation supporting Amend 04 to License DPH-2i. 

* Office of Nuclear Reactor Regulation, Director 83/04/20. 4pp 
19738:126. 24X F I ch e : 50-247, 03/07/06, 0307250 1 26. 


—8307250141 Notice of issuance t, availability of Amend 04 to 
License DPR-26. 

VAROA.S.A, Operating Reactors Branch 1. 03/07/06. 2pp. 

19738:130. 24X F 1 c h e ; 30-247, 83/07/06, 0307250 1 26. 


8307000169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL 6 holdars of CPs re required actions based 
on generic implications of Salem ATWS events. Sve list end. 
EI8ENHUT, D. 0. Division of Licensing. 83/07/0B, Consolidated 
Edison Co. of New York, Inc. SBpp, 19669-269 24X 

Flche: 50-000, 83/07/00, 0307000169. 


8307290023 Advises that due to inactivity re 740319 request for 
change to Tech Spec to permit underfrequency trip setpoint 
on reactor coolant pump to be lowered to 55.0 Hi, issue 
dosed. Application must be resubmitted to pursue Issue. 

VARGA, 8. A. Operating Reactors Branch 1. 03/07/21. O'TOOLE.J.D. 

Consol ilia ted Edison Co. of New York, Inc. 2pp. 19B26'399 24X 

Flehe: 90-247, 83/07/21, 8307290023, 


Q. Inspection reports, IE Bulletins 6 correspondence 


8307090449 Forward 8ER granting, In part, 6 denying in. part relief from 
Inservtce insp e<am requirements. Li cense amend request to 
update Tech 0pec Section 4.2 reflecting SER required within 
49 days of receipt of ltr. 

VAROA.S.A. Operating Reactors Branch 1. 83/06/17. D'TQOLE.J-O. 

Consolidated Edison Co. of New York. Inc. 2pp 19262-289 24X 

Flche: 90-247, 03/06/17. 0307090449. 


8307210007 Formards IE Insp Rept SO-247/83-14 on 030923-27 No 
nonconpliance noted. 

STAROSTECKI.R. Division of Project t. Resident Programs. 03/07/05 
O'TOOLE.J.D, Consolidated Edison Co. of New York, Inc. 2po, 
19669:221. 24X Flch #: 30-247, 03/07/05, 0307210007 


—0307210014 IE Insp Rept 90-247/03-14 on 030923-27. No noncompl 1 ane # 
noted. Major areas 1 nspec ted : 1 Icensee actions taken to comply 
w/requireaents described in NUREG-0737, I tern 11. B, 2 re 
design of plant shielding t< vital area assessment 
BAUNACK, H. H. . EAPEN.P.K. , KISTER.H.B. Region 1. Office of 
Director. 03/06/30. Spp. 19669:223. 24X Flche: 50-247, 03/07/09. 


0306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Sorry Recirculation Spray Subsystem." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness t< Engineering 
Response iPoet 030103). 83/07/11. Consolidated Edison Co of New 

York. Inc. 194pp. 19563:293, 24X FI che: 50-000, 03/07/11 , 0306270401. 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbars as 
Result of Coniaalnatad Hydraulic Fluid." Sve list end . 

JORDAN.E.L. Division of Emirgency Preparedness & Engineering 
Response tPost 830103). 83/07/12. Consolidated Edison Co, of New 

York. Inc. 141pp. 19963 153, 24X Flche: 90-000, 03/07/12, 0306270404. 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Reltasis of 
Radioactive I-I29 (, 1-131 in Eicess of NRC Limits." Sve list 
end. 

Division of QA, Safeguards 1, Inspection Programs (Post 
030103), 03/07/14 Consolidated Edison Co. of New York, Inc. 

114pp. 19719:270. 24X Flche: 50-000, 03/07/14, 8306270406 


R. Periodic operating reports fc related correspondence 


0307030453 Safety eval uat Ion, gran t Ing in part, & denying In part, relief 
from Itiservlce insp exam requirements. 

• Office of Nuclear Reactor Regulation, Director. 03/06/17. 

I3pp. 19262:291. 24X Fiche; 50-247, 83/06/17, 0307050449. 


0307220369 Monthly operating rept for May 1983. W/830619 ltr. 

EICHiE.P.i O'TOOLE.J.D. Consolidated Edison Co. of New York, Inc. 
03/06/06. MCDONALD. M. 0. Office of Resource Management, Director 
lipp. 19676:109. 24X FI che: 90-247, 03/06/06, 8307220369. 


8307010129 Informs that addl QA audit repts for transport packages dl, 
not fulfill appropriate criteria, per IE Insp 
Rept 90-247/83-09. Branch technical position will be 
developed for similar fire protection packages. 

MARTIN, T.T. Division of Engineering I, Technical Programs. 03/06/2- 
O'TOOLE.J.D. Consolidated Edison Co. of New York, Inc. 2pb. 
19169:270. 24X Fi ch e : 50-247, 03/06/24, 83070101 29. 


8307220429 Monthly operating rept for June 1903. W/030719 ltr. 

EICH, E. F. , O'TOOLE.J.D. Consolidated Edison Co. of New York, Inc. 
03/07/05. MCDONALD, W. 0. Office of Resource Management, Director. 
7pp. 19687:275. 24X FI che: 50-247, 03/07/09, 0307220429. 


8. Reportable occurrences. LERs U related correspondence 


0307110306 Forwards IE Insp Rept 90-247/03-13 on 030517-20 No 
noncomptiance noted. 

MARTIN, T.T. Division of Engineering 1< Technical Programs. 83/Q6/S 
O'TOOLE.J.D, Consolidated Edison Co. of New York. Inc. 2 bb 
19380:277. 24X F 1 c he : 50-247, 83/06/24, 0307 1 1 0306 


8307010196 LER 63-023/03L-0; on 830917, during normal operation, mo tor 
operator would not closo valvt 205 In charging line to RC8. 

Cause unknown. Motor tested w/valve linkege disconnected. 

Closing torijut switch adjusted. U/030616 Ur. 

HINRICKB.O, . O'TOOLE.J.D. Consolidated Edison Co. of New York, Inc. 
83/06/16. ALLAN.J.H, Region 1, Office of Director. 2pp. 

19124:339. 24X Fiche: 90-247, 03/06/16, 0307010156. 
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3307130061 LEf! B3-024/03L.-0 on 630527 , d ur i r g noT-inal op e ra t i on. bOTon 
injactian tank level channel 944F becatre i nop e nab 1 e. Caufi ed 
bg errdneouc level indication due to solidification of boric 
acid in instrument 1 1 ne . Af f ec t ed line c 1 eared . H/03OAS6 Itr. 

□ ‘TOOLE. J.D. Consolidated Edison Co. of Neui York. Imc. e3/0i/2i. 
HLlRLEYiT Region 1. Office of Director. 2pp 1934B- 200. SAX 
Fiche 50-247, 93/06/26, 0307150061. 


3307150119 Part 21 rept re deviation in insballatian of ASCO 3QSAtS64C 
transfer sui t cAes. Evalua b i on in progress Neit rept url 1 I be 
submitted uiltbln 60 dai/s of Itr date. 

MANNA. F J Automatic Switch Co. 83/06/27 Region 4. Office of 
Director !p 19536 227. SAX FI c h e: 50-247.83/06/27,8307130119- 


3307100151 L.ER S3-023/03L-0 on 830601. flow control valve 604A on 
autlliarg feedwater pump 21 dtecbarge line to steam 
generator 21 did not open when required during surveillance 
Cast Caused bg chipped cage on va Ive. 14/830701 Itr. 

HINRICHS.S.. O'TOOLE, J.D. Consolidated Edison Co. of New York. Inc. 
83/07/01 MUflLEY. T.E Region I, Office of Director. □pp. 

19336:252 24X F j c h e . 50-247. 83/07 /01 , 8307180 1 S 1 . 


3307220203 LER 93-022/03L-0 : on 630310. valve a50A in safety in/ection 
pump discharge header could not be fully closed Cause 
unknown Jalva closed by hand to clear seat of solidified 
boric ac Id. M/a307O.S Itr. 

HINRICM3,G. . D'TDDLE, J.D. Consolidated Edison Co. of Meui York. Inc. 
83/07/05 HURLEY. T.E Region 1. Office of Director. 2pp. 
19684:033. 24X F I C he : 30-247. 63/07/05. 8307220203. 


3307220275 Updated LER 82-045/0 1 X-1 ; on 821 I OB. revi ew of Video tapes 
obtained during Cycle S/6 refueling t. matnt outage indicated 
four Region 5 V one Region 6 fuel assemblies u/clad 
degrade t i on. Caused by hybrid ing . W/83071 1 Itr. 

LIMOGES. C.. fl'TOOLE-J P. Consolidated Edison Co. of Neui York. iBt. 
03/07/11 HURLEY. T. E. Region 1. Office of Director. 4pp. 
19604:127. 24* F 1 c he: 30-247. 83/07/ 11 , 0307220273. 


8307220230 Updated LER 03-003/0 1 X-l r on 8302 13, i ne r ease in RCS leakage 
1 dent t f I ed. RHR valve 731 packing leaked through controlled 
leakoff collection sys to reactor coolant dram tank Caused 
by failed valve gland pac k ing. Valve repac led. H/93071 1 Itr. 
HINRICHS.Q. I D'TODLE. J D. Consolidated Edison Co. of New York. Ine. 
93/07/11 HURLEY. T. E. Region t. Office of Director. 3pp 
19684:131. 24X F 1 c he : 50-247. 63/07/ 1 1 , 8307220280. 


0307220355 Updated LER 82-026/03X-I : on 820619. essential svc water sys 
supplied by svc water pumps 21.22 % 23 declared Inoperable 
due Co low pump head va 1 ues. Caused by oicessive wear of pump 
Impeller. Pumps replaced. U/83071 1 1 tr . 

hitNRlCHS. G. . O’TOOLE. J. Consolidated Edison Co. of New York. inc. 
83/07/11. HURLEY, r. E. Region 1. Office of Director. 2pp. 
19696:037 24* F i c he : 30-247. 83/07/ 1 1 , 0307220333. 


T. Hearing transcripts on non-ant I trus t mattei s 


0307090297 Transcript of ACRS Combined Subcommittees on Indian Point & 
Reliability U Probabi 1 1 s t I c Assessment 830706 meeting In 
Mashington.DC.Pp 1 -253. Supporting documenta ti on enc I . 

• ACRS - Advisory Committee on Reactor Safeguards 83/07/06. 

32Bpfl. 19353:122. 24X FI che : 50-247. 93/07/06, 9307000287. 


6307250678 Forwards Commission determination statement releasing 
transcript of 630319 briefing on enforcement matter. 

CHILK.S. J. Office of the Secretary of the Commission. 83/07/19. 
Public Document Oranch. app. 19718:106. 24X F I c h e: 30-247. 83/07/19, 

83072 50679. 


--8307250681 Transcript of Commission 830519 closed meeting re 
enforcement actions based on emergency planning deficiencies 
in Washington, DC, Pp 1-30. 

« Commissioners. 03/07/19. 31pp. 19716: 108. 24X 

Fiche 50-247. 83/07/19. 8307250670, 


U, Congressional/Eiecutive Correspondence 


6307140004 Forwards preliminary views on 830623 questions re strike at 
facility t Impact of strike on emergency planning & 
preparedness. 

PALLADrNO.N, J. Cammi s s 1 one rs. 63/06/29. UTT INGER . R. L. House of 
Rep.. Energy & Commerce. 3pp, 19636:267. 24X Fiche; 30-247. 

93/06/20,8307140004. 


— 9307140007 Requests answers to listed questions re employee strike at 
facility 4. Impact of strike on emergency planning it 
preparedness. by B3062S 

OTTINGER.R. L. House of Rep , Energy 4 Commerce. 83/06/23. 
PALLADIND. N. U. Commissioners. Ip 19636:270. 24X 

Fiche 30-247. 03/06/28, 9307 1 40004. 


B3072700S4 Responds to 830620 Itr re plant s tatus, addressing special 
p roc ec ding. emer 9 ency preparedness 6 plant operational 
status. 

DIRCK8.M J. Office of the Eiecuttve Director for Operations. 
B3/07/13. LUNDIkS.S House of Rep. 6pp. 19811:043. 24X 

Fiche: 30-247. 03/07/ iS, 6307270034. 

— 0307370039 Requests Info re status of facility on behalf of 
constituent. 

LUNDrNE*S. House of Rep. 03/06/20. H AHMERBR. C. C . Office of 

Congressional Affairs. 2pp. 19011:030. 24X Fiche: 30-247. 

03/07/19. 0307270034 
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F. Security, medical, emergency & fire protection plans 


8307090349 Foneards IE Safeguards Insp Repts 50-010/83-10,30-837/83-13 
«[ 30-249/03-24 on 030323-27. 

HINO..f.A Regions. Office of Director. 83/06/23. REED, C. 
Conunonuealth Edison Co. 2pp. 19198:394. 24X Fiche; 30-010, 83/06/23, 

0307090349. 


— 0307090362 IE Safeguards Insp Repts 30-010/03-10 30-237/03-14 t> 
90-S49/B3-14 on 830323-37. Noncomp 1 1 a nc e noted : securi ty 
violations not reported tn required manner or f orma t. De ta 1 Is 
ulthheld (ref 10CFR73.2n 

PIRTLE.G.L. Regions. Office of Director. 03/06/23. 2pp. 
19190. 396. 24X F 1 c he: 90-0 1 0, 33/06/33. 0307030249. 


0307060106 Forwards objectives 6 scope of participation proposed for 
630913 small-scale emergency eiercise. 

BLACKKOH. T. O. Commonwealth Edison Co. 03/06/27. HIND.J. Division 
of Project fc Resident Programs. 3pp. 19349:290. 24X 

Fiche: 90-337. 03/06/27, 0307060106. 


0307220423 Ack receipt of 830627 Itr transmitting scope of util 
participation & objectives for station 930913 emergency 

erercise. 

PAPERIELLO.C. J. Region 3, Office of Director. 83/07/19. REED.C. 
Commonuea] th Edison Co. Ip. 19687:269. 24X Fiche; 50-237, 63/07/19, 

0307230429. 


8307260018 Submits supplemenCa 1 response to NUREO-0737, Supp 1 1 (Generic 
Ltr 03-33). Description of parameter selection criteria to be 
subailtted by 831331. Human factors 6 safety parameter display 
sys verification to be perforined u/ver t f 1 ca t ion program. 

SMARTZ.E.D. Coninonueal th Edison Co. 83/07/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 19727:177. 24X 

Fiche: 90-000. 03/07/20, 0307260016. 


B307280347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
decisions encl. 

PAPERIELLO.C. J. Region 3, Office of Diroctor 83/07/26. REED, C. 
Coffliaonwealth Edison Co. 10pp. 19769:010. 24X Fiche; 90-000i 

63/07/36. 0307280347. 


0, Adjudicatory correspondence 


0307120999 Advises that time for Commission to review Director's 
Decision DD-a3-0 expired. Commiss ion declined review. 

Decision became final agency action on 830703. 

CHILK. 8. J. Office of the Secretary of the Commission. 63/07/11, 
aUieOiC. Pollution t Environmental Problems, Ine. Ip. 19433:076. 
34X Fiche- SO-ODO. 83/07/11. 0307120373. 


H. General eorrespand ence 


8307220430 Conments on Dangor Daily News 4 MTV repts of NRC order to 
shut down five facilities for insp of cooling pipes. 

Subsequent rescission considered under pressure from private 
owners of plants. Requests stronger enforcement. 

HEXMRICM. 0. C. Affiliation Unknown. 83/07/13. DENTON.H.R. NRC - No 
Detailed Affiliation Given. 2pp. 19606:082. 24X 

Fiche: 9G-00Gi 03/07/13. 0307220430. 


K. Utility Final Safety Analysis Report 4F8AR) k amends 


0307010195 Forwards amends to updated FSAR For facilities, 

STIEDEjH.t.. Coflunonuea 1 th Edison Co, 83/06/29. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director. Spp. 19123:001. 24X 

Fiche: 90-000. 83/06/29. 03070 1 0199. 


— 0307010201 Rev 1 to updated FSAR for Dresden atallon 2 fc 3. 

♦ Cwninonuealth Edison Co, 03/06/30. 1pp. 19123:243. 24X 

Fiche; 90-000,03/06/29. 8307010199. 


DOCKETED ITEMS 


3G 


P. operating license stsge documents ^ correspondence 


B307070l7i Foriuards plant-unique analysis lepts.Vols 1 -7 . demons trat ing 
primary containment sys design adequacy restoration of 
original design safety margins per NUFIEG-06i.l 

RVBAH, D Comraoniuealth Edison Co. 03/06/27 DENTGN, H. R Office of 
Nuclear Reactor Regulation, Director 2pp 195‘Ja:2‘I2. 24X 

Fiche 90-000,83/06/27,0307070176 


--03O7O7O181 Rev 0 to "Dresden Nuclear Power Sta I ion. Uni ts 2 & OiPlant- 
Unlque Analysis Rept,Vol I.General Criteria t, Loads 
Nethodology. " 

WISE,n E. , KOST,E 0 . MASSEY, J. V NUTECH Engineers. Inc- 
COM-02-041-1 ROO. 83/05/31. 22Spp I93AB 244. 24X 

Fiche. 50-000. 83/06/27 . 83070701 76. 


— 0307070184 Rev 0 to "Dresden Nuclear Power Sta 1 1 on, Un t ts 2 6 BiPlant- 
Unlque Analysis Rept.Vol 2, Suppress I on Chamber Analysis." 

HOWARD, G.L., ADAMS. H.H.. MCINNEB.I.D. NUTECH Eng I neer 8 . Inc. 
COM-02-041-2 ROO. 03/05/31. ISSpp. 19549:117. 24X 

Fiche 50-000, 83/06/27. 8307070176. 


— 0307070211 Rev 0 to "Dresden Nuclear Power Sta t ion. Uni ts 2 fc S.Plant- 
Unlque Analysis Rept.Uol 3, Vent Sys Analysis." 

SHAM3ZAD, P. E. , ADAMS. R.H., MCINNES.I.D. NUTECH Engineers, Inc. 
CGM-02-041-3 ROO. 83/05/31. 2I8pp. 19549:302. 24X 

Fiche. 50-000. 83/06/27, 0307070176. 


— B307070218 Rev 0 to "Dresden Nuclear Power Sta t Ion. Uni ts 2 (■ 3. Plant- 
Unique Analysis Rept.Vol 4. Internal Structures Analysis." 

TALBOTT, D.C , ADAMS.R.H . MCINNES.I.D NUTECH Engineers. Inc. 
COM-02-041-4 ROO. 83/05/31 33pp. 19550160 24X 

FUhe. 50-000, 83/06/27, 0307070176. 


--B307070223 "Dresden Nuclear Power Sta t ion, Uni ts 2 U 3, P lant-Unique 
Analysis Rept.Vol 5. Safety Relief Valve Discharge Piping 
Ana lysis. " 

* Sargent b Lundy, Inc. 83/06/27. 13Spp. 19550: 194. 24X 

Fiche 50-000, 83/06/27, 8307070176 


— 0307070239 Rev 0 to "Dresden Nuclear Power Station, Unit 3, Plant-Unique 
Analysts Rept.Vol 7. Torus-Attached Piping S, Suppression 
Chamber Penetration Analyses." 

HERLEKAR, A. S. , HARLOW, E. V , GAVULA, J A. NUTECH Engineers. Inc. 
CDM-02-041-7 ROO. 03/05/31. I73pp. 19551- 144. 24X 

Fiche: 50-000, 83/06/27. 8307070176 


8306270397 Generic Utr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re c lar 1 f 1 ca t ion of surveillance 
requirements for diesel fuel Impurity. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp 19390:317. 24X 

Fiche: 50-000, 83/07/05, 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees fc applicants for 
operating power reactors t< holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D. G. Division of Licensing 03/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669:254. 24X 

Fiche. 50-000, 83/07/06. 8307060329. 


8307080306 Forwards safety evaluation supporting util 830425 request 
to extend deadline for Cycle 8 confirmatory calculations 
of MAPLHGR fuel rod Internal pressure ?. fuel centerline 
temp. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 83/07/07. FARRAR.D.L. 

Commonwealth Edison Co. 2pp. 19350:165. 24X Fi che ; 50-249. 83/07/07. 

8307080306. 


--8307060311 Safety evaluation supporting util 830425 request to extend 
deadline for Cycle 8 confirmatory calculations of MAPLHGR 
fuel rod Internal pressure U fuel centerline temp. 

• Office of Nuclear Reactor Regulation, Director. 83/07/07. Ip. 
19350: 167. 24X F 1 ch e : 50-249, 83/07/07 . 8307080306. 


8307000169 Generic Ltr 83-28 to all licensees of operating reaetors. 
applicants for OL holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT, D. 0. Di v i s i on 0 f L i c ens 1 ng . 83/07/08. Consolidated 

Edison Co. of New York, Inc. 38pp. 19669-269. 24X 

Fiche; 50-000, 83/07/08, 8307080169. 


8307130303 Forwards safety evaluation Franklin Research Ctr technical 
evaluation rept re Phase 1 of response to NUREG-0613i 
"Control of Heavy Loads at Nuclear Plants." Phase I 
accep tab le. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/07/11. FARRAR. D. L. 

Commonwealth Edison Co 2pp, 19305 001. 24X Fi che: 50-237. 83/07/1 1. 

8307130303. 


— 8307130308 Safety evaluation accepting util Phase I response to 
NUftEG-0612, "Control of Heavy Loads at Nuclear Plants." 
acceptable 

• Office of Nuclear Reactor Regulation, Director. 83/07/11. 2pp 
19303 003. 24X Fit h e : 50-237. 03/07/ 1 1 , 8307130303. 


— 8306100146 "Control of Heavy Loads, Comm Ed Dresden Nuclear Power 
Station, Units 2 & 3, “ revised technical evaluation rept. 
BOMBERGER.C. Franklin I ns 1 1 tute/Fran k 11 n Research Cen ter . 
NRC-03-et-13O. TER-CS506-350/3S1 Rl. B3/06/0B. SINGH, A, NRC - 

No Detailed Affiliation Given. 33pp. 19505:005. 24X 

Fiche- 50-237,83/07/1 1, 8307130303 


8307190187 Notifies that Westinghouse Info re environ qual i f icat ion of* 
electrical equipment detailed in 830SI3 ltr determined 
nonproprietary . 

RyBAK.B. Commonwealth Edison Co. 83/07/11. DENTON,H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19630:142. 24X 

Fiche: 30-000.83/07/11, 8307190187 


8307190062 Forwards "Dynamic Analysts of Wetuel 1-to-Drywel 1 Vacuum 
Breakers" It "Improved Dynamic Vacuum Response," in response 
to Generic Ltr 83-08. Resu 1 ts demonstrate that as-bullt 18- 
inch AW1 vacuum breaker valves meet ASME Coda criteria. 

RYDAK.B. Commonwealth Edison Co. 83/07/12. DENTON,H.R. Office of 
Nuclear Reactor Regulation, Director. 7pp. 19633:173. 24X 

Fiche: 30-000.83/07/12, Q307190062. 


8307220306 Application for amend to License DPR-25 to allow use of 
eight ASEA-Atom (A-A) control rod blades planned for testing 
by use during Cycle 9. Blade design performance verification 
rept withheld (ref 10CFR2. 790). 

RYBAK.B. Commonwealth Edison Co. 83/07/18. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19673:206. 24X 

Fiche: 30-249. 33/07/18. 8307220306. 


"0307220309 Proposed Tech Spec changes re use of ASEA-Atom control rod 
drive blades. Evaluation of significant haiards consideration 
b application to withhold blade design performance 
verification end. 

s Conmonwealth Edison Co. 83/07/IB. 9pp. 19675: 2BS. 34X 
Fiche. 30-249.83/07/18. 8307220306. 


8307220493 Discusses status of proposed mods to automatic 
depressurixation sys, per NURE0-0737i Item 1 1. K. 3. 18. Op t ion 
4 re timer installation described in OE BWR Owners Group 
response, selected for imp 1 ementat ion. Mods listed. 

RYBAK, D. Commonwealth Edison Co. 83/07/18. DENTON.H.R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19683:181. 24X 

Fiche: 30-000.83/07/18, 3307220495 


8307870398 Forwards notice of consideration of issuance of license 
amends b opportunity for hearing re 830613 applicatien 
concerning time limits for inoperability of ECCS ring header 
snubbers. 

CRirrCHFIELD. 0. Operating Reactors Branch 9. 83/07/20. FARRAR, O.L. 

Comeionweatth Edison Co. 3pp. 19767:308. 24X Fiche; 50-237, 83/07/20, 

8307270398. 


— 8307270404 Notice of consideration of issuance of amends to Licenses 
OPR-19 b DPfl-23 b proposed NSHC determination b opportunity 
for hearing re snubbers. 

HAnBACH,T.V. Operating Reactors Branch 9. 83/07/20. 7pp. 

19767:310. 24X Fiche; 50-237, 83/07/20, 8307270398. 


8307390448 Provides commitments on leakage monitoring. Floor drain 
leakage will be measured once every 4 h uhen reactor is at 
operating pressure. NRC will be notified within 24 h if 
action points exceeded. 

REED.C- Commonwealth Edison Co. 83/07/21. Office of the 
Seeretarg of the Commiselon. 2pp. 19701:176. 24X 

Fiche: 90-000.83/07/21, 8307290448 


0. Inspection reports, IE Bulletins b correspondence 


8309240296 Ack receipt of 330413 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-237/62-20. 
90-249/82-21.50-294/82-16 b 50-265/82-18. 

KEFPLER.J.O. Region 3. Office of Director. 83/05/13. REEDiC. 
Conmonwealth Edison Co. Ip. 18540:067. 24X Flc he; 50-000. 83/05/13i 

B30934<»96. 


8307090249 Forwards IE Safeguards Insp Repts 50-010/03-10,50-237/83-19 
b 90-249/83-24 on 830323-27. 

HIND.J.A. Region 3, Office of Director. 03/06/23. REEOiC. 
Commonwealth Edison Co. 2pp. 19198:354. 24X Fi che: 90-010, 83/06/23, 

8307090249. 



36 


DOCKETED ITEMS 


-•■8307030263 IE SaFejuarili. Insp Hepts 30-010/33-10 30-237/83-J4 U 
SO-2 49/83-1 4 on 330323-37. Noncomp 1 unee noted:* acurlty 
violation* not reported In required manner or format Detail* 
ulthheld (ref 10CFR73.ai». 

PIRTLE.G. L. , KNJCELEV. vf. R. , CREED, J.R. Ripion 3, Office of 
Director, 33/06/23. 2pp. 19198:336, 24X FI c h e : SO-O-10, 83/06/23. 

3307030249. 


—8307280102 Confirms request for NRC «, util senior mgt meeting on 330726 
in Chicago. IL to discuss licensee regulatory performance t 
relationship u/NRC. 

REEO.C Cofliffionuealth Edison Co. 83/07/11, DAVIS, B A Region 3, 
Office of Director. Ip. 19791:171. 24X F 1 c h e : 50-000, 33/07/22, 

S3D72S00B4. 


8307060101 Ack receipt of 830820 Itr informing NRC of steps taken to 
correct violations noted In IE insp Repts 30-237/83-00 fa 
80-249/83-07. 

HJNDi J, A Division of Radiological fa JTaterials SaPetu Programs. 
83/06/30. REEO, C. C ommonueal th Edison Co. Ip 19249' 204 241 

Fit he; 80-237. 83/06/30, B3070601S1, 


8307280446 roruiards SALP Repts 80-010/83-13.50-237/83-18 fa 
*^”249/83-16 for Jan-Dec 1932. Endor s e s that assessments are 
indicative of util efforts to improve performance at 
f ac ill ties. 

KEPPLER, J. e. Region 3, Office of Director 83/07/25 REED. C 
6307280446*^ Edison Co. 2pp. 19797:206 24i F i c h e . 50-0 1 0, 83/07/25, 


8306270401 IE Info Notice 83-46, "Coffimon Mode Valve Failures Degrade 
Surrg Recirculation Spray Subsystem. " Sve list end. 

JORDAN, E. L. Division of Emergency Priparednes* fa Engineering 
Reiponee iPost 830103), 83/07/11. Consolidated Edison Co of Nei. 

York, Inc. I34pp. 19563:293. 24X Flche: 50-000. 83/07/li. 8306270401. 


--8307260490 SALP Repts 80-010/83-13,50-237/83-18 fa 50-249/83-16 for 
Jan-Dec 1982. 

» Region 3. Office of Director. 83/07/25. 27 dd 19797-208 pay 

Flche: 50-010. 83/07/23. 0307280446. 


6306270404 IE Info Notice 63-47. "Failure of Hydraulic Snubbers at 
Reiult of Contaminated Hydraulic Fluid." Sve list and. 

JOROAM.E. L, Division of Emargency Preparedness fa Englneerin# 
aeipenie iPost 630103). 63/07/12. Consolidated Edison Co of Neie 

York, Inc. 14£pp. 19863:183. 24>! Flche: 50-000, 63/07/12, 0306270404, 


-8307280434 Discusses upcoming 330512 meeting in (Jlen Ellyn, lU to 
discuss BALP rept for Jan-Dec 1962, 

Radiological fa Materials Safety Progrems, 
03/04/22. REED, C. Commonwealth Edison Co. 2pp 19797 236 24Y 

Flebe: 50-010, 83/07/25, 0307260446, 


0306270406 IE Jnfo Notice B3-4S, “Oastous Effluent Releases of 
Hedloaetlve 1-128 fa r-|3I m Eicess of NRC Limits." 8vc list 
<ncl. 

Sa fe guard * fa Inspection Programs (Post 
S30103I. 03/07/14. Consolldatad Edison Co, of New York, Inc 

114pp. 19718:270. 24X Flcha; 80-000,63/07/14. 6306270406. 

8307200287 Forwards IE Insp Repts 50-010/83-11.80-237/83-19 fa 
830606-10 fa 17. No noncemp 1 iant t noted. 

PAPERIELLO, C. J. Division of Emergency Preparadness fa Operational 
03/07/14. REEDiC. Coirnanyaa 1 th Edison Co 2pb. 

19790:209. 24X FI Cht: 50-010. 03/07/ 14. 8307200267. 

'**'’‘* 90'010/B3-11. 80-237/63-19 fa 80-249/83-17 on 
830606-10 fa 17. No tiontompl lane# noted. Major areas Inspected' 
record* fa repts of iff luents. effluent control 

** PFO'Kfve for controlling releases. 

PADL.R, A. . OREOER, L. R. Regions. Office of Director. 83 / 07 / 13 . 
7pp., 19790:211. 24X Flche ; 50-010, 83/07/14, 8307200207 . 

8367200207 Ack receipt of 830608 Itr informing NRC of steps taken to 

IXiP Repts 80-237/83-06, 
50-249/63-08.30-284/03-04 fa 30-263/83-04. 

BPES8ARD, R. L. Division of Engineering. 83/07/18, REED. C 

8307100207*“^"*”"*^®' ®'”’' ‘’“‘ = ° 26 , 24X Flche: SO-000, 83/07/19. 

“8307200216 Responds to NRC 830408 Itr re violations noted In IE inea 

IndrucUoiJ '>rocedure. fa util project uniqu. 

REEO.C. Commenuealth Edison Co. 83/06/08, SPE8SARD, R L 
il* -S EnfJneerlng. I31pp. 19631:029. 24X 

Flche; 80-000. 83/07/18, 8307200207. 

0307220463 Ack receipt of 030714 Itr informing NRC of steps taken to 

SO 249/83-10.50-234/83-13 fa 80-263/83-11. 

r!?*®" O' Director. 83/07/19. REEO.C. 

a 30782 o” 3 , 24X Flche: 80-000, 83/07/19. 


--8307280487 Forwards comments on BALP repts based on 830312 meeting 
Practice of issuing reduced rating to all five operating 
plant sites for same alleged corporate weakness tends to 
oversmphasi le significance of alleged deficiency 

REEO,C. Commonwealth Edison Co 03/08/31. KEPPLER, J 0 Region 
3. Office of Director. 6pp. 19797:238. 24X F i ch e : 50-0 1 0, 

03/07/25,0307280446. 

P*riodic operating reports fa related correspondence 

0307130194 Honthly operating repts for June 1983. W/a30701 Itr. 
SCKROEOER. 8. A. , SCOTT, D.J. Commonwealth Edison Co. 83/07/01 
Off‘<e of Inspection and Enforcement. 24pp. 
19931:068. 2AX FI c* e : 50-237 , 83/07/0 1 , 83071 50 194. 

®' Bfportable occurrences. LERs fa related correspondence 

B3O7O60M4 ^R 83-023/017-0: on a30615.whlle performing LPCI sys valve 
operability test , c on t alnmen t spray valve 150I-2BA failed to 
opan. Caused by faulty auiillary contact in valve circuitry 
Contact replaced. U/B30623 Itr 


‘ SCOTT, 0. J. Consolidated Edison Co. of New York, 
03/06/23. KEPPLER, J. 6, Region 3. Office of Director. 
19391:387. 24X FI che : 50-249. 83/06/23, 8307060084. 


4pp. 


0307110409 Updated LER B 2 - 04 a/ 03 X-l : on 021 126, d ur Ing normal operation, 
oxygen aoalyier unit failed w/hlgh oxygen alarm up in 
control room. Caused by failed light bu 16. tripping photo 
tLec%l^lc <eli. Quit rep lac©^ . W /830633 Itr. 

ATA.H. • SCOTT. D. J. Commonwealth Edison Co, 03/06/23. KEPPLER, J 0 
Regiois 3, Office of Director. 3pp. 59302-283 24X 

Fieha; 90-249. 03/06/23.83071 10409. 

B3-024/03L-0: on 830615, while performing component 
water pump test, pressure regulating valve 
HD 3 1901-38 could not be opened past SOX using differential 
Caused by high resistance. W/030707 Itr. 
SCOTTrD.J. commonwealth Edison Co. 83/07/07, 
^FPLER.J.O. Region 3, Office of Director. 3pp. 19651:023 24X 

Flche: 90-249, 03/07/07. 8307200218. 


vlolaklont noted in IE Insp 

?«h” Rr33”o«;!;i'‘**‘"’ for pip. 

B3/07/iA. LITTLE.W.8. 

Regfen 3, Office of Director, 4pp, 19684-326 24X 

FI eha: 50-000, 83/07/19, 8307220463, 

*>1 B30BOA re e.tent of Intergrarvul.r 
BlBirtn n TTos ion c raci i ng in BWR recirculation sys fa RHR sys 

EIBENHUTiD D. Division of Licensing. 83/07/21 FARRAR, D L 
8307260889. SAK Flch e: S0%49^8^/07/^l. 


930623 fa 24, 3D main steam line radiation 
monitor found reading low. Caused by weak electrometer tubes 
noeiltor repaired fa ca 1 Ibr . W/B307J2 itr. 

L^HYiH.. SCOTT. D.J. Commonwealth Edison Co. 03/07/12. 

KEPPLER.J.O. Region 3, Office of Director. 4po 17604213 24X 

Flche; 90-249. 03/07/12. 8307220260. 1/604, Z13, 24X 

**t,^^**f/*r*.^’ ''f'** PO**‘l’>e discrepancy In variable springs in 

turnbuckle fa top plate assemblies bolt Interface. No recorded 
failures or complaints registered against subj products, Enel 
list ef springs identified for Coram Ed only. 

Products Co. 03/07/19. KEPPLER, J.O. Region 
Dn.L?L Jl!! mTBCtop. 26pp 19686:006. 84X Fi c h e ; 50-000, 03/07/ 1 5, 

iiJP7SSv44B. 


r«ulT IL »» discus, 

Flche: 50-000, 83/07/22, 8307280084. •'/'•Yl. 169. 24X 
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DOCKET 80-290 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency 4 fire protection plans 


0307140170 Discusses understanding of 030325 Itr re emergency eesrctse. 
Real time manning of emergency operations facility ulU not 
6o demonstrated during e«ercise,but ulll be accomplished at 
support ctr. 

STOHR,U.P. Division of Emergency Preparedness t. Materials Safety. 
83/04/21. UHRIO.n.E, Florida Power h Light Co. Ip. 19523:206 
24X FI Che 80-280, 83/04/21, 8307140170. 


8307140339 Discusses 1904 full-scale emergency eserclse per 030426 
met ting. E«erc ise will ertend over 3-dai; period. Emergency 
operations facility will operate at reduced level after 
first day. 

D 'REILLY, J. P. Region 2, Office of Director. 03/03/26. UKRIO.R.E. 
Florida Power & Light Co. 2pp, 19323:335 24X 

Flche; 30-000, 03/03/26, 0307140339. 


0307140270 Informs that 0olse Interagency Fire Ctr contracted to 
perform surveys of radlofrequency t, electromagnetic 
Interference. Assistance requested. 

VERRELLI, D. H. Division of Project t< Resident Programs. 03/09/31. 
UHRIO,R.E. Florida Power 8, Light Co. a2pp. 19322:297 24X 

Flche: 50-000, 83/05/31, 0307140270. 


6307110357 Releases public version of rev to emergency plan 
Implementing procedures. 

FELTON, J. M. Division of Rules and Records 03/06/24. Docunent 
Management Branch, Ip. 19384:196. 24X Flche: 50-280, 03/06/24, 

8307U0337. 


0307110361 Forwards public version of revised emergency plan 
Implementing procedures, inc lud ing Procedures 20101 re duties 
of emergency coord Inator, 20103 re c lass 1 f lea 1 1 on of 
emergencies 6 20104 re emergency roster. 

UHRIOpR.E. Florida Power L Light Co. 03/06/13. □ 'REILLY. J. P. 

Region 2, Office of Director. Ip. 19304- 197 24X 

Flche: 50-250, 03/06/24, 8307110357. 


0307110360 Public version of revised emergency plan Implementing 
procedures. Including Procedures 20101 re duties of emergency 
coord inator. 20103 re classification of emergencies U 20104 
re emergency roster. 

HAYBiJ. K. Florida Power U Light Co. 83/09/24. 59pp. 19304- 190 

24X Flche: 50-250, 03/06/24, 83071 10397. 


0307280090 Forwards addl Info to util 030415 response to NUREO-0737. 
9uppl 1 re safety parameter display sysidetalled control 
room design review 6 Reg Oulde 1.97. 

UHRIOifl.E. Florida Power li Light Co. 83/07/28. VAROA. S, A. 
Operating Reactors Branch 1. 4pp. 19791:179. 24X 

Flche: 90-250, 03/07/23, 8307280090. 


J. Insurance 6 Indemnity Information 


0307130107 Forwards Endorsement 67 to NELIA Policy NF-1B3 8. 
Endorsement 57 to MAELU Policy MF-35. 

DUCK, J. R, Marsh 8. McLennan, Inc. 03/07/05. 8ALTZMAN, J. Asaiitant 
Director for State 8, Licensee Relations 3pp. 19465-344 24X 

Flche; 30-250. 33/07/05, 3307130187. 


P. Operating license stage documents 8< correspondence 


8306060070 Generic Ltr 83-22 to all operating rcac tor 1 icensee t> 
applicants for OLs & holders of CPs for Westlnghouie PHRs 
r» safety evaluation of "Emergency Response Ooi del Ines. ■■ 

Sve list and. 

EISENHUT, D. 0. Division of Licensing, 03/06/03. Yankee Atonic 
Electric Co. 10pp. 19963:116. 24X Flche; 50-000, 03/06/03, 

0306060070. 


0307140065 Concurs in 030516 request for e»tenslon until 830627 to 
submit call-in drills istaff augmentation/time saving 
mtatures). 

DANCE. H.C, Division of Project 8i Resident Programs. 03/06/20. 
UHRIOiR.E. Florida Power 8i Light Co. Ip. 19514:091 24X 

Flche: 50-000, 03/06/20, 0307140065. 


0307060070 Forwards fee for 030603 proposed Clast I 8, III amends to 
Licenses OPR-31 8i DPR-41 re optlmlied fuel assembly ti wet 
annular burnable absorber, 

UHRIO.fl.E. Florida Power 8< Light Co. 83/06/30. EISENHUT. D. O. 
Division of Licensing, Ip. 19251:336. 24X Flche: 90-290, aS/OE/SOi 

0307060070. 


8307060209 Forwards revs to iiiservica test program for pumps l< valves. 
Inservlce test program for valves, tu/remo te indicators, 
revised to provide verification that valve operation 
accurately indicated. 

UHRIO.R E Florida Power 8, Light Co. 83/06/30 VARGA, S. A. 
Operating Reactors Branch 1. 2pp. 19239 044 24X 

Flche; 90-250, 83/06/30, 8307060209 


— 0307060213 Revs to Inservlco test program for pumps b valves 

• Florida Power 8, Light Co 83/06/30 79pp. 19239.046. 24X 

Flche 50-290.83/06/30.8307060209 


8307060216 Notifies that interim core damage assessment guidelines will 
be provided B307G8, per post-TMI requirements for 
post-accident sampling sys. 

UHRIG.R. E Florida Power 8- Light Co 83/06/30. VARGA, S. A. 

Operating Reactors Branch 1. Ip. 19238.351. 24X 

Flche: 90-290, 83/06/30, 8307060216. 


8307290239 Forwards safety evaluation of util 0OOUI. 820107 6 0427 
responses to NUREO-0737, 1 1 em II.D.2.2, "Plant Shielding Modi 
for Vital Area Access. " Guidance 8, criteria met. 

VAROA.S.A- Operating Reactors Branch 1. 03/06/30. UHHIO.R.E. 

Florida Power ti Light Co. 4pp. 19729:350. 24X 

Fiche: 90-290. 83/06/30, 8307250235. 


8307070004 Advises that mods to reduce potential radiological exposure 
of control room operator following postulated LOCA complete. 

Addl work to remove 8, replace 4-lnch blocks will eitend 
completion of htock wall repair to 830729. 

UHRIG.R.E Florida Power ti Light Co 83/07/01. VAROA.S.A, 

Operating Reactors Branch I. 2pp. I9269-395. 24X 

Flche; 90-250.83/07/01. 0307070004 


6306270397 Generic Ltr 63-26 to all applicants for OLs 8, holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUT, 0. 0. Division of Licensing. 63/07/05 Consolidatad 
Edison Co. of New York, Inc. I6pp 19390.317 24X 

Fleht: 90-000.83/07/09. 8306270397 


8307060329 Generic Ltr 83-27 to all licensees 8, applicants for 
operating power reactors 8, holders of CPs for power reactors 
re surveillance Intervals in STS Sve list end 

EISENHUT. D. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co, of New York, Inc. 16pp. 19667:254 24X 

Flche: 90-000. 83/07/06. 8307060329. 


B307120469 Requests meeting to discuss future submittal of Tech Specs 
li supporting safety analysis to resolve pressuriied thermal 
shock Issues fur Cycle 9 1 1 cens Ing. Update meeting 
requested first wk in Aug. 

UHRIG.R.E. Florida Power 8, Light Co. 83/07/06, EISENHUT. D. G. 
Division of Licensing. 3pp. 19424:191. 24X F lehe ; 50-250. 03/07/06, 

8307120469. 


6307190434 Forwards request to amend Licenses DPR-3I 8- OPR-41. 
Preliminary evaluation determined that proposed amends do 
net involve significant haiards cons iderat ion. M/o end. 

HCDQNALD, 0. G. Operating Reactors Branch 1. 83/07/07. CLARK, U. 

Florida. State of. Jp. 19940:202. 24X Fiche: 50-250, 83/07/07, 

8307190434. 


8307080169 Generic Ltr 83-2B to all licensees of operating reactors, 
epplicents for DL i< holders of CPs re required actions based 
on generic Implications of Salem ATU8 events. 8vc list end. 
EISENHUT. D. 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York. Inc. 3app. 19669:269. 24X 

Flche: 90-000. 03/07/08, 6307080169. 


8307140198 Forwards Interim rept, "Guidelines for Determination of 
Eitent of Core Damage," to he Implemented at facilities. 

Rept submitted in response to post-TMI requirements covering 
post-accident sampling sys. 

UKRIO.R.E. Florida Power 8< Light Co. 83/07/08. VAROA.S.A. 
Operating Reactors Branch 1. 7pp. 19522:055. 24X 

Flche: 90-250. 83/07/08, 830714 0178. 


8307190216 Rov to 820910 application for amend to Licenses DPn-3l l< 
DPR-4l>rcvlslng proposed radiological effluent Tech Specs In 
response to NRC comments. Li s t of eiemptlons from NUREa-0472 
roquireiicnts end. 

UHRIO.R.E. Florida Power 6 Light Co 83/07/il. EISENHUT, D, 0. 
Oivitlon of Licensing. 3pp. 19530:274. 24X Flche: 50-250, B3/07/ 1 1. 

8307190216. 


■8307190221 Revised pages tu proposed radiological effluent Tech Specs. 
• Florldo Power & Light Co. 83/07/11. 64pp. 19930:277. 24X 

Flche; 90-290.83/07/11. 0307150216. 
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DOCKETED ITEMS 


B307190031 Advs,„s 30-<lay public rvot , f i cat i period T,,uired for 

B30902 applitatiofu for amend ta Hcense« 

Bates for 030A01 amend issuance is operational f 1 e*i tii is ti|* 
tihich is insoffielent reason not to „ - 

VAHOA.S A. Operatlnj Reactors Branch I. 83/07/U. 

Florida Pouier & Lisht Co. 2pp. 19636:2*3. 24* 

Ftche . 50-2S0. 33/07/1 1. B307190031. 

6307190028 Advises tbat.based on r.vleu, of B30505 request for deletion 
of terrestrial & other monitoring programs *“ 

for optimlied fuel assembly Tech Specs. two Class tl! & Class 
DieOS*R*M^'''’Llcense Fee Management Branch. 

Florida Power t, Light Co Ip. 19369:333. 24* Ftehe. 50-230. 

63/07/12, 6307190026. 

8307190132 Application for amend to Licenses DPR-31 & DPR-4I changing 
Tech Specs to allow continued operation by accommodating 
espected Increase In inventory of spent fuel assemblies 

above eclsting storage capacity. ciocmijiit no 

UHRlO.B.e. Florida Power 6 Light Co. 63/07/15. EISENHUT.tO. 
Division of Licensing. app. J9627: 193. 24X Flche: SO-250.S3/07/1S. 

6307190132. 

6307190133 Proposed Tech Specs allowing continued operation by 

accommodating espected Increase in inventory of spent fuel 
assemblies above capacity of etlstlng storage 

a Florida Power t. Light Co. 83/07/13. 4pp. 19637.203. 24X 

Flche: 50-230. 63/07/15.6307190132- 


—6307140141 le Insp Repts S0-250/B3-22 8. S0-251/B3-22 on 030426 0525. No 
“nincoipllance noted^Major areas ^ 

bulletins, maint ac t Ivl 1 1 ts, p lant opera t tons. survei I lance 

VOOT^^aUR. . AGLES, J. A. Region 2, Office ®‘''®'g3^0^/24 
na rsM r nlvision of Project t Resident Programs. 03/O6/«:q. 

3pp. 19514:155, 24* F 1 c h e : 50-250. 03/06/24. 8307 1 40131 . 

B306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem Svc 

iros?‘e3S!SS.°' iT/oVA? ""?:;:2ud:tSd"Edison Co" of New 
""rJnc “ 34 ” ?9363 293. 24* Fi c h e: 50-000, 83/07/ 11 , 830627040 1 . 

B3O627O404 IE Info Notice 03-47, "F^Hurjof Hydraul ic Snubber * a. 
Result of Contaminated Hydraulic Fluid. 8vc list 

jaROAN.e.L^ Division of Emergency of New 

Idlp^ riche:5O-OOO.03/O7/12.83O627O4O4. 

B3Q627O406 IE Info Notice 03-48. "O®® 

Radioactive 1-125 S. 1-131 I" Eccb»« ^RC Limits. Svc list 


?AYLQR.J.n. Division of QA, Safeguards 6 Inspection Programs (Post 
B301D3I B3/07/I4. Consolidated Edison Co. 0^ 

1140B- 19715:270. 24X F 1 c he: 50-000, 63/07/ 1 4, 8306270406. 


periodic operating reports & related correspondence 


—8307190134 "Spent Fuel Storage Facility Mod.’ 

» Florida Power 6 Light Co, 03/07/13. 37pp- 

Flche: 30-230. 83/07/15.3307190132. 


19627:207. 24X 


6307220329 Monthly operating repts for May 
PACE.P-L.. WILLIAMS. J.W. Florida Power 
Office of Resource Management. Director. 
Fieh e; SO-DOO. 63/06/ 1 8 . 8307220329. 


1963. W/030615 Itr. 

& Light Co, 83/06/15. 
I7pp. 19675: 132. 24X 


B3072S0173 Forwards Class I & Til fees in payment of prnposed license 
amend re spent fuel storage facility eipanslon. 

UHRIO.fi. E Florida Power & Light Co. . 

Division of Licensing. Ip. 19706:110- 24* Flche. 50-230, 83/07/19. 

6307290173. 


Inspection reports. IE Bulletins ti correspondence 


6307140229 Requests that liquid samples spiked w/radionucl idee he 
analyied for tr i t i urn. Sr-B9 4 Sr-90 content within 60 days of 
receipt of spiled sarop 1 es- Samples will be sent annually as 
part of routine Insp program. 

LEWIS, RC. Division of Project 4 Resident Programs. 63/08/07. 
UHRIO.R E. Florida Power 4 Light Co. Ip. 19324:060. 24* 

Fiche: 50-000. 63/02/07. 6307140229. 


8307140151 forwards IE Insp Repts S0-250/B3-21 4 SO 251/63-21 on 
030526-27. No n on comp 1 1 ant e noted. 

DANCEiH-C. Division of Project 4 Resident Programs. 8a/»/17. 
UHRIO.R. E. Florida Power 4 Light Co. 2pp. 19514:247. 24* 

Fiche; 50-250. 63/06/ 1 7. 6307 1 40IS1 . 

—8307140156 IE Insp Repts 50-250/33-21 4 50-251/03-21 on B3QS26-a7.No 
noncomp llance noted. Major areas inspected ; followup on LBRs. 

LENAHAN. J. 0. . CONLON. T. E. Region 2, Office of Dlreetop. 63/06/16. 
5pp. 19914:249. 84X Flche: 50-250. 03/06/17, 0307140191 . 


0307140191 Forwards IE Insp Repts 90-250/63-20 4 50-291/83-20 on 
630917-20. No noncofflp 1 lane e noted. ,0., 

DANCE, H.C. Division of Project 4 Resident Programs. 63/06/20. 
UHRlOiR. E. Florida Power 4 Light Co. 2pp. 19922:067- 24* 

Fiche: 50-290, 83/06/20.6307140191. 


S. Reportable occurrences. l-ERs_4_relatod_^corrospondence 

B30715D266 LER 03-OO9/O3L-O: on 830610, d ur ing operability o* 

aullliary foeduater pump A, pump failed to come up to spee 
no flow delivered. Caused by failed differential pressure 
transmitter. Transmitter roplacod. W/03071 1 1 tr. na/o?/ 

BERRY.Z.E., WILLIAMS, J, W. Florida Power 4 Light Co. 03/07/ 


O'REILLY. J. P. Region Si Office of Director 
Fiche: 50-250, 63/07/ 1 1 , 6307190266. 


2pp. 


11 . 

19930: 009. 


}O7Sa047O LEB a3-00D/03L-O: on 630614, condui t for future safety 
parameter display sys accidentally damaged 

Installation. One containment spray pump involved. Caused by 
incorrect drawing. Repairs ‘ * I®*®'’- ‘ ‘ „ na/op/ll 

berry, Z. e.i WILLIAMS, J-W. Florida >< ‘-‘O!;* ,qAB9 IbV' 

O'REILLY. J.P. Region 2. Office of Director. 3pp. 19669. 109, 


B307260134 flecDramends mods to proposed AO writeup of 
auiillary feedwater event, per 830624 request. 
KNTDNiH.R. Office of Nuclear Reactor Regulation, 
03/07/20. HELTEMEB.C. J. D 1 rec ter 's Of f I C i. Ip. 
Fiche: 50-350, 03/07/20, 8307260134. 


830419 lost 

Director. 
19787; 310. 


of 


24X 


-B307140009 Forwards draft Camralttlon paper u/proposed FR notice re 
potential AO concerning loss of sll three au«lliary 
feedwater pumps at fac 1 1 1 ty. Comments 4 concurrences 

H^T^ra!’c'’j.°^Director's Off ice. 03/O6/24_ 311 °”4x' 

of Nuclear Reactor Regulation, Director. 10pp. 19707.311. 24X 

Flche: 50-290, 03/07/20, 0307260134 


B3O714O2O0 IE Insp Repts 50-250/63-20 4 50-251/03-20 on B30S17 20. No 

nencompliance noted. Major arras Inspected : radloaetiva 
effluent releases, reac tor coolant qual i ty , tes 1 1 ng of filter 
sys 4 callbr & functional test of effluent release monitors. 
HOSEY-C.M. Region 2, Office of Director. 03/06/17. 6pp. 
19522:069. 24X Flche; 90-230, 83/06/20. 8307140191. 


0307140003 Forwards IE Insp Repts 50-250/03-12 4 90-291/83-18 on 
030601-03. No none amp 1 lance noted. 

DANCE. H-C. Division of Project 4 Resident Programs. 83/06/84. 
UHRIO.R. E. Florida Power 4 Light Co. 2pp. 19914:103. 24* 

Fiche; 50-250. 83/06/24. 0307140083. 


— 8307140088 IE Insp Repts 90-290/63-12 4 50-251/83-12 on B3060l-Ca.Mo 
noncomp 1 lancc noted. Major areas 1 nspec tod: inservlce insp. 
KLEINSDROe.W.P. , BLAKE. J. J. Region 2. Office of Director. 
83/06/22, 5pp. 19914:189- 24X f Iche ; 30-290. 83/06/2*. 8307140003. 


0307140131 Forwards IE Insp Repts 50-250/83-22 4 90-291/03-22 on 
830426-0529. No noncomp 1 ience noted. 

DANCE.H. C. Division of Project 4 Resident Programs 03/06/24. 
UHRIO.R. E. Florida Power 4 Light Co. 2pp. 19914:193. 24X 

Fiche ; 30-250. 83/06/24, 0307140131. 


DOCKET 90-2S1 TURKEY POINT PLANT, UNIT 4 

F. Security, medical, emergency 4 fire protection P'^ns 


I07I4017O Discusses understanding of 830323 'tT re emergency exer 
Real time manning of emergency operations f ac 1 1 1 ty wl 1 1 no t 
be demonstrated during exercise, but will bo accomplished at 

BTOHRri. Division of Emergency Preparedness 4 

03/04/21. UHRIO.R. E. Florida Power 4 Light Co. Ip. 19923.206. 




0307140339 Discusses 1964 full-scale emergency exercise per 
aeatlng. Eiercise will extend over 3-day period. Emergency 
operations facility will operate at reduced level efter 

0'REILCV?J.P. Region 2. Office of Director. 03/09/26 
Flerlda Power 4 Light Co. 2pp. 19923:329. 24X 

Flche: 90-000, 03/09/26, 0307140339. 


030426 


UHRIO.R. E. 



DOCKETED ITEMS 


39 


B307140S78 Inform! that Dolse Interagencij Fire Ctr contracted to 
perform surveyi of radiofrequency & electromagnetic 
interference. Assistance requested. 

VERRELLl j D. M. Division of Project Resident Programs. B3/05/31 
UHRlSiR.E. Florida Pouer & Light Co. 33pp. 1?S33:397. 24X 

Flche; SO-OOOi B3/05/31, 830714027B. 


8307110337 Releases public version of rev to emergency plan 
imp lamenting procedures. 

FELTON.J.H. Division of Rules and Records 83/06/34. Document 
Management Branch. Ip. 193B4.I96. 34X Fiche 50-230, 63/06/24, 

8307110337. 


—8307110361 Foruards public version of revised emergency plan 
implementing procedures, Inc lud ing Procedures 20101 re duties 
of emergency coord inator, 20103 re classification of 
emergencies (, 20104 re emergency roster. 

UHRIO.R.E. Florida Pouer h Light Co. 83/06/13. O'REILLY, J. P. 
Region 2, Office of Director. Ip. 19384: 197. 24X 

Flche: 50-250, 83/06/24, 8307110337. 


— B307110368 Public version of revised emergency plan implementing 
procedures, including Procedures 20101 re duties of emergency 
coord Inator. 20103 re classification of emergencies 6 20104 
re emergency roster. 

HAYS.J K. Florida Power 4, Light Co. 83/05/24. 59pp. 19384:198. 

24X Flche: 50-250, 83/06/24, 8307110337. 


8307280098 Forwards addl info to util 830415 response to NUREO-0737, 
Suppl 1 re safety parameter display sys, detailed control 
room design review S, Rag Guide 1. 97. 

UHRIO.R.E. Florida Power 6 Light Co. 83/07/25. VARGA. S. A. 
Operating Reactors Branch 1. 4pp. 19791:179. 24X 

Flche; 30-230, 83/07/23, 8307280090. 


J. Insurance 4i indemnity information 


8307130187 Forwards Endorsement 67 to NELIA Policy NF-1B3 U 
Endorsement 37 to MAELU Policy HF-33. 

DUCK.O.R, Marsh 6 McLennan, Inc. 83/07/03. BALTZMAN.J. Assistant 
Director for State 6 Licensee Relations. 3pp. 19463:344. 24X 

Fiche; 30-230, 83/07/03, 8307130187. 


P. Operating license stage documents 6 correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs t, holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Sve list end. 

EI8ENHUT, D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X FI cha : 30-000. 83/06/03, 

8306060070. 


B307140065 Concurs in 830516 request for eitenslon until 830637 to 
submit call-in drills (staff augmen ta 1 1 on/ 1 Ime saving 
measures I . 

DANCE, H.C. Division of Project U Resident Programs. 83/06/20. 
UHRIGiR.E. Florida Power S, Light Co. Ip. 19314:091. 24X 

Flche; 30-000. 83/06/20, 8307140063. 


6307060070 Forwards fee for 830603 proposed Class 1 ft III amends to 
Licenses DPR-31 & DPH-41 re optimised fuel assembly «, wet 
annular burnable absorber. 

UHRIO.R.E. Florida Power 6 Light Co. 83/06/30. EISENHUT. D. G. 
Division of Licensing. Ip. 19231:336. 24X Fiche; 30-250, 83/06/30, 

8307060070. 


8307060216 Notifies that interim core damage assessment guidelines will 
be provided 830708, per post-TMl requirements for 
pest-accident sampling sys. 

UHRIO.R, E. Florida Power ti Light Co. 83/06/30. VARGA, S. A. 

Operating Reactors Branch 1. ip. 1923a;331. 24X 

Fiche: 30-230, 83/06/30, B307060216. 


8307250235 Forwards safety evaluation of util 800111,820107 & 0427 
responses to NUREO-0737/ Item II.B.2.2. "Plant Shielding Mods 
for Vital Area Access." Guidance b criteria met. 

VARGA, 8. A. Operating Reactors Branch I. 83/06/30. UHRIO.R.E. 
Florida Power *, Light Co. 4pp. 19725:330. 24X 

Flche; 30-230, 83/06/30. 8307230233. 


8307070084 Advises that mods to reduce potential radiological exposure 
of control room operator following postulated LOCA complete. 

Addl work to remove b replace 4-inch blocks will eitend 
completion of block wall repair to 830729. 

UHRIG.H-E. Florida Power t< Light Co. 83/07/01. VARGA, 3. A. 
Operating Reactors Branch 1. 2pp. 19269:335. 24X 

Fiche; 30-250, 83/07/01, 8307070084. 


8306270397 Generic Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity &vc list end. 

EISENHUT, D. G. Division of Licensing 83/07/05. Consolidated 
Edison Co. of New York, Inc ■6pp 19390:317 24X 

Fiche: 30-000. 83/07/05. 8306270397 


8307110193 Application for amend to License DPR-4 1 , pr op os 1 ng Tech Spec 
changes for 4 h eitenslon of Limiting Condition for 
Operation 3.0.1 as result of 830705 incident involving vent 
valve leakage on accumulator 46 Amend requested by 830703 
UHRIO.R E. Florida Power b Light Co. 83/07/05. E ISENKUT. D. G. 
Division of Licensing 2pp 19373.032. 24X Fi che 50-251, 83/07/05, 

8307110133 


8307060329 Generic Ltr 83-27 to all llcerksees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end. 

EISEIHUT. 0. G. Division of Licensing 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Flche; 90-000. 83/07/06. 8307060329 


8307120469 Requests meeting to discuss future submittal of Tech Specs 
& supporting safety analysis to resolve pressuriied thermal 
shock Issues for Cycle 9 licensing Update meeting 
requested first wk in Aug. 

UHRIG.R-E Florida Power b Light Co. 83/07/06. E ISENHUT. D. G. 
Division of Licensing. 3pp. 19424:191. 24X FIch e . 30-250. 83/07/06. 

8307120469. 


8307130434 Forwards request to amend Licenses DPR-31 l< DPR-41. 
Prellalnary evaluation determined that proposed amends do 
not involve significant haiards consld erat Ion. U/o end. 

KCOONAU), D. O. Dperatlng Reactors Branch 1. 83/07/07. CLARK. U. 

Florida. State of. Ip. 19340:202. 24X Flche : 30-250. 83/07/07, 

8307190434. 


83070BO169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for DL i, holders of CPs re required actions based 
on generic laplicatlons of Salem ATUS events Sve list end. 
EISENHUT.D.O. Division of Licensing. 83/07/08 Consolidated 
Edison Co. of New York, Inc 38pp. 19669 269. 34X 

Flche: 90-000. 83/07/08, 8307080169 


830714019B Forwards interim ropt, "Guidelines for Determination of 
Extent of Core Damage," to be Implemoiitsd at facilities. 

Rept subaltted in response to post-TMl requirements covering 
post-accident sampling sys. 

UHRIB.R.E. Florida Power 6 Light Co. 83/07/08. VARGA, S.A. 
Operating Reactors Branch 1. 7pp. 19322:053. 24X 

Fiche; 90-2SD. 83/07/08.8307140198 


8307130216 Rev to 820910 application for amend to Licenses DPR-31 b 
DPR-41,revislng proposed radiological effluent Tech Specs in 
response to NBC comments. LI s t of oiemptions from NUREO-0472 

requirenents end. 

UHRIG.R.E Florida Power & Light Co. 83/07/11. EtEENHUT. 0. G- 
Dtvislun of Licensing. 3pp 19330:274. 24X Fi c ho . 30-250, 83/07/ 1 1 . 

8307190216. 


— 8307190221 Revised pages to proposed radiological effluent Tech Specs, 
a Florida Power 4 Light Co. 03/07/11 64pp 19330:277. 24X 

Flche. 30-230. 03/07/1 1 . 8307 I 50216 


8307190031 Advises that 30-day public notification period required for 
830302 applications for amend to Licenses DPR-31 1, DPn-41 
Bases for 830601 amend issuance is operational fleilbility, 
which Is insufficient reason not to require notice. 

VAROA, S. A Dperating Reactors Branch 1. 83/07/11. UHRIGiR.E. 

Florida Pouer & Light Co. 2pp. 19656:262. 24X 

Fiche: 30-230. 83/07/1 1, 8307 190031 


83071900^ Advises that, based on review of 830303 request for deletion 
of terrestrial 4 other monitoring programs b 830603 request 
for op tiniied fuel assembly Tech Specs, two Class III b Class 
I fees appropriate. 

DIOOSiR.H. License Fee Management Branch. 83/07/12. UHRIO.R.E. 
Florida Power 4 Light Co. Ip. 19569:333. 24X Fiche- 50-230. 

83/07/12.8307190020 


8307190132 Application for amend to Licenses DPn-31 4 DPR-41 changing 
Tech Specs to allow continued operation by accommodating 
expected increase in inventory of spent fuel assemblies 
above existing storage capacity. 

UHRie.R.E Florida Power 4 Light Co. B3/07/1S. EISENHUT.D.O. 
Division of Licensing. 8pp. 19627:193. 24X Flch e: 30-230. 83/07/13, 

B307190I32. 


•8307190133 Proposed Tech Specs allowing continued operation by 
accoModating expected Increase in Inventory of spent fuel 
assemblies above capacity of eiistlng storage facility, 
a Florida Pouer b Light Co. 03/07/13. 4pp. 19627:203. 24X 

Flche: 30-230. 83/07/13. 8307 190132 
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--5-JOM'iM j< 'Sfir.t Fl'«1 5tara}e Facilitij Hcd " 

• F1-- -c.rr t, LljM Co 03/07/lS 57pp 19627.207. 29X 

'i:-« eD/aF/is. 2307i'foi32 


?>j07;;'jP3 7:ru4rjt Cl4t« I 6 MI t«e5 in payment of propoied license 
ra laen* fi.»I itoraje facility eipansion 
L'UJ’IO.'’ £ Floriaa Pauer >, Liyht Co 03/07/19 E ISEHHUT. D. C. 
Di.-i»icn Licenemy Ip. 19706 118 2dX Feche 30-230.33/07/19. 

G;372;0i7n 


3 Ir.«;icii,;n rapartJ. !E Bulletins correspondence 


E33C'714C>'2> ise^uests tret liquid samples spiked u/rad ionuc tides te 
amelyiij ear t r i t i vn. Sr-89 6 Sr-90 content within 60 days 0# 
recaidS af spited samples Samples will he sent annually at 
part af -cjtine imp projran. 

LEUIS R C Di.isicn of Project 6 Resident Projrams. S3/02/07. 
OHPIO.R E Plariaa Power 6 Light Co Ip. 19524:060 24X 

Ficre 50-000,03/02/07,6307140229 


Bu07H0l5l Forwards IE Insp Repts 50-250/83-21 & 50-251/83-21 On 
030526-27 rio nonco.mp 1 lance noted. 

D*I.C£.H C Division of Project & Resident Programs. 83/06/17. 

OHPIO.R c Fiori4a Power t, Light Co 2pp. 19314.247. 24X 

Fiche 50-230, 03/06/17, 8307140131. 


--8307140156 IE Insp Repts 50-230/83-21 «. 50-251/83-21 on 030326-27, M» 
nonchmp I jance noted Major areas inspected: fol louup on CERs- 
LEMAHAfi. j j , CON'LON,!. E Region 2, Offlte o» Director. 63/06/16. 
5pp 19514 249 247 P i eh e : 50-230. 83/06/ 17, 03071 40151 . 


6307220318 Foruapds "Staam Generator Repair Program for Turkey Point 
Unit 4" Final Radiolog lea I Progress Rept A for 021010 - 
630316. 

UHRie.R.E, Florida Pouer i Light Co. 03/07/13. VAIIOA, S. A. 
Operating Reactors Drench 1. Ip. 19665:228. 24X 

FicAe: 30-231. 63/07/13. 6307220316. 


—6307220523 “Bteaui Generator Repair Program for Turkey Point Unit A.' 
Final Radiological Progress Rept 4 for 821010 - 830316. 
e Florida Power b Light Co. 63/07/13. 37pp. 19685:229. S4X 

Fiche: 30-231.83/07/13.8307220516, 


S. Reporteble occurrences. LERs & related correspondence 


8307120424 LER 83-004/03L-0; on 630526. valve MQV-4-1405 failed to open 
during routine test of auslllary fesduater pump D. Caused by 
high resistance across contacts inslds motor operator. 

Contacts cleaned i< valve tested. H/630623 Itr. 

BERRY.Z.E,. UILLIAMSiU.U. Florida Pouer U Light Co. 63/06/23. 
O'REtLLY. d. P. Region 2. Office of Director. 2pp. 19423:224. 24X 

Fiche; 30-231.83/06/23. 8307120434. 


B307II0133 Application for amend to License DPR-4 1. propos Ing Tech Hpec 
changes for 4 h extension of Limiting Condition for 
Operation 3.0.1 as result of 830705 Incident Involving vent 
valve leakage on accumulator 46. Amend requested by 030705. 

UHRIO.R.E. Florida Pouer b Light Co. 83/07/05. EIBENHOT. D, 0, 
Division of Licensing. 2pp. 19375:032. 24X FUbe ; 30-231 , 03/07/03. 

8307110133. 


Bj, 57140191 Ftriujrds IE Imp Repts 50-250/83-20 b 50-251/83-20 on 
830517-20 Np nercojitp 1 iance noted. 

DANCE. H 0 Division of Project b Resident Programs. 03/06/20. 

tIMRIS.R E Florida Fewer b Light Co 2pp. 19522 067 24X 

Ficht 50-250. 53/06/20. 6307140191. 


03071*0033 Forwards ]E Insp Repts 50-250/63-12 b 50-251/83-12 on 
G3060I-03 No noncorap I lanc # noted. 

'■ of Project b Resident Programs. 83/06/24. 

UHRIO.H E Florida Power b Light Co. 2pp. 19514:183 24X 

Flch I 50-250, 83/06/24, 8307140083. 


DOCKET 50-232 UNIV. OF NEW MEXICO RESEARCH REACTOR 


B. Parlodtc operating reports b related correspondence 


8307230310 “Rept on Facility License fi-102.Unlv of Neui Meileo AGN-201H 
Reactor. Jul 1982 - June 1983. " H/830713 Itv. 

UHAH.O.A. Neu Mexico. Univ. of. 63/06/30. Director's Office. 
Office of Inspection and Enforcement. 3pp. 19701:344, 24X 

Fiche; 30-232. 03/06/30. 8307250310. 


V. Operator Eianlnatlons 


--e307l4.:.053 IE Insp 
noncarapllance not 
hLElNEOPSE, U P , 
B3/CS/22 3pp. 


Repts 50-250/83-12 b 50-251/83-12 on a30601-03.Mo 
ed. Major areas insptc ted: Inservice imp. 

BLAKE, J j Region 2, Offlte of Director. 
19514:185. 24X FI ch e 50-250, 83/06/24, 0307140003. 


®^e3:42l-05nrN"''“ 30-250/63-22 b 50-251/83-22 on 

Hjjaaa 05»5 ria none ompl lance noted. 

E Project b Resident Programs. 83/06/24. 

vrmiu.K t Florida Power b Light Co 2oo I95I4 iST aax 

Fiche go-.50,83/06/24. 8307140131. 1 514. 153. 24X 


®'nIncc,ip,M^crmt^d*'Ha 30-250/83-22 b 50-251/83-22 on 830426-0525 
K noted. Major areas inspected: followup of IE 

tisli^g Tpum surveillance 

SLI«j°r''''D?vision^!i'^p* Director, 

spp 195(4 15S 34X h Resident Programs 83/06/24. 

155 Fiche: 50 -250, 83/06/24. 8307140131. 


B307060427 Ocnerlc Ltv 03-12A to all nonpouer reactor licensees re 
issuance of NRC Form 398. "Personal Dual 1 f Icat Ions 
Statement - Licensee." Sve list end. 

EISEN^.D.O. Division of Licensing. 03/07/11. Michigan, Univ. 
of. 14pp. 19363:138. 24X Fiche: 50-000. 83/07/1 1 , 0307080427 . 


DOCKET S0-2S4 OUAD-CITIES STATION. tNlT 1 
F.^^corUy, aedlcal, emergency b fire protection plans 






4 Vhar M 


Section III. e re fire protection of safe shutdoun 
*0 320701 b 0923 requests 
VABBALLO. 0. 0. Operating Reactors Branch 2. 83/06/23 FARRAR n l 


C^se Irrol'A? ^ Engineering 

Vorx. f.,a. 134PP Edison Co Of M. 


24X Fiche: 50-000.63/07/1 1, 03O6S7O4( 


'^^^'*270404 IE Info NotiCB 83-47 ,.e i 

ftesult of Centaminated Hudraul, c F Snubbers as 

janCAN.E L 0. VIS, an ^vc list end. 


Respenia (Post SaoloS)**^ 83/07/?='^ Preparedness b Engineering 

141pp. 19563 159 ddv *‘*4 ted Edison Co. of He 

PP 19563 153. a4X Fiche:50-000,B3/07/12, 830627040 


Von, Ir 


0306270406 IE Info Notice 83-40 "n 

^adjoactiv, 1-..5 L 1-131 j. E, '^“'1 , 

B^Im/ "oo/St/M*"" “c^molldij^rEd* *' P'-PSram, <F 

IMPS 1,7.5 270 


F tried ,e 


!!!!!“"? ’■♦fp'-t* «■ related c 


orrespondence 


® 30722 . 032 ? Mcnthly operat 


FACE.P L , HrULlAMS.J.H M/S306I5 Ur. 

Office Of fiesogre, Mana,,..'. b Light Co 83/06/15 

FKhf K-OOO.B3/06/15.830722035S*^*‘‘'’''' 19675:132, 


III O far Jf a .? ‘ r of App R to 1 0CFR80, Bee t i Oil 

»“PP’-»«»‘on associated u/panels, 
switchgear b motor control ctrs. 


0307120062 Releases public 
inplffflenting procedures. 
FELTON. J. H. Division of 
Management Branch. ip 
8307120062. 


version of rev to 

Rules and Records 
19435; 260. 24X FI 


emergency plan 

Q 3 / 06 / 24 . Document 
Che; 50 - 254 , 83 / 06 / 24 , 


procadures.induding Procedures QEP 33oV^e SsM.lmSir*" 
field"?#*' 330-11 re estimation of l-iai release by 
****”'■•'"•"**■ ''«9lsed Index end 

Edison Co. 63/06/30 

19433. 261. 84X Fiche: 30-254. 83/06/24, 6307120062. 


6pp. 




•P/verlJl^atlorp'^oJral*'’'*'' 

aWA^Z.E-D. ConmonueaUh Edison Co. 03/07/20 

of Nuclear Reactor Regulation, Director OPf»C( 

Fiche:M-OOO.B3/O7/2O.03O726OOia 
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8307200347 Foruiard* review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flotii chart for general emergency offsite protective 
dec 1 s ions enc 1 . 

PAPERIELLD. C. J. Region 3. Office of Director. 83/07/26. REEO.C. 
Commonwealth Edison Co. 10pp. 19789 010. 24X Flche 30-000. 

03/07/26, 8307280347. 


— 8307180179 "Quad Cities Nuclear Power Station Units I Sc 2 Plant Unique 
Analysis Rept.Vol 6iUnlt 1 Torus Attached Piping St 
Suppression Chamter Penetration Analysis. " 

PAIfllEV.P-. MAt.UACH,0. I OAVUUA, J. A. NUTECH Eng inee rs, Inc. 
COM-02-039-6 ROO. 83/03/31. 176pp. 19334:046. 24X 

Ficht: 30-000.83/06/27. 8307070176. 


H. Utility Final Safety Analysis Report <FSAR) Sc acnends 


8307010193 Forwards acnends to updated FSAR for facilities. 

STIEDE.M.L. Commonwealth Edison Co. 83/06/29. DENTON.H.H. Office 
of Nuclear Reactor Regulation, Director 2pp. 19123:001. 24X 

Flche - 30-000. 83/06/29- 0307010193. 


— 0307010198 Atrend to updated FSAR for Quad Cities 1 8< 2. 

• Commonwealth Edison Co. 03/06/29. 300pp. 19123:069. 24X 

Flche: 50-000, 03/06/29. 8307010193. 


— 6307180136 "Ouad Cities Nuclear Power Station Units 1 Sc 2 Plant-Unique 
Analysis Rept.Vol l.Ocneral Criteria Sc Methodology." 

HtSE.R.E., KOSTiE.O.. MASSEY, J. V. NUTECH Engineers. Inc. 

CaH-02-039-1 ROO. 83/05 /31. 234pp. I9S31-317 24X 

Flche: 30-000. 03/06/27, 8307070176, 


•8307180147 "Quad Cities Nuclear Power Station Units 1 S. 2 Plant Unlqj/e 
Analysis Rept.Vol 2, Suppression Chamber Analysis." 

HOWARD, e.L.. ADAMS.R.H., MCINNBS.I.D. NUTECH Engineers, Inc 
CDH-02-039-2 ROO. 63/03/31. laSpp. 19352:191 24X 

Flche: 30-000. 03/06/27, 8307070176. 


P. Operating license stage documents Sc correspondence 


0307230498 Rev 3, to "Process Control Program for Solidification of 
Rad was te. " 

• Commonwealth Edison Co. S3/03/31. 9pp. 19701:220. 24X 

Flche; 30-254, 83/03/31, 8307230498. 


0303360240 Informs that beta spectra measurements will be conducted 
on 830326 for NRC project. "Beta Particle Measurement 8i 
Dosimetry Requirements at NRC-Llcsnssd Facilities." 

RATHBUN.L.A. Battelle Memorial Institute. Pacific Northwest 
Laboratory. F1NB-244B. 83/05/20. KEPPUER.J.O, Regions. Office 

of Director. Ip, 10399:337. 24X Flche: 30-234, 03/03/20, 8303260240. 


8307120132 Forwards response to BUR Owners Oroup study of alternatives 
to NUREG-0737 .Item II. K. 3. 18, "Automatic Oepressuriiatlon 
Sys Logic Mod " Two of seven alternatives acceptable. 

Implementation schedule should be provided within 45 days. 

VASSALLO, D. B. Operating Reactors Branch 2, 03/06/03, FARRAR, O.L. 

Commonwealth Edison Co. 9pp. 19435:179. 24X Flche: 30-234. 83/06/03, 

8307120132. 


8307140514 Advises that requirements of TMl Item II. K. 3. 13, "kffCl/RCIC 
Initiation Level. " met. Item resolved. 

VASSALLO, D. B. Operating Reactors Branch 2. 83/06/17, FARRAR, O.L. 

Commonwealth Edison Co. 2pp. 19527;345. 24X Flche: 30-254, 83/06/17. 

8307140314. 


8307120123 Forwards confirmatory order re util 810113 1. 820316 
commitments to install permanent scram discharge ays modi 
prior to startup after 830901 ref ue I Ing. Model Tech Specs 
end as guidance for use In preparing Tech Spec changes. 

VASSALLO, D. B, Operating Reactors Branch 2. 83/06/24, FARRAR. D.L. 

Commonwealth Edison Co. 2pp. 19433:097. 24X Ft che: 30-234, 83/06/24, 

8307120123. 


— 8307120128 Confirmatory order re util B10113 (< 820316 commitment* to 
Install permanent scram discharge sys mods prior to 
startup after 840901 refueling. 

EISENHUT, D. 0. Olvlelon of Licensing. 83/06/24, Commonwealth 
Edison Co, 33pp. 19435:099. 24X Flche : 30-234. 83/06/24. 

8307120123. 


8307070176 Forwards plant-unique analysis repts.Vols t-7, dsmonctrating 
primary containment sys design adequacy Si restoration of 
original design safety margins per NUREO-0661. 

RYBAK.B Commonwealth Edison Co. 83/06/27. DENTON. H. R. Office of 
Nucloar Reactor Regulation. Director. 2pp. 19340:242. 24X 

Flche: 30-000, 83/06/27, 8307070176, 


—8307180132 "Quad Cities Nuclear Power Station Units 1 Si 2 Plant Unique 
Analysis Rept.Val 3,Vtnl Sys Analysis." 

SHAMSZAD, M. . ADAMS.R.H,. MCINNES.I.D. NUTECH Engineers. Inc. 
CaM-02-039-3 ROO. 83/03/31. 221pp. 19333:016. 24X 

Flche: 30-000, 83/06/27, 8307070176. 


— 8307180138 "Quad Cltlas Nuclear Power Station Units 1 S< 2 Plant Unique 
Analysis Rept.Vol 4, Internal Structures Analysis." 

TALBOTT.D. C. , ADAMS.R.H.. MCINNES.I.D. NUTECH Engineers, Inc. 
COM-02-039-4 ROO. 83/05/31. 34pp. 19333:237, 24X 

Flche: 30-000, 83/06/27, 8307070176. 


—8307180168 "Quad Cities Station Units 1 ti 2 Plant Unique Analysis Rept, 
Vol S. Safety Relief Valve Discharge Piping Analysis." 

* Sargent t. Lundy. Inc. 83/06/27. 134pp. 19353:272. 24X 

Flche: 50-000, B3/06/27. 0307070176, 


B3071S0026 Forward* SER re NUREO-0612. "Control of Heavy Loads" 6 
technical evaluaCion rept. Phase I acceptable. 

VASSALLO. D. B. Operating Reactors Branch 2. 03/06/27. FARRAR, D.L. 

CoMiSonwaalth Edison Co. 2pp. 19367:301. 24X Flche: 30-234, 83/06/27, 

8307180026. 


— 8307180030 Safety evaluation of util 801222 rttponits to NURB0-06l2i 
"Control of Heavy Loads. " Phase 1 acceptable. 

•a NRC - No Detailed Affiliation Olven. 83/06/27. 2pp. 

19367:303. 24X FI ehe : 30-234. 83/06/27, 8307 100026. 


— 8306060293 "Control of Hoavy Loads lC-10),Quad Cities Station Units I Si 
2 ," technical evaluation rept. 

BONBEROER, C. , BAROENT.I.H, Franklin Ins 1 1 tuts/Frank I In Rttoarch 
Center. NRC-03-ei-l30. TER-C3506-386/387. 83/06/01. 9IN0H.A, , 

CHAN.T. MIC - No Detailed Affiliation Olven. 31pp. 19S67;305. 

24X Flche: 30-234. 83/06/27, 0307100026. 


8307200324 Forwards order modifying 810113 h 820119 enters rt 
installation of plant nods In compltance w/accsptanca 
crltarta of NURE<5-0661. Comp Letlon date e«t#naion to Spring 
1984 outage, requaated In 830613 Ur. granted. 

VASSALLO, 0. B. Operating Reactors Branch 2. 83/06/30. FARRAR, D.L. 

COfMonwealth Edison Co. 2pp. 19671:344. 24X FI chi: 30-234. 83/06/30. 

8307200524. 


— 8307200531 Order modifying 810113 b 820119 orders rs Installation of 
plant mods in compliance y/NUREO-0661 requirements. 

Completion date eitanded bo Spring 1964 refueling outage. 
PURPLE.R.A. Division of Licensing. 83/06/30. Commonuealth 
Edison Co. 4pp, 19671:346. B4X Flche: 30-234. 03/06/30, 8307200324. 


8306270397 Oenirlc Llr 83-26 to all applicants for DLs & holdsr* of 
CPs for power reactors ro clarification of lurvaillanct 
roqulrament* for dlisal fuel Impurity. Sve list and. 

EISEMUTtO. e. Division of Cleansing. 83/07/03. Consolidated 
Edison Co. of NfW York, Inc. 16pp. 19390:317. 24X 

Flche: 30-000.83/07/03. B306270397. 


8307060329 Oenorlc Ltr 83-27 to all llcenitas & applicants for 
oparatlng power reactors Si holdtrt of CPs for powtr reactors 
ro surveillance intervals in STS. 8vc list end. 

EI8ENM1T, D. 6. Division of Licensing. 83/07/06. Consolldatad 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Flche: 50-000. 83/07/06, 8307060329. 


8307080169 Oenirlc Ltr 03-28 to all licanseas of oparatlng reactors, 
applicant* for OL b holders of CPs re rtqulred actions basid 
on generic inplicetlons of Salem ATU8 events. Sve lilt anel. 
EISENHUT, D. 0. Division of Llcantlng. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 3epp. 19669:269. 24X 

Ptcho; 50-000. 83/07/08. 8307080169. 


8307190IB7 Notlfiis that Mos t i nghouse Info re environ qualification of 
•loctrlcal equipment detatJad in 830313 ltr dattrmlned 
nonpreprlttary. 

RVBAK,B. Commonwealth Edison Co. 83/07/11. DENTON.H.R. Office of 
Nuclear Reactor Ragulatlon, Director. 2pp. 19630:142. 24X 

Flcho: 30-000.83/07/1 1, 83071 90107. 


8307190062 Forwards "Dynamic Analysis of Wstue 1 1-to-Dry wsl I Vacuum 
Breakers" it "improved Dynamic Vacuum Seipon**. •' In response 
to Soneric Ltr 83-08. Rei ul t* demonstrate that as-built 18- 
tneh AbM vacuum brtaker valves matt ASME Code crltarla. 

RYBAK.B. Commonwealth Edison Co. 83/07/12. DENTON.H.R. Offlct of 
Nucloar Reactor Rigulatlon, Director. 7pp. 19633:173. 24X 

Flcho; 50-000, 83/07/12. 8307190062. 


—8307190067 Rev 0 to "Dynamic Analysis of We twel I- to-Drywel 1 Vacuum 
Broakors for Quad Cltlas Station. Un Its 1 b 2. " 

HQ(mKA,A.K.. CHEM.O.P., MA8S1E.H.W. NUTECH Eng Iniors. tne. 
CaH-08-023 ROO. 81/09/29. 100pp. 19633: 100. 24X 

Flchs; SO-000. 03/07/12, 8307190062. 
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--6307190074 Rev I to ’ImproveiJ Di|nainic Vacuum Breaker Valve Response for 
Quad Cities 1 (■ 3. •• 

eiLANIN.A. J. Continuum Dynamics- Inc. 62-7 ROI 62/09/30. Z9pp 
19633:292 Z4X F i c he : SO-000. 83/07/ 1 2. 8307 1 90062. 


8307220495 Discusses status of proposed mods to automatic 
depressor i katior sys-per NUREG-0737. Item II. K 3. 18 Option 
4 re timer installatlDn described In CE BUR Ouners Group 
response- se 1 ec ted for i mp 1 ementat i on. Mod s listed. 

RVBAK.B Commonuealth Edison Co. 63/07/16. DENTON. HR. Office of 
Nuclear Reactor Repulatlon. Director. 2pp. 19685:101. 24X 

FI Che: 50-000. 83/07/16-6307220495. 


0307250449 Provides commitments on leakage monitoring. Floor drain 
leakege uill be measured once every 4 h uhen reactor Is at 
operating pressure. NRC ulll be notified uithln 24 h if 
action points eiceeded. 

REED-C. Conunonuea I th Edison Co. 63/07/21. Office of the 
Secretary of the Commission. 2pp. 19701:176 24X 

richer 50-000. B3/07/21. 6307250440. 


Q. Inspection reports. IE Bulletins L correspondence 


0305240296 Act receipt of 630413 Ibr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-237/62-20, 
50-249/62-21.50-254/62-16 t 30-263/e2-!a- 

KEPPLER. J 0. Region 3. Office of Director. 63/05/13. REED, C- 
Commonueatth Edison Co. Ip. 18948:067. 24X Fl che: 50-000. 83/05/13- 

8303240296. 


□307060278 Ack receipt of 030603 Itr informing NRC of steps taken to 
correeb vlalallons noted in tE Insp Repbs 30-234/80-16 1; 
30-254/83-12. Response withheld <ref 10CFfi2.790>. 

HILLER, J B. Region 3, Office of Director. 83/06/13. REED, C. 
Cammonuealth Edison Co. tp. 19237:241. 24X Flche: 50-254.83/06/15. 

63070 60278. 


-8307200216 Responds to NRC 830405 Itv re violations noted in IE Insp 
Raptf 50-237/03-06,50-249/83-05-50-254/63-04 50-265/83-04. 

HUTECH quality engineering procedures t, util project unique 
instructions revised. 

REEO-C. Cammonuiealth Edison Co. 83/06/06. SPE88ARD. R. L. 

Division of Engineering. 131pp. 19651:029 24X 

Flche. 90-000. 83/07/15, 8307200207. 


6307220463 Ack receipt of 030714 Itr informing NRC of steps taken to 
eorreet violations noted in IE insp Repts 50-237/63-12, 
90-249/83-10.90-254/83-13 & 50-269/63-11 

LITTLE.H.S. Region 3, Office of Director. 63/07/19. REED. C. 
Coiuonuaaith Edison Co. Ip. 19664:325. 24X Flche; 50-000, 63/07/19, 

8307220463. 


—8307220476 Responds to NRC 030616 Itr re violations noted in IE Insp 
Repts 30-237/83-12.50-249/83-10,90-254/03-13 8. 50-269/83-11. 
Corrective ac 1 1 ons : ex is t lug support configuration for pipe 
anchor RI33 modified. 

FARRAR. D.L. Commonuealth Edison Co. 83/07/14. LITTLE. W. 8. 

Region 3i Office of Director. 4pp. 19634:326 24X 

Flche: 50-000, 83/07/19, 0307220463 


B3072BOO84 Confirms 830726 mgt meeting In Chicago. IL to discuss 
licensee regulatory performance e, communication problems 
between NRC & util, per B307I9 discussion. 

NOHELIUS. C. E. Division of Project & Resident Programs. 83/07/22. 
REEO.C. Commonuealth Edison Co. 2pp. 19791:169 24X 

Flche: 50-000, 83/07/22. 8307260004 


—8307260102 Confirms request for NRC V. util senior mgt meeting on 630726 
In Chicago. IL to discuss licensee regulatory performance & 
relationship u/NRC. 

REED.C. Gommonuealth Edison Co. 83/07/11. DAVIS, B A Region 3. 
Office of Director. Ip 19791:171. 24X Flche: 50-000, 83/07/22, 

6307260064. 


6307250478 Forwards IE Insp Rept 50-254/83-11 on 830311-29 & 
enforcement conference summary on 830329 b 0408. 

KEPPLER. J. 0. Region 3, Office of Director. 83/06/21. O'CONNOR, J. J. 

Commonwealth Edison Co. 2pp. 19701:206 24X Fiche 90-294, 

63/06/21 , 6307250476. 


—0307250481 IE Insp Rept 90-254/03-11 on 630311-29 b enforcement 
conference summary on 630329 £. 0408. Noncomp 1 lance noted: 
failure to follow shutdown procedures. admin i strati ve 
procedures & to maintain accurate plant shutdown records. 
CHHISSOTIHOS, N . WALKER, R.D. Region 3, Office of Director 
83/05/10. 7pp 19701:290. 24X Fiche : S0-2S4 , 83/06/21 . 8307250478. 


6307060044 Responds to IE Bulletin 63-03 Action Item 5 re rfleiet 
generator cooling water pump discharge check valve 
1-3999-86. Valve found free to swing fully open !, closed. Pin 
area worn New check valve b gaskets Installed. 

BARNES.P.U. Commonuealth Edison Co. 63/06/28. KEPPLER, J 0 Region 
8307060044"'' ‘’251:327. 24 X Fic fi e : 30-294, 03/Q6/2B. 


8307110931 Informs that Action Item 3 of IE Bulletin B3-03 re diesel 
generator coaling water pomp comp I eted. New check valves b 
gaskets Installed. 

BARNES, P.L. Commonwealth Edison Co. 83/06/26. KEPPLER. J. 0. Regiol 
03 D 7 [[o 53 l" >’360:066. 24X Fl ch e: 50-294. 83/06/28. 


8306270401 IE Info Notice 83-46, -'Common Hede Valve Failures Degrade 
Spray 8ubsyatem " Svc list end. 

^ROAM.E L Division of Emergency Preparedness b Engineering 
Response (Posb 630103). 83/07/11. Consolidated Edson Co® of K.„ 

York. Inc. IS4pp. 19363:293. 24X Fi ch e ; 50-000. 83/07/ 1 1 , 8306270401 . 


R. Periodic operating reports b related correspondence 


8307130219 Monthly operating rept for June 1983. W/B30701 Itr. 
HIBAKtA.r KALIV lANAK ISi N. Commonwealth Edison Co. 03/07/05. 
Director's Office, Office of Inspection and Enforcement. 21dd. 
19908:029. 24* Fiche; 50-254, S3/07/03, 6307130219. 


B. Reportable occurrences. LERs b related correspondence 


B307110061 LER a3-024/O3L-O: on 830610, dur Ing monthly exercise 
OOS 1600-1. Oiv 1 position indication lights for vacuum 
breaker l-li01-33F indicated valve not fully c losed. Caused 
bq malfunctioning limit switch, Repairs p lanned. W/830620 Itr. 

KALIVIANAKI8. N. Commonwealth Edison Co. 03/06/20. 
KEPPLER. J, 6. Region 3. Office of Director. 3pp 19379-141 

Flche: 50-294.83/06/20, 6307 U 0061 . 


8307220234 LER a3-02S/03L-0 : on 830621. matnt dept observed valve yoke 
pulled away from valve bonnet & valve steam bent. Caused 
by bolts vibrating loose. Dent stem straightened b locking 
tabs installed on yoke-to-bonnet bol t ing . H/830707 Itr. 

CAREY.e. Ckevriand Electric Illuminating Co. KALIVIANAKIS. N 
C^onwealth Edison Co 03/07/07, KEPPLER, J.O. Region 3, Office of 
Director. 3pp. 19684:242. 24X Fiche; 50-254. 83/07/07, 8307220234. 


8307220446 Part 21 rept re possible discrepancy in variable springs in 
turnbuckio b top plate assemblies bolt interface. No recorded 
failures or complaints registered against subj products Enel 
list of springs Identified for Comm Ed only. 

V^'.T' Products Co. 03/07/15. KEPPLER, J. 0. Region 
3i Office of Director. 26pp. 19686:006. 24X Fiche: 90-000. 83/07/15, 

8307220446. 


03-47, -Failure of Hydraulic Snubbers as 
^nnnlu ted Hydraulic Fluid. - Svc list end. 

JORDAN. E.L Division of Emergency Preparedness b Engineering 

83/07/12. Consolidated Edlsorco® of Ne. 
. Inc. 14lpp. 19563- 153. 24X Fi che : 50-000. 63/07/12, 830627040 

“Gaseous Effluent Releases of 
Radioactive 1-125 1 I-I31 in Excess of NRC Limits. " 5vc lilt 

Bm'Tm)'' "sN/niTir'"' Safejuards b Inspect 1 on Programs (Post 

Consolidated Edison Co of New York. Inc 
Il4pp 19715:270 24X F ic he . 50-000, 83/07/ 1 4 . 0306270406, 


6307200207 Ack receipt of 030608 Itr informing NRC of steps taken to 

S0-249/Bra5*^A°5Ra')‘’*^'’ 50-237/83-06,® 

90 249/63-05.50-294/63-04 b 50-265/83-04 

5PES8ARD.R.L Division of Engineering 63/07/15 REED C 

.9651 126. 24? ^?che'’50?oSo.63/07/i: 


DOCKET 50-259 PALISADES NUCLEAR PLANT 

F. Security. Medical, emergency b fire protection plans 


8307060296 Foruards IE Insp Rept 90-259/03-11 on 030924-27, No 
noncoMpl lance noted. 

PAPERIELLO. C. J. Region 3, Office of Director. 83/06/20. 
OEMITTiR-B. Consumers Power Co. 2pp. 19230:300, 24X 

Fiche: 90-293.83/06/20, 8307060296 


— B307060303 IE Insp Rept 50-233/83-11 on 830924-27. No noncomp 1 iance 
noted. Major areas Inspected: emergency preparedness 
etercise & emergency shift augmen ta 1 1 on program b 
observations of key functions. 

PLOSRI.T,. SNELL.W,. AXELSON, M. U. Regions. Office of Director 
B3/06/1B. 21pp. 19236-302. SAY Ft c he : 50-259, 63/06/20, 8307060296 
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B307120033 Rsleases public version of revised emergency plan 
imp lament ing procedures, 

FELTON. J.M. Division of Rules and Records. e3/0&/S4. Document 
Management Branch. Ip. 19438:342. 24X Flche: 30-233. 03/06/24. 

8307120033. 


—0307120040 Foruiards public version of revised emergency plan 
Implementing procedures. inc lod ing Procedures EI-4. 1 re 
technical support ctr.EI-3 re communications fc 
notifications & El 7.2 re post-accident analysis. 

* Consumers Power Co. 03/05/23. NRC - No Detailed Affiliation 
Given. 23pp, 19438:343. 24X Fiche: S0-2SS. 83/06/24. 8307120033. 


•8307120044 Public version of revised emergency plan implementing 
procedures. Including Procedures EI-4. 1 re technical 
support ctr.EI-S re communications & notifications b 
EI-7,2 re post-accident analysis. 

KRICH. R.M. Consumers Power Co. 83/05/23. 227pp. 19439:006. 24X 

Flehe: 50-255. 03/06/24. 8307120033. 


S307120049 Releases public version of rev to emergency plan 
implementing procedure. 

FELTON. J.M. Division of Rules and Records. 03/06/24. Document 
Management Branch. Ip. 19439:359. 24X Flehe: 50-255. 03/06/24. 

0307120049. 


— 8307120050 Public version of Rev 3 to Emergency Plan Implementing 
Procedure EI-4. 2. "Operational Support Ctr Activation." 
MONTROBS. R. H, Consumers Power Co, 02/11/04. 2pp. 19439:360. 
24X Fiche: 50-255. 03/06/24. 8307120049. 


8307140412 Forwards IE Insp Rept SO-255/83-15 on 030613-17 fc notice 
of violation. 

STREETER, J, F. Region 3. Office of Director. 83/06/30. OEHITT.R.D. 
Consumers Power Co. 2pp. 19521:111. 24X Fiche: 50-235. 83/06/30. 

8307140412. 


—8307140415 Notice of violation from insp on 830613-17. 

STREETER, J. F. Region 3, Office of Director. 83/06/30. Ip. 
19521:113, 24X Flehe: 50-255. 83/06/30, 8307140412. 


—8307140417 IE Insp Rept 50-233/83-15 on 830613-17. Noncomp 1 tance 
noted: Inadequate procedures for recording pilot cell 
specific gravity 6 temp, hydrometer serial number 6 use of 
callbr stop watch during emergency generator surveillance. 

FARRELL. R. E. . HAMKIN0, F. C. Region 3. Office of Director. 

83/06/30, 4pp. 19321;U4. 24X FI c h e : 50-233, 83/06/30. 83071 40412. 


S3070B0303 Responds to B21105 Itr transmitting Rev 6 to security plan. 
Changes acceptable u/eieeptlons identified in end. End 
withheld <ref I0CFR73.2U. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/07/07. 

VANDEHALLE, D. J. Consumers Power Co. 2pp. 19350,101. 24X 

Fiche: 50-233, 83/07/07. 8307080303. 


H, General correspondence 


8307210242 Requests available nontechnical info re problems u/ 
engineering deslgn/specs 6 or implementation of engineering 
work for plants. 

HAGNER.C.M, Michigan. State of. 03/07/08. KEPPLER.U.G. Regions. 
Office of Director. ip, 19664:164. 84X Fiche: 30-000. B3/07/0Bi 

8307210242. 


P. Operating license stage documents 6 correspondence 


8307110616 Monthly notice of amends to OLs Involving NSHC Issued since 
830323. 

CLARK. R. A- Operating Reactors Branch 3. 83/06/14. 26pp. 

19391:132. 84X FI che: 50-000, 83/06/14, 83071 10616. 


0307080259 Forwards backflt cost figures for addl seven utils per 
original 830200 request. Cost Figures for 20 utils 
transmitted 830411. 

TOURTELLOTTE. J, Regulatory Reform Task Force. 83/06/22. 
PALLADINO.N. Commissioners. 2pp. 19363:313. 24X 

Fiche; 30-000, 83/06/22, 8307080239. 


—8307080321 Forwards backflt cost Info for facility, per NRC 030200 
request. Category I Imposed by NRC regulations/orders. 

Category 2 Imposed by NRC bulletins 6 NUREQ-0737 
requirements 6 Category 3 initiated by util. 

8ELBT, J. D. Consumers Power Co. 83/04/14. TOURTELLOTTE, J. 
Regulatory Reform Task Force. Spp. 19363:313. 24X 

Fiche: 30-000, 83/06/22. 8307080239. 


B30706013B Forwards C-E Owners Group program description for resolving 
Till Action Item II.K.3. 3. "Autamallc Trip of Reactor Coolant 
Pumps." in response to Generic Ltr 83-100. per util 830323 
commitment. 

JOHNBaN.O.D. Consumers Power Co. 83/07/01 EISENHUT, D. C. Diviston 
of Licensing. 7pp. 19230:272. 24X Fiche: 30-SS5, 83/07/01, 

03O7O6OJS4I. 


8306270097 Oanarlc Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity Bve list end. 

EISEFHUTi D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of Now Tork. Inc. t6pp 19390 317. 24X 

Flcho: 30-000. 03/07/05. 0306270397 


B307060K9 Gsneric Ltr 83-27 to all licensees t> applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals In STS.Svc list end. 

EISENWT. D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. I6pp. 19669:234. 24X 

Fiche: SO-OOO. 83/07/06, 0307060329. 


8307000387 Farwards Amend 77 to License nPR-20 b safety evaluation. 
Aeiend permits ertenston until Aug 1983 refueling outage, to 
perform IB-month surveillance tests. 

CRl/TCHFIELD. D. Operating Reactors Branch 5. 83/07/07. 

VANOEHALLE. D. J. Consumers Power Co. 3pp. 19347:276. 24X 

Fiche: 30-293. 83/07/07.3307000387, 


— B3070B0396 Amend 77 to License DPR-20. perml tt ; ng extension until Aug 
1903 refueling outage to perform 18-manth surveillance 
tests. 

CRUTCHFIB-D. D. Operating Reactors Branch S. 03/07/07. 3pp. 
19347:279. 24X Fiche: 30-233, 83/07/07. 0307080307. 


"8307000399 Eafety evaluation supporting Amend 77 to License DPR-20. 

• Office of Nuclear Reactor Regulation, Director. 63/07/07. Spp. 
19347:202. 24X Flc h e : 50-255. 83/07/07. 0307090387. 


83070B0169 Oonortc Ltr 03-20 to all licensees oF operating reactors, 
applicants for CX. ti holders of CPs re required actions based 
on generic Implications of Salem ATNB events. 5vc list end. 
EISENHUT. D, 6. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York. Inc. 3Bpp. 19669:269. 24X 

Fiche: 50-000,83/07/08. 8307080169. 


8307130182 Requests response to three unresolved items in Section 3. 1 
of NURE6-ti612i "Control of Heavy Loads at Nuclear Power 
Plants." TeR-C5506-379 6 guidelines for NUREG-0612 
compliance forwarded. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/07/14. 

VANDEMALLE. 0. J. Consumers Power Co. 3pp 19531:013. 24X 

Flehe: 90-255,83/07/14.8307150182. 


Q. Inspection reports, IE Bulletins 6 correspondence 


8307060296 Forwards IE Insp Rept 30-259/03-11 on 830524-27. No 
noncompliance noted. 

PAPERIELLO. C. J. Region 3. Office of Director. 83/06/20. 
DEWITT, R.G. Consumers Power Co. 2pp. 19236 300. 24X 

Fiche; 50-235. 83/06/20. 8307060296. 


— 8307060303 IE Insp Rept 30-233/83-11 on 830524-27. No none omp 1 i anc e 
noted. Major areas Inspected: emergenc y preparedness 
eiercise ti emergency shift augmentation program 6 
obsoTvatlons gf key functions. 

PLOSKI.T. , 8NELL.M. , AXELSON.U. L. Region 3, Office of Director. 
83/06/18. 21pp. 19230:302. 24X Fi che 30-255. 83/06/20, 0307060276. 


8307140412 Forwards IE Insp Rept 50-233/03-15 on 030613-17 6 notice 
of violation. 

STREETER, U. F. Region 3. Office of Director. 83/06/30. DEUFTT.R. 0. 
Consumers Power Co. 2pp. 19521:111. 24X Fiche: 50-235, 03/06/30. 

8307140412. 


— 0307140415 Notice of violation from insp on 830613-17. 

BTREETER, J. F. Region 3. Office of Director. 03/06/30. Ip. 
19521:113. 24X Fiche; 50-255, 83/06/30, 8307140412. 


•8307140417 IE Insp Rept 50-255/83-15 on 030613-17. Noncompl lance 
noted; Inadequate procedures For recording pilot cell 
specific gravity 6 temp, hydrome tor serial number 6 use of 
callbr stop watch during emergency generator surveillance. 
FARRB.L.R. E. . HAUKIN9.F.C. Region 3. Office of Director. 

83/06/30. 4pp. 19521:114. 24X Fic he. 30-255, 83/06/30. 83071 40412. 


8306270401 IE Info Notice 83-46. ''Cammon Mode Valve Failures Degrade 
8urry Recirculation Spray Subsystem. " Sve list end. 

JORDAN.E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 83/07/1 1. Consolidated Edison Co. of New 

Yort. Inc. lS4pp. 19563:293 24X FI che. 50-000, 03/07/1 1 . 0306270401 
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&306370-I04 IE rr,fo Notice 


Bnsp&r.e iPos t ‘a3o[ 03) Pr*Bar«4ness b Enginaspins 

'■’OPk. Int I 4 |pp 19363^133 ?- - ‘ “ Ef * s on Co 


_...^., vu. of Now 

s-lx Fiffie: 30-000. B3/07/ 12. 8304370404. 


*ng,nB»red'’safetyi“Iys“pep'NRC 79 M 09 * valves (. cortrals fop 

.;0HNGON.B.D. Consu«.er» Pou,e 

S4): Piche: 30-S93. 83/07/13. 




end. ^ ' ‘31 So Eicess of nrc Limit. " Svr list 

830 ^ 03 ^' ''e 3 /S 7 /{ 4 ‘“" “c f a' J e h * *■ Program. CPost 

H'lpp 19713 370 34X F?rhi ® '' >"«• 

>J4X Fj£he. 30-000, S3/07/M, B3l>4a70'10ii. 

!--!I-fl‘L!^!:!*‘"'_:!P“:‘»_^^VeUted_.Tre.ponde,i£e 

'^PErensON, D‘’r!'’KeWNE»v''D’'H ’"‘T •‘’^3' W^B30709 Itr. 

= c Tre. pandear e 

lln.it. Caused bg redd valve RV-a ^T i f“ 


JQHNSOM, D. D 
□ ffUe of 
S3070S0140 


O^rue af Dlrec?or"'""pp'’°“i; 2 ^§;,J='^°‘^“. KEPPLER.J.O. R.gl„„ x 
PP- S7.;20. 140 S'lX Fiehe: 50-253, 83/06/33. 


W/930429^Itp. ^ control clr c u I trg. Fuses replaced. 


JOHMSCN. B D 
Office of 
6307080481 


Office Of 

“PP IVJS6.J33. 2'IX Ficfie; 50-253.83/06/29, 


SIS 1” “T'"-"*"- :s,;s*:tr 

1 • v-'r -'"V””-'--":--- 


browns FERnr NUCLEAR POWEH STAriQN, UNIT 1 
f!'-!!l^.-'._!!!!^‘'^'*' ' = ^ fir* protection plans 

ay‘'w 9 ? preparedness evaluation rept from 

TOUR IP eaiergency preparedness appraisal, 

3^2/07 £'"“'■9®'’®'! Preparedness J. Mater.lal, Safety. 

PAOANO.ro. Emergencij Preparedness D^anc^. 82/12/28 BTDhr id 
? 9 «S 076 “' Preparedness S. MaterlairsdeM: ' 

19523.076. 2dX PI Cfi* : 30-239. 83/02/07, B307U0390. 

■ouest®ia‘’ri;.V P®9<en tl final decision on 830201 

I Change current fire door insp program to reoulre 
-maith ?' 4allg, visual insps t. malnt Insps at^ 

month intervals. e<pec ted within 30 days 
odTb 0*' Project b Resident Programs. 83 / 02/17 

S' ^'"oessee Valley Authority. ip, 19514 I 2 l "’ay' 
ehe: 50-239. 83/02/17, 8307140062. 


°“r“®^er'?nr’T *■ ^8 Cantrell re 

fire door Insp & maint program at fac 1 1 i ty . Ut i 1 will 

*“"*}?“* ’’•“9 ''**‘'*1 in»P semiannual malnt insp program 
*** doors as outlined In 810403 Itr * 

f^HlsVn Division of Project & Resident Programs, 83/03/25 

MlLLa'L'M refueling outage, Approve 1 needed by 830929 

Off^e o? Nnrf»'’”r* 83/07/13. DENTON, H.R, 

all D? CS! ”*9‘'IatlQn, Director. 2 pp 19647 174 

24X Flche: 30-2S9. 83/07/13. 8307200093. ^ tyoH/.i/a. 


8307200100 Proposed Tech Spa 
* Tennessee Valley Author.., 
Flehe: 50-259, 83/07/13, 8307200093 


Tennessee valley AuthdJ t y '''% 3 % 7 /t 3 * operation. 


69pp, 


19647:178. 24X 


15.50-260/83-15 i, 30-296/83-13. ^ 

PMRIS H O '•'■“J*'* «- R»*>fent Programs. 83/07/15 

" 50 - 296 / 83-15 on 

for RHR SVC water functional 6 trcJndJcl J^s “f'RwS** 

PAULK^ru ’‘R.no''''p ''nix!’ = operating cgclv 

Impl^iS^tini^proceduiii^ version of revised emergency plan 


HanI™me;,t'Braneh‘^“?p“' 83/07/19, Document 

8307290626. 


24X Fiche: SO-259, 83/07/19, 


™’'?^nL“;.‘r;ro:“d“;:^--"-- ^ --iltJe-Zigency 

oixifL'";?'^ Valley Authority. 83/03/02 DENTON, H R 

”^pr™du^^rSidwd!nrd?v“'x'''''‘?''' Pl-n Implementing 

mplamen 

lffl 0 l«nenting procedures, » y vr 

D 1 aa/oA/ia. 2 iopp. 19717-202 34 x 

Flcrie:50-259,B3/07/19, 0307230626. ' 

•i. Insura nce t. Indeomltv information 

“ETr°r“V ^ 

S'LUans.e'Rriatf'""'^^ SAUTZNAN.J. Assistant 

Fiche: SO-259,83/07/05i-93"'3025;“’"* ‘”07:339, 24X 

“■ ^ Hndorsemen, 

for^late c"ns ie ' r^ 1 atP'°"'‘^' ‘J- Assistant 

Flcha; 50-299. B 3 /ol/? 5 l-B 3 S 5 loSl 5 l ““"* '’“1:009, a 4 X 

'■ '“'■’-*»Pondence 

NUHEG-O 737 !'ltem'*iI,*K' 3 .*j 0 ,^''"i«!*i!"*°^--””,°‘“"®''* “’’““P response tc 


T.nmassee Val , ef 
Fiche; 90-257. 83/06/03, 8307140130 


83/06/03. 
19529:334. 24X 


PARRIS, H. 0. 


”?eims"? F'lT'^C^n^i' evaluation concluding requirements of TMI 
•rl! r l' Containment Pressure Monitor," 1 1 F 1 3 , 

■Containment Hater Level Monitor" 6 li.F 1 6 . "Contrinm.ne 
- "ft. It« 4 .s resolved Containment 

VAS 8 ALLO. D. D. Operattng Reactors Branch 2 , 83/06/16 PARDtB u o 

Tenne»«e Valley Authority. 7 pp, 19340:041 24X PARRIS, H.O. 

FI Che: 90-259. 03/06/16, 83071401 33. 

Regulatory Reform Task Force. 83/06/22 
PALLADim.M. Commissioners. 2 pp 19363 313 24X 

Fiche: 90-000.83/06/22, 8307080299. 
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— 8307080353 Foritards backfit cost estimates for fact litias. per NRC 
030315 Itr, Costs do not reflect eitending scheduled outages 
due to bachfits & mods. 

PARRIS, H.G. Tennessee Valley Authority 83/03/02. 
TOURTELLOTTE. J. Regulatory Reform Task Force. 5pp. 19364:009 
2«!< Fi Che: 30-000. 03/06/22, 8307030239. 


8307070122 Application for amend to Licenses DPR-33 p DPR- 52 & 0PR-6B, 
requesting changes to Tech Spec Table 3. 7. A to reflect 
correct valve positions for operating pressure suppression 
head tank sys, Justification encl.No fees necessary. 

MILLS, L.M. Tennessee Valley Authority. 03/06/24. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. >9294:130 
24 X FI Che: 30-239, 03/06/24, 8307070122. 


— 8307070124 Proposed changes to Tech Spec Table 3. 7. A, reflecting 
correct valve positions for operating pressure suppression 
head tank sys. 

• Tennessee Valley Authority. 03/06/24. 6pp. 19294:132. 24X 

Fiche. 50-239, 03/06/24, 0307070122. 


0307060218 Informs that NUTECH analysis indicated that lou-flou control 
mod It reactor water cleanup sys crosstie mod detailed in 
NUfiEC-0619. not required at f ae 1 1 1 ty. Vendor rept will be 
submitted by 830816. 

MILLS, L.M. Tennessee Valley Authority. 83/07/01. DENTON.H.R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19248:361. 

24X Fiche: 30-239, 83/07/01, 8307060210. 


8306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity. 8vc list end. 

EISENHUTi 0. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 03/07/05, 8306270397, 


0307210030 Confirms 030701 discussion re processing of 630613 request 
for license amends modifying required surveillance Interval 
for standby gas treatment sys testing. No t 1 ce of 
consideration of Issuance will bo issued. 

VASSALLQ, D. D. Operating Reactors Branch 2. 83/07/03. PARRI8.H.6. 

Tennessee Valley Authority. 2pp. 19672:339. 24X 

Fiche: 30-259, 03/07/05, 8307310030. 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS, Sve list end. 

EISENHOT, 0, 0. Division of Licensing. 83/07/06. Consolldateif 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000. 83/07/06, 8307060329. 


B3O7O0OI69 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for DL b holders of CPs re required actions based 
on generic implications of Salem ATU8 events. Sve list end. 
EISENHUT, D- 0. Division of Licensing, 03/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Fiche: 30-000. 83/07/08, 8307000169. 


8307120373 Forwards response to 830311 request for addl info re 
NURE0-D737, Item Il.K. 3. 28, "Gua 1 1 f 1 c a 1 1 on of Automatic 
Depresiurliation Sys (AOS) Accumulators." AD8 valves b 
equipment capable of performing function described In FBAR. 

MILLS, L.M. Tennessee Valley Authority. 83/07/08. DENTONtRR. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19433:193. 
24X Fiche; 30-259, 83/07/08, 8307120373. 


B3072S037B Submits more recent results of pipe cracking at BMfls to 
update Table 1 of BECY-a3-267. 

DIRCKSiU.J. Office of the Executive Director for Operations. 
aECY-B3-267A. 83/07/11. 4pp. 19716:347, 24X F i Che; 30-000, 
83/07/11,8307250370, 


8307200093 Application for amend to License DPR-33, changing Tech Specs 
for Reload 9>Cyde 6 operation. Change reflects mods 
performed during refueling outage, Approval needed by 830929. 
MILLS.L.M. Tennessee Valley Authority. 83/07/13. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19647:176. 

24X Fiche: 50-259, 83/07/13, 8307200093. 


—0307200100 Proposed Tech Spec revs for Reload SiCyde 6 operation. 

* Tennessee Valley Authority. 83/07/13. 69pp. (9647:178. 24X 

Fiche: 50-299, 03/07/13, 0307200093. 


—8307200105 Rev 0 to "Supplemental Reload Licensing Submittal for 
□ rowns Ferry, Unit i, Reload 5." 

ELLIOTT. P. E. , KILF,C.L., CHARNLEY, J. S. General Electric Co. 
22AB399 ROO, 83/05/31. 30pp. 19647:247. 24X 

Fiche; 50-239, 83/07/13, 8307200099- 


8307260032 Application for amend to Licenses DPR-33r DPR-92 & DPR-6e, 
revising Tech Specs to clarify plant staffing b propose use 
of senior reactor operator trained In fuel handling for 
refuel ing. 

I1ILL8.L.H. Tennessee Valley Authority. B3/07/IB. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19727:116. 
24X Fiche: 90-259. 83/07/18, 8307260032. 


—8307260041 Proposed revs to Tech Specs, c lar if y Ing plant staffing fc 
proposing use of senior reactor operator tralnad in fuel 
handling for r ef us 1 ing. Evaluat ion of significant haiards 
consideration enc 1 . 

• Tennessee Valley Authority. 83/07/18. 6pp. 19727:110. 24X 

Fiche; 90-299. 03/07/10. 0307260032. 


8307260270 Forwards NEDO-340S6i Rev 1, "LOCA Analysis for Browns Ferry, 
Unit I," to support 830713 amend request. LOCA rept revised 
to reflect addition of new fuel type b to differentiate 
between most limiting assumed breaks. 

KAHH^.D.S. Tennessee Valley Authority. 83/07/21. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 19726:141. 

24X Fiche: 90-299.83/07/21, 0307260270. 


—8307260279 Rev 1 to "LOCA Analysis for Browns Ferry, Unit I. " 
* Oeneral Electric Co. NEDO-24096 ROl. 83/09/31, 47pp. 

19726:143. 24X F I ehe : 90-259, 03/07/21 , 8307260270. 


0307290109 Forwards results of tests verifying analyses performed to 
demenstrate adequacy of electrical distribution sys 
voltages. Measured data not more than 390 below analytically 
predicted results. Actions comp Icta. 

KArtHEfl.D.S. Tennessee Valley Authority. 63/07/22. DENTON.H.R, 
Offlcs of Nuclear Reactor Regulation, Director. 4pp. 19022:039. 
24X Fiche; 90-299, 83/07/22, 8307290109. 


8307290206 Forwards response to 830603 request for addl info re 
NUREO-0737, Item Il.K. 3. 10, "Automatic Depressur 1 la t Ion Sys 
Logic Mod." Proposed changes can be accomplished u/no loss 
of plant safety fac tor. Exis ting sys adequate. 

KAHMER.n.B. Tennessee Valley Authority. 03/07/22. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19821: 144. 
24X Fiche: 90-299, 03/07/22, 8307270206. 


8. Inspection reports, IE Bulletins b correspondence 


8307140062 Advises that NRR b Region II final decision on 630201 
request to change current fire door Insp program to require 
menthlg. Instead of dally, visual insps b malnt tnsps at 
18-nontb Intervals, expected within 30 days. 

LEMISiR.C. Division of Project b Resident Programs. 83/02/17. 
FARRISiH.O. Tennessee Valley Authority. ip. 19514:121, 34X 

Fiche: SO-299, 63/02/17, 8307140063. 


8307140360 Confirms 830316 telcon between JA Darner b FS Cantrell re 
fire doer Insp b malnt program at f ac 1 1 1 ty . Ut 1 1 will 
continue daily visual Insp b semiannual malnt Insp program 
of all fire doors as outlined In 810403 itr. 

LEWIS'R.C. Division of Project b Resident Programs. 63/03/25. 
PARRISiH.G. Tennessee Valley Authority. Ip. 19923:328. 24X 

Fiche: 90-299, 83/03/29, 8307140360. 


8307140033 Forwards IE Insp Repts 90-299/83-20,50-260/83-20 b 
SO-896/83-20 on 830924-27. No noncompl lance noted. 

VERRELLl, D. H. Division of Project b Resident Programs. 83/06/16. 
FARfilSiH.O. Tennessee Valley Authority. 2pp. 19914:211. 24X 

Fiche: 30-239, 83/06/16, 0307140033. 


— 8307140041 IE Insp Repts 50-239/03-20.90-260/83-20 b 50-269/63-20 on 
830924-27. No noncompl lane t noted. Major areas Inspected: 

Inservict insp work b work ac t 1 vl t ios, da ta b evaluatlone, 

IE Bulletin 83-02 b licensee event followup. 

COLEY. J.L., BLAKE, J.J. Region 2, Office of Director. 63/06/10. 
6pp. 19314:213. 24X FI c he : 30-239, 03/06/ 16. 83071 40035. 


8307140046 Forwards IE Insp Repts 30-239/63-21.50-260/83-21 b 
30-296/83-21 on 030602-03. No noncompl lane e noted. 

VERRELLl, 0. M. Division of Project b Resident Programs. 83/06/23. 
PARRISiH.G. Tennessee Valley Authority. 2pp. 19914:220. 24X 

Fiche: 30-299.83/06/23, 8307140046. 


—8307140893 IE Insp Repts 90-299/83-21,90-260/03-21 b 50-296/03-21 on 
830602-03, No noncompliance noted. Major areas Inspected: 
licensee program for keeping radiation exposure ALARA. 

HOBEY.C.n., NRAY.J.R., BARR.K.P. Region 2. Office of Director. 
83/06/23. 3pp. 19914:222. 24X Fiche: 90-299, 83/06/23, 8307140046. 


B307110639 Notification of 830706 meeting w/util in Bithesda.HD to 
discuss results of licensee insp of recirculation sys piping 
b proposed analysis b repair program. 

CLARK.O. Operating Reactors Branch 2. 83/06/30. VA88ALL0, D. 0. 

Operating Reactors Branch 2. Ip. 19391:398. 24X 

Fiche: 30-239, 03/06/30, 03071 10639. 
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830722015-5 Foruard$ response to IF nuIleCiT. 80-13. "Cracking In Core 
Spra^ Spargers " No abnormalities foyna in core sprag 
sparger t pip >r>g 

HILLS. LM Tennessee Walleg Aotnoritg 63/07/08. □ 'fiEILLY. J. P, 

Region 2. Office of Director ?pp 19684 07* 24* 

Fiche 30-259,83/07/08.3307220155 


B30722021I Responds to IE Bulletin 80-07 re jet pump beam holddown bolt 
assembl ies. Si nc e assemblies will be replaced during current 
Cgcle 5 outage. bulletin no longer oppltcablo. Required Insps 
uili bs di%conttru»^ 

MILLS, LM. Tennessee Valleg Authority 83/07/08 0 'REILLVr J. P. 

Region 2 . Office of Director. Ip 196B4.330. 24X 

Flche- 50-259, 33/07 /08, 8307220211. 


8306270401 IE Info Notice 83-46, ''Commoii Mode Valve Failures Degrede 
Surrg Ret ire u la t Ion Bprag Subsystem. ■' Sve list end. 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response IPost S30103J. 83/07/11 Consolidated Edison Cu. of New 

York, Inc 154pp. 19S63 293. 24X F I Cfle; SO-000. S3/07/1 1 , 830*270401. 


S3O62704O4 IE Info Notice 33-47, "Failure q# Hydraulic Snubbers as 
Result nf Contaminated Hydraulic Fluid " Sve list end 
JORDAN. E L Division of Emergency Preparedivess <c Engineering 
Response tPost 8301031. 33/07/12 Consolidated Edison Co. of New 

York, Inc 141pp. 19S63 153 24X F 1 cb e : 50-000. 83/07/13. 830*270404. 


B. Reportable occurrences. LERs b related c onrespandeniCi 


8307120219 Telecopy RO- on 830613 U 14. train B dlscoverei 
& operability of standby gas treatment sys trains eici 
Tech Specs for approx 6 h. Caused by malfunc tioning sqi 
root converter Plant Instruction rev in progress 
COFFEV. J. A. Tennessee Valley Authority. 33/06/29. 
Office of Director. 2 pp. 19423:241. 24X Fltha:50-2! 

8307120219 


8307120470 LER B3-027/0OL-0: on B3O604, d ur 1 ng standby gas 
operability test. train □ found 1 noperab le. Caused by er 
McDonnel & Miller AF-I flow suil tches. Damper 0-65-503 
adjusted. M/830630 Itr. 

SOLLEY.S M. , OREENi H. J. Tennessee Valley Authority. 
O'REILLY. J. P. Region 2. Office of DireetoT. 3pp, 19 
Fiehe: 30-259. 83/06/30.8307120470. 


8307120501 Updated LER e3-007/03X-l : on 830205. fq 1 1 ouii ng 
main steam relief valve 1 - 1-22 failed to close tt dryuie 
unidantif led leakage eiceeded S gpis. On 830203. dun 1 ng r 
heatup, leakage exceeded 3 gpm. 14/830630 itr. 

HOLDER. E.T.. GREEN. H. J, Tennessee Valley Auttionity. 

0 'REILLY, J. P. Region 2 . Office of Director. I 8 pp. 1 
Flchei 30-259, 83/06/30.8307120501. 


3306270406 IE Info Notice 33-48. "Oaseous Effluent Releases oP 
Radioactive 1-12S i 1-131 in Eteess of NBC Llfliits “ Sve list 
enc t 

TAYLOR..!. M. Division of OA. Safeguards *. Inspection Programs (Post 
8301031 83/07/14. Consolidated Edison Co. of Meie York. Inc. 

114pp. I97I5 270 24X Flche 50-000.83/07/14.830627040*. 


63D7120344 LER a3-O20/O3L-O: on 830602, stack gas radiatlo 
flt1-90-147 6 14B found inoperable due to sample pump fa 
Caused by broken glass oil filter bowl on sample pump , 
mechanical failure of pump B. Bowl rep laced. W/B30630 It 
flUBTDN.J.W.. GREEN. H. J. Tennessee Valley Authority. l 
O'REILLY. J. P. Region 2> Office of Director. 3pp. 19' 
Flche: 50-259, B3/Q6/30. 8307120544. 


8307220528 Ack receipt of 830701 Itr informing MRC of steps taken to 
correct violations 4 deviation noted in IE Insp Repts 
50-259/a3-!5. 50-260/33-15 4 50-296/33-15 

LEWIS. R C Division of Project & Resident PrograiBS. 83/07/15. 

PARRIS, H.G Tennessee Valley Authority Ip. 19*85-009 a4X 
FlChe - 50-259. 83 /07/ I 5. 8307220528 

—8307220533 Responds to NRC 830526 Itr re violations b deviation noted 
in IE Insp Repts 50-259/33-15.50-260/83-15 * 50-296/83-15- 
Corrective ae 1 1 ons : s c hed u 1 e sys t. plant procedures oilll be 
revised !< mechanical maint instructions will be reviewed. 

MILLS. L M Tennessee Valley Authority. 83/07/01. O'REILLY. J. P. 
Region 2 , Office of Director. 6 pp 19685:010. 24X 

Fiche 50-259. 83/07/15, 8307220528. 


8307220266 Telecopy RO 50-259/83036: o n 830703. seven tuo-i 
Rock relief valves tested at Wyle Labs for as-found sal 
pressure failed to lift within allowable range. Caused i 
evaluation. Valves will be reset & retested. 

COFFEY. J. A. Tennessee Valley Authority. 83/07/06. 
Office of Director. 2 pp. 19684.179. 24X Fiche: 50-25^ 

0307220266. 


6307110252 PNO— I I-B3-033: on 030705. uior kers removed concTS 
shielding to perform malnt on va Ive. 1 eaving unguarded a 
path to reactor con tal ntnent. Guard observed sleeping at 
post. Security evaluated incidents during 830706 i 07 In 
CCARK.K.M.. GILLILAND, J. T. Region 2 . Office of Dlrectc 
2pp. 19374:270. 24X Fi ch B : 50-259, 83/07/08, 3307 1 1 0232. 


— 9307220538 Forwards IE Insp Repts 50-259/83-15. 50-2*0/03-19 «, 
50-296/83-15 on 830326-0415 ii notice of vlolatlan. 

Descriplion of actions to improve effectiveness of mgt 
control sys re mechanical maint area required 

LEWIS. R C. Division of Pro,ject U Resident Programs. 83/05/2*. 
PARRIS. H.G. Tennessee Valley Authority- 2 pp. 19685:016 24X 

Fiche 50-299,83/07/15.8307220528 


8307110307 PNO- 1 1-83-052: during Insps per IE Bulletin 83- 
identifled in 33 of 91 pipe welds In recirculation sys 
of 32 pipe welds in RHR sys. Caused by intergranular str 
corrosion crac king. Eva 1 uation ongoing. 

CANTRELL. F. S. , VEHRELL 1 . 0. M. Region 2. Office of Dlrec 
83/07/00. Ip. 19378:329. 24X F 1 cha : 50-259, 03/07/08, B 


8307220540 Notice Of violation from snsp on 830326-0425. 

• Region 2 , Office of Director 83/03/26. ip 19*83 010 24X 

Flche 50-259,83/07/15. 8307220520. 


— 8307230543 Notice of deviation fro^i 
♦ Region 2 , Office of Director. 
Fiche: 50-259, 83/07/15, 0307220520 


insp on 330326-0425. 

83/05/2* Ip. 19*03:019. 24X 


--B307220547 IE Insp Repts 50-259/83-15,50-260/33-15 t, S0-29*/a3-|5 oil 
030326-0 4 2 3. Noncomp I iance no t ed : f a 1 1 u r e to Fol low proced urea 
for RHR SVC water functional test V to conduct insp of BHIt 
SVC uater air vacuum valves during Unit 2 operating cycle. 

PAULK . 0 L. Region 2. Office oF Director CANTRELL.F.B Division 
of Project 6 Resident Programs. 03/05/10. 7pp. 19*05020 24X 

Fiche. 50-259,83/07/13, 03 07220 328 

’’Ph' ^ *9 integrated schedule re IE Bulletin 00-11, 
Masonry Wall Design" mods Rev 4 will be submitted in 

Jan 1984 

HILLS' L M. Tennessee Valley Authority. 83/07/18. DENTONpK.R. 

'*®®«‘“T Regulation. Director. lapp. 1970*: 083. 

24X Fiche: 50-239. 33/07/18. 0307250127. 

R. Periodic operating reports U related correspondence 


8307220313 Monthly operating repts for Itar 1903. 
THOM. 7 Tennessee Valley Authority 83/04/01 

24X Fiche: 50-259. 83/04/01 . 8307220313, 


49pp. 


19674: 233. 


0307220217 LER 03-035/01 T-0: on 8306 1 4. s ta n d b y gas treatmei 
flows adjusted u/faulty instrument read ings. Caused by 
component fai lure. Instrument repaired & ca k Ibr . W/8307 1 1 
CHAMBERS. 0, T. . GREEN, H.J. Tennessee Valley Authority. 
O'REILLY. J. P. Region 2. Office of Director. 3pp 19*' 

Flcfie: 90-259. 83/07/1 1,8307220217. 

8307220435 LER B3-030/03L-0; on 830612, during refueling ool 
sample pump D tripped making both stack monitoring chanr 
Inoperab le. Caused by overt urrent. Pomp D rep 1 aeod . Fal luri 
being investigated. H/B3071 1 Itr, 

SiXLEYi S. H. . GREEN. H.J, Tennessee Valley Authority. 81 
0 REILLY. J.P. Region 2. Office of Director. 3np 19*6 
Fiche: 50-259. 83/07/1 1,8307220435. 

8307220440 LER B3-032/03L-0 : on B30612. d ur I ng refueling out 
alarm came in for control bay elevation 393 fire protect 
panel 1-25-325. zone 14 Caused by power loss to some smok 
detectors due to loose wlros. W/a307] 1 Itr. 

Tennessee Valley Authority. 03 
uREILLY.J.p. Region 2 . Office of Director. 3pp. 19*8 
Flche: 50-259, 03/07/1 1, 8307220440. 

8307220111 Supplemental RO: on 030604,13.14 t, 15 standby ga 
train D declared inoperable. Caused by increased damper ■ 
closure since measurements made in May 1903 Dampers retu 
to .preset position. 

GREEN,H_J. Tennessee Valley Authority. 33/07/12. O'RE 
Region Office of Director. 6pp. 19604* 013 24X 

Flche: 30-259/ e3/07/12i 83072301 U 


«P®Tating repts for May 1903 M/83O610 Itr. 
iHun, I., COFFEY, J. A. Tennessee Valley Authority 83/06/01. 
Office of Resource Management. Director 41oD 19*87-234 24x 

Flche 50-259. 33/06/01, 8307220 433, 


8307220529 LER B3-034/03L-0: on 83061 3, standby gas treatmei 
heaters being unavailable in automatic 
W^GOTiaMr'”'” TRddjustod. 

^REILLY '| Valley Authority. 03/( 

0 R^LLV.J.P, Region 2 . Office of Director. 3 pp. 19*1 

Flche: 50 - 259 , 03 / 07 / 12 , 0307220529 . 
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•7220944 LER BS-OSl /03L-0. on 630&1 4f d ur i ng per^orntance of inifepunent 
nicks t. observations, nitrogen level transmitter LI-a4-2A 
ound indicating lOOX. Caused 6 g leak in sensing line of 
ransmltter. resol ting in false high readings 14/030712 Itr. 

BBY. 0. J. . GREEN. H. J Tennessee Valleq Authority. 03/07/12. 

I 'REILLY, J, P. Region 2 . Office of Director. 3pp. 19606:038. 24X 
Iche: 30-299. 03/07/12, 0307220944. 


7220261 LER 83-036/OiT-O: on 030630, d ur i ng Cycle 9 refueling outage, 
even of 13 tuo-stage relief valves tested for as-found set 
rassure Initially failed to lift uithln allouable IX 
olirance Cause being evaluated. M/830713 Itr 

ORHAM. J. E. , GREEN. H.J, Tennessee Valley Authority. 83/07/13. 
'REILLY. J.P. Region 2 , Office of Director 3pp. 19684:193. 24X 

Iche: 90-299. 03/07/13, 8307220261. 


7290230 NPDES none omp I i anc e no 1 1 f 1 ca t ion on 830619, samples from 
Aergcncy equipment cooling uatar sys contained excessive 
□tal residual chlorine concentre tl ons. Caused by misaligned 
alve in chlorination injection sys. 

t--A 8 HRY, M. T. Tennessee Valley Authority. 83/07/26. 3pp. 
9822:028. 24X Fiche : 90-299. 83/07/26, 8307290230. 


Operator Eiami nations 


7140269 Confirms 830906 telcon re Region 11 interpretation of 
edlcal restrictions eipllcitly entered on operator & senior 
perator 1 Icenses. Interpretation based on definition in 
NSI N436-1976 (ANS-3. 4). 

EWIS.R.C. Division of Project 6 Resident Programs. 83/09/11. 
ARRIS. H.O. Tennessee Valley Authority. 2 pp. 19522:331. 24X 

iche: 30-259. 03/09/1 1, 0307140269. 


KET 90-260 DROWNS FERRY NUCLEAR POWER STATION. UNIT 2 


Security, medical, emergency it fire protection plans 


7140390 Forwards emergency preparedness evaluation rept from 
ay 1981 - Mar 1982 emergency preparedness appraisal. 

TOHR.J.P. Division of Emergency Preparedness {, Materials Safety. 
3/02/07. PARRIS, H.C. Tennessee Valley Authority. Ip. 19929:075. 
4X Flehe: 90-299, 83/02/07, 8307140390. 


307140393 Foruerds emergency preparedness evaluation rept. as followup 
to Implementation appeal sal. Emergency plan provides adequate 
planning basis for acceptable state of emergency 
preparedness. 

PAOANOi F. 0 . Emergency Preparedness Branch. 82/12/28. 8T0HH.J.P. 
Division of Emergency Preparedness t. Materials Safety. 16pp. 
19929:076. 24X Fi c h e : 90-259, 83/02/07, 0307 1 40390. 


7140062 Advises that NRR U Region, 11 fjnal decision on 03C2OI 
equest to change current fire door insp program to require 
onthly, instead of daily, visual insps & maint insps at 
3-(nanth intervals, aipec ted within 30 days. 

iWlS.R.C. Division of Project t, Resident Programs. 83/02/17. 
^HRIS.H. 0. Tennessee Valley Authority. Ip. 19514:121. 24X 

Iche: 30-259. 83/02/17, 8307140062. 


ff40360 Confirms 830316 telcon between JA Corner & FS Cantrell re 
ire door Insp b maint program at fae 1 1 i ty . Ut i I wilt 
intlnue daily visual insp ft semiannual maint Insp program 
’ all fire doors as outlined in 810403 Itr. 

iWIS.R.C. Division of Project t Resident Programs. 03/03/25. 
IRRIS.H.G. Tennessee Valley Authority, Ip, 19323:328. 24X 

• Che; 90-259, 83/03/29, 8307140360. 


'220528 Ac k receipt of 830701 Itr informing NRC of steps taten to 
irrect violations & deviation noted In IE Insp Repts 
1-299/83-19,30-260/83-13 t> 50-296/83-19. 

:WIS,R.C. Division of Project t> Resident Programs. 83/07/15. 
iRR18,H.0. Tennessee Valley Authority. Ip. 19683:009 24X 

Che; 90-299, 83/07/19, 8307220528. 


107220947 IE Insp Repts 50-259/83-15,90-260/83-19 90-296/63-15 on 

830326-0423. Noncomp I lance no ted : fal lure to follow procedures 
for RHR SVC water functional test '/ to conduct insp of RHR 
SVC water air vacuum valves during Unit 2 operating cycle. 

PAULK, G. L. Region 2, Office of Director. 83/05/10 7pp 
19609:020. 24X Fiche : 90-259, 83/07/ 1 5. 8307220528. 


230626 Releases public version of revised emergency plan 
plementing procedures. 

LTON, J. M, Division of Rules and Records. 83/07/19. Document 
nagement Branch. Ip. 19717:200. 24X Fiche: 50-259, 83/07/19, 

07290626. 


— 8307250633 Forwards public version of revised emergency plan 
Implenenting procedures, inc lud ing div of nuclear power 
emergency ctr implementing procedures 6 Knoxville emergency 
ctr iaplenenting procedures. 

HILLS.L.n. Tennessee Valley Authority. B3/09/02 DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. Ip. 19717:201. 
24X Fiche; 30-259. 83/07/19, 8307230626 


— 8307230639 Fubl ic version of rsvised emergency plan Implementing 
procedures, inc lud ing div of nuclear power emergency ctr 
iaplanenting procedures & Knoxville emergency ctr 
iaplenenting procedures. 

« Dube Power Co. 83/04/18 210pp. i9717:202. 24X 

Fiche: 50-259. 83/07/19.8307230626 


J. Insurance fc indemnity information 


0307130257 Forwards Endorsements 66 U 67 to NELIA Policy NF-198 U 
Endorseaents 55 It 56 to MAELU Policy MF- 66 . 

DUCK.tf.R. Harsh 6 McLennan, Inc. 83/07/09. SALTZMAN, U. Assistant 
Director for State k Licensee Relations 5pp. 19507.339. 24X 

Fiche; 50-299, 83/07/05. 8307130297. 


8307200146 Foruards Endorsement 68 to NELlA Policy NF-19B t Endorsement 
37 to HAELU Policy MF- 66 . 

DUCK.J.R. Marsh 6 McLennan, Inc. 83/07/19. SALTZMAN, J. Assistant 
Director For State it Licensee Relations. 3pp 19691:008. 24X 

Fiche: 30-239, 83/07/15. 8307200146. 


P. Operating license stage documents U correspondence 


8307140150 Foraearde safety evaluation of BMB Owners Group response to 
NUREO— 0737, J t eir II.K. 3. 18, "Mod of Automatic 
Ocpressuriiation Sys Logic ..." Two acceptable options 
incluife elimination of high dryweil pressure permissive. 

VA 88 ALLO, D. B. Operating Reactors Branch 2 83/06/03. PARRIS, H.C. 

Tennessee Valley Authority. 2pp. 19529.334. 24X 

Flehe: 50-259, 83/06/03, 8307140190 


8307140153 Forwards safety evaluation concluding requirements of TMl 
Items II. F. 1 . 4. "Containment Pressure Mon i tor, " 1 1 . F. 1 . 5. 
"Centalnnent Hater Level Monitor" & II. r. 1 . 6 , "Containment 
Hydrngen Monitor," met. Items resolved. 

VASSALLO. D. B. Operating Reactors Branch 2 . 83/06/16 PARRISjH.G. 

Tennessee Valley Authority. 7pp 19540:041. 24X 

Flehe; 50-259. 83/06/16. 8307140193. 


8307080259 Forwards backfit cost figures for addl seven utils per 
original 830208 request. Cost Figures for 20 utils 

transaitted 830411. 

TOURTELLOTTE, J. Regulatory Reform Task Force. 83/06/22 
PALLADINO.N. Coflffli s s 1 oners . 2 pp 19363-313. 24X 

Flehe: 50-000. 83/06/22, B3070B0259. 


— 8307080350 Forwards backfit cost estimates for f ac i 1 1 1 i es, per NRC 
630315 Itr. Costs do not reflect extending scheduled outages 
due to bacfeflts 6 mods. 

PARRISiH.e. Tennessee Valley Authority. 83/05/02 

TOUR TELLQTTE, J. Regulatory Reform Task Force. 9pp. 19364:009. 

24* Fiche: 50-000. 83/06/22, 8307080239. 


8307070122 Application far amend to Licenses DPR-33i IlPR-92 L DPR- 6 B 1 
requesting changes to Tech Spec Table 3. 7. A to reflect 
correct valve positions for operating pressure suppression 
head tank sys. Just 1 flcat Ion end. No fees necessary. 

HILLS.L.H. Tennessee Valley Authority. S3/06/24. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19294:130 
24X Flehe; 30-259.83/06/24,8307070122. 


■8307070124 Prgpossd changes to Tech Spec Table 3. 7. A. ref lec ting 
correct valve positions for operating pressure s.ippresslon 

head tank sys. 

a Tennessee Valley Authority. 83/06/24. 6 pp. 19294:132. 24X 

Fiche: 50-259. 83/06/24,8307070122. 


8307070079 Confirms understanding reached during 830224 joint 
TVA/Hc s tlngbause demo licensing meeting re licensing 
submittals for QUAD-e detnonstra t ion assemblies for NRC review 
of Cyclo 6 reload. 

RAIE, E. P. Mestinghouse Electric Corp. 83/06/27. EISENHUT.D 0 
Division of Licensing. Ip. 19293:137. 24X FI che ; 90-260, 83 / 06 / 27 . 

8307070079. 


8307060218 Informs that NUTECH analysts indicated that low-flow control 
mod Si reactor water cleanup sys crosstie nod detailed in 
NUREO-0619. not required at fac i 1 ity. Vendor rept will be 
subaltted by 830816. 

HILLS.L.H. Tennessee Valley Authority. 83/07/01, DENTDN.H.R. 

O^^lce of Nuclear Reactor Regulation. Director. 2pp k 9248 361 
24X Fiche: SO-299, 83/07/01, B30706021B. 
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e304.S7039V Ce-nsric Ltr B3-3t. tch all applicants for ClLs & holders of 
CPs for pouer reactors re clarification of surveillanci 
renu i reitier t & fo<‘ diesel fuel irrpurity Svc list encl 
eiSENHU1-C 0 Division of Licensing 83/07/05. Consolidated 
Edison Co of Neu Vorl. Inc. I6pp 193<i>0 317 24* 

Fiche: 50-000, 83/07/05. 8306270397, 


— 830714004] IE Insp Bepts 50-2 59/03-20.30-260/83-20 L 50-269/83-20 on 
B30S24-27 Mo noncomp 1 , la nc e noted Major areas inspected: 
inservice insp uort L uori oc t i v i t i es , da ta t< evaluations. 

IE Biflletin 83-02 6 licensee event follobiup. 

COLCY.J.L . DLAKE.J.J. flegion 2. Office of Director. 03/06/10. 
6pp. 19514:213. 24X F 1 c h e : 50-259, 83 /06 / 1 6, 8307 1 40033. 


8307210030 Confirms 030701 discussion re piocessing of 830613 request 
for license amends modifying required surveillance interval 
for standby gas treatment sgs testing Notice of 
coni I dera 1 1 on of issuance uiill be issued 

VASEALLO. D. D. Operating Reactors Drancb 2 83/07/03. PARRIS.HO 

Tennessee Valley Authority ?pp. 19672 359 24* 

Ficfie- 50-259. 83/07/03. 8307210030 


8307060329 Generic Ltr 83-27 to all licensees fc applicants for 
operaCing pouer reactors t. holders of CPs for pouier reactors 
re surveillance intervals in &TS. Sve list encl. 

EISENHUT, D. Q. Division of Licensing 83/07/06. Consolidated 
Edison Co of New ’/orl, Inc 16pF 19669- 254 24x 

Fiehe: SO-000, 03/07/06.8307060329 


3307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL U holders of CPs re required actions based 
on generic implications of Salem AlWS events. Sve list encl 
EISENHOT, p. G. Division of Licensing 83/07/0B Consolidated 

Edison Co of New Vork. Inc. 3app. 19669 269. 24* 

Fiche: SO-000. 83/07/08. B3070B0169 


8307120575 FoTuards response to 330511 request for addl info re 
NUREG-0737. I tem II.K. 3. 20, '’Qualification of Automatic 
Oepressuriiatlon Sgs CADS) Accumulators. " ADS valves «. 
equipmsnt capable of performing function described in FSAR. 

MILLS. L. M Tennessee Valley Authority. 03/07/08 DENTON, H. R. 
Office of Nuclear Reactor Regulablo-n. Director 3pp. 19433-193 
24X Ficho 50-259,03/07/08.8307120575 


8307260032 Application for amend to Licenses DPR-33. DPR-52 i DPR-69, 
revising Tech Specs to clarify plant staffing «. propose use 
of senior reactor operator trained in fuel handling for 
ref ue ling 

MILLS.L M Tennessee Valley Authority 83/07/18. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19737- 116 
24X Fiche: 50-259, 83/07/ JB, 8307260032 


•8307260041 Proposed revs to Tech Spec s. c lar i fy mg plant staffing !• 
proposing use of senior reactor operator trained in fuel 
handling for refueling Evaluation of significant haiards 
consideration encl 

* Tennessee Valley Authority. 83/07/18 6pp 19727-118 24X 

Fiche 50-259, 83/07/18.9307260032 


8307290109 Forwards results of tests verifying analyses performed te 
demonstrate adequacy of electrical distribution sys 
voltages. Measured data not more than 390 below analytically 
predicted reso 1 1 s. Ac 1 1 ons complete. 

HAMMER, D 3. Tennessee Valley Authority 83/07/22 DENTON, H.R 
Office of Nuclear Reactor Regulation. Director 4pp. 19822-035 
24* Fiche 50-259,83/07/22,8307290109 


8307290206 Forwards response to S30603 request for add] info re 
NUREO-0737. 1 tern 11 H.3. 18. "Automatic Oepressuriiatlon Sys 
Logic Nod." Proposed changes can be accomplished u/no lost 
of plant safety fac tor. Ei i s ting sys adequate 

KAMMEH.D 8. Tennessee Valley Authority 83/07/22. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp 19821-144 
24X Fiche: 50-259,83/07/22.8307290206 


0 Inspection reports, IE Dulletins !- correspondence 


8307140062 Advises that NRR t< Regioni E] Final decision on 830201 
request to change current fire door itisp program to require 
man th 1 y. 1 nstead of dally, visual Insps 6 malnt Insps at 
IS-month i n terva I s, eipec ted uithin 30 days. 

LEWIS. R C Division of Project 6 Resident Programs 93/02/17. 
PARRIS, H.O Tennessee Valley Authority Ip 19514:121 24X 

Fiche. 50-259. 83/02/17.8307140062 


8307140046 Foruards IE Insp Repts 50-259/83-21.50-260/83-21 & 
S0-296/B3-2I on 930602-03. No no nc omp 1 1 anc e noted. 

VERRELLI, D. N. Division of Project t- Resident Programs. 93/06/23. 
PARRISiHC. Tennessee Valley Authority. 2pp. 19514:220. 24X 

Fiche: S0-2S9. 83/06/23. 8307140046. 


—0307140053 IE Insp Repts 50-259/83-21.5-0-260/03-21 6 50-296/83-21 on 
830602-03. Mo nancomp 1 lane e noted. Major areas Inspected: 
licensee program for keeping radiation eiposure ALARA. 

HOSEY.C M- . MRAV.J- R , BARH.H.P, Region 2, Office of Director. 
83 / 06 / 23 . 3pp. 19514:222. 24* FI c h e : 50-259. 03/06/23, 8307 1 40046. 


0307110639 NotiPication of 930706 meeting w/util in Betheida.MD to 
discuss results of licensee insp of recirculation sys piping 
h proposed analysis & repair program. 

CLARK. O. Operating Reactors Dranch 2. 83/06/30. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 19391358. 24X 

Fiche: 30-239. 93/06/30, B3071 10639. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list encl. 

VORDAN.E.L. Division of Emergency Preparedness Engineering 
Response (Post 8301031. 93/07/11. Consolidated Edison Co. of New 

York. Inc 154pp. 19563:293. 24* F 1 c h e : SO-000. 83/07/ 1 1 , 8306270401 . 


8306270404 IE Info Notice 83-47, •'Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. ” Sve list encl. 

JORDAN, E L- Division of Emergency Preparedness t, Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co, of New 

York. Inc 14lpp. 19563:133 24* F Ich e : 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 03-49, "Gaseous Effluent Releases of 
Radioactive 1-|2S & 1-131 in Excess of NRC Limits." Sve list 
end. 

TAYLORiJ.H. Division of OA, Safeguards L Inspection Programs (Post 
B301O3>. 83/07/14. Consolidated Edison Co. of Now York, Inc. 

Ii4pp. 19715.270. 24* F 1 c h e . 50-000. 83/07/ 1 4, 0306270406. 


0307220528 Ac fc receipt of 830701 ltr inferming NRC of steps taken to 
correct violations 4 deviation noted In IE Insp Repts 
50-239/83-15,30-260/83-15 i 50-296/83-15. 

LEHISiR C. Division of Project 6 Resident Programs. 83/07/15. 
PARRIS.M.C. Tennessee Valley Authority. Ip. 19605 009 24X 

Fiche; 30-259. 83/07/15, B307220sae. 


■B307220533 Responds to NRC 830536 ltr re violations 4 deviation noted 
In IE Insp Repts 90-259/93-15,50-260/83-15 4 50-296/83-13. 
Corrective ac t i ons i sch edule sys 4 plant procedures will be 
revised 4 mechanical maint Instructions will be reviewed. 

KILLS, L. n. Tennessee Valley Authority. 93/07/01. 0 'REILLY, J, P, 

Region 2, Office of Director. 6pp. 19635.010, 24X 

Fiche; 50-259.03/07/15, B307220S28. 


-0307220538 Forwards IE Insp Repts 50-259/83-15.50-260/93-15 4 
50-296/83-15 cn 830326-0415 4. notice of violation. 

Description of actions to improve effectiveness of mgt 
control sys re mechanical maint area required, 

LEH16.R.C. Division of Project 4 Resident Programs. 83/05/26. 
PARRIS.H.e. Tennessee Valley Authority. 2pp. 19695016 24X 

Fiche 50-259,83/07/15,8307220520. 


— 8307220340 Notice of violation from Insp on 930326-0425. 

• Region 2, Office of Director 83/05/26. Ip. 19685010 24X 

Fiche 50-259, 83/07/15, 8307220528. 


■8307220343 Notice of deviation from Insp on 830326-0425. 

a Region 2, Office of Director 83/05/26. Ip. 19685:019 24X 

Fiche; 50-239, 83y'07/J5, 8307220 528. 


B307H0360 Confirms 830316 telcon between .lA Domer 4 FS Cantrell re 
fire door Insp 4 maint program at fac i I i ty . Ut 1 1 will 
continue dally visual Insp 4 semiannual maint Insp program 
of all firs doors as outlined In 810403 ltr 

LEW19, R, C Division of Project 4 Resident Programs. 83/03/25, 
PARRIS. H.G Tennessee Valley Authority Ip. 19523 328. 24X 

Fiche; 50-259. 83/03/25. 8307140360. 


8307140033 Forwards IE Insp Repts 50-259/83-20.50-260/83-20 4 
50-296/83-20 on 830524-27 No noncomp I lanc e noted. 

VERRELLI.D M. Division of Project 4 Resident Programs 83/06/16. 
PARfllSiHO. Tennessee Valley Authority 2pp 19514:211. 24X 

Fiche; 30-259. 03/06/16. B30714003S 


—8307220547 IE Insp Repts 30-239/83-15,50-260/83-15 4 50-296/83-15 on 
S30326-04S3. Moncoimpl iance noted failure to follow procedures 
for RHR Bve uater functional test 4 to conduct Insp of RHR 
sve water air vacuum valves during Unit 2 operating cycle, 

PAtfLK.C L Region 2, Office of Director CANTRELL, F. S. Division 
of Project 4 Resident Programs 63/05/10. 7pp. 19695:020. 24X 

Fiche 50-239,83/07/15.6307220528 


0307230127 Forwards Rev 3 to integrated schedule re IE Bulletin 80-11, 
"Masonry Mali Design" mods, Rev 4 will be submitted In 
Jan 19B4 

KILLS. L n Tennessee Valley Authority. 83/07/18. DENTON.H.R. 
Office of Nuclear Reactor Hogulatton, Director I2pp 19706:083 
24X Fiche. 50-269, 83/07/18, 83072 5 0127. 



DOCKETED ITEMS 


R. Periodic operatins reports ti related correspondence 


0307220313 Monthly operating repts for Mar 1903 

THOM.T. Tennessee Valley Authority. 03/04/01. 45pp. 19674:233 

24X FUhe: SO-259, 03/04 /01 . 830722031 3. 


8307220433 Monthly operating repts for May 1983. W/a306l0 Itr. 

THOM/ T. . COFFEYp J. A. Tennessee Valley Authority. 03/06/01. 
Office of Resource Managementi Director. 41pp 19687 284 S4X 
Flche: 50-239. 83/06/0 1 , 8307220433. 


S Reportable occurrences. LERs it related correspondence 


8307120091 LER 03-03 1 /3L-0: on 830605. d ryve 1 1 leaV detection radiation 
monitor RM-90-236 sample pump tr Ipped. Caused by blouin fuse. 

Fuse replaced (< CAM Iodine channel found inoperable. Iodine 
channel repa ired. W/830701 Itr. 

NORWOOD. D. W. . GREEN. H. J. Tennessee Valley Authority. 03/07/01. 

0 'REILLY. J. P. Region 2. Office of Director, 3pp. 19423:041. 24X 

Fiche: 30-260. 83/07/01. 0307120091. 


0307120418 LER a3-030/03L-0: on 030607. torus eihaost valve FCV-64-34 
bypass to standby gas treatment sys failed to operate uithin 
S s time limit. Caused by Indicating limit suitches being 
out of adjustment. Sul tches adjusted. 14/830706 Itr. 

HENRY. O.D.. GREEN. H.J. Tennessee Valley Authority. 03/07/06. 
O'REILLY. J. P. Region 2. Office of Director. 3pp, 19425:079. 24X 

FUhe: 50-260. 83/07/06, 0307120418, 


8307150021 LER B3-032/03L-0: on 830610. number of offsite pouer sources 
available reduced to one uhen main transformer 2B removed 
from SVC for malnt. Caused by inadequate brailng of lotu 
voltage coil connec t ions. Connec t ions repaired. W/a30707 Itr. 
VAIL.H.W., GREEN, H. Tennessee Valley Authority. 83/07/07. 

O'REILLY. J, P. Region 2, Office of Director. 3pp. 19348:203. 24X 

Fiche; 30-260. 83/07/07, 8307130021. 


8307220229 LER B3-034/03L-0: on 8306 1 5, d ur 1 ng normal op era t ton. HPCI 
sys declared Inoperab le. Caused by bloun Inverter fuse FI. 

Fuse replaced. Failure considered random. W/e30713 Itr. 

CARTER, S. . GREEN. H. J. Tennessee Valley Authority. 83/07/13. 
O'REILLY, J. P. Region 2, Office of Director. 3pp. 19684:238. a4X 
Fiche: 30-260, 83/07/13, 8307220229, 


8307220268 LER 83-033/03L-0: on 63061 4. f 0 1 1 ou 1 ng rod adjustment t. 
preconditioning during normal opera t ion. c or e mat fraction of 
limiting pouier density & CMAPR greater than Tech Spec 
1 1ml ts. Caused by lenon trans 1 ent. FI ou roduc od. W/8307 13 Itr. 

POPPELL. F. 8. . GREEN, H. J. Tennessee Valley Authority. 83/07/13. 
O'REILLY, J. P. Region 2, Office of Director, 3pp. 19684:234. a4X 
Fiche: 50-260, 03/07/13, 0307220268. 


0307260564 LER 83-035/03L-0: on 830621. dur 1 ng local pouer range nonitor 
ca 1 Ibr. ca Ic ula ted R fac tor. MAPLHOR 6 linear heat generation 
rata limits eiceeded, Caused by uncalibr range monitor 
distribution due to set up of new rod pattern. W/a30719 Itr. 

HENRY. 0,D.. GREEN. H, J. Tennessee Valley Authority. 03/07/19. 

0 'REILLY. J. P, Region 2. Office of Director. 3pp. 19732:002. a4X 
Fiche: 30-260. 83/07/19, 0307260564. 


0307290230 NPDES none omp 1 i anc e no 1 1 f lea t ion: on 030619. samp 1 is from 
emergency equipment cooling uater sys contained eicesslve 
total residual ehlorlne concentrat I ons. Caused by misaligned 
valve In chlorination injection sys. 

6L-ASHRY, M. T. Tennessee Valley Authority. 03/07/26, 3pp. 
19022:020. 24X Fiche: 80-239. 03/07/26, 8307290230. 


V. Operator Eiamlnatlons 


8307140269 Confirms 030506 telcon re Region II interpretation oF 
medical restrictions eiplicltly entered on operator & senior 
operator 1 icenaes, Interpre ta 1 1 on based on definition In 
ANSI N4S6-1976 iANB-3. 4>. 

LEWIS, R.C. Division of Project & Resident Programs. 83/03/11. 
PARRIS. H O. Tennessee Valley Authority. 2pp 19322:331. 24X 

Fiche; 30-289, 83/08/ 1 1, 8307140269. 


DOCKET 80-261 H. B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency fire protection plans 


8307180090 Forwards IE Safeguards Insp Rept 80-261/03-19 on 830620-84 (■ 
notice of viola 1 1 on. Correc t ive actions to prevent recurrence 
completed prior to conclusion of insp. Notice of violation ti 
Insp rept details withheld (ref 10CFR73.21). 

VERRELLl.D. Division of Project 4. Resident Programs, 03/07/13. 

UTLEY. E. E. Carolina Power U Light Co. 2pp. 19386:320. 24X 

Fiche: 80-261. 83/07/13. 8307100090. 


—8307180094 IE Safeguards Insp Rept 50-261/83-19 on 830620-24. 
Noncofflpliance noted in erea of access c ontrols. De tai Is 
withheld <ref 10CFR73. 21). 

TOBIN.U.J. Region 2. Office of Director. MCCUIRE.D.R. Division 
of Emergency Preparedness & Materials Safety. 83/07/11. Ip. 
19936-330. 24X FI che: 30-261, 83/07/13. 8307180090. 


8307290300 Releases public version of revised tmergency plan 
tap lamenting procedures. 

FELTON, J. H. Division of Rules and Records. 03/07/19. Document 
Management Branch. Ip. 19721:100. 24X Fiche: 30-261, 83/07/19, 

0307290300. 


—0307290304 Forwards public version of revised emergency plan 
implementing procedurei, Inc lud Ing Procedures PEP-2.3 re 
emergency control - alert. PEP-2. 3 re emergency control - 
general emergency (< PEP-2.6.21 re emergency communicator. 
ZtnHERMAN.e. R. Carolina Power «. Light Co. 03/06/23. 

O'REILLY. J.P. Region 2. Office of Director. Ip. 19721:101. 24X 

Fiche: 30-261. 83/07/19, 8307230300. 


— S307290910 Public version of revised emergency plan Implementing 
procedures, including Procedures PEP-2.3 re emergency 
control - alert, PEP-2. 3 re emergency control - general 
emergency ti PEP-2,6.21 re emergency communication. 

ZIMMERMAN, 3. R. Carolina Pouer & Light Co. 03/06/14. 27pp. 

19721:102. a4X FI che: 50-261. 03/07/19, B3O7230S0O, 


0. Adjudicatory correspondence 


8307090231 Response to Interrogatories t> requests for documents. Re la ted 
correspondence. 

HATTHEIffi, g. A. Hartsvllle Group. 03/06/27. Office of the 
Eiecutlve Legal Director. 8pp. 19196:333. 24X 

Fiche; 90-261. 83/06/27, 0307080231. 


—8307090236 Response to first sat of In terrogatorles. Affl davit of Sve 

end. 

MATTHEHSi B. A. Hartsvllle Group. 03/06/27. Carolina Pouer (■ 
Light Co. 6pp. 19190:343. 24X Fiche: 30-261 , 03/06/27, 0307030231. 


0307060191 Answers to first set of Interrogatories ti requests to 
produce documents re administrative organ! lat Ion. Cert 1 fl cate 
of Bve and. Related correspondence. 

C0AT8>R.H., UIL80N.L.B., DANKB.H.R. Carolina Power & Light Co. 
03/06/30. Hartsvllle Group. 110pp. 19249:071. 24X 

Fiche: 90-261.83/06/30. 0307060191. 


B307060207 Forwards objictlons to Hartsvllle Group first set of 
interrogatories U requests to produce. Sve list end. 

TROWBRIDGE. fl.F. Shaw. Pittman, Potts 6 Trowbridge. TROUBRIOOE, 0. F. 

Carolina Power it Light Co. 03/06/30. MARGULIES, M. D. , KLINE, J.R. > 
HETRICK.D.L. Atomic Safety and Licensing Board Panel. 3pp. 
19249:037. Z4X Fiche : 50-261. 03/06/30. 6307060207. 


—0307060212 Objections to Hartville Group first set of Interrogatories 
(i requests to prod uce. Car 1 1 f lea te of Sve end. 

TROH8RIDeE.O. F. Carolina Power t, Light Co. TROWBRIDOE. 0. F. Shaw. 
Pittman, Potts Sc Trowbridge. 03/06/30. Atomic Safety and 
Licensing Board Panel. IZpp. 19249:040. 24X 

Fiche: 90-261, 83/06/30. 8307060207. 


6307110037 Response to interrogator ies. Prof qualifications tc 
Certificate of Sve end. 

LOISiL. Cure Performance Branch. VIBSINO.G,. REGUA. 0. Operating 
Reactors Branch 1. 03/07/07. Hartsvllle Group. 97pp, 19374:084. 

24X Fiche; 50-261 . 83/07/07. 63071 10037. 


8307190346 Motion to compel applicant responses to Interrogatories ti 
requests to produce documen ts. Ut 1 1 objections assert 
numerous Insubstantial S< unwarranted objections. Affidavit 
of 8vc end. 

HATTKEMS, B. A. Hartsvllle Group. 83/07/11. Atomic Safety and 
Licensing Board Pane 1. 22pp. 19538:305. 24X Fiche: 50-261, B3/07/1 1, 

8307190346. 


0307190294 Motifies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

TROWBRIDGE, 0. F. Shew. Pittman, Potte & Trowbridge. 83/07/13, 
MAROULIEBiK-B. , KLINE.J.R., HETRICK.D.L. Atomic Safety and Licensing 
Board Panel. ip. 19641:304. SAX Fiche: 50-261, 03/07/13. 8307190294. 


—8307190299 Notifies of employment at law firm, VR Harding will not 
participate in any case pending before NRC. Sve list end. 
HARDINOiV.R. Shaw, Pittman, Potts 6 Trowbridge. 63/07/13. 

- nAR0U.IE8,H. B. , KLINE.J.R., HETRICK. J.R. Atomic Safety and 
Lleanelng Board Panel. 3pp. 19641:309. 24X Fiche: 50-261. 

83/07/13. 6307 190294 . 
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6307320352 Request -for eitifiston until 830015 to file status rept on 
proceeding. Hearing cannot ta t e 1 d in Sept 1983 since NRC has 
not issued OES or safety eve lua t ion. Har tsv i 1 le Group & util 
are to confer on in t erroga tor i es. Cer 1 1 f i t a t e of Svc end 
THOWBRIOOE. G. F. Carolina Pouer !. Light Co. TRCWBRIDGEi O. F. Shaw> 
Pittman. Potts & Troubrldge. 03/07/20. Atomic Safety and 
Licensing Board Panel. Spp 19676:093 24); F iche 50-361. 83/07/20i 

8307220352. 


8307220333 Request to ectend until 830815 filing date for responding to 
Hartsvllle Group B307L1 motion to compel applicant response 
to Hartsvllle 830516 interrogat ones. App 1 i cant b Hartsville 
are to discuss notions Car t 1 f lea te of Sve end 

rRDHBRIDGE. G. F. Carolina Pouer U Light Co. TRaUBRIOQEi O. F. Shau. 
Pittman. Potts k Troiubridge 83/07/20. Atomic Safety and 
Licensing Board Panel Spp. 19676:088 24/ Flche; 50-361. 33/07/20. 

8307220393. 


8307350290 SuppI to ansuers to Interrogatory I -35. Cert 1 f I cate of Sve 
end. 

Z IHHERHAH. S. R. Carolina Pouier & Light Co. 83/07/20. Hartsville 
Group. 4pp. 19705:309. 24/ F 1 c h B : 50-26 1 . 83/07/20. 8307290290. 


8307250379 Forwards util 830714 Itr to SA i/arga u/correct attachment. 
If/o Itr or attachment H/fVC list. 

FLVNN.S.F. Carolina Power & Light Co. 83/07/20. MAROULIES. «. 9. . 
KETRICKi D. L. • KLINE. J. R. Atomic Safety and Licensing Board Panel. 
3pp. 19704:010. 24/ FI c h e : 50-261 . 03/07/20. 0307250379 , 


8307350393 Order granting util request for extension until 630B13 to 
file status rept.Good cause shown. 

HARGULIES. H. D. Atomic Safety and Licensing Beard Panel. 83/07/21. 

Carolina Power & Light Co. Ip. 19701:328. 24X 

FI Che: 50-261.83/07/21. 8307330393. 


S3073S0492 Order granting util request for extension until 030813 to 
respond to Hartsville Group motion to compel. Good cause 
shown. 

KARGULIES. H. B. Atonic Safety and Licensing Board Panel. 03/07/21. 

Carolina Power k Light Co. Ip. 19701:275. 24X 

FI Che: 30-361. 03/07/21, 8307230492. 


83072B0024 Forwards fully eiccuted affidavits of preparation for NRC 
830707 response to Hartsville interrogatories. 

KABMAN.M. Hearing Branch 1. 83/07/26. MAROULIES, M. B. , 

HETRICK, 0. L. . KLINE. J. R. Atomic Safety and Licensing Board Panel. 
Spp. 19791:323. 24/ Riche : 50-261 , 83/07/26, 8307280024 . 


— 8307070179 Rev 0 to "HQ Robinson Steam Electric Plant.Unlt 2, 10CFR50, 
App J. Tasting Program. " 

FARMER. S.U. Carolina Power L Light Co. 83/04/30. 67pp. 

19267:341. 24X Flche ; 50-261 , 83/06/30. 8307070172. 


B3071t009B Foritfards final repts on evaluation of qualification of 
Ueattnghouse containment fan cooler motors RHR pump motor 
to clarify util 030428 response to environ qualification 
SER. 

ZIMNERHAN. S. R. Carolina Power Light Co. 83/07/01. UAROA, S. A. 
Operating Reactors Branch 1. 3pp. 19374:283. 24X 

Ftche; 90-261. B3/07/01. 83071 10038. 


“8307110064 “Final Rept on Evaluation of Qua I i f Icat 1 on of Model 685.59 
Reactor Containment Fan Cooler IRCFC) Motors Provided by 
Mestlnghouse Electric Corp for Use In. HB Robinson - Unit 
2 . " 

ROY.F. L. Patel Engineers. PEI-TR-e3-6-8A. 83/06/22. 22pp- 

19374:286. 24X F tch e : 50-261 , 03/07/01 , 8307 1 10098. 


—8307110077 "Final Rept on Evaluation of Qualification of Model 506UPZ 
RHR Punp Motor Provided by Meetinghouse Electric Corp for 
use In HB Robinson - Unit 2. 

BOV.F. L. Patel Engineers. PEI-TR-a3-6-BD. 83/06/24. I7pp. 
19374:308. a4X Flch a; 50-261 , 83/07/01. 83071 10058. 


8306270397 Generic Ltr 03-26 to all applicants for OUs k holders of 
CPs for pouier reactors re clarification of surveillance 
requirements for diesel fuel impur i ty. Sve list end. 

EISENHUT.D, 0. Division of Licensing. 83/07/05. Consolldeted 
Edison Co of New York. Inc. 16pp. 19390:317. 84/ 

Fiche:90-00C. 83/07/05. 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees k applicants for 
operating poiuer reactors L holders of CPs for power reactors 
re surveillance intervals in STB. Sve list encl. 

EISENHUT. D. O. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Ftche: 50-000. 83/07/06, S3070603S9 


8307140251 Confirms schedule for 830709 mgt meeting at Rale Igh-Durham 
Airport. Raleigh, NC to discuss statue of outstanding 
regulatory Issues. Proposed meeting agenda encl. 

□ 'REILLY. J. P. Region 2, Office of Director. 03/07/06. UTLEY, E. E. 
Carolina Power & Light Co. Ip. 19523:044. 24X 

Ftche; 50-000. 83/07/06, 0307140251. 


P. Operating license stage documents 6 correspondence 


8307140207 Confirms 630208 telcon re NRC approval of request for 24 h 
extension to maint period, per Tech Spec 3. 3. 7. Eitenslon 
allows plant to remain in power operatlan mode while repairs 
completed on sve water booster pump B. 

O'REILLY, J. P. Region 2, Office of Director. 03/02/11. UTLEY.E.E. 
Cerollna Power k Light Co, Ip. 19585:074. 24X 

FlchB:90-261.B3/02/l li 0307140207, 


8307140049 Extends invitation to attend 83062B mgt meeting in Atlante. 
GA to discuss r eplac ement/repalr of steam generators, per 
030606 telcon. 

O'REILLY, J. P. Region 2. Office of Director. 03/06/09. UTLEY.E.E. 
Carolina Power k Light Co. Ip. 19514:141. 24X 

Flche: 50-261.83/06/09, 0307140049. 


8307270350 Forwards corrected order confirming commitments on post-TMI- 
reiated issues in Item III. 0.3 4. "Control Room 
Habitability. <’ 

VARGA.S.A. Operating Reactors Drench 1. 83/06/21. UTLEY.E.E. 

Carolina Power tt Light Co. 2pp. 19700:356. 24/ 

Flche; 50-261. 03/06/21, 0307270350 . 


--B307270356 Corrected order confirming licensee commitments on post-TMI- 
related Issues per Item III. 0.3.4, "Control Room 
Hab i tab 1 1( ty. " 

EISENHUT, D. 0- Division of Llconsing. 83/06/21. Carolina Power 
fc Light Co. Ip. 19700:358, 24X Ft che ; 90-261 , 83/06/21 . 830727035®. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL k holders of CPs re required actions based 
on generic liep 1 ica bions of Salem ATMS events. Sve Hit end. 
EISENHUT. O. O. Division of Licensing. 03/07/08. Consolidated 
Edison Co of New York, Inc. 3app. 19669:269. 24X 

Flche: 50-000.83/07/08. 8307080169. 


8307180430 Notification of 830713 meeting w/utll In Dethesda.MD to 
discuss results of steam generator tube eddy current tests k 
justification far continued operation for greater than three 
EFPH. 

REOUA. 0. Operating Reactors Branch 1. B3/07/0S, VARGA, 8. A. 

Operating Reactors Branch 1. 2pp. 19566:344. 24X 

Flche: 50-261, 83/07/08, 8307180430. 


8307140063 Responds to NRC 830511 request for addl info re final steam 
generator repair rept. Polar crane to be modified to make 
special heavy lifts required during steam generator 
replacenent. 

ZIMHERMAhlrB. R. Carolina Power k Light Co. 03/07/11. VARGA, 8. A. 
Operating Reactors Branch 1. 4pp. 19514:117. 24X 

FI chs;S0-261. 83/07/1 1, 8307140063 


8307200381 Foruardt request for addl info re application for amends to 
allow repair of steam generators by replacement of major 
coxnpanants. Info will be used In preparation of EIS for tubj 
application. 

VARGA. 8. A. Operating Reactors Branch 1. 83/07/11. UTLEY.E.E. 

Carolina Power k Light Co. 4pp. 19669:343. 24X 

Flche; 50-261. 83/07/1 1, 0307200301. 


8307270320 Responds to 830401 request for review of ach I evab 1 1 Ity of 
flux reduction action plan for Cycle 10 core reload 
schedule. Schedul e acceptable k achievable provided proposed 
actions submitted on time k w/tom-plete content. 

VAROA.S.A. Operating Reactors Branch 1. 83/06/27. UTLEY.E.E. 

Carolina Power k Light Co. 3pp. 19812:021. 24X 

Flche: 50-261, 83/06/27. 0307270320 


® fioblosoii Steam Electric Plant. Unit 

Program." in response to IE Insp Rept 
requests encl. 

cinntKWN, B. R. Carolina Power k Llghl Co. 03/06/30. VARGA. S. A. 
Operating Reactors Branch 1. Spp, 19267:339. 24X 

Fieha: 50-261 , 03/06/30, 8307070172 


8307220S7B Forwards addl info re final steam generator repair rept, to 
assist in EIS preparation, per request. 

EIHHERHAN. a. R. Carolina Power b: Light Co. 03/07/14. VARGA, S. A. 
Qparatlng Reactors Branch I. 19pp. 19684:286. 24X 

Flche: 50-261.83/07/14, 8307220578. 


8307220322 Forwards revised response to request for addl Info re 
final steam generator rept discussed during 030506 meeting. 
Responses to telecopied questions on 830323 also encl. 
zidHERMAN. a. f). Carolina Power k Light Co. 83/07/15. VAROA.S.A. 
Operating Reactors Branch 1. 22pp 19675:098. 24X 

Flche; 50-261, 83/07/15, 8307220322 
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G307290120 Responds to NRC 830620 request for per t Ic Ipo t i on In NRC 
research program addressing Unresolved Sofetg Issue A-47. 

"Safety Implications of Control Sys. " Participation 
declined due to lack of resources. 

EURY.L.W. Carolina Power & Light Co. 83/07/19. EISEWiUT. D. C. 
Dlvlslon of Licensing. 2pp. 19706:072. 24X FI che' S0-26ii 83/07/19. 

B307230120. 


8307230364 Forwards proprietary Rev O to XN-NF“71 1 (P>i "Extension of 
XND Correlation to PUR Fuel Assembly Designs U/Spacer Pitch 
Greater Than 22 Inches." Mlthholding of proprietary rept 
requested per 10CFR2. 790. Af f idavl t end 

ZIMMERMAN. S. R. Carolina Power 6 Light Co. 83/07/23. EISENHUT. D. O. 
Division of Licensing. 7pp. 19797:243. 24X F 1 c h e : 50-261. H3/07/23. 

8307280364. 


8307280411 Forwards addl Info. for EI5. on util 830714 response to NRC 
questions re steam generator r ep lacemen t . per NRC 830718 
request. 

ZIMMERMAN. 8. R. Carolina Power & Light Co. 83/07/23. VAftSA. S. A. 
Operating Reactors Branch 1. 9pp. 19797:332. 24X 

FI Che; 30-261. 83/07/23. 8307280411. 


8307290174 Provides status of program re prossurixod thermal shock. 
Issue would be resolved if NRC screening criteria 
conservative E if critical weld will not reach criteria 
prior to OL expiration. 

UTLEY.E.E. Carolina Power & Light Co. 83/07/26. DENTON.H-R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 19821:138. 
24X Flche: 30-261.83/07/26. 8307290174. 


Q. Inspection reports. IE Bulletins & correspondence 


8307140314 Responds to NRC 021203 Itr re violations noted in IE Insp 
Rept 30-261/82-40. Corrective actlons:all unusual waste 
sh Ipments suspended. 

UTLEY.E.E. Carolina Power & Light Co. 83/01/03. 0 'REILLY. J. P. 

Region 2. Office of Director. 4pp. 19325:206. 24X 

Flche: 30-261. 83/01/03. 8307140314. 


— 8307140316 Forwards IE tnsp Rept 30-261/82-40 on 821110 E notice of 
violation. 

O'REILLY. J. P. Region 2. Office of Director. 82/12/03. l/TLEY.E.E. 

Carolina Power 6 Light Co. 2pp. 19323:212. 24X 

Flche: 30-261. 83/01/03. 8307140314. 


-8307140317 Notice of violation from insp on 821110. 

* Region 2. Office of Director. 82/12/03. 2pp. 19523:214. 24X 

Flche: 50-261. 03/01/03. 8307140314. 


— 8307140321 IE Insp Rept 30-261/82-40 on 821 1 10. Noncomp 1 lance noted: two 
S3-gallon drums containing radioactive matl.not specified 
per 10CPR30. 41. found leaking black sludge upon arrival at 
waste facility. 

ALBRIGHT. R. H. Region 2. Office of Director. HARR. R. P. Division 
of Engineering Radiological Safety Programs. 82/11/30. 5pp. 
19323:216. 24X Fiche: 30-261. 83/01 /OS, 8307140314. 


8307140392 Informs that liquid samples spiked w/rad lonuci ides Mill he 
sent to facilities for radiochemlcat analyses as part of NRC 
confirmatory measurements program. Sampl as should be analyzed 
for tritium, Br-B9 it Sr-90 content within 60 days. 

LBWISiR.C. Division Of Project 6 Resident Programs. 83/02/07. 
JONES. J. A. Carolina Power & Light Co. Ip. 19323:334. 24X 

Flche; 30-000. 83/02/07. 8307140392. 


8307140060 Forwards IE Insp Rept 50-261/83-14 on 030503-06. Mo 
noncomp 1 lance noted. 

VERRELLI. D. M. Division of Project 6 Resident Programs. B3/Q6/13. 
UTLEY.E.E. Carolina Power & Light Co. 2pp. 19314:122. 24X 

Flche: 30-261. 83/06/13. 8307140060. 


— 8307140066 IE Insp Rept 30-261/83-14 on 830303-06. No nancompl lance 
noted. Major areas Inspec ted; rasp Ira tory pro tee t ion. surveys, 
citernal exposure control, radiation work permits & posting, 
labeling & control. 

ALBRIGHT. R. H. , BARR. K. P. Region 2. Office of Director. 83/06/09. 
5pp. 19514:124. 24X Fiche: 30-261 . 83/06/ 13, 8307140060. 


8307140001 Forwards IE Insp Rept 50-261/83-16 on 030602-03. Ko 
noncomp 1 lance noted. 

0 'REILLY. J. P. Region 2. Office of Director. 83/06/24. UTLEY.E.E. 
Carolina Power 6 Light Co. 2pp. 19323:227. 24X 

Flche; 30-261. 83/06/24. 8307140081. 


8307140089 IE Insp Rept 30-261/83-16 on 830602-03. No noncompltanee 

noted.Major areas inspec ted: ex ternal exposure control. 

ALBRIGHT. R. H. Region 2. Office of Director. 83/06/21. 4pp. 
19323:229. 24X Flche: 30-261 . 83/06/24. 8307140001. 


8307070172 Forwards Rev 0 to "HB Robinson Steam Flectric Plant. Unit 2. 
lOCFRSO.App J.Testing Program." in response to IE Insp Rept 
30-261/82-22. Detailed exemption requests end. 

ZIMnERHAN.S. R Carolina Power U Light Co 83/06/30 VARGA.S.A 
Operating Reactors Branch 1 3pp 19267' 338 24X 

Fiche. 30-261.83/06/30. 8307070172 


— 8307070175 Rev 0 to "HB Robinson Steam Electric Plant. Unit 2. 10CFR30. 
App J.Testing Program " 

FARKER.S-H. Carolina Power h Light Co 83/04/30. 67pp. 

19267.341. 24X FI c he: 30-26 1 . 83/06/30. 8307070 1 72 . 


8307120337 Forwards "HB Robinson Unit 2 1983 Interim Cycle Steam 
Generator Insp Rept " 

8TARKEY.R D. Carolina Power t Light Co 83/07/08 VARGA.S.A. 
Operating Reactors Branch 1. 2pp. 19429 140. 24X 

Fiche; 30-261.83/07/03, 8307120337 


— 8307120338 "HB Robinson Unit 2 19S3 Interim Cycle Steam Generator Insp 

Rept " 

PAINE. E V. Carolina Power 6 Light Co 83/06/30 16pp. 

19429- 150 24X FI c h e : 50-261 . 83/07/08, 83071 20337. 


B306270401 IE Info Notice 83-46. ''Commoc. Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc lS4pp. 19563.293. 24X Flche 50-000.83/07/11.8306270401 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list end. 

JORDAN.E.L. Division af Emergency Preparedness ’/ Engineering 
Response (Post 830103). 83/07/12 Consolidated Edison Co. of New 

York. Inc. !41pp. 19563 153. 24X Fiche 50-000. 83/07/12. 8306270404. 


8307180090 Forwards 1£ Safeguards Insp Rept 50-261/83-19 on 830620-24 6 
notice of violation Corrective actions to prevent recurrence 
completed prior to conclusion of insp. Notice of violation h 
insp rapt details withheld (ref 10CFR73.21). 

VERRELLI.D. Division of Project t. Resident Programs 83/07/13. 
UTUEV.E-E- Caroline Power 4 Light Co. 2pp 19556:328 24X 

Flche. 30-261. 83/07/13. 8307180090. 


— 8307180094 IE Safeguards Insp Rept 50-261/83-19 on 830620-24 
Noncoiapllance noted In area of access controls Details 
withheld (ref 10CFR7321I 

TOBIN. H J. Region 2. Office of Director MCCUIRE.D.R Division 
of Emergency Preparedness 6 Materials Safety. 83/07/11 Ip. 
19336:330. 24X F 1 c h e : 50-261 . 83/07/ 1 3 . 8307 100090. 


8307220001 Ack receipt of 830622 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/83-08. 

LEHtS.R. C. Division of Project & Resident Programs 83/07/13 
UTLEY.E.E. Carolina Power *. Light Co Ip. 19673:344. 24X 

Fiche: 30-261. 83/07/13, 8307220001 . 


"8307220002 Responds to NRC 830523 Itr re violations noted in IE Insp 
Rept 30-261/83-08. Correc live act ions, procedure s revised re 
handling, segregation, insp S. packaging of compac t lb le. dry 
active waste 

STAfll^V.R.B. Carolina Power 6 Light Co 83/06/22. O'REILLY, J. P. 
Region 2. Office of Director. 3pp 19673.345. 24X 

Flche: 30-261, 83/07/13. 8307220001 


— 8307220003 Forwards IE Insp Rept 50-261/83-08 on 830332-25 6 notices of 
violation li deviation. 

LEMIBiR.C. Division of Project U Resident Programs. 83/05/23. 
UTLEY.E.E. Carolina Power & Light Co. 2pp. 19673:348. 24X 

Flche: 50-261,83/07/13. 8307220001. 


— 8307220004 Notice of violation from tnsp on 830322-25. 

e Region 2. Office of Director. 83/05/23. ip. 19673:350. 24X 

Flche: 30-261.83/07/13, 8307220001. 


--830722000S Notice of deviation from insp on B30322-2S. 

* Region 2. Office of Director. 83/05/23. Ip. 19673:351. 24X 

Flche: 50-261,83/07/13. 8307220001. 


—8307220006 IE Insp Rept 50-261/83-08 on 830322-25 . Non c omp 1 i anc e noted: 
unauthorized person disposed of liquid waste containing 
licensed mat] (< individuals not trained in requirements of 
packaging radioactive matls.per IE Bulletin 79-19. 

AL8RIGHT.R. H. Region 2. Office of Director. BARR. K. P. Division 
of Engineering 6 Radiological Safety Programs. 83/04/29, 6pp. 
19673:332. 24X F 1 c h B : 50-261 . 83/07/ 1 3, 830722000 1 . 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive 1-123 & 1-131 in Excess of NRC Limits." Svc list 
encl. 

TAVLOR.J.H. Division of OA. Safeguards 6 Inspection Programs <Past 
8301031. 83/07/14. Consolidated Edison Co. of New York. Inc. 

tt4pp. 19713:270. 24X F i c h e : 30-000. 03/07/ 1 4, 8306270406. 
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830722044^ Ack recpLpt ot 830724 Ur inforning ^4RC oF stvfk! takan to 
correct violations noted in I£ Insp Rept 50-261/G3-12 
LEWIS. n C Division of Project V Realdent Programs. B3/07/I3. 

UTLEV.E E. Carolina Pouir 1. Light Co Ip. 19684.331. 24X 

Fiche 50-261,53/07/15.8307220445 


— 5307220453 Responds to RPC B30526 Itr re violations noted in IE Insp 
fiept 50-261/53-12 Corrective ac t ions, increas ed emphasts 
placed on closing out old nod s, la f e ty-r e I ate d Instnunient 
busses cleaned I' methods of checking for teats discussed. 

STPRKCY.R 5. Carolina Pouer 4 Light Co. 53/06/24. 0 'REILLV. J. P. 

Region 2, Office of Director 4pp 19684:332 24X 

Fiche 50-261.53/07/13,8307220445 


--8307220469 Foruiards [E Insp Kept 50-261/83-12 on 830411-0509 6 nafelca 
of violation 

LEWIS. R C Division of Project 4 Resident Programs. 53/07/13. 
UTLEY. E E. Carolina Pouer 4 Light Co 2pp 19684:336. 24X 

Fiche 50-261, 03/07/13, 8307220445. 


--6307220471 NoCiee Of violation from Insp on 630411-0509. 

♦ Oivtsion of Project 4 Resident Programs. 53/07/13. 2pp. 
19684 330 24X FI c h e : 50-261 . 83/07/ 1 5. 83072204 4 3. 


DOCKET 30-263 NDNTICEULO NUCLEAR OENERATINO PLANT 


F. Seeurltgi medical, emergency 4 fire protection plana 


0307190339 FoTUards exemption from requirements of Section III.O of 
App R per 820630 4 1025 reqires ts. Requo s ts for intake 
structure pump room, structural itcel 4 control rooin donled. 
EISENHUT, D. 0. Division of Licensing. 83/06/16. MUSOLP. D. M. 
Northern States Pouer Co. 3pp. 19631:237. 24X 

Fiche: 30-263.83/06/16, 8307190339. 


— 8307190361 Eiemp tion from requirements of Section III.O. 2 of App R to 
lOCFRSO for automatic suppression pool area (Fire Zone TF>. 
PURPl^.R.A. Assistant Director for Licensing, 83/06/16. 

Northern States Pouar Co. 4pp. 19631:260. 24X 

Fiche: 50-263. 83/06/16. 8307190359. 


—6307190370 Safety evaluation supporting oiomptlon from Section III.O of 
App R for suppression pool 4 recommending denial of 
eieAptlen from Section III.Q of App R re structural steel. 

Intake structure 4 control room. 

• Office of Nuclear Reactor Regulation. Director. 53/06/16. 

19pp. 19631:264. 24X P Ic ho ; 50-263. 03/06/ 16. 0307190339. 


•8307220479 ]£ Insp Sept 50-261/83-12 on 3304 11-0509. Nonconplianca 
rated, failure to adequately estab 1 1 sh. imp lament 4 maintain 
dperatians work procedure 4 administrative 4 maint 
ins true tions. 

WEISE.S Region 2. Office of Director. 83/05/23. 13pp. 

19684.340. 24X F i ch e. 50-261 . 83/07/ I 5, 03072204 45. 


0307010178 Foruardt Rev 3 to security force training 4 qualification 
plan.Rev uithheld (ref 10CFR73.2n. 

HUSOLF.D.H. Northern States Pouer Co. 03/06/24. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19172:261. 24X 

Fiche: 30-000, 03/06/24, 0307010175. 


8307290169 Forwards response to 330617 request for addl info re IE 
BuilUtin 80-11, "Masonry Hall Design " Effects of higher 
modes can be neglected in considering total seismic shear 
loadings as masonry walls assumed to be relatively stiff. 
ZIMMERMAN, 3 R. Caralina Pouer 4 Light Co. 83/07/25. VAROA.S. A. 
Operating Reactors Branch 1. 4pp. 19521:038 24X 

Fiche. 50-261. 53/07/25, 5307290169. 


R Periodic operating reports 4 related correspondence 


5307120338 Forwards IE Imp fiept 50-263/03-09 an 830016-20 & notice of 
violation. 

PAPERIELLO. C. J. Region 3. Office of Director. 03/06/28. 

CARS(M,C.E. Northern States Pouer Co. 2pp, 19434:011, 24X 

Fiche: 30-263. 83/06/28. 8307120333, 


—8307120542 Notice of violation from Insp on 030516-20. 

FM>ER1ELL0>C. J. Region 3, Office of Director, 03/06/27. Ip. 
19434:013. 24X Flch e: 30-263. 83/06/20. 8307120538. 


6307130039 Monthly operating rept for June 1903. M/a3070B Itr. 

NORRIS. H R , STARKEY, R.B. Carolina Power 4 Light Co. 53/07/05. 
OEYOUNS.R.C. Director's Office, Office of Inspection and 
Enforcement. 4pp. 19474:212. 24X Fi che: 50-261. B3/07/08.8307I300W. 


S Reportable occurrences, LERs 4 related correspondence 


8307110294 LER 83-01 I /03L-0: on 830605. c i r c ul t breaker for boron 
injection lank heater channel B tripped Caused by component 
failure due to normal end of life. Failed heater replaced 
W/830705 Itr. ^ 

COX.H.T. , SFARKEYpR. B. Carolina Power 4 Light Co. 83/07/03 
O'REILLY, j. P. Region 2, Of f ice of Diree tor. Spo 19374 239 
Fiche: 30-261. 83/07/05. 8307110294 


24X 


B30726Q493 LER 83-01 4/OlT-O: on B30704, sve water leak discovered on 
containment fan cooler HVH-2, resul t ing in degradation of 
containment boundary per IE Bulletin 80-24. Caused by 
corrosion/erosion of cooler tub ing. H/S307ia Itr. 

8. Carolina Pouar 4 Light Co. 83/07/15 
*’•9*0'' 2, Office of Director. 3pp. 19733:354. 24X 

Fiche: 50-261, 53/07/10,8307260493 

B3-015/OIT-0.on 830622, u/unit at SOX pouar. Increase In 
total primary sys leakage to 1. 19 gpci identified. Caused by 
^**“''9 Abnormal degradation of fiCPB 
Jjt** J'* 030705. Fitting rep 1 aeed. H/B307 19 Hr 

0°fiEILI^v' ® '’O'"*'' ^ Lisht Co. 53/07/19. 

Region 2. Office of Director. 4pp. 19521-132 24x 

Fiche: 50-261. 53/07/19,0307290179. 


LER B3-012/03L-0 on 030621 , a u . 1 1 lary feedwater porno 

PeModlc*Te 8 t'' 32 '^ir'r'’ '"’"‘A'' during performance of 

Per odlc Test 22 1C. Cause unknown. Cirtg 1 1 breaker for 

COX H T '■ cjcldd. M/030721 Itr. 

□°reVllv' ® C«TOllna Power 4 Light Co. 83/07/21 


241 


research REACTOR 

V. Operator Eiaminatlons 


—8307120547 IE Insp Rept 50-263/83-09 on 830516-20, Noncomp 1 lance noted; 
failure to rept unusual event uithin 15 minutes. per 
lOCFRSO, App E, Section IV. D. 3. 

PATTERSON, J.P. . OLOERSEN, W. D. . AXELBON.H.L. Region 3. Office of 
Director- 83/06/27, I3pp. 19434:014. 24X Fiche; 50-263, 83/06/20, 

8307120S3B. 


B3D7220461 Responds to NRC 830207 Itr re Rev 12 to security plan, 
previously approved wording re Insli tutod. per NRC request. 

Security guard force procedures remain unchanged. 

HUaOLF.D. Northern States Pouer Co, 03/07/15. Office of Nuclear 
Reactor Regulation. Director, Ip. 19606:112 24X 

Fiche; 30-263. 83/07/15, 8307220461, 


6307250632 Releases public 
iApleaentlng procedures, 
FELTON.J.K. Division of 
Hanageaent Branch. Ip. 
B3073S0632. 


version of revised emergency plan 

Rules and Records, 83/07/19. Document 
19710:144, 24X FI ch e: 50-000. 03/07/19, 




ur isvisuu emergency plan 
lapleaenting procedures. Including Procedures EPIP 1. l, i re 
corporate emergency response plan. EPIP 1,1,2 re 
notifications 4 EPIP I,l,3 re public info. 

WARO.E.C. Northern Stetes Pouer Co. 03/05/20. Region 3, Office 

E-'X FUhe: 50-000, 83/b7/i9, 


7 . luvisou emergency plan implementing 

precedursi. Including Procedures EPIP 1. I. i re corporate 
eaergency response plan.EPlP l,i.2 re notifications 4 EPIP 
>2 ‘9 tAfle Of contents and. 

Northern States Power Co, 83/05/20. 145pp. 

19718.146. 24 X Flc ho: 50-000. 83/07/ 19 , 5307250632. 


J. Insurance 4 Indemnity information 


^* ^* 1 MF-51 & MF-68. respectively. 

a Northern States Power Co. 03/07/18. DINITZ, 1. 

Ar««lysls Branch (Utility Finance). 7pp. 
19731.156. 24X Fich«: 50-000f 03/07/10. 0307260475. 


6307080427 Oensr'ic Lfer* sii 

lT 

" Sve list end. 

EISENllUT.D.Ci Division Of Licensing. 53/07/11. Michigan, Ualv. 
PP- 363,135. 24X Fiche: SO-000. 53/07/1 I, 8307000427, 


M ^ En-^rsement 

«!Jl!i?n”'«f’ It B3/Q7/SI. DINITZ, I. 

B3/OT)2y.l30726o37r 84X FI c h 30-263, 
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P. operating license stage documents & correspondence 


BS0S06O3ti6 Board Notification 82-70: no t i f I es of differing prof opinion 
re sens Itizatlon of BUR stainless steel ueldments. 
eiBENHUT. D. O. Division of Licensing. 83/07/20. PALLADlNOi N. J. 
Commissioners, 4pp, 17043:001. 24X Flche: 50-000. 02/07/20. 

B20G060366. 


8307110099 Foruards safetg evaluation re BUR Ouners Group response to 
TMI Item II. K. 3, 18. "Mod of Automatic Depressurl lation 
Sgs." Elimination of high drguelt pressure permissive i> 
bypass after sustained loui uater level acceptable. 

VA8BALCQ. D. B. Operating Reactors Branch 2. 83/06/03. MUSOUF. D. M. 

Northern States Pouer Co. 2pp. 19386:275. 24X 

Fiche; 50-263. B3/06/03. 8307110099. 


8307180173 Foruards safety evaluation concluding that seven of eight 
eiiulpment items environmentally dualtfied & require no 
justification for continued operation. 

VASSALLO. D. 8. Operating Reactors Branch 2. 83/06/16. Mi/SOLF.O.tl. 

Northern States Pouer Co. 2pp. 19567:348. 24X 

Fiche: 50-263. 83/06/16. 8307180173. 


— 8307180180 Safety evaluation supporting continued operation per environ 
qualification review. 

• Office of Nuclear Reactor Regulation. Director. 83/06/16. 6pp. 
19567:350. 24X Fiche: 50-263. 83/06/16. 8307180173. 


8307150153 Informs that TMI Action Plan Item II. K. 3. 13 re HPCI/RCIC 
Initiation level resolved. per 830421 notification of 
adherence to 830316 approved design. 

VABSALLO. D. D. Operating Reactors Branch 2. 83/06/17. HUSOLF. D. H. 

Northern States Power Co. 2pp. 19562:001. 24X 

Fiche: 50-263,83/06/17. 8307150153. 


8307010104 Application to amend License DPR-22. changing Tech Specs to 
comply w/NUREO-0737, Items 1 1. F. 1. 1 - 1 1. F. 1. 6 re accident 
monitoring instrumentation. per Generic Ltr 83-02. 

HUSOLF, D. Northern States Power Co. 83/06/24. Office of Nuclear 
Reactor Regulation, Director. 3pp. 19168:211. 24X 

Fiche: 50-263. 83/06/24. 8307010104. 


—8307010123 Proposed Tech Spec changes, res tr Ic t ing employee overtieiei 
requiring saf ety /rel 1 ef valve failures ti challenges to be 
reported 6 adding limiting condition far operation 6 
surveillance requirements for RCIC sys suction transfer. 

« Northern States Power Co. 83/06/24. 44pp. 19168:214. 24X 

Piche; 50-263. 83/06/24. 8307010104. 


8307000030 Forwards response to NRC B30SI1 ltr requesting addl info re 
TNI Item II. K. 3. 28. "Qualification of Automatic 
Depressur 1 lat 1 on Sys (ADS)." Designated allowable leakage 
criteria for ADS is zero. 

MUSQLF.D, Northern States Power Co. 83/06/28. Office of Nuclear 
Reactor Regulation, Director. 6pp. 19351:316. 24X 

Fiche: 50-263. 83/06/28. 8307080030. 


8306270397 Generic Ltr 83-26 to all applicants for QLs 6 holders of 
CPs for pouer reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of Neu York. Inc. I6pp. 19390:317. 24X 

Fiche; 50-000. 83/07/05. 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees k applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT. D. 0. Division ef Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:254. 24X 

Fiche; 50-000. 83/07/06. 8307060329. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL k heldsrs of CPs re required actions based 
on generic implications ef Salem ATUS events. Svc list end. 
EISENHUT. 0. 0. Division of Licensing. 83/07/08. Confolidatsd 
Edison Co. of New York. Inc. SBpp. i?66?:269. 24X 

Fiche; 50-000. 83/07/08. S3070S0169. 


0. Inspection reports. IE Bulletins k correspondence 


8307080021 Foruards IE Insp Rept 50-263/83-11 on 830516-20 k 24-2? 6 
notice ef violation. 

8TREETER. J. F. RagionS. Office of Director. 83/06/24. LARBON.C.E. 
Northern States Power Co. 2pp. 19351:324. 24X 

Fiche: 50-263. 83/06/24. 8307080021. 


—8307080023 Notice of violation from insp on 830516-20 ti 24-27. 
STREETER. J.F. Region 3. Office of Director. 83/06/24. 2pp. 
19351:326. 24X Fleht: 50-263. 83/06/24. 8307080021. 


— 8307080026 IE insp Rept 50-263/83-11 on 030516-20 k 24-27. Noncomp 1 1 anc e 
noted. Failure to approve temporary changes to procedures S> 
follou procedures re drawing control. 

CHOULES. N. C. . HAIJKINS. F. C. Region 3. Office of Director. 

83/06/24. 12pp. 19351:328 24X FI c h e ’ 30-263. 83/06/24. 830708002 1 . 


8307120006 Forwards IE Insp Rept 50-263/83-10 on 830524-26 S> 0601. No 
noncoeipliancB noted. 

PAPERIELLO. C. U. Region 3. Office of Director 83/06/27. 

LARSON.C E. Northern States Power Co. 2pp. 19423: 176. 24X 

Fiche: 50-263.83/06/27. 3307120006. 


— B307120(»7 IE Insp Rept 50-263/83-10 on 030524-26 k 0601. No 
nencompllance noted. Major areas inspec ted confirmatory 
measurements ti radiological environ monitoring programs 
ROZAK.S,. 0E3TMANN. M. J. . SCHUMACHER. M. Region 3. Office of 
Dtraclor. 83/06/24. Bpp. 19423:170. 24X F iche: 50-263, 83/06/27, 

8307120006. 


8307180011 Foruards IE Insp Rept 50-263/83-12 on 830502-0601. No 
noncofipl lance noted. 

SHAFER. W D. Region 3, Office of Director. 83/06/27. LARBON.C.E. 
Northern States Power Co. 2pp. 19560:294. 24X 

Fiche: 50-263. 83/06/27. e3071800[l. 


—8307180013 IE Insp Rapt 50-263/83-12 on 830502-0601 . No noncomp 1 1 ane e 
noted. Major areas Inspected: operational safety verification, 
monthly malnt ob servat ion. ons 1 te review comml ttee. month ly 
surveillance observation (< outage for malnt. 

BROUN.C.H.> WALKER, B.D. Region 3, Office of Director. 83/06/24, 
5pp. 19560:296. 24X Fi c h e . 50-263. 83/06/27. S307 18001 i . 


8307120538 Foruards IE Insp Rept 50-263/63-09 on 830516-20 t< notice of 

violation. 

PAPERIELLO.C. J. Region 3. Office of Director. 83/06/28. 

CARSON.C E. Northern States Power Co. 2pp. 19434:011. 24X 

Fiche: 50-263. 83/06/28, 8307120530. 


— 8307120542 Notice of violation from Insp on 830516-20. 

PAPERIELLO.C. J. Region 3. Office of Director. 83/06/27. ip 
19434 013. 24X FI c he : 50-263, 03/06/28, B307 1 20538. 


— 8307120547 IE Insp Rept 50-263/83-09 on 830516-20. Noncomp 1 iance noted; 
failure to rept unusual event within 15 minutes, per 
lOCFRSO.App E. Section lY. D. 3 

PATTERSONiJ. P. . OLOERSEN. U. B. . AXELSON.U.L. Region 3. Office of 
Director. 83/06/27. 13pp. 19434:014. 24X Fiche: 50-263. 83/06/28. 

8307180538. 


8307180127 Foruards IE Insp Rept 50-263/83-13 on 830606-09 Si notice 

of vlolation- 

PAPERIELLO.C. J. Region 3. Office of Director. 83/07/01. 
LARaQN.C.E. Northern States Power Co 2pp. 19556:224. 24X 

Fiche: 50-263.83/07/01. 8307180127. 


—8307180130 Notice of violation from Insp on 030606-09, 

PAPERIELLO.C, U. Region 3. Office of Director. 83/06/30. ip. 
19556:226. 24X Piche: 50-263, 83/07/01 . 8307180127. 


•8307180133 IE Insp Rept SO-263/83-13 on 830606-09. Nonco.mpl iance 
noted: unauthori zed temporary shielding added to Model FaY-1 
shipping cask. 

ORANT.M.B.i GREGER.L.R. Region 3. Office of Director. 83/06/30 
9pp. 19556:227, 24X Fiche: 50-263. 83/07/01, 8307180127. 


B306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness t< Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 154pp. 19563:293, 24X Fiche: 50-000, 83/07/1 1, 8306270401 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JQRDANiE.L. Division of Emergency Preparedness & Engineering 
Respense (Post 830103). 83/07/12. Consolidated Edison Co. of Neu 

York. Inc. 14lpp. 19563:153. 24X Fiche: 50-000. 83/07/12. 8306270404. 


B306270406 !E Info Notice 83-48. "Gaseous Efflusnt Releases of 
Radioactive 1-125 k 1-131 in Eicess of NRC Limits." Svc list 
end. 

TAVLDR.J.H. Division of OA. Safeguards k Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New Vorki Inc. 

114pp. 19715:270. 24X Fiche: 50-000, 83/07/14, 8306270406. 


8307280351 Ack receipt of 830718 ltr Informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-263/83-11. 

STREETS. J.F. Region 3, Office of Director. 83/07/26. LARBON.C.E. 
Northern Slates Power Co. ip. 19789:010. 24X Fi che; 80-263i 

83/07/26, B3072803S1. 
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— 8^07380353 Retgondi Co NRC 830^34 Itr re violations noted in IE Insp 
Ftept S0-3&3/e3-ll. Corrective actions, no nates uill be placed 
on procedures being used in uort sequence unless actual 
temporarij changes U closer surveillance ulll be maintained, 

LARSON. C.E. Northern States Power Co. 83/07/lG. SIREETERi J. F. 
Region 3. Office of Director. 9pp 1978*?: Oil. a4X 
Fiche: 30-363, 03/07/36. B3O73B0391. 


R. Periodic operating reports L related correspondence 


93070S0363 Provides June 1983 status rept on seismic Category I 
piping & supports per 310606 conisi toient. Hods being 
installed in emergencg svc water sysiso that models used for 
dynamic analysis conform to current modeling techniques. 

LARSON. C.E Northern States Power Co. 83/06/39. KEPPLER. J. ©. 
Region 3. Office of Director. 3pp 19330:303. 34X 

Fiche: 30-363. 83/06/39. 8307060363. 


H. Oeneral correspondence 


8307230450 Comments on Sangor Daily News & MTV repts of NRC order to 
shut down five facilities for insp of cooling pipes. 

Subsequent rescission considered under pressure from private 
obinars of plants. Requests stronger enforcement. 

HEINRICKiB.C. Affiliation Unknown. S3/07/1S. DENTON.H.R. NRC -No 
Detailed Affiliation Oiven. 3pp. 19686:083. 34X 

Fiche: 50-000. 83/07/15, 8307330430. 


K. Utility Final Safety Analysis Report (FSAR) t< amends 


8307010195 Forwards amends to updated FSAR for facilities. 

8T[EDE>U.L. Commonwealth Edison Co. 83/06/39. DENTON.H.R, Office 
ef Nuclear Reactor Regulation. Director. 3pp. 19133:001. 34X 

Fiche: 50-000.83/06/39. B307010193. 


S. Reportable occurrences. LERs It related correspondence 


6307060333 LER S3-0 1 S/0 1 T-0: on 8306 1 3. inv e s tl ga 1 1 on of SSO-volt dc 
battery fault revealed grounded HPCI Uooduard Oovernor EDR 
hydraulic actuator coil. Caused by out-of-spec nonhomogoneous 
lube oil. Lube oil rep laced. VI/8306S7 Itr. 

WOJCHOUSKIjA. V. . hlUSOLF. 0. Northern States Power Co, 83/06/27. 
Region 3. Office of Director. 3pp. 19339:311. 34X 

Fiche: 30-363. 83/06/37. Q30706039S. 


DOCKET 30-264 DOW CHEMICAL CO. 


V. Operator Eiaminations 


B3070B0437 Oenerie Ltr B3-12A to all •nonpower reactor licensees re 
Issuance of NRC Form 398. “Personal Qualifications 
Statement - Licensee." Svc list encl. 

ElSENKUTi 0. G. Division of Licensing. 83/07/11. Michigan. Unlv. 
of. I4pp 19363:138. 24X F I che: 50-000. 83/07/ 1 1 . 63070B04S7. 


DOCKET 50-363 QUAD-CITIEB STATION. UNIT 3 


F. Security, medical, emergency i< fire protection plans 


8307130137 FoTuards eiernption from requirements of App R to 10CFR80. 
Section III.O ra fire protection of safe shutdown 
capabili ty. in response to 830701 (< 0933 requests. 

VASSALLO. D. D. Gpcratlng Reactors Branch 3. 83/06/33. FARRAR. D.L. 

Commonwealth Edison Co. 3pp, 19433:188. 34X FUhe: S0-334>83/06/23> 

8307180137. 


— 8307010196 Amend to updated FSAR for Quad Cities 1 t. 3. 

a Coaunsnuaalth Edison Co. 83/06/29. SOSpp. 19123:069. 24X 

Fiche: 50-000. 83/06/39. 8307010195. 


P. Qparating license stage documents <• correspondence 


8307230498 Rev 3, to “Proeess Control Program for Solidification of 

Radwaste. “ 

• CoaMoniiiealth Edison Co. 83/03/31. 9pp. 19701:330. 24X 

Fiche; SO-2S4. 83/03/31. 8307330498. 


8305260240 Informs that beta spectra maasurements will be conducted 
on B30K6 Per NRC project. “Beta Particle Measurement ti 
Dostnetrq Requirements at NRC-Licenssd Facilities." 

RATNBUNpL.A. Battelle Memorial Institute. Pacific Northwest 
Laboratory. FIN 13-2448. 93/03/20. KEPPLER.J.G. Regions, Office 

of Director. Ip. 18399:337. 24X Fich e: 50-254, 83/05/20. 8303260240, 


8307120193 Forwards response bo BWR Gwnen Group study of alternatives 
to IWRE0-O737. Item II. K, 3. 18. "Automatic Deprassur i tat Ion 
Sys Logic Hod." Two of seven alternatives acceptable, 
laplanontatlon schedule should be provided within 43 days. 

VASSALLO. D. B. Operating Reactors Branch 3. 83/06/03. FARRAR. D.L. 

Commonwealth Edison Co. 9pp. 19433:179. 24X Fiche: 50-254. 83/06/03. 

8307120153. 


8307140514 Advises that requirements of TMt Item II. K. 3. 13. "HPCI/RCIC 
Initiation Level. " net. Item resolved. 

VASSALLOpD. 0. Operating Reactors Branch 2. 83/06/17. FARRAR. D.L. 

Coauunwealth Edison Co. 2pp. 19327:343. 24X Fiche; 30-234. 83/06/17. 

8307140514. 


'8307120145 Eiemptlon from requirements of App R to lOCFflSO, BectiBft 
III.O for flsed fire suppression associated u/panelsr 
switchgear & motor control ctrs. 

EISENHUT. D- 0. Division of Licensing. 03/06/33. Commonwealth 
Edison Co. 6pp. 19433:191, 34X FI c he ; 50-354. B3/06/33, 3307 180137. 


8307120125 Forwards confirmatory order re util 810115 h B30316 
eamml tnenta to Install permanent scram discharge sys mods 
prior to startup after 830901 ref ue I Ing. Model Tech Specs 
encl as guidance for use In preparing Tech Spec changes. 

VAS9ALLO, D. a. Operating Reactors Branch 2. 83/06/34. FARRAR. D.L. 

Commonwealth Edison Co. 2pp. 19435:097. 24X Fiche: 50-334. 83/06/24. 

8307120125. 


8307130063 Releases public version of rev to emergency plan 
implementing procedures. 

FELTON. J.M. Division of Rules and Records. 83/06/34. Document 
Management Branch. Ip. 19433:360. 34X Fich e: 30-254. 83/06/34, 

8307130063. 


8307130068 Pub 1 Ic version of revised emergency plan Implementing 
procedures. including Procedures QEP 330-0 r# assessment 
actions b QEP 330-11 ra estimation of 1-131 release by 
field team measurements. Revised indei end, 

•OERNER.L.. KOVACKrT-J. Commonwealth Edison Co. 83/06/30, 6pp. 
19435:261. 24X Fiche: 30-254, 83/06/24.8307120063. 


8307360018 Submits supplemental response to NUREO-0737, Suppl I fOenerlc 
of parameter selection criteria to be 
submitted by 831331, Human factors & safety parameter display 
performed w/ver if ica t ion program. 


SWARTZ, E. 


program. 

Commonwealth Edison Co. 83/07/20. DENTON.H.R. Office 
1 ”**'*9^ Regulation. Director. 2pp, 19727-177, 24X 

Fiche: 30-000. 83/07/30.8307260018. 


•8307120128 Con-f i rma t ory order re util 810113 ti 830316 commitments to 
install permanent scram discharge sys mods prior to 
startup after 840901 refueling. 

EISENHUT. O. e. Division of Licensing. 83/06/34. Commonwealth 
Edison Co. 35pp, 19433:099, a4X Flc he: 50-834, 83/06/24. 

8307120125. 


8307070176 Forwards plant-unique analysis rept. Volt 1-7. demonstrating 
primary containment sys design adequacy b restoration of 
original design safety margins per NI;REG-0661. 

RYDAK.8. Commonwealth Edison Co. 83/06/27. DENTON.H.R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19390:001. 24X 

Fiche: 50-000. 83/06/27. S3O707O176, 


— B3071B0152 "Quad Cities Nuclear Power Station Units 1 1. 2 Plant Unique 
Anatysle Rept.Vol 3. Vent 8ys Analysis." 

SHAMBZAD. H. , ADAMS. R.H.. MCINNEB.I.D. NUTECH Engineers. Inc, 
COM-02-039-3 ROO. 83/05/31, 221pp. 19353:016, 34X 

Fiche: 50-000. 83/06/27. 83070701 76. 


Forwards review of draft Rev 4 to generic portion of 
2 station emergency plan, Plan deficiencies marked. 
decUlSns^enci emergency offsite protective 

c!.. of Director. 83/07/26. REED 

83071803^, 84 X Fi c h a ; 50-000. 


—8307180198 "Quad Cities Nuclear Power Station Units 1 h 2 Plant Unique 
Analysis Rept.Vol 4, Internal Structures Analysis." 

TALBOTT.O.C. , AOAMB, R. K. . MCINNES.l.D. NUTECH Engineers. Inc. 
C0I1-02-039-4 ROO. 83/05/31. 34pp. 19553:237. 24X 

Fiche: SO-ODO. 83/06/27, 8307070176. 


— B307IB0168 “Quad Citias Station Units 1 It 2 Plant Unique Analysis Rept. 
Vol S.Safety Relief Valve Discharge Piping Analysis," 

« Sargent U Lundy. Inc. 83/06/27. 134pp. 19553:272. 24X 

Fiche: 50-000. 03/06/27. 8307070176. 
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— 9307180186 "Quad Cltle* Nuclear Pouer Station Units I «. 2 Plant Unique 
Analysts Rapt.Vol 7. Unit 2 Torus Attached Piping b 
Suppression Chamber Penetration Analysts." 

PANDEV. P. I WALLACH.O.t OAVULA, J. A. NUTECH Engineers. Inc. 
COH-03-039-7 ROO. 93/05/31. 175pp. 19354:822, 24X 

Ftehe: 30-000. 93/06/27, 9307070176, 


—8307190139 "Quad Cttles Nuclear Power Station Units I 4 2 Plant-Unique 
Analysis Rept.Vol 1. General Criteria 4 Methodology " 

Wiee.R.E.. KOST.E.O,. MASSEY. J.V. NUTECH Engineers. Inc. 
CaM-02-039-l ROO. 03/05/31. 234pp. 19351 317. 24X 

Flche; 50-000. 03/06/27, 8307070176. 


— 9307100147 "Quad Cities Nuclear Power Station Units 1 4 2 Plant Unique 
Analysis Rept.Vol 2, Suppress i on Chamber Analysts." 

HOWARD, O.L., ADAMS.R.H.I MCINNES.I.D. NUTECH Engineers. Inc. 
CDM-02-039-a ROO. 83/05/31. I85pp. 19552:191. 24X 

Flche: 50-000. 03/06/27, 8307070176. 


9307180026 Forwards SBR re NUREO-0612, "Control of Heavy Loads" 4 
technical evaluation rapt. Phase I acceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 83/06/27. FARRAR. D. L. 

Commonwealth Edison Co. 2pp. 19567:301. 24X Flche: 50-234. 93/06/27. 

8307190026. 


—0307100030 Safety evaluation of util 901222 responses to NURe0“06l8. 
"Control of Heavy Loads." Phase I acceptable. 

• NRC - No Detailed Affiliation Given. 93/06/27. 2pp 
19567:303. 24X Flche: 50-254. 93/06/27, 9307180026. 


--03O719OO67 Rev 0 to "Dynamic Analysis of We twe 1 1-to-Dr yuel 1 Vacuum 
Braatera for Quad Cities Stat 1 on. Un i ts 14 2." 
nOONKA.A.K.. CHEWiO.P,. MA5SIE.HW. NUTECH Engineers. Inc. 
COM-OB-023 HOO. 01/09/29. 100pp. 19633:190. 24X 

Ftehe: 50-000.93/07/12. 9307190062. 


—8307190074 Rev 1 to "Improved Dynamic Vacuum Breaker 
Quad Cities 112" 

BILANIN.A.J. Continuum Dynamics. Inc. 62-7 ROl. 
19633:292. 24X FI c h e : 50-000. 03/07/ 12, 8307 1 90062, 


Valve Response fo 
02/09/30. 29pp. 


8307210090 Application to amend License DPR-30. c hang i ng safety relief 
actuating setpoint of Target Rock valve to 1.135 psig 4 
electromagnetic relief valves to 1.115 psig. 

RYBAK.S- Commonwealth Edison Co. 03/07/15. DENTON. H.fl Office of 
Nuclear Reactor Regulation, Director. 2pp. 19668 277. 24X 

Fiche; 90-26S. 83/07/15, B3072100SO. 


— 9307210052 Proposed Tech Spec Pages 1.2/2. 2-1 4 3 6/4 6-4 re RCB. 
Evaluation of significant hatards consideration end. 

* Commonwealth Edison Co. 03/07/15. 4pp. 19660:279. 24X 

Fiche : 90-265. 03/07/15. 8307210050. 


8307220499 Discusses status of proposed mods to automatic 
depressurl satlon sysiper NUHEO-0737. I tern 11. K. 3. 10. Op t Ion 
4 re timer Installation described In GE BUR Owners Group 
response. seise ted for Imp lementat Ion. Mod s listed. 

RYBAK. B. Commonwealth Edison Co. 83/07/18. DENTONiH.R. Office of 
Nuclear Reactor Regulation. Director. 2pp 19695; 101 84X 

Fiche: 50-000. 03/07/10. 8307220495. 


—0306060295 "Control of Heavy Loads (C-lO).Quad Cttles Station Units 1 4 
2. " technical evaluation rept. 

BOMBERGER. C. , BAROBNT.I.H. Franklin I ns 1 1 tu te/Fran k I ift Research 
Center. NfiC-O3-01-l3O. TER-C5506-386/3B7 . 83/06/01. SINOHiA. . 

CHAN.T, NRC - No Detailed Affiliation Given. 3lpp. 19967:309. 

24X Flche: 50-254. 83/06/27. 0307100026. 


0306270397 Generic Ltr 83-26 to all applicants for OLs 4 haldcrs of 
CPs for power reactors re clarification of surveillance 
requlromente for dleeel fuel Impurity. 5vc list end. 

BISENHUT. 0 0. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York, Inc. I6pp. 19390:317. 24X 

Flche; 50-000, 83/07/05, 8306270397. 


8307120435 Application to amend License DPR-30, chang ing Tech Space to 
reduce ma» critical pouer ratio operating limit 4 to clarify 
labaling of ona tiAPLKOR curve. 

6CHR0EDER, C. H, Commonwealth Edison Co. 03/07/05. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 19429:243. 
24X Flche: 50-269. 03/07/09, 0307120439. 


— 8307120438 Proposed Tech Spec change re mai critical pouer ratio 4 
MAPHLOn limits, 

* Commonwealth Edison Co. 03/07/05. 6pp. 19425:250. 24X 

Flche: 50-265, 83/07/05, 0307120435. 


—8307120446 Rev 0 to "Bupplemental Reload Licensing Submittal for Quad 
Cities Nuclear Power Station. Unit 2. Reload 6 (Cycle 7)." 

ELLIOTT. P. E. . HILL, R.T, , CHARNLEY, J. S. General Electric Co. 

22Aa560 ROO. 83/05/31. 10pp. 19425:256. 24X 

Flche: 50-265. 03/07/05, 0307120435. 


0307060329 Generic Ltr 03-27 to all licensees 4 applicants for 
operating power reactors 4 holders of CPs for power reactors 
re eurvelllance Intervale In STS. Bve list end. 

EI8ENHUT. D. 0. Division of Licensing. 03/07/06. Consolidatod 
Edison Co. of New York. Inc. 16pp. 19669:254. 24X 

Flche; 50-000, 83/07/06. 8307060329, 


8307000169 Generic Ltr 03-20 to all licensees of operating raaetorsi 
applicants for OL 4 holders of CPs re required actions bated 
on generic Implications of Salem ATHB events. 9vc list end. 
E18ENHUT. D. G. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York. Inc. 38pp. 19669:269. 24X 

Fiche; 50-000, 83/07/00, 8307000169. 


0307190197 Notifies that Westlnghouse info re environ qualification of 
electrical equipment detailed in 030513 Ur determined 

nonproprietary. 

RYBAK. B- Commonwealth Ediion Co. 03/07/11. DENTON.H-R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19630:142. 24X 

Flche; 50-000, 03/07/ 1 1, 0307190187. 


0307190062 Forwards "Dynamic Analysis of We tuel 1-to-Drywell Vacuum 
Breakers" 4 "Improved Dynamic Vacuum Response." in response 
to Generic Ltr 03-08. Remits demonstrate that as-built 10- 
Ineh A4M vacuum breaker valves meet A8ME Cod# criteria. 

RYBAK.B. Commonwealth Edieon Co. 83/07/12. DENTON.H.R. Office of 
Nuclear Reactor Regulation. Director. 7pp. 19633:173. 24X 

Flche: 90-000, 83/07/12,8307190062. 


0307290440 Provides commitments on leakage monl toring. FI oor drain 
leakage will be measured once every 4 h when reactor is at 
qperatlng pressure. NRC will be notified within 24 h If 
action points eiceeded. 

REED.C. Commonwealth Edison Co. 03/07/21. Office of the 
Secretary of the Commission 2pp. 19701:176. 24X 

Flche: 90-000. 03/07/21. 0307290440. 


Q. Inspection reports. IE Bulletins 4 correspondence 


0309240296 Ack receipt of 030413 Ur Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-237/82-20. 
90-249/82-21.50-254/82-16 4 90-265/02-10. 

KEPPLERiJ.O. Region 3. Office of Director. 03/05/13. REED.C. 
Conmenwealth Edison Co. Ip 1894Q;067. 24X Flch e: 50-000. 03/05/13. 

0309240296. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
0urry Recirculation Spray Subsystem." Sve list end. 

JORDAN. E.U. Division of Emergency Preparedness 4 Engineering 
Rasponse IPost 8301031. 03/07/11. Consolidated Edison Co. of New 

Yort. Inc. 194pp. 19563:293. BAX Flche: 50-000. 03/07/1 1. 0306270401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Bve list encl. 

JQRDANiE.L. Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:153. B4X Flche: 50-000, 03/07/12. 0306270404. 


0306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 4 1-13! In Excess of NRC Limits, " Sve list 
and. 

TAYLOR.J.H. Division of QA. Safeguards 4 Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 197!3:270, 24X Fiche: 90-000, 83/07/14. 0306270406. 


8307200207 Ad receipt of 030603 Ur Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-237/03-06. 
90-249/03-05.50-294/03-04 4 50-265/03-04. 

8PE98ARD. R. L. Division of Engineering. 03/07/15. REED.C, 
CoeieionweaUh Edison Co, 2pp. 19651:026. 24X Flche: 50-000, 03/07/15, 

0307200207. 


—8307200216 Responds to NRC 030405 Ur re violations noted In IE Insp 
Repts 90-237/03-06,50-249/03-09.50-254/03-04 4 90-269/03-04. 

NUTECH quality engineering procedures 4 util project unique 
instructions revised. 

REED.C. Commonwealth Edison Co. 03/06/00. SPESSARD. R. L. 

Division of Engineering. ISlpp, 19691:029. 24X 

Flche: SO-000, 03/07/19. 8307200207. 


8307220463 Ad receipt of 030714 Ur Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-237/03-12. 
90-249/83-10.50-294/03-13 4 90-265/03-11. 

LITTLE.H.S. Region 3. Office of Director. 93/07/19. REED.C. 
Cummonwealth Edison Co Ip. 19694:329. 24X Flche: 50-000. 93/07/ 19. 

8307220463 . 
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-030752047^ Respond * to NRC 83061 6 Hr r. violations noted in IE Insp 
R»pt* 30-237/03-12. 50-249/83-10. S0-2S4/S3-13 {, 5C'-2iS/e3-U. 
Corrective ac « t ons: e 1 1 c t ing support conf i joratl on for pipe 
anchor' IR133 moOifled. 

FARRAR. D.L. Commonuea I th Eif 1 son Co . 03/07/14. LITTLE. MS. 

R«Sion 3. OfFscs of Director 4pp 19604 326 24X 

Fl c h e. 50-000. 03/07/19. B3O7220463. 


S3072B0034 Confirms 030726 ngt meeting in Chicago. IL to discuss 
licensee regulalOTg performance ?, comnuiil ta 1 1 on problems 
between NRC L util, per B3071S discussion. 

of Project a. Resident Programs. 03/07/32. 
REcD* C Cojnjnonu94 1 1 fl Edison Co. Spp 19791' 169 24V 

Flche: 50-000. 03/07/22, 8307260004. 


—0307260102 Confirms request for MRC t ottl senior mgt meeting on 930726 
In Chicago, IL to discuss licensee regulatorg performance & 
relationship u/MRC. 

REEO.C. Commonwealth Edison Co, 03/07/11. DAVIS, B A Region 3. 
Office of Director. Ip. 19791-671. 24K Flche: 50-000. 03/07/22, 

6307230004. 


Reportable oceorrentes, LERs t related correspondence 


0307220250 LER 03-009/0 1 T-0: on 830630, 6 so I a 1 1 on valve, to core spray 
discharge pressure switches PS-2“1462C & PS-2-1462D for 
automatic depressuri latlon sgs low pressure pump running 
permissive found Isoleted 6 sealed. W/B307I2 Hr. 

LIHOU.H., HALIVIANAKIS. N. Commonwealth Edison Co. 03/O7/J2, 
KEPPLBR.J. Region 3, Office of Director. 4pp 196B4'207 SAX 
Flche; 50-263. 03/07/12, 0307220238, 


6307220446 Part 21 rept re possible discrepancy In variable springe in 
turnbucUe fe top plate assemblies bolt Interface. No recorded 
.failures or complaints registered against juby products Enel 
list of springs identified for Comm Ed only. 

LITKA, T J. Elcen Metal Products Co. 03/07/13 KEPPLER.J.O, Region 
3. Office of Director. 26pp, 19606:086 24X F Iche: 50-000, SS/OT/JS. 


DOCKET 80-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, msdlcal, emergency 1 fire protection plans 


6307110339 Releases public version of revised emergency plan 
imp i 1 p roc sd ure 5 . 

FELTCN. a. M. Division of Rules and Records. S3/06/24, Document 
Management Dranch. Ip. 19304:263. 24 1C Flche ; 50-266, 83/06/24, 
93071 10339. 


— 6307110343 Forwards public version of revised emergency plan 
Implementing proeedorei, including Procedures EPIP 1,3 re 
estimation of sooree term U EPIP 1.4 re radiological dose 
evaluation. Receipt form incl, 

FAV.C.M. , KNCRH.J.E, Wliconslti Electric Power Co. 93/06/19. 
DENTON.H.n, Office of Nuclear Reactor Regulation. Director. 
CLARK.fi. A, Operating Reactors Branch 3. 3pp. 19364 263 24X 

Flche: 50-266, 93/06/24, 0307110339. 


O. Adjudicatory correspondence 


0307120348 Meaorandum I. order requesting NRC assessment of eddy current 
testing techniques to ensure early detection 6 repair of 
Signlf leant degradation. 

SHOEHAKER, C, >J. Atomic Safety and Licensing Appeal Panel. 03/07/08. 

Office of the Eiecutlve Legal Director 4pp. 19432:133. 24X 

Flche; 50-266. 83/07/00, 8307120543. 


8307120307 Order eitending time until 030807 for Commission to act to 
review ALAB-719. 

CHILKiE. J. Office of the Secretary of the Commission. 63/07/00. 
ComnlssioneTS. Ip. 19432:141. 24X Fic he: 50-266. 03/07/08. 

0307120987. 


8307100176 Notifies of VR Harding employment at law firm per 
Disciplinary Rule 9— 102. Hard 1 ng will not participate in any 
case currently pending before NRC. 

RIDOMAY, D. A. Shaw, Pittman. Potts S. Trowbridge. 83/07/13. 

MOORE, T.S., JOHNSON. M. R. I GDTCHY.R.L. Atomic eafety and Licensing 
Appeal Panel. ip, 19959:069. 24X Fiche: 90-266. 03/07/13, 8307180176. 


■8307100183 Notifies of author employment at law firm per Disciplinary 
Rule 9-102. Auther will not participate In any case currently 
pending before NRC. 

HARDINO.V.R. Shaw. Pittman, Potts L Trowbridge. 03/07/13. 

KOOfie. r. S. , JDMNSON.M. R. . OQTCHy. R.L. Atomic Safety and Licensing 
Appeal Panel. Spp. 19399:069. 24* F icha : 90-266. 03/07/ 13. 

8307100176. 


0307180200 Notifies of VR Harding employment at law firm per 
Disciplinary Rule 9-102. Hard ing will not participate In any 
case currently pending before MRC. 

RlDCWAYvD.A. Shaw, Pittman. Potts ti Trowbridge. RIDGWAYiD.A. 
Mlsconsin Electric Power Co. 83/07/13. MOORE. T. 8. . JOHNSON. W, R, , 
OOTCHY.R.L. Atomic Safety and Licensing Appeal Panel. Ip. 
19393:141. 24X Fiche: SO-266, 03/07/ 13, 0307100200. 


8307180209 Notifies of author employment at law firm per Disciplinary 
Rule 9-102. Author will not participate in any case currently 
pending before NRC. 

HAROINC, R. Bhaw, Pittman, Potts & Trowbridge. 83/07/13. 
MOaRE.T-8.. JOHNSON. W. P. , GOTCHV'.R.L. Atomic Safety and Licensing 
Appeal Panel. 4pp. 19559:142. 24X F iehei 50-266, 83/07/13. 

B307180200. 


8307180218 Informs that VR Hard Ing , formerly of OELD.ulll ba 
associate In law firm general corporate pract Ic e. Hard ing 
will not participate In any cases now pending before NRC. 

RlOOtfAVr D. A. Shau, Pittman, Potts It Trowbridge. 83/07/13, NRC - 
No Detailed Affiliation Given. 2pp. 19955:101. 24* 

Fielie: 90-266. 83/07/13, 0307 1002 18, 


—8307180239 Informs that author will be associate in law firm general 
corporata practice fc will not participate In any cases now 
pending before NRC. Cer tl f i cate of Sve end. 

HAROINOaV. R. Shau, Pittman. Potts 6 Trowbridge. 03/07/13. NRC 
-No Detailed Affiliation Given, 4pp. 19555:102. 24X 

Flche- 50-266, 83/07/13, 8307100218 


03O7IIO34B Public version of revised emergency plan Implementing 
procedures, Including Procedures EPIP 1.3 re estimation of 
source term 6 EPIP 1.4 re radiological dose evaluation. 

* Wisconsin Electric Power Co, 63/05/27. 64pp. 19394-266 

Flche. 50-266,03/06/24, 8307110339. 


24 X 


9307110400 Acl receipt of 830620 Hr amending S3012I Ur informing NRC 
of steps taken to correct violations noted In IE Jnsp Rents 
50-266/02-17 & 50-301/82-17. 

SPESSARDiR. U, Division of Engineering, 83/07/06, BURNSTEIN.S. 
Wisconsin Electric Power Co, Ip. 19300:169. 24X 

Flche; 90-266, 63/07/06. 03071 10400 


K. Utility Final Safety Analysis Report {FSARl t< amends 


8307260439 Forwards Rev 1 to updated FSAR. 

FAV,C.H. Hlsconsin Electric Power Co. 03/07/18. DENTON. H.R. 

Office of Nuclear Reactor Regulation. Director. Ip, 19778-320 24X 

Fiche: 90-266, 83/07/18, 0307260439. 


— 8307270382 Rev 1 to updated FSAR. 

• Misconstn Electric Power Co. 03/06/30, 436pp. 19770:329. 24X 

Flche: 90-266, 03/07/18. 0307260439. 


--83O711O407 Suppis response to NRC 021130 Ur re violations noted 
in E Insp Repts 50-266/02-17 6 90-30 1 /82-I7. Correc t Ive 
ac t i OHS' transient con^buitlble control proct-dura davflope>di 
however implementation delayed until 030930. 

FAY.C.W. Wisconsin Electric Power Co. 03/06/28. KEPPLER.J.O. 
Region 3, Office of Director. Spp, 19300:170 24X 

Flche: 50-266, 83/07/06, 8307110480, 


8307260335 Itemlies c lar If lea 1 1 bn of end to 830426 Itr re request for 
App R fire protection ecemp 1 1 onsi inc I udlng revised 
description of propoied plant mods to Fire Tones 1-4, 

Wisconsin Electric Power Co, 63/07/20, DENTON. H. R. 

Office of Notlear Reactor Regulation. Director, CLARK, R. A. 

Operating Reactors Branch 3 2pp. 19726:090. 24X 

Flche: 90-266, 83/07/80. 0307260339 


P, Operating license stage documents 1. correspondence 


8306060070 Oenaric Ltr 83-22 to all operating reactor llcsnsees, 
applicants for OLt t< holders of CPs for Westinghouse PWRs 
re safety evaluation of "Eraerganey Response Guidelines." 

Sve list end. 

EI8ENKUT, 0. O. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. lOpp. 19963:116, 84X Fl c he: 50-000, 03/06/03, 

8306060070. 


8307070021 Advises that installation 1. cailbr of SA-11 monitors 
complete 6 monitors fully operational per TMl Item II.F. l.l. 
integration of instruments into other plant operating t< 
emergency procedures S, operator training Incomplete. 

FAV,C.W. Wisconsin Electric Power Co, 83/06/29. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. CLARK, R, A. 
Operating Reactors Dranch 3. 2pp. 19293:232. 84X 

Flche: 90-266. 83/06/29. 0307070021 . 
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9307070113 Informs of no significant changes to electrical distribution 
si/s descnbeif in FSAR uihlch uould affect degree of 
conformance u/ODC- 1 7. Ava 1 1 ab 1 e info adequate to determine 
intent of GDC-17 re offsite power distribution sgs. 

FAY.C W Wisconsin Electric Power Co 83/06/30 DENrON.H.H. 

Office of Nuclear Reactor Regulation. Director. CLARKiR.A. 

Operating Reactors Branch 3 Ip l'?29‘l . OfA. 2AX 
FlChe 30-266, 03/06/30. 8307070113 


8307130395 Forwards for review & comments, "Control of Heavy Loads 
(C-10), Point Beach Units 1 t 3," updated draft technical 
evaluation rept 

CLARK. R. A Operating Reactors Branch 3 83/06/30 FAV.C-M. 

Wisconsin Electric Power Co. 2pp. 19340:103. 24X 

Fiehe. 30-266, 83/06/30, 8307150393 


— 0307070582 "Control of Heavy Loads (C-10), Point Beach Nuclear Plants 
Units I !< 2," draft final technical evaluation rept. 

BOMBEROEHi C. . AHHED. N. Franklin I ns 1 1 tu t e /Fran k 1 1 n Research 
Center. NRC-03-81 - 130 TER-C5306-3B2/3B3 DR. 83/Q6/i7. 

SINGH, A., CHAN, T. NRC - No Detailed Affiliation Given. 36pp. 
19540.105 24X F I c h e ; 50-266, 83/06/30. 03071 30395. 


8306270397 Generic Ltr 83-26 to all applicants for DUs «> holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list encl. 

EISENHUT, D. G. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flche: 50-000, 83/07/05, 8306270397. 


8307120364 Mod to application to amend License DPR-24 consisting of 
Tech Spec Change Request 90 re steam generator repair/ 
rep lac emen t. 

FAY, C. W. Wisconsin Electric Power Co 83/07/03. DENTON.K.R. 
Office of Nuclear Reactor Regulation, Director. CLAftK,R.A. 
□perating Reactors Branch 3. 2pp. 19429:096. 24X 

Fiche: 30-266. 83/07/05, 0307120364. 


— 8307120369 Proposed Tech Spec re repa i r/r ep lac ement of steam 
generators. 

» Wisconsin Electric Power Co. 63/07/05 3pp. 19429:098. 24X 

Fiche. 30-266, 83/07/05. 8307120364 


8307060329 Generic Ltr 83-27 to all licensees L epplicants for 
operating power reactors t< holders of CPs for power reactors 
re surveillance intervals in STS. Sve list encl. 

EISENHUT. D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co of New York, Inc. 16pp 19669.254. 24X 

Fiche 50-000. 83/07/06, 8307060329. 


8307130226 Requests estonsion until 830930 to complete rosponee to 
questions from 820602 L 03 meetings re development of final 
radiological effluent Tech Specs submittal using meeting 
summary 6 draft Rev 3 to NUREG-0473 as guidance. 

FAY.C.W Wisconsin Electric Power Co. 83/07/06. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. CLARK, ft, A. 
Operating Reactors Branch 3. 2pp. 19473:288. 24X 

Flche: 30-266, 83/07/06, 0307130226. 


8307130220 Provides correction to Table 1.8-1, Item 13 of B30610 rev to 
Section 1 8 of updated F8AR re QA program. Comml ts to folloki 
Reg Guide 1.146 for audits of in-plant activities per 
Generic Ltr 81-01 

FAYiC.M. Wisconsin Electric Power Co, 83/07/07. KEPPLER<J,G. 
Region 3, Office of. Director. Ip 19474:346. a4X 
Fiche: 30-266, 83/07/07, 8307130220. 


B307140260 Forwards responses, per 830706 >/ 0623 requests for further 
technical !< economic Info, re replacement of steem 
genera tors. Conf Irma t Ion that listed documents provided Co 
NRC during 830623 meeting provided. 

FAY, C W. Wisconsin Electric Power Co. 83/07/07. DENTQN.H.H. 
Office of Nuclear Reactor Regulation, Director. CLARK, R. A. 
Operating Reactors Branch 3. 19pp. 19324:001. 24X 

Fiche; 30-266, 83/07/07, 8307140260. 


— 0307140268 "Present Status U Projected Future Progression of Steam 
Generator Tube Corros lon/Degrada 1 1 on at Point Beach Unit !■ 
Wisconsin Electric Power Co, Two Creeks, WI." 

MVERS.J R. JRM Associates. 83/06/08. 37pp. 19324:020. Hdlf 

Flche 30-266, 83/07/07, 8307140260. 


8307080169 Generic Ltr 03-20 to all licensees of operating reactor*, 
applicants for OL ti holders of CPs re required actions based 
on generic implications of Salem ATWS events. Sve list encl. 
EISENHUT, D. 0. Division of Licensing. 03/07/08. Consalldated 
Edison Co of Now York, Inc. 3Qpp, 19669:269. 24X 

Flche 30-000, 83/07/08. 8307080169. 


B3072S0I37 Confirms 630627 telcon re results of heat balance 
calculations of containment atmosphere temp ca Icula t ions. 
Post-accident containment sampling procedure will be 
modified to include 10 minute sampling period. 

FAY.C. U. Wisconsin Electric Power Co. 83/07/12. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. CLARK.R.A. 
Operating Reactors Branch 3. 2pp. 19706:106. 24X 

Fleha; 30-266.83/07/12, 0307230137 


8307220336 Forwards "Nuclear Environ Qualification Test Program on 
Foiboro N-EIO Series Pressure Transmitters," Volt I-III. 

Results should be reviewed per qualification requirements of 
NUREO-DSSS It 10CFR30 49. 

FAV.C.M. Wisconsin Electric Power Co. 03/07/13. DENTONiH.R. 
Office of Nuclear Reactor Regulation, Director. NOONAN, V. 8. 
Equlpnent Qualification Branch. 2pp. 19676:120. SAX 
Fiche: 30-266. 83/07/13, 8307220336 


"8307220339 "Nuclear Environ Qualification Test Program on Foeboro N-ElO 
Series Pressure Transmitters," Vols I-III. 

OAHBLIN.L,. JOHNSON, F. n. , ROBERTS, W.D. Wyle Laboratories. 

43392-4. 83/03/18. 1630pp. 19676:123. 24X FI cho : 30-266, 

83/07/13. 8307220336. 


8307270027 Feruards DES (NUREO-lOl 1 1 re steam generator repair & notice 
of avallabl 1 Ity. Comments due within 43 days following FR 
pubileatien. U/o DES 

CLARK.R.A. Operating Reactors Branch 3. 83/07/15. Wlscaniin, 

Unlv. of. Oreen Bay. Ip. 19811:201. 24X Fleha: 50-266, 83/07/13, 

0307270027. 


— 8307270030 Notice of availability of DES (NUREO-lOlil r* steam 
generator repair. 

CLARK.R.A. Operating Reactors Branch 3. 63/07/13. 7pp. 

19811:202. 24X F 1 c he : 30-266, 83/07/ 1 3, 8307270027. 


8307270249 Forwards DES (NUREO-lOll) 6 re repair of steam generators b 
notice of availab 1 1 1 ty . DES not encl. 

CLARK.R.A. Operating Reactors Branch 3. 83/07/13. FAY.C.U. 

Wisconsin Electric Power Co. 3pp 19612:013. 24X 

Flche: 90-266, 83/07/13, 8307270343. 


8307270333 Forwards DES (NUREG-lOll) re steem generator repair, not i ce 
of availability b request for comments by interested 
persons. Notice of availability only encl. 

CLARK.R.A. Operating Reactors Branch 3. 63/07/15. PERRIN, B. 

Environmental Protection Agency. 3pp. 19612:008. 34X 

Fiche: 30-266. 83/07/13, 8307370333. 


8307290464 Forwards safety evaluation re steem generator major 
component rep lacement. NRC environ review In progress. 
CLARK.R.A. Operating Reactors Branch 3. 83/07/15. FAY.C.U. 

Wisconsin Electric Power Co. 3pp. 19656:330. 34X 

Flche: 90-266. 83/07/13, 8307290464. 


--8307290469 Safety eveluatlon re steam generator major component 
replacement. 

e Office ef Nuclear Reactor Regulation, Director. B3/07/15. 
30pp. 19036:322. 24X Fiche: 30-266, 83/07/13, 8307390464. 


8307230323 DRAFT ENVIRONMENTAL STATEMENT RELATED TO STEAM GENERATOR 
REPAIR AT THE POINT BEACH NUCLEAR PLANT UNIT NO. 1. 

Docket No. 50-266. (Wisconsin Electric Power Company) 

COLBURN.T.O. Division of Licensing. NUREO-lOll. 83/07/31. 43pp. 

19723:284 24X Fi the : 30-266, 83/07/31 , 6307350333. 


0. Inspection reports, IE Bulletins t, correspondence 


8307180044 Forwards IE Insp Repts 30-266/83-08 (, 30-301/83-06 on 
830909-11 t, 0609 6 notice of violation. 

PAPERtELLO.C. J. Region 3, (Office of Director. 83/07/01. 
BURSTEIN.S. Wisconsin Electric Power Co. 3pp. 19360:234. 34X 

Flche: 90-266, 83/07/01. 8307180044. 


— 8307180049 Notice of violation from Insp on 830509-11 b 0609. 

PAPERIELLO.C. J. Region 3, Office of Director. 83/06/30. 3pp 
19960:236. 24)C F 1 ch e : 30-266, 83/07/01 , 8307100044, 


— 8307180047 IE Insp Repts 30-366/83-08 b 30-301/83-08 on 830309-11 b 
0609. Noncompl lance noted: fal lure to collect air samples on 
830331 during reactor vessel head removal b cavity flood 
operations b to install 8A-lt main steam lint monitors, 

LOVENDALE. P. C. , OREOER.L.R. Region 3, Office of Director, 

03/06/30. app. 19360:338. 24X Fiche: 30-366. 83/07/01, 8307180044. 


8307ti0480 Ack receipt of 630638 ltr amending 830131 ltr informing NRC 
of steps taken to correct violations noted In IE Insp Repts 
30-266/83-17 b 30-301/82-17. 

8PES6ARD, R. L. Division ef Engineering. 83/07/06. DURNSTEIN.S. 
Wisconsin Electric Power Co. tp. 19380:169. 34X 

Fiche: 90-366,83/07/06, 3307110480. 
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NRC 621130 Itr violafcto..^ not»« 

^ GfMre’i" D fltor. 3PP. 19330:170. a« 

^!1ir50:2°I!a"07/05.e307il0.B0, 

„ a3-<16, "Comra.r. Valve Fatl^r.s Degrade 

:;n M -- 

r/l-O- ^707.. 1 . B30«7<„0. . 

Yorki IT'C IS-epp 1^ 

AT "Failure of Hvdraullc Soubtiers a* 

03O6a7OdO^ IE ." ^vc list 

Radioactive 1-125 & p-oapao» IPo** 

WLOH.J-M. Division of *'“=■ 

rfSpr’- 24x‘^r:"i:^0-000%3/07/.4,B3C.270.0.. 


Periodic operating 



jlated correspondence 


9pp. 199«B:IB7. 24X 


.a».v F»T 

'„'.77™«7r.™.r-. .. .n,. ».P. =.-««»=-'■ 

^uU-SO-2^7”3/0i.fl6.B3O739O137. 

. .,n 9A7/03-11 on C304ia-22- »» nonco.p I ianca 
-B307290141 IE Insp (uensee radiation protection 

noted. Haior areas inspecte . c ontro 1 Si eipoiure control* 

operation progran, 1 nclud i ng 9 health physics Instrunents. 

B307290137. 

reneric Ltr S2-33 re energmcy 

B3072i02IB ClartMos 330414 display »«*•'*” 

response facilities pooo. design review fc CTF 

.^..4 4a 1 97 tiistruffientatioiii tantru i 1905) r€#ueUTi9. 

Activities u»in be completed ^^/colo^sdo. 83/07 /^OS. COLLI^. ^ T. • 
BR^H-U. r^"'^^“o,'’Dir 0? ip. 19727:242. 24* 

83072*0330 Forwards '■||!!33"‘rewtrs*n'S rospiinio 

U%".-Ur.chedS.e contain.- in 

B30414 ltr, p Colorado. 63707/13. CDLl-lNa.J.T. 

DREV.H.t Public Service . f ,,726:011. 34X 

-93072*0343 "Control ^ Mp;. 19726:012. 

24x'’Flc7e: 57-21763/07/13, 03072*0338. 

j, Insurance t. Ind in.ni t y^lnf ormaH on 

9307260494 '^"7 1 ses that 830328 1 trshou 1 d . 

*”trel^Udr-ol°ar^j;t^«dl' m^ranc. coverage wool- rasoU 


in needless addl to***- co of Colorado. 83/06/30. 

HAflEMBOURO.D. w. r!l«Ution' 2PP 19733:352. 24X 

of the Stcretary of the Comnisalon. PP 
Flche- 50-267. 83/06/30. 8307260494. 


ii-.i.inn of circumstances 

-”;r- . 41 -s’' = 5 ™-“' 

/ of lOCFRSO. S'llW) re 

-fcdesn spom peQulre<nents or iw^t 

^niirsS-sl': 83/07/07. 9307190103. 

operatin, U cen,e_.t-d-_----!.*l."::!"----"-- 

.. *„ nL» involving NSHC Issued since 

8307110616 ^ 

^r/pnre: 5 r-oSo:i 3 %t!:f 4 ,^ 307 !?^° 6 ti' ■ 

e ><<>ncis to OLs involving NBHC. 

W-OOO. 03/06/15. a3O7!0O446, 

j i-n ni ft InvolviDQ NBHC. 

.^307190001 Monthly = 

oronross.d w/o incident, per 030620 

8307060256 Advises that natl reCB 03/06/20. 

J^InnbuflG.D.M^ Pnbllt ®"i“\f“Dirlctor. Ip- 19239;291. 24X 

"f?^U"1o-2I7.83/S1/20?8307060256, 

.at oroaressed u/o Incident per 830622 

— - r;*/" " 

;SS;.S 5 .?' -- «> 

of notice of consideration of 
8307060132 Beguests FR nPFl-34 U proposed no 

issuance of aaiond to U .j__afcton daterminatlon t< 

MADSEH.O.l.. “ ^3 Up 19232:240, 24X 

F?:i:fr0®-2""«3?O6/2B. 9307060132, 

for OUs 6 holders of 

8306270397 Oenerlc ”;^*,UntfUrtlon of surveillance 

-;„I:L^:rf;rS r,:i^ net impurlty.svc^^^^^^^ 

LbENHUT.D.O. ntvldl^n ,,390:317. 24X 

^;1;:^0-OoS!93/07/S;, 9306270397. 

B307060329 Oanerlc L-tT 1 oldHs' IrcPs^f or power reactors 

riCUellSri 1“ n 0VC Ust^encK ,„..„.d.t.d 

EISENHUT.D.O. Olvlslon of^l-ic.n.ing 24X 

Fli^e^O%oSfB3?07/06. 0307060329, 

0307090.69 Oeneric -28 to aU^.Uen;-^- S-troirS.^.r 

nireri: "'io;^ili-4- 

lyNMUT.D-O. 

^UM"50-a00^3'/07/09, 9307090169, 

0307180273 Forwards ratlu^orrSvl^.u of 

sraiMriur-t : 4- 
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8307190196 Dlscu(«es status of facility licensing ac t ions. Cons Kerable 
amount of time devoted to Suppl 1 to NUREO-0737 during 
last reporting period. 

UAONER.P.C. Region 4. Office of Director. 03/07/11. MAD9EN.C.L. 
Region 4i Office of Director. 2pp. 19636:296. 24X 

Flche; 90-267, 83/07/1 1, 8307190196 


Q, Inspection reports. IE Bulletins t> correspondence 


8307120299 Foruards IE Insp Rept 90-267/03-06 on 830220-0304. No 
noncompliance noted. 

MAD8EN,0.L. Region 4. Office of Director. 03/09/23. LEE.O.R. 
Public Service Co, of Colorado. 2pp 19419:343. a4X 
Flehe: 90-267. 03/09/23, 8307120299. 


"8307120299 IE Insp Rept 90-267/83-06 on 830220-0304. No nonconpllanee 
noted. Major areas inspected: rad uaste program, including 
llgutd k gaseous radioactive effluent releases, records & 
repts of radioactive effluent & solid raduaste. 

HOLLEV.U.L., MURRAY, D., UEBTERMAN, T. F. Region 4. Office of 
Director. 83/09/13, 13pp 19419:349. 24X Flche: 90-267. 03/09/23. 

8307120299. 


8307120408 Responds to IE Bulletin 83-03 re check valve failures In raw 
water cooling sys of diesel generators. Procedures 
Incorporated Into annual preventive maint program. No check 
valves in discharge sys meeting bulletin criteria. 

LEE.O.R. Public Service Co. of Colorado. 83/06/08. COLLINS.J.T. 
Region 4, Office of Director. 4pp. 19429:399. 24X 

Flche: 90-267, 83/06/00. 8307120400, 


8307090119 Foruards IE Insp Rept 90-267/03-12 on 830916-20 b notice 
of violation. 

KAD8EN.0.L. Region 4, Office of Director. 03/06/16. LEE.O.R. 
Public Service Co. of Colorado. 2pp. 19220:039. 24X 

Flche: 90-267, 03/06/16, 03070901 19. 


--B307090121 Notice of violation from Insp on 830916-20. 

« Region 4, Office of Director. 83/06/16. 2pp. 19220:037. 24X 

Flche: 90-267, 03/06/16, 8307090119. 


—8307090129 IE Insp Rept 90-267/03-12 on 030916-20. None ompl lance 
noted: failure to follow Procedure SR9 4. 9-M, fai lure to 
review access control procedures (< failure to follow 
Procedure 0-13. 

REDANO, R. T. , MCCRAY, 8. L. , MEeTERMAN, T. F. Region 4. Office of 
Director. 83/06/14. 19pp. 19220:039. 24X Fi Che : 90-267, 83/06/16, 

8307090119. 


8307290137 Foruards IE Insp Rept 50-267/03-11 on 830410-22. No 
non comp 1 lance noted. 

MADSEN.O.L Region 4, Office of Director. 83/06/16. LEE.O.R. 
Public Service Co. of Colorado. 2pp. 19021:061. 24X 

Flche: 90-267. 03/06/16, 8307290137. 


--B307290141 IE Insp Rept 90-267/03-M on 030418-22. No noncompliance 
noted. Major areas inspected: 1 Icensee radiation protection 
operation program, inc lud ing mgt c ontr ols, eiposure control, 
respiratory protection program b health physics instruments. 
UILBORN. L. . MURRAY, D. . MEBTERMAN. T. F. Region 4, Office of 
Director. 03/06/08. 13pp. 19021:063. 24X Flche: 90-267. 83/06/16, 

8307290137. 


8307190133 Forwards IE Insp Rept 90-267/83-19 on 830901-31 b notice of 
violation. 

MADSEN.O.L. Region 4, Office of Director. 83/06/24. LEE.O.R. 
Public Service Co. of Colorado. 2pp. 19939:213. 24X 

Flche: 90-267, 03/06/24. 8307190133. 


—8307190139 Notice of violation from Insp on 830901-31. 

• Region 4. Office of Director. 03/06/24. 2pp. 19939:219. 24X 

Flehe: 90-267, 83/06/24, 8307190133. 


— 8307190140 IE Insp Rept 90-267/03-19 on 030901-31. Noncomp tiancs noted: 
failure to follow preventative maint procedures on emergency 
diesel generator breakers. 

DICKERSON. M. M. . PLUMLEE. 0. L. , MESTERMANi T. F. Region 4, Office of 
Director. 83/06/16. i3pp. 19939:217. 24X Flch e : 90-267, 83/06/S4, 

8307190133. 


8307140197 Foruards response to IE Bulletin 83-03, “Cheek Valve 
Failures in Raw Mater Cooling Sys of Diesel Oenerators. “ 
for reproduction b distribution. 

HAREMBOURO, D. Public Service Co. of Colorado. 83/06/27. NRC - No 
Detailed Affiliation Olven. ip. 19914:294. 24X 

Flche: 90-267, 83/06/27, 8307140197. 


0307120390 Ack receipt of 830607 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-267/83-09. 

MADSEN.O.L, Region 4, Office of Director. 83/06/28. LEE.O.R. 
Public Service Co. of Colorado. ip. 19426:314. 24X 

Flehe: 90-267. 83/06/20, 8307120390. 


B306270401 IE Infs Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list end 
JORDANiE.L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 194pp. 19963:293. 24X F i ch e 50-000. 83/07/ II . 030627040 1 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list encl. 

JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Pott 830103) 83/07/12. Consolidated Edison Co. of New 

York, Inc. I4!pp. 19563:193. 24X Flche . 50-000. 83/07/12. 8306270404. 


8307290390 Responds to NRC 830616 Itr re violations noted in IE Insp 
Rept 90-267/83-12. Corrective actions:responsibillty for 
recording temps in warehouses assigned to senior 

storekeeper. 

HAREMBOURO. D. M. Public Service Co. of Colorado. 83/07/13. 
COLLINS.J.T. Region 4. Office of Director. 3pp. 19709:140. 24X 

Flche: 90-267.83/07/13, 8307290398. 


8306270406 IE Info Notice 83-43. "Daseous Effluent Releases of 
Radioactive 1-129 b 1-131 in Eicess of NRC Limits." Sve list 
enc 1 . 

TAYLOR, J. n. Division of QA. Safeguards b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New Yort, Inc. 

tl4pp. 19719:270 . 24X FI c h e : 90-000, 03/07/ 1 4, 8306270406. 


R. Periodic operating reports b related correspondence 


8307090002 Foruards "Fort St Vrain Initial Approach to Power Tests 
<B-Series}.“ interim Startup Rept 27 for 830223-0922. 

MAREMBOURfl. D. Public Service Co of Colorado. 03/06/21. 
COLLINS.J.T. Region 4. Office of Director. Ip. 19192:121. 24X 

Flche: 90-267, 83/06/21 . 0307090002. 


—8307090009 "Fort St Vrain Initial Approach to Power Tests (B-8erles>," 
Interiei Startup Rept 27 for 830223-0922. 

e Public Service Co. of Colorado. 33/05/22. 10pp. 19192:122. 

24X Flche: 90-267, 03/06/21,8307090002. 


8. Reportable occurrences, LERs b related correspondence 


8307010041 Updated LER 00-041 /03X-2: on 000724, one of 12 helium 
circulator seal malfunction pressure differential switches 
discovered w/trtp point outside Tech Spec limits. Caused by 
dirt accumulation In electrical suii tches. M/S3D622 Itr. 

HAREMBOURO, D. Fubilc Service Co. of Colorado 83/06/22. 
COLLINS.J.T. Region 4. Office of Director. Bpp. 19169:030. 24X 

Flche: 90-267. 03/06/22, 030701004 1 . 


8307090106 Revised LER e3-013/03L-l : on 030309, phase-to-ground fault at 
unit auxiliary transformer rendered transformer Inoperable. 

Caused by arcing of transformer bushing due to leaking 
cooling water tube in Isolated pliase bus due t. U/830624 Itr. 
HAREMBOIRIO. D. Public Service Co. of Colorado. 03/06/24. 

COLLINS.J.T. Region 4. Office of Director 6pp. 19199:396. 24X 

Flche: 90-267. 83/06/24, 0307090106. 


8307120087 LER 83-020/03L-0: on 830604. emerg enc y feedwater header supply 
to Loop I helium circulator turbine water drive Isolated b 
bearing water make up pump taken out of sve. Caused by 
fleiitallic gasket failure due to normal wear. U/030701 Itr. 
HARENBOURO, 0. Public Service Co. of Colorado. 83/07/01. 

COLLINS.J.T. Region 4, Office of Director. gpp. 19423:001. 24X 

Flche: 90-267. 83/07/01,8307120087. 


8307190010 LER 03-O22/O3L-O: on QOO&lO.CIass I hydraulic shock 
suppressor found Inoparab le. Caused by faulty rod seal 
allowing gradual loss of operating fluid. Snubber replaced. 
H/B30708 Ur. 

NOVACHEK.F, J. . MAREMDOURO, D. Public Service Co. of Colorado. 
83/07/08. COLLINS.J.T. Region 4. Office of Director. 9pp. 
19639:049. 24X Flche: 50-267. 83/07/00. 8307190010 


U. Congresslenal/Exacutive Correspondence 


0307270047 Forwards monthly FR notice of consideration of Issuance of 
amends to OLs involving NBKC determination b opportunity 
for hearing. 

DGNTON.H.R. Office of Nuclear Reactor Regulation. Director. 
83/06/22. STAPFOnD, R. T. . SIMPSON, A. Senate, Environment b PubU c 
Morks. UDALLiM.K. House of Rep. . Interior b Insular Affairs. 2pp. 
19811:018. 24X Flche: 90-000, 83/06/22. 8307270047. 


—8307270090 Nonthly notice of c ons Idora t ion of Issuance of amends to OLs 
involving NSHC determination b opportunity for hearing. 

CLARK, R.A. Operating Reactors Branch 3. 03/06/07. 19pp. 

19811:020- 24X Flche: 90-000, S3/06/P2, 03O727OO4'7. 
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f tffrdical* energarcy ft- fire pvetection pians 


8G07I40L6-1 that oCjecilves ^ srs-rvario far e/nergencg evereisc 

s;h»aiij*'j for Apr 1903 li»cuss»a u/C Jenntng«.ser util 
8301 IS 0214 itrj 

STOHfl, j P Division of Energeocy Preparedness i. HateriaH Safety. 
S3/C3/29 TUCKER. H B Dote Pouer Co Ip 19523- 182. SAX 
FicRe 30-269.83/03/27.0307140164 


B307140244 Refers to 330324 c onver sa 1 1 oii re energerity eiercise 
trairiny requirements for URC 6 contract p ersonne 1 . Tra I ning 
1 eiperience for evaluation team members documented, 

STOHR.jp Division of Emergency Preparedness ^Platerials Safetu. 
63/03/29 TUCKER. H B Cute Pouer Co 2pp 19323 059 SAX 
Pi Che 30-269, 83/03/29. 8307140244 


8307140232 Advises that LASL uill 
info in identifying plant vita! 
area analysis progra-ns Safeguard 
protected per 10CFH73 21 . 

LEWIS. H C Division of Project 
TUCKER, H D Dole Poiaer Co ip. 
Fiche. 30-269, S3/06/29. 8307140252 


revisit Pacilities to gather addl 
areas, per mods to NBC vital 
s info gathered ulll be 

6 Resident Programs B3/0&/29 
19523.043. 24X 


Q307140048 Fcruiards fees for amends to Licenies 0PR-3a. DPR- 47 , DPR-SS 
i HPF-9 re location of emergency operating fatllifcg & 
addition of license condition for verifying acceptability of 
Model 02 steam generator design mod. respec 1 1 veJy 

RUTHERFORD, tJ A Duie Pouer Co 83/07/09. DIGGS. R M License Fee 
8307142040°’’'’''''' 24X F, Che. 50-000,83/07/08. 


8307230300 Requests eienption from standby shutdown facility fire 
protection requirements re laurce range monitors i steam 

Pffsdvre 1 n d I ca 1 1 on, p er 830603 rule. Desi gn meet s 
Jn^umm® '’'Section til G 34 m.u requirements. 

TUCKER, H Q Buie Power Co. 83/07/15. DENTDM.Hff. Office Of 
Nuclear Reactor flegulalior. Director STOLE. JF. Operating Reactor- 
e anch 4 upp 19701.350 24« Fi che : 30-267, 83/07/15. B307S303OO. 


--8307160268 Notice of consideration of issuanco of amond to License 
DPH-3a A propossd NSHC determination A opportunity for 
hearing re Cycle G reload 

STOLZiJ.F. Operating Reactors Dranch 4. 83/06/57. Qpp 

19566.511. 24X Flchej 50-269, 03/06/27. 0307180262. 


B307II0326 Advises that info re proposed reactor coolant pump trip 
erlterlaiper Ttit Action Plan Item n.K.3 5, ulll be provided 
by end of Jul 1983. 

TUCKER.H.O. Duke Pouer Co. 03/06/29. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. STOLE, J.F. Operating Reactors 
Branch 4. Ip. 19380:033. 24X Fiche 30-269, 83/06/59i 03071 10SS6. 


B3070B0362 Foruardi eight oversli# draul ngs, inadvertent 1 y omitted from 
util 830624 response to NRC 830S23 request for addl info re 
proposed reracklng of spent fuel pool . Aperture cards an 
available In PDR. 

TUCKER.H.S. Duke Power Co. 83/06/30. DENTON, H R. Office of 
Nuclear Reactor Regulation. Director. STOLE, J.F. Operating Reactors 
Branch 4. 2pp. 19347:246. 24X Fiche: 90-269, 83/06/30, Q3070Q0362, 


B306270397 Generic Ltr 33-26 to all applicants for OLs fc holders of 
CPs for power reactors re c lar I f i ea 1 1 on of surveillance 
requirements for diesel fuel impurity Svc list end. 

EISENHUT, 0 . G. Division of Licensing. 03/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche 90-000.83/07/03,0306270397 


8307060329 Generic Ltr 83-27 to all liconsees ti applicants for 
operating pouer reactors 6 holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list end. 

EISENHUT, D. G. Division of Licensing, 03/07/06. Consolidated 
Edison Co. of New York, Inc, 16pp, 19669-254 24X 

Fiche: 30-000. 83/07/06. 0307060329, 


6307080169 Generic Ltr 03-20 to all lie 
applicants for OL & holders of CPs re 
on generic implications of Salem ATWS 
EISEhhlUT. D. 0. Division of Licensing 
Edison Co. of New York, Inc. 3app 
Fiche: 90-000, 83/O7/0B, 8307000] 69. 


onsees of operating reactors, 
required actions based 
events. Svc list ancl. 
03/07/00, Consolidated 
19669-269. 24X 


0307250101 Release 
nuclear stations 
FELTON, J. II Divi SI 
Management Branch 
8307250101 


public viTtion of revised crisis mgt plan for ■ 

in of Rules and Records 83/07/19 Document 
Ip 19737 287. 24X F i c he . 50-000. 83/07/19, 


risis plan for nuclear 


--8307250110 Public version of Rev 9 
stations. H/a30630 ltr 

OfMce'IA^cI^r^^^'? DuleFousrCo 63/06/19. DENTON.HR. 
• 5 AV c* lu Reactor fiegulatiorii Director 137 pd 19737* Saa 

24X Fiche 50-000,03/07/19,8307250101 


Sion of revised crisis mgt plan 


8307250717 Releases public 
implementing procedures 

Manl?em^nt Branlh * I p 19^1314 ""aI'p 

0307250717 . 19719.314. 24X F iche 50-000, 83/07/19. 


° ImMemenirng“pJo!eduti ‘5 r^’rrcMs"*'' ' Crisis ngt Plan 

-9^to^Pr^cedure 9^3 

Fiche 50-000,83/07/19.8307250717 19719.315. 24X 

Fiche 50-000.33/07/19,0307250717 ” 1^719 317. ?4X 


ftnelysis Report <FSAR) 




STOLE, JF Operating Reacto 
34* FicfiB 50-269. 63/07/01,8307070067 


cle 
Branch 


Reactor Regulation, 

4 200pp. 19296:201 


*tage documents A t 


t.rrespondenci 


8307180262 Forwards FR nstica r 

License OPR-33 6 proposed NSHC deuimt--^-°" -» amend to 


030519 amend 


tion A opportunity 


SUERMANN.J F Cperatinr B. for Cycle 0 r 

Dul. Pouer Co Tpp 20^’ Parr'' “* 

0307180262 19566.209 24* Fiche SO-269. si 


eload 

TUCKER, H.B. 
69. 03/06/27. 


Licenses nPR-30. DPn-47, DPR-SS 
uuVe,^ re location of emergency operating facility A 
Hod J M FORiUtlon for verifying acceptability of 

RUTHFB^n*N^A <'**‘9'' ™<»<l-respectlvely. 

RUTHERFORD. N, A. Duke Power Co 03/07/08, DIOGS.fi.M, License Fee 

'^>che:8O-OOO:03/o”SS* 

“(“dated FSAR, consisting of deletion 
5 .Vt 5 ‘:hrou:h '°3 llir" Table 3.9-44 G Figure. 

v“ n"-T •” , 

Branch,. 3pp, 1,.3.:075. =4 X F . c h e : sS-sIi^GD/OZ/S ‘ 

“™ui™rcydrr‘’ SP”--PPortlng fuU-r.t.d power 

descrlptiorlrwod^lcoje f o^‘‘juddi cat 10^0 f ° R>Pt-" UtH 

FLECSET end. justification of use of 

= Co. QAH-1774 ERR 03/07/13 

a4X Flcbe:50-269,a3/07/13,B307l90l35. 


7pp 19636:090. 


'• 

uiHHfct.«R.A. Licensing Branch 4 83 / 07 /in 

3app. 19697:045. Sd X F, c h . 50-000. GO^VI 5. SSOTSsSw^" 
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B307S60304 Foru^rds proposod response dotes to concerns in NRC 830&O8 
Itr providing opprovol of proposed uide-range hot leg level/ 
reactor vessel head ironitoring concept for coolant inventory 
tracking u/pumps off. 

TUCKER. H B. Duke Pqiuer Co. 03/07/18 DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director STOLZ. J F. Operating Reactors 
Branch 4. 6pp 19726:070. 24X F i c h o 50-269,03/07/10.8307260304- 


8307290117 Advises that mods to relief L safetg valve discharge piping 
ulll be Implemented during next refueling outage scheduled 
for earlg 1905. per 030121 Itr re NUREG-0737. Item Il.D. 1. 

"Performance Testing of Reactor Relief S, Safetg Valves." 

TUCKER. H.D. Duke Pouer Co. 03/07/19. DENTON. HR, Office of 
Nuclear Reactor Regulation, Director. STOLZ. J.F. Operating Reactors 
Branch 4. Ip, 19706:071. 24X Fiche , 90-269, 03/07/19. 8307290II7. 


8307260412 Foruards response to 830909 request for addi info re natural 
circulation cooldoun procedures t/. supporting analgtlcat 
bases. Natural circulation cooldoun unlikelg undertaking at 
fac 1 1 1 tg Procedures & training provide appropriate guidance 
TUCKER, H.B. Duke Pouier Co, 03/07/19. DENTON, H R Office of 
Nuclear Reactor Regulation. Director. STOLZ. U. F. Operating Reactors 
Branch 4. 5pp. 19733:138. 24X Fl che . 90-269, B3/07/I9. 8307260412. 


— 8307260417 "Planned Initiation of Natural Circulation 6 Natural 
Circulation Cooldoun. " 

• Duke Pouer Co. 81/12/22. 17pp. 19733: 143. 24X 

Fiche: 90-269. 03/07/19, 8307260412. 


Q. Inspection reports. IE Bulletins t correspondence 


8307140336 Informs that liquid samples spiked u/rad ionuclides will be 
sent to facilities for radiochemical anaigses as part of NRC 
conf Irma torg measurements program. Samp I es should be analgtsd 
for tr it lum, Sr-09 b 9r-90 content uithin 60 dags. 

LEMI8.R C. Division of Project & Resident Programs. 83/02/07. 
TUCKER, H.B. Duke Pouer Co. ip. 19925:120. 24X 

Fiche; 90-000, 03/02/07, 0307140336. 


6309270612 Ack receipt of 030406 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-269/03-06. 
90-270/03-06 & 90-237/03-06. 

DANCE. H.C, Division of Project b Resident Programs. 83/04/29. 
TUCKER, H.B. Duke Pouer Co. Ip. 10646:248. 24X 

Fiche: 90-269, 83/04/29. 0309270612. 


—8309270627 Responds to NRC 830307 Itr re violations noted in IE Insp 
Repts 90-269/03-06.90-270/83-06 U 90-287/83-06. Corrective 
act Ions: c 1 ted door locked closed Immodlatelg after being 
found open. 

TUCKER. H.B. Duke Pouer Co. 03/04/06. □ 'REILLY. J. P. Region 2. 

Office of Director. 2pp. 18646.249. 24X Fiche : 90-269. B3/u4/29. 

8309270612. 


—8309270630 Foruards IE Insp Rept 90-269/03-06. 30-270/83-06 It 
90-207/83-06 on 030111-0210 «. notice of violation. 

DANCE. H.C. Division of Project t Resident Programs. 83/03/07. 
TUCKER. H.D. Duke Pouer Co. 2pp. 10646:251. 24X 

Fiche: 50-269, 83/04/29, 0309270612 


—0309270636 Notice of violation from Insp on 030111-0210. 

• Region 2i Office of Director. 03/03/07 Ip 18646:293. 24X 

Fiche; 90-269. 03/04/29, 0309270612. 


—8309270643 IE Insp Repts 50-269/03-06,90-270/03-06 Jt 90-287/83-06 on 
8301 1 1-0210. Noncomp 1 lane e no ted : unescorted entrance Co high 
radiation area. 

BRYANT. J. , FALCONER. D. Region 2. Office of Director. 

IONATONI0. A. vJ. Division of Project S' Resident Programs. 83/03/04. 
10pp. 10646:294. 24X Fiche: 90-269. 83/04/29. 8309270612. 


0307140067 Responds to IE Bulletin 83-03 re check valve failures in 
diesel generator uater cooling sgs. Valve CCW-284 in standby 
shutdoun facllitg only affected valve per Item 4. Item 9 
response uill be submitted uithin 90 dags of checkout. 

TUCKER. H.D. Duke Pouer Co. 03/06/20. O'REILLY. J. P. Region 2, 
Office of Director. 4pp. 19914:097. 24X F Ic he; 90-269. 83/06/20. 

8307140067. 


8307140026 Foruards IE Insp Repts 90-269/03-19.90-270/83-19 1. 
90-287/83-19 on 03041 1-0910. No noncomp 1 lance noted. 

DANCE, H.C. Division of Project t< Resident Programs. 83/06/22. 
TUCKER. H.B. Duke Pouer Co. 2pp. 19914:196. 24X 

Fiche; 90-269. 03/06/22, 8307140026. 


—8307140030 IE Insp Repts 90-269/83-18,50-270/83-19 & 50-287/83-19 on 
83041 1-0910. No noncomp 1 lance noted. Major areas inspected: 
opera t ions. ma Int activities. surveillance U LER revieu. 

BRYANT, J., FALCONER. D. Region 2, Office of Director 

BROHNLEE. V. L. Division of Project S.' Resident Programs. 83/06/21. 

4pp, 19914:198. 24X Fiche; 90-269. 83/06/22, 8307140026. 


8307060279 Responds to 830602 Itr re violations i proposed Imposition 
□f civil penalties noted in I£ Insp Repts 90-269/83-11, 

90-270/83-11 6 50-287/83-11 Corrective ac 1 1 on . pr oc ed u res 
per TMI Item 1. C 6 revieued. 

TUCKER. H.B. Duke Power Co. 83/07/01 Director's Office, Office 

of Inspection and Enforcement 21pp I923B 352. 24X 

Fiche 90-269,83/07/01.3307060279 


8307130263 Foruards revised request for relief from ASME Section XI 
inservice insp requirements ( hgdros tji 1 1 c > supplementing 
B2I004 request. No aijdl license fees provided 

TUCKER. HO. Duke Power Co. 83/07/06. DENTON. H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J.F. Operating Reactors 
Branch 4 2pp. 1950 3 24 6. 24X Fi che 90-269, 83/07/06, 8307130263 


B3D627040I IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surrg Recirculation Sprag Subsgatem " Sve list end. 

JORDAN. E.L. Division of Emargencg Preparedness t. Engineering 
Response (Post 330103). B3/07/11 Consolidated Edison Co of Neu 

York. Inc 194pp. 19963.293. 24X Fiche 50-000.83/07/11.0306270401 


8306270404 IE Info Notice 03-47, "failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Sve list encl 
JORDAN. E.L. Division of Emergencg Preparedness 6 Engineering 
Response (Post 8301031. B3/07/12. Consolidated Edison Co. of Neu 

York. Inc. 141pp 19963.153. 24X Fiche 50-000,83/07/12.8306270404. 


8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive I-12S 6 1-131 In Eicess of NRC Limits. " Sve list 

end. 

TAYLOR. J. (1. Division of OA, Safeguards (< Inspection Programs (Post 
830103). 83/07/14 Consolidated Edison Co of Neu York, Inc 

114pp. 19719:270. 24X F 1 c he . 90-000. 83/07 / 1 4. 8306270406. 


S. Reportable occurrences. LERs & related correspondence 


8307120613 LER 83-0U/031.-0 on 030525, 1 oc k ou C indication received for 
startup transformer CT3. Cause unknown CT3 energiied. 

H/830624 Itr. 

PETTY.J.C.. TUCKER. H.D Duke Power Co. 83/06/24. D'REILLY.JP. 
Region 2. Office of Director 3pp. 19433 014. 24X 

Fiche: 90-269. B3/06/24, 8307120613. 


03O712O2S9 Ra:on 830623. visua 1 insp revealed three broken holddown 
springs. Investigation Incomplete RO 269/83-13 will be 
submitted by B30721 

TUCKER. K.B. Duke Power Co. 03/07/01. O'REILLY.JP Region 2, 
Office of Director. Ip 19424 090. 24X Fiche 90-269, 83/07/01. 

8307120289. 


8307120609 RO; on 830929. fire barrier penetrations found nonfunctional 
Caused by design def I c lenc g. P Ire uatch pos ted. pone tra t ions 
repaired b procedures revised 

TUCKER.HD. Duke Power Co. 83/07/01. O'REILLY.JP. Region 2. 
Office of Director. 2pp. 19433:012. 24X Fiche : 50-269, 83/07/01, 

8307120609. 


B3072900S4 LER 83-014/0 I T-0: on 830705, while determining water influi. 
valves ICCH-1 6 CCVI-8 opened, render mg emergencg condenser 
circulating water sgs inoperab le. Caused Lg personnel error 
Valves closed M/a3071? Itr. 

PETTY.J.C , TUCKER, H.D. Duke Power Co. 83/07/19 0 ' REILLY, J. P. 

Region 2. Office of Director. 3pp 19821 010. 24X 

Fiche; 90-269. 83/07/19, 8307290094 


8307290033 LER 83-013/0 I T-0 . on 830623, d ur t ng video Insp of fuel 
asseabliss, three or four broken hold-dnwn springs found 
Caused by coaponent failure due to fatigue induced cracking 
at eilsting flaw Springs uilll be rep laced. N/B30721 Itr 
PETTY.J.C . TUCKERpH.D. Duke Power Co. 83/07/21. 0 'REILLY. 0. P. 

Region 2. Office of Director. 4pp I9BI5 357. 24X 

Fiche: 90-269,83/07/21 , 8307290033 


DOCKET 90-270 OCONEE NUCLEAR BTATION, UNIT 2 


F. Security, medical, emergency t, fire protection plans 


8307140164 Advises that objectives 6 schnailo for emergency oierctse 
scheduled for Apr 1983 discussed u/C Jennings, per util 
830118 6 0214 Itrs. 

STOHRiJ.P. Division of Emergency Preparedness 1. Materials Safety. 
83/03/29. TUCKER.H. B. Duke Power Co Ip. 19523:102 24X 

Fiche: 30-269.83/03/29. 8307140164. 


8307140244 Refers to 830324 conversation ve emergency eierclse 
training requirements for NRC h contract personnel . Tra In Ing 
6 experience for evaluation team members documented. 

STOHRiJ.P Division of Emergency Preparedness V Materials Safety. 
83/03/29. TUCKER.H.B. Duke Power Co 2pp 19923 039. 24X 

Fiche: 90-269.83/03/29, 8307140244. 
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DOCKETED ITEMS 


8307l402Sr Advisee Chat LA5L uiU rsvisic fdcdtties to gathor addl 
irFo In identifijing plant vital arsaa.pei .nods to NRC vital 
ai*aa araiijsis prograns Safeguards irfo gathered will be 
protected per 10CFR73. 21 

LEWIS. R C Division of Project !■ Resident Programs 93^06/29. 
TUCKER. H 0 Du»e Pouer Co Ip I9S?3 043 24X 

Fie N e 50-269. 83/06/29. 8307140252. 


8307060329 Generic Ltr B3-27 to all licensees it applicants For 
operating pouer reactors t< holders of CPs for pouier reactors 
re surveillance intervals in STS. Svc list end. 

EIS€NHUT< C. O. Division of Licensing S3/07/06. Consolidated 
Edison Co. of Nsu York. tnc. 16pp. 19669 2S4. 24X 

Ftche; 50-0 0 0, 93/07/06, 0307060329. 


3307140043 Forwards fees for amends to Licenses IJPR-38, DPH-47i DPIt-53 
& NP.F-9 re location of emergency operating facility t, 
addition of license condition for verifying ac c ep tab! 1 itg of 
Model D? steam generator design mod. respectively. 

RUTHERFORD. M A Duke Power Co 83/07/03. DIOeS.R M License Fee 
Management Branch. Ip 19514 227. 24X F i chc . SG-OOO. 83/07/08. 

830714004S 


8307250300 Requests eiemption from standby shutdown facility fire 
protection requirements re source range monteors t, steam 
generator pressure indica t ion, per 830608 rule Design meets 
I0CFB5O App R. Sec 1 1 on III G. 3 III . L r equ l rements- 
TUCHER.H Q Duie Power Co 83/07/15 DEMTQN.H R. Office Of 
tluclear Reactor Regulation, Director STOLE. J.F Operating Reactors 
Branch 4 2pp 19701.350. 24X F i c h e . 50-269, 83/07/15. 8307230300 


8307250101 Releases public version of revised crisis not plan for 
nuc I ear stations. 

FELTON. J M, Division of Rules and Records 63/07/19. Document 
Management Branch. Ip 19737 267 24X F i ch e: 50-000. 83/07/19. 

8307250101 


B307250IIO PwOlic version of Rev 9 to crisis mgt plan for nuclear 
stations. H/830630 ltr. 

VAUGHN, T. S. , TUCKER, H.B. Duke Pouer Co 03/06/13. DENrON.H.R. 
Office of Nuclear Reactor Regulation. Director 127pp 19737 208 

24X Fiche: 50-000, 83/07/19,8307250101 


B307250717 Releases public version of revised crisis mgt plan 
i Ap 1 •minting procedures. 

FELTCNi j rt Division of Ryles and Records. 63/07/19. Docunient 
nanagedTiBnC Branch. Ip. 19719:314. 24X Fi che. •50-000*€3/07/t9< 


83O7CS0169 Generic Ltr 93-28 to all licensees of operating reactors, 
applicants for OL it holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
El^NHUT.O.G. Division of Licensing. 83/07/08. Consolidated 
Edison Co of Neu York, Inc. 38pp. 19669:269. 24X 

Fiche: 50-000. 93/07/08, 8307080169. 


B30714004B Forwards fees for amends to Licenses DPR-3S, DPR-47, DPR-SS 
(i KPF-R re location of emergency operating facility & 
addition of license condition for verifying acceptability of 
Nodal D2 steam generator design mod, respec t i vol y . 

RUTHERFGRO, N. A. Duke Power Co. 03/07/08. DIOOB.R.M. License Foe 
Nanagement Branch. Ip. 19514:227. 24X FI che : 90-000, 83/07/09. 

0307140049. 


8307190267 Requests corrections to updated F8AR, c ons I s t 1 ng of delation 
of Tables 3,9-35 through 3. 9-38. Table 3.9-44 4i Figures 
3. 9-lS through 3.9-17. 

REAVIS.vf Duke Power Co. 83/07/11. NRC - No Detailed Affiliation 
Given. Ip. 19629:275. 24X Fiche: 50-269, 03/07/1 1 , 0307190267. 


8307220636 Summary of 830608 appeal meeting w/otlls t Bechtel re 
standby sbutdoun sys monitors for source range flue b steam 
generator pressure. VI sugraphs end. 

BlRKELiR.A. Licensing Branch 4. 83/07/15. Licensing Drench 4 

32pp. 19697:045. 24 X F i c h B : SO-000, 03/07/ 1 5, 0307220636. 


8307260304 Forwards proposed response dates to concerns in NRC 830600 
ltr providing approval of proposed wide-range hot leg level/ 
reactor vessel head monitoring concept for coolant Inventory 
tracking w/pumpa off. 

TUCKER.H.G. Dule Pouer Co. 03/07/10 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. ST0L2,J.F, Operating Reactors 
Branch 4. 6pp 19726:070. 24X Fiche: 30-269, 03/07/18, 0307260304. 


-9307250730 Forwards public version of Rev 1 to Crisis Mgt Plan 
Implementing Procedure 5.3 2 re crisis news group plan fc 
Rev 5 to Procedure 5 3.3 re administrative b logistics 
support group. 

TUCKER, H D. Duke Power Co 83/05/02 DENTQN.H. R Office a 
Nuclear Reactor Regulation, Director. 2op. 19719:315 24x 

Fiche 50-000, 03/07/19,8307250717. 


B307230I17 Advises that mods to relief it safety valve discharge piping 
uill be implemented during next refueling outage scheduled 
for early 19B3,pBT 830121 ltr re NUnEO-0737, I tom II. D 1, 

“Performance Testing of Reactor Relief i Safety Valves " 

TUCKER. H.O. Duke Power Co. 03/07/19, DENTON, H. R. Office of 
^dear Reactor Regulation, Director. STOLZ,J.F, Operating Reactors 
Branch 4. Ip. 19706:071. 24X FI che: SO-269, 03/07/19. 03072501 I 7. 


— B307250744 Public version of Rev 1 to 
Procedure 5. 3 2 re crisis news group 
Procedure 5.3.3 re administrative 6 
* Duke Power Co 83/03/16. ie6pp 
Fiche 50-000,83/07/19.6307250717 


Crisis Mgt Plan Implementing 
plan t Rev S to 
logistics support group. 
19719:317 24X 


safety Analysis Report (FSAHi i, amends 


8307260412 Forwards response to 830509 request for addl info re natural 
circulation cooldown procedures b supporting analytical 
bases. Natural circulation cooldown unlikely undertaking at 

T«riJcD*ij'n’’°'S‘’i'''®’ *“ ‘^‘■“*•'’‘"9 provide appropriate guidance. 
TOCHER.H.B, Duke Power Co, 83/07/19. DENTON.H.R, Office of 
Muelaar Reactor Regulation, Director. BT0L7, J. F, Operating Reactors 
Branch 4 . 5 pp. 19733:138. 24X Fiche: SO-269, 03/07/1 9, 03072604 12 . 


^^TUCKER^H 3- «/B30630 Hr. 

Branch 4, 200pp. ^92.^: .By 'IT. u 


-eijii/ciouRi / 


Mlanned Initiation of Natural Circulation b Natural 


Circulation Cooldown 
• Buie Power Co, 31/12/22. i7pp 
Fiche. 50-269. 83/07/ 1 9, 83072604 12. 


19733:143. 24X 


s*49* documents t correspondence 

‘P 19380.033. 241 Fiche 30-269,83/06/29,8307110226. 

Branch 4 2pp 19347 246' ST0L2.J. F. Operating Reactors 

PP 17347 246. 24X Fiche 50-269, 83/06/30,8307080362. 

S306270397 Generic Ltr SD-OA i-,. ,ii , 

CPs for power reactors rf cHrfJ 0^* «• holders of 

requirements for d es^ fu! ^ surveillance 

EISENHWT.DG Div Hon ‘ ‘ ®"'‘- 

Edison Co. Of Nei ion" ?nc Consolidated 

Fiche: 50-000. 63/07/oS, ^306270397 ' 


Q - I nspection reports, IE Bulletins b correspondence 

”«nt‘^oMcr?rn»*''r‘ ‘^‘‘1!“’ '^^''«<f‘onuclldes will be 

sent to facilities for radiochemical analyses as part of NRC 

confirmatory measurements program. Samp les should be analysed 
for tritium,Sr-a9 b Sr-90 content within 60 days ^ 

TUCKlB'’H^n ' Project b Resident Programs, 93/02/07, 

lUCMER.H.O. Duke Power Co. Ip. 19525 120 24X 

Fiche; 30-000. 83/02/07, 8307140336. 

0305270612 Ack receipt of 830406 ltr Informing NRC of steps taken to 

Sn '"*p Repts 50-269/93-06.^ 

50-270/83-06 it 30-287/03-06 

TlttSraVn b Resident Programs. 03/04/23, 

lUCKERfH. B. HuVo Power Go. Ip, 18646 2^9 SAX 

Fiche: 90-269) 03/04/29, 0300270612. 

~a30327<3627 Responds to NRC 830307 Ur re violations noted in IF tn.« 

fiopts 50-269/83-06,50-270/03-06 b 50-207/03-06. Correct ive 
founropen^'” iQ'ked closed immediately after being 

TUCKER.RD, Duke Power Co. 83/04/06. O'REILLY, J P 


wou»v raraidras IL 


asorii-osio-b-notue of Vloutun 

»- Resident Programs, 

lUCKER.H.D. Duke Power Co. 2pp, 10646 2Sl oqv 
Fiche: 50-269, 83/04/25, 8305270612. 


83/03/07, 



DOCKETED ITEMS 


•8305270634 Notice of violation from insp on 83011I-O21Q. 

* Region 2. Office of Director. 03/03/07. Ip. 10644-253 
FUhe 50-269- 83/04/23. 3305270612 


30-27J VERMONT YANKEE NUCLEAR POWER STATION 

medical, emergency t- fire protection plans 


— 8305270643 IE Insp Repts 50-249/83-06-50-270/83-04 & S0-2B7/B3-06 on 
030111-0210. Noncompliance no ted : unescorted entrance to Kiah 
radiation area. 

ORVANT.J. - FALCONER, D. Region 2. Office of Director. 
lONATONIS. A. J. Division of Project 5, Resident Programs. 83/03/04 
tOpp. 18646; 254. 24X Fi c h e ; 50-269. 03/04/23. 8303270612. 


B307070038 Forwards Rev S to physical security plan. Rev withheld 
«ref 10CFR73. 21). 

SINCLAIR. >1. D. Vermont Yankee Nuclear Power Corp. 83/06/16. 
ALLAN.J.H. Region 1, Office of Director. 2pp. 19293 209 24X 

Flehe: 50-271.83/06/16. 8307070058. 


8307140067 Responds to IE Bulletin 83-03 re check valve failures in 
diesel generator water cooling sys. Valve CCW-204 In standfry 
shutdown facility only affected valve per Item 4. Item S 
response will be submitted within 90 days of checkout 
TUCKER. H.D. Duke Power Co. 03/06/20. O'REILLY, JP. Region 2. 
Office of Director. 4pp. 19514:097. 24X F 1 c h e : 50-269. 83/06/20. 

8307140067. 






ponqs 50 a^uoi^ 1 tr r€ Temporary Chi 


inye itu « i r i c ac 1 0 n OiJ' 


to 


to physical security plan. Change & compensatory mcasb. 
be applied 830711-15 while temporary change In effect 
acceptab 3 ». 

Ol/ision of Engineering S, Technical Programs. 83/07/09, 
nUHPHY.H. P. Vermont Yankee Nuclear Power Corp. 3pp 19666 092 
24X Flehe : 50-871,83/07/09, 8307210130. 


8307140026 Forwards IE Insp Repts 50-269/03-15.80-270/83-15 & 
50-207/83-15 on 8304 1 1 -0510. No noncompliance noted. 

DANCE, H.C. Division of Project t( Resident Programs. 83/04/22. 
TUCKER, il.B. Duke Power Co. 2pp. 19514 196. 24X 

FIthe: 50-269, 03/06/22, 0307140026. 


—8307140030 IE Insp Repts 50-269/83-15,50-270/83-15 Is 50-287/83-15 on 
830411-0510. No noncompUance noted. Major areas inspected: 
operations. malnt ac t i vl t ies, survel llanc o & LER review 
BRYANT. J., FALCONER, D. Region 2. Office of Director. 

BROWNLEE, V. L. Division of Project 4 Resident Programs. 83/06/21. 
4pp. 19514:198. 24X Flehe . 50-269, 83/06/22, 8307140026. 


0307060275 Responds to 830602 Itr re violations ti proposed imposition 
of civil penalties noted in IE Insp Repts 50-269/03-11. 

50-270/03-11 t 50-287/03-11. Corrocti va ac t ion: procedure s 
per TMl Item 1.C.6 reviewed, 

TUCKER, H.B. Duke Power Co. 03/07/01. Director's Office, Office 
of Inspection and Enforcement. 21pp. 19230' 352 24x 

Flehe: 50-269. 03/07/01 . 8307060275. 


8307130263 Forwards revised request for relief from ASME Section XI 
inservice insp requirements {hydrostatic! supplementing 
021004 request. No addl license foes provided. 

TUCKER. HB. Duke Power Co. 83/07/06. DENTON. H. R, Office of 
Nuclear Reactor Regulation. Director BTOLZ.U.F. Operating Reactors 
Branch 4. 8pp. 19508:246, 24X FI che- 50-269. 83/07/06, 8307130263. 


nec receipt Of 030525 




correct violations noted in IE Insp Rept 50-271/03-08. 

Attachment A of Itr will not be placed in PDR per 
I0CFR73. 21. 

"wwiwVn Engineering t Technical Programs. 83/07/14- 

nuKPHr.H.P. Vermont Yankee Nuclear Power Coro lo 19675- 177 
24X Flehe: 50-271, 03/07/14, 8307220393. 


-HJO/a^T Responds to NRC 830505 Ur re violations noted in IE !ns( 
Kept 50-271/83-00. Response to violation re security-related 
activities withheld (ref 10CFR73.21), 

I^PKYiH. P. Vermont Yankee Nuclear Power Corp 83/05/25. 
MARTIM.T.T. Region 1, Office of Director. ip 19675’ 178 
Flehe- 50-271, 83/07/14, 0307220393. 


K. utility Final Safety Analysis Report (FSARl i amends 




820120-830120. 

HEIDER.L.H. Vermont Yankee Nuclear Power Corp. 83/07/20 

of Nuclear Reactor Regulation. Director. lo 
19734:212 24X Flch e ; 50-271 , 03/07/20, 8307260480. 


--8307260481 Rev 1 to updated FSAR. 

* Vermont Tankee Nuclear Power Corp. 83/07/20. 201pp. 

19734:213. 24X flehe: 50-271. 03/07/20. 8307260400. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Bpray Subsystem." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness *, Engineering 
Response (Post 8301031, 03/07/11. Consol Idated Ed i son Co. of New 

Vork. Inc. I34pp, 19563:293. 24X Fiche: 50-000. 03/07/1 1 . 8306870401. 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Bve list end. 

JORDAN. F.L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 83/07/12, Consolidated Edison Co. of New 

York. Inc. 141pp, 19563:153. 24X F I c h e : 50-000, 83/07/ 12, 8306270404. 


8306270406 IE Info Notice 83-48, "(Jaseous Effluent Releases of 
Radioactive I-12S i 1-131 In Excess of NRC Limits. " Sve list 
enc 1 . 

TAYLORrJ.M. Division of OA, Safeguards & Inspection Programs (Post 
030103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

Il4pp. 19715:270. 24X F i c h e : 50-000, 83/07/ 1 4, 8306270406. 


S. Reportable occurrences, LERs «t related correspondence 


8307120093 LER 83-00B/03L-0: on 830531, motor driven emergency feedwater 
pump became inoperable when power removed from circuitry for 
repair of automatic Initiation switch 2PS-3BB. Caused by 
component f al lor e, Swi teh replaced fc recal I br, U/B30630 Itr. 

PETTY. J. C. . TUCKER, H.B. Duke Power Co. 83/06/30. O'REILLViJ.P 
Region 2, Office of Director. 3pp. 19423:070 24X 

Flehe: 50-270. 83/06/30, B30V120093 


8307220272 LER 83-007/03L-0; on 830607, HPl pump 2F removed from sve to 
repair oil leak at sight glass tap Into motor hous ing. Caused 
by component failure due to failure of threaded sealant. 

Pump motor repaired ti returned to svc.W/830707 Itr. 

(3UILL,P.F., TUCKER, H.B. Duke Power Co. 83/07/07. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 19684-259 24X 

Fiche: 50-270, 83/07/07, 8307220272. 


P. Operating license stage documents I, correspondence 


evaluation of DWR Owners Sroup response to 
NUREO-0737, I tern II. K. 3. 10, "Mod of Automatic 
Depressurliatien Sys Logic..." Two acceptable options 
include elio'lnatlon of high drywell pressure permissive. 

VAS8ALL0, 0. B. Operating Reactors Branch 2. 83/06/03. SINCLAIR. J 8 

Vermont Yankee Nuclear Power Corp 2pp 19340032 24X 

Fiche: 30-271.83/06/03, 0307140160. 


8307120045 Fnrwards request for addl info le review of structural 
aspects of plant-unique analysis rept for Mark I containment 
long-term program. Meeting should be held to expedite review. 
VA88ALL0, 0. 0. Operating Reactors Branch 2. 83/06/09. SINCLAIR, J D 

Vermont Yankee Nuclear Power Corp. 0pp. 19500 305 24X 

Fiche: 50-271 , 83/06/09, 0307120045, 


Husnoriies plant 


acceptability of corrective actions re unacceptable 
ultrasonic Indications in piping. Commitments will be 
addressed by confirmatory order. 

VA88ALL0, 0. S . Operating Reactors Branch 2. 83/06/16. 

Vermont Yankee Nuclear Power Corp. 2pp. 19386-300 
Flehe: 30-271 . 83/06/16, 03071 10072. 




SINCLAIR. J. 8. 
24X 


8307150162 Forwards mod of S10113 order , revl sed by 011125 t, 820114 
nrders. Order continues exemption k extends completion date 
for Installation/mod of support to torus piping of Mark 1 
containment to net later 90 days after Fuel Cycle 10. 

VMSALLO. D. B. Operating Reactors Branch 2, 03/06/17. SINCLAIR, J 8 

Vermont Yankee Nuclear Power Corp. 2pp. 19542 3S6 24X 

Fiche: 50-271. 03/06/17. 8307150162 


-ttJu/.ovioT nod Of 8101 13, 1125 «. 820114 orders extending eompletlan tfai 
to not later than 90 days after start of Fuel Cycle 10 for 
installation of support to torus piping of Hark I 
containment required by App A of NUREO-0661. 

PURPLE. R A. Division of Licensing. 83/06/17. Vermont Yankee 
Spp, 19542,358, 24X F I ch e ; 50-271 . 83/06/17, 

B307 1 90168. 
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DjOtrvo:^- Jpnenc LtT 33-rfi to dll applicants for OLs h hsldprs of 
CPs for p:i.»r inactors re c 1 ar j * i c ai i on of surveitlancs 
r»V-'‘'‘»"''’'e4 for aiesel f-jel irpuritv S,c list ertl 
£3££fihUT. !; s Civssian of Licersinp 53/07/05 Consolidated 
Eoiscn '.'n of r.e^ Vorl, Inc Ibpp IPSrG 317 ^dic 
Plcn» 5''-C0-O. 63/07/03. B306S70397 


— 3307110503 IE Insp Rept 30-371/03-16 on 030606- 1 0. No tid nc omp I 1 an c e 
noted. Major areas 1 nspec t ed. env I ran monitoring program for 
oparations.dc of analytical measi/remen t s. 1 i c ons ee action on 
previous insp Pintfings & net eoro 1 og i ca I monitoring. 

STRUCKHEVER> JfiKOi C. i PnECS*K.W. J. Region 1, Office of Director 
83/06/23 dpp. !93B0:H7. 24X F1 c h e : 30-37 K G3/06/24, 8307 1 I O'! 90. 


63G70701C-; Sutnits I'jppoTting info or. lifting devices to te used in 
{raripartirg activated reactor conponentj to licensed 
diapaal site Design of proposed lifting device adei^uate to 
Vitrstand agranc loads mposed 6y overread handling sgs. 

BiNCLAIR. .1 B Vernont Yaniee Nuclear Pouer Corp B3/07/05 

VASofLi.D. C' D Operating ffeaetors Branch 3 2pp 19294 115 34X 

Fiche 3D-27 1, 63/07/05, 8307070103 


0307C60327 Generic utr 93-27 to all licensees {. applicants for 
pperatiiij pouer reactors 1 holders of CPs for pouer leactors 
re surveillance intervals in STS Svc list end 

EISENHijT.D G Division of Licensing B3/07/06 Consolidated 
Eoiion uc of ri,u York. Inc lipp I9e69'254 24X 

Ficr.e 50-DQO. 63/07/06, B307060329 


8307010089 Ack receipt of 930613 Itr Informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-271/82-23 
STAROSTCCKJiR. Division of Project U Resident Programs. 03/06/27. 
raWPHV.U P. Vermont Vankee Nuclear Power Corp. ip I9I6‘?:210, 24X 

Fiche. 90-271.33/06/27, 6307010089. 


-8307010098 Responds to NRC S30401 Itr re violations noted In IE ln»p 
Rept 50-271/02-23, Corrective actions. Administrative 
Procedure 0020 for temporary electrical jumper *, 1 t f ted 
leads b mechanical bypasses will Be revised. 

HURPHV.H-P. Vermont Yankee Nuclear Power Corp 83/06/13 
STAROSTECKl. R Division of Project V Resident Programs. 300 
19169.211. 24X P'lche: 30-271, 83/06/27, 0307010089. 


&307Caoi6-, Ganenc Ltr 83-23 to all licensees of operating reactors, 
applicants for Ol 6 holders of CPs re required actions based 
on generic loplieations of Salem ATW3 events Sve list end 
ElS-fDfUT.D G Division of Licensing 03/07/09 Consolidated 
Edison Co of Neu York. Inc. 3Spp 19669 269 237 

Fichi 50-000,33/07/08.6307020169 

DjO7250341 Notification of rescheduled B30726 meeting w/vtil.BNL. 
Prsncetcii Uriv G Teledyne in Framing ham. MA to discuss 
guestiotis re ffark 1 prog ran p I ant-uni gue analysis rept 
<‘®**~‘'"7lem.entatior, audit review 
‘’m Reactors flranch 2 B3/07/IS. UASSALUQ.Ofl 

Operating Reactors Branch 2 2fp 19725-359 24X 

Fiche 50-271.83/07/15,0307230541 


85072S0S24 Notificatson of B3D309 
Teledyne Engineering Sve in Fra 
long-term program imp 1 ement a 1 1 o 
structural integrity 
SHsA, j u Operating Reactors Branch 5 
Operating Reacters Dranch 5. !p 1978 
Fiche 50-000,03/07/20.8307250524 


leetirg u/u 1 1 1 s. Frank 1 1 n Research b 
nghan.fTA to discuss Mark I 
?< unresolved questions re 


83/07/20 
240. 24X 


CRUTCHFIELD. D- 


®^orfoo^?n '■roposed Change 101 to Tech Specs 

R^!^? '•-‘■I power torus temp limit ^ 

to Figure 3 end correcting impropei factoring of 
sutmergenc, elevation of tee quencher ® 

vI=SALLODB NYcIear Pouer Corp 83/07/20. 

s "u r,®' °P®''4ting Reactors Branch 2 3pp 19733 135 aav 

Fiche 5-3-271.03/07/10.8307260403 17/33. I3S 24X 

?— 'I 3^>>®tins «. correspondence 

•" b 303 «-o«.,os. 3 -o 6 i 

MARTIN, T T 

MURPHY, W P 

24X Fiche 30-271. 83/06/14, ‘0307010139. 


‘"vVrllnt = Technical Programs, 83/06/14. 

Nuclear Power Corp. 2pp I9l68r356. 


^ of Director. 8VRR.^.P. 


6 pp 


030310-11. No 


= 0 - 271 / 03-05 

"m^r^hVw'r 03 / 06 / 20 . 

24X Fiche 5D-27l.e3/06/IS,B30706ilt5 

in:^'^r^s‘p;“;”^;fL'n=e“'' ^4nccn,P,.a„ce 

IE Sultetin 83-02 I 'esponse to Item I of 

. 92511,4 = 4 XFiche'?D! 27 i.: 03 /oi;;o“Loi;:Od;: 

8307110629 NDtlflcar,„„ - 

0^l"r"m''’\^" discuss EALr '^"* licensee S30620 meeting te/uts I 
Division pf Prol!d"b'°RetIdent^Pra”^*’’^®"* '"Tograms B3/06/2I. 

Fifhe =0-271. 93^06/21 . s307?!c 629 ® ‘’^’’'333 241f 

6307110453 Foru^rdt tc ts - 

Jjja^tppliante noted ° ®'’^ v0-27i .,02 - 1 1 on 830606-10.Np 

MURPHY, HR Vermont VanleTNudea? S3/06/24 

Fiche ut)-?7|. 63/06/24, 8307110490 =PP 19380:145 


v.vei vviir siMiiig licensee commicmBni 

recirculation lys piping Identified during Insp, 
VASSALLO. 0. S. Operating Reactors Dranch 2. 83/06/27. 

Veraont Yankee Nuclear Pouer Corp. 2pp 19366 316 

Flcbe: 90-271, 03/06/27, 0307100035. 


SINCLAIR, J. n. 
2 'JK 


B307IB0D5S Order confirming licenses commitmonts to repair 
TR^FFUlftlon sys piping discovered during Imp 

EireWlUT.B.O. Division of Licensing. 83/06/27, Verniont Yankee 
8307*0005^" ”■ a-** Plche: 30-271, 03/06/27, 

receipt of B30623 ltr informing NRC of steps taken to 

HUHPH?Tp ’*u Project 1 Resident Program*. 83/07/01. 

Vankee NMclcar Power Corp 2pp, 193Q0 340 

24X Fiche: 50-271,63/07/01,03071 10395. ^ *VvJUi; JAV 

”“Repl‘’^a??%rnf r° '^r re vioUtion. noted in IE In.p 

Kept 30-271/83-01. Corrective ac t i ons : vo 1 ve SDI6-I9-7D 
tapped, root isolation valve AC-60C positioned full-open b 
'■® procedure;. 

SrAROBTEMl Nuclear Power Corp. 83/06/23, 

IMm aai^^'oar Project b Resident Program*, 2pp. 

I«a0.343. 24X Fiche;S0-271, 83/07/01. 8307110383, 

vaiv..Vo-43A‘rv;^-:3rcinrr:;r::ws"s::?;"f^iLr2hed' 

■’v !" ‘"'^Tvice testing prigr^m " 

HURLEY t'e' Yankee Nuclear Power Corp. 83/07/07 

ri.h.:io:271.O3?O7?O7:035722O4B4. 


24X 


■» - - 

PP- 19563, ..93. 24X P I c he : 50-000 , 83 /07/ 1 1 . 830627010 1 . 

“ = 

•PP 19363 153. 24X F » c h e : 50-000. 03/07/ I 3, 83062704 04, 

stressing requirements for obtalnino health®'’^ PPrsonnel 

SIARGSTECKI.fl SwJsIon “ Pro 0 ,^ 03/07/07, 

19W8 272. 24X FfPh e : 50-271 . BO/Svd 1 aBO^^IooSo'^® 
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6307220393 Ack receipt of B30525 itr informing NOC of steps taken to 
correct violations noted in IE Insp Rept 30-271/03-03. 

Attachment A of Itr uill not lie placed in PDR per 
10CFR73. 21. 

MARTIN. T.T. Division of Engineering t Technical Programs. S3/07/I 
MURPHY. W. P. Vermont Yankee Nuclear Power Core. Ip 19673- 177 
24X Flche: 50-271. 03/07/14. 8307220393. 


B307070037 ForiaarSs Amend 1 to secwnlg contingencg 
changes in internal communications Amend withheld 
10CFR73 21) 

LIOEN.E A Public Service Electric J Gas Co of 
03/07/01 Region I, Office of Director. 2 pp 

Fiehe: 30-272. 63/07/01,0307070057 


p Ian. ref 1 e 

<ref 

New Jer se g . 
19293: 347. 


cting 


24 X 


— 0307220397 Responds to NRC 830305 Itr re violations noted In 
Rept 50-271/83-08. Response to violation re sec un tg-ro lated 
activities withheld (ref 10CFR73 21 ), 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 83/05/23. 
MARTIN, T.T. Region 1. Office of Director. Ip 19673 170 

Flche; 30-271, 03/07/14, 0307220393 


IE Ins 


34X 


P 


Bhiu / « lermii 






Ltr B2-22.per 830603 request V IE htgt Meeting Bepts 
50""272/83-07 & 30-313/03-06 Safeguards info deleted 
Cref 10CFR73. 211 

°f P'-oject 6 Resident Programs. 83/07/11. 
Service Electrit Gas Co of New Jerseg. 3 pp. 
19330:003. a4X Flche 50-272,33/07/11,8307150264. 


ft. Periodic operating reports i related correspondence 


8307130288 "Vermont Yankee Nuclear Power Corp Annual Radiological 
Environ Surveillance Rept. 1902. " W/03O7I1 ltr. 

* Vermont Yankee Nuclear Power Corp. 03/07/11. HURLEY, T E Region 
I, Office of Director, 69pp. I9330i001. 24X Flche: 30-271. 03/07/1 1. 


0307200004 Corrects previous responses to Generi 
ceoipletlon of Reg Guide 1.97 mods for emergent 
eapabl 1 itg. Conf irmetion that proposed schedule 
tmpleeientatlon acceptable requested. 

LIDENiE.A. Public Service Electric 4 Gas Co. 
03/07/12. VAROA.S.A. Operating Reactors Bran 
34X Flche: 50-272, 83/07/ 12 , 8307200004 


r Ltr 82-33 
g response 
for 

of New Jerse 
ch 1 . 2 pp. 


re 


U- 

19647; 127. 


6307190070 Monthlg operating rept for June 1903. W/B307 12 ltr, 
BURGER, F.J., MURPHY, W.P. Vermont Yankee Nuclear Power Corp 
83/07/12. Office of Resource Management, Director 7pp 
19633:112. 24X Flche; 50-271. 03/07/12, 0307190078. 


3. Reportable occurrences, LERs tt related correspondence 


3307010022 LER 03-01 5/OlP-O: on 330608, Yankee Atomic Electric Co 
Informed util that addi piping supports required to support 
piping in sve water sgs l< torus attached p I p Ing. Causa & 
corrective actions to be provided in neit r ep t. W/030609 ltr. 
PELLETIER, J. P, Vermont Yankee Nuclear Power Corp. 83/06/09. 
MURLBV.T-E. Region t, Office of Director. 2 pp 19169- 109 
Flche; 50-271. 83/06/09, 8307010022 


24X 


J307010105 Updated LER 83-01 5/OlX-l : on 830600. rept received from 
Yankee Atomic Electric Co re error in design t, use of 
spacing table for copper piping In svc water sue. Caused 
bq failure to follow ANSI D31, 1. W/B30616 ltr. 

PELLETIER, J, P. Vermont Yankee Nuclear Power Corp. 83/06/16. 
HURLEY, T.E. Region I, Office of Director. 3pp. 19160- 194 24X 

FIche:50-271, 83/06/16, 0307010105. 


307010005 LER 83-OlS/OlT-O: on 030608, error discovered in spacing tabli 
developed for support of copper piping In svc water sgs.AddI 
supports required to follg complg w/ANBI D31 . 1 . W/830622 ltr. 

J, P. Vermont Yankee Nuclear Power Corp. 83/06/22. 

HURLEY, T.E. Region 1 , Office of Director, Spp, 19169-214 
Flche: 50-271, 83/06/22. 8307010005. i° 7 ..^i,.. 


24X 


307060149 PN0-I-B3-073: on 030629, fol 1 owing discoverg of RHR logic 
relag, spurious signal gansrated resulting in closure of 
recirculation pump discharge va Ives, caus Ing recirculation 


pump trip. Reactor manuallg scrammed. Log Ic relay reoaired 
RAYMOND, W, J. , HUDSON, 8 . , KI 8 TER,H. Region 1 
63/06/30. 2pp. 19249:228, 


Office of Director. 
24X Flche: 50-271,83/06/30,8307060149. 


3071S03S4 Updated LER B3-003/03X-1 : on 030114, low temp alarm on diesel 
generator A coolant jacket rece I ved, Caused bg defective 
«eat in cheek valve on excess fuel oil return line, No 
eorreetive action neeessarg. 

Yankee Nuclear Power Corp, 03/06/30. 
nURLEY, T. E. Region 1 , Office of Director, 3pp, 19538 301 24X 

Fiehe; 30-271. 83/06/30, 8307150334. 


JCKET 30-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 
Seeurltg, ^medical, emergencg «< fire protection plans 


awu/eauHev rrovtoee supplement. 




of ventilation sgs . EOF 


tf Mitf i y Mc if operd V 1 ons 


facllttg lE^J.Encl depicts lagout 
located at training ctr. 

^OEN.E-A. Public Service Electric b Gas Co. of New Jarseg. 

83/07/10. VAROA.S.A. Operating Reactors Branch 1 . 4pp. 19702- 130 
24X Fiehe; 30-272,03/07/10, 8307230449 


a3073204M Forwards request for addI info re safeguards regulatorg 
effectiveness review rept, In response to 030323 ltr. Response 
on first Item requested within 30 dags Enel withhold 

(ref I0CFR73. 21 ). 


VAROA.S.A. Operating Reactors Branch 1 . 
Public Service Electric t, Oas Co of New 
24X Flche. 30-272.03/07/19, 8307220423 


63/07/19 UDERITZ.R.A. 
Jerseg 2 pp. I96B7. 267. 


wenerai correspondence 


B307140121 Responds to 030601 ltr expressing concerns re NRC decision 
to permit facllttg operation in light of serious incidents 
occurring In Fab 1903 NRC instituted augmented insp program 
to monitor activities. Plant can be operated safelg. 

Office of the Executive Director for Operations. 
83/07/01. CASTLE.n.N. Delaware, State of 2 pp 19539 354 
Flche: SO-272. 83/07/01. 0307140121 


24X 


— 8307140127 Bubailis comments on behalf of concerned citllens re 
operation of fac 11 1 tg, Plant should be shot down due to 
gross mismanagement causing serious health t, safety risk 
NRC should carefuJlg scrutlnlie operations 
CASTLE. n.N. Delaware, State of. 83/06/01 PALLADIND.N J 
c^lssionera. 8 pp. 19539:356. 24X F l che. 50-272, 03 / 07 / 91 , 


J- Insurance ti Indemnitg information 


pauriouasu rorwards Endorsements 59 


«t:ui« roiicg NI--230 


Endorsements 46 ti 47 to HAELU Pollcg MF-90. 

OOLOENiM.P. Marsh & McLennan, Inc. 63/07/06. SALTZMAN.J, 
Assistant Director for State U Licensee Relations. 5 pp, 19474-352 
24X Flche: 30-000. 03/07/06, 0307130240 




Pollcg MF-90. raspectlvel g. 

OOLDEN.N.P. Marsh i> McLennan, Inc. 03/07/20. SALTZMAN.J 
Assistant Director far State U Licensee Relations. 3 do. 19797 349 
24X Flche: 30-272, 83/07/20. 0307200407 


Advlsorg Committee on Reactor Safeguards reports t, correspondence 


•««'"Ptlon from certain requirements of Section 
ao.48 fc App R to 10CFR30 re fire protection of safe shutdown 
capahllltg.No exemption required for RHR HX area. Safety 
mvaluatlon end. ^ 

VAROA.S.A. Operating Reactors Branch 1 . 03/06/17. UDERITZ.R.A. 

Service Electric h Oas Co. of New Jerseg, 4 pp. 19262-304 
S4X Flche: 30-272, 03/06/17, 0307030437. 


8307090093 Suiemarlies 276th ACRS meetings on 
review requeet for DL. Agenda for 830312-J4 
EBERSOLEi J. ACRS - Advisorg Committee on 
83/04/29, PALLAOINO, N. J. Corami ss i oners. 
Flche; 30-000. 83/04/29. 0307090095. 


030414-16 u/utils 
meetings end. 
Reactor Safeguards. 
3pp. 19366:058. 


to 

24X 


P. Operating license stage documents 6 correspondence 


B307O5045B Exemption granting relief 
R to 10CFR50, Section III. 6 . 
EISBNHUT, D. 0 . Division of Llcensli 
Electric & Oas Co. of New Jersey 
Fiehe; 50-272. 83/06/17, 8307050437. 


from certain requirements of App 

ig, 83/06/17. Public Service 
6 pp. 19262:308. 24X 


B3O7OS0463 Safety evaluation supporting exemption from certain 
requirements of App R of 10CFR50, Section tll.O re safe 
shutdown capability. 

* Office of Nudbar Reactor Regulation, Director. 03/06/17 
2 Ipp. 19262:314. 24X Fiehe; 50-272, 03/06/17. 8307050457, 


8307230020 Addi response to FOIA request for 22 categories of 
documents. Forwards App A b B documents. Portions of App 0 
documents withheld (ref FOIA Exemptions 7 b 3 ) 

PELTONiJ.H. Division of Rules and Records. 03/05/05. SHOLLY.S C 
Union of Concerned Scientists 4pp. 19725 10 a 24X 

Fiehe; 30-000. 83/05/05. 8307850020. 
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ftctior,* 6e taken r, current 

sitojCon at facility. Actions include levieaing emeraency 
checked fi”? tisting plant ,,,s that should be 

‘'‘Stances of suspected sabotage. 

a2/05%4 HAvLtl^l Director f2r Operations. 

B2/05/04_ IMVNES.R.C. Region ], Office of Director BENTON. H H 
ice of Nuclear Reactor Regulation, Director. OEYOUMQ.R C 

?9725 inspection and EnforreleS^T ,p' 

19723.123 2 ilX Fl ch e : 50-000, S3/05/05, 8307330020 ^ 


—8307290105 Proposed Tech Spec changes extending interval of 


I dg 

Service Electric i Oas Co. of Neui Jersey 

19932.051. 2dX Fiche: 50-272, B3/07/22, 8307390100. 

Inspection reports, IE Dulletlns t< correspondence 


93/07/23, Ip. 


— a3072500d4 Foru,aTds FD I 830428,0302 £, 05 teletypes Ofc of 

Flehe: 50-000, 83/03/05. B3073S0030. 

830&060070 Generic t fcr vn - 1 i . 

SE;F 

linp ementatlon of proposed Tech Spec chages re ETB t 
administrative controls. e e- =J» ti 

a3/07>oi* VaSgI^s = »- Co. of Neu Jersey. 

7vfi*n^o.o *• °P«'-atlng Reactors Branch 1. lipp 

19668.219 24X F i ch e : 50-272, 83/07/01 . 8307210 1 04, 

eKorn G impurity Svc list IncI 

Fiehe: 3C1-000. B3/07/05, 8306270397*^^ 

°^oI?ratr <=0 all licensees t, applicants for 

83?07>fl^ OARoi^l ^ 04S Co. of Neoi Jersey 

?:n:;io‘n r*'*' 

LIDEmTa i be incorporated into automatic trip circuits 

ss/oms"'- vARoi’l ''o- 

S4X FUhe. 50-272, B3/07/Js. 8307250427 ” ‘ 

°^B3-2a^Pe reyuIr‘ed“cno^s’Msed " f e u;/B3a70B Seneric Ltr 

a3/07;la VARoi I 4f Neuf Jersey, 

34X Fiche:50-272,83/07/K,g30727O403 ‘ H 1. 

■‘■^"?n%ct?tn"Rev?er/""‘"''"” Trip/Safetg 

^^b^I^lfnd^Sj'jnUrval^oJ t^rCe i Uancri-'e” Tech Specs 

a3/07;f2^ VARCA*S i f ‘ " *■ '^•-‘sey. 

24X Fiche: 50-272. 83/07/22. eoSyotla’’* ^’632; 045. 


50-272/83-18 t 50-311/83-17 on 
030917 24- No noncomp 1 tanc # noted. ' 

’uDraiVj'ftA ”‘ 0 '!}?" V ^"Slneerlng 8, Technical Programs. 83/06/14 


9307010013 le Insp Repts 30-272/83-18 U 30-311/83-17 on 830517-34 N 

«“--r 

93/06/09. 9pp. ,9169:070. 24* FI c h e : 30-272, 83/06/ uriaS^ijlOOO?, 

9307130306 Responds to 830305 notice of vinlan— . .. , 

of civil P-alttes re 830222 6 25 ATW 8 eClnU^a^nJJuSr:? 
aELOVM fl disputed. Events uiere Isolated occurrences. 

03/07/06. bEVOUNO.R.c''''Dl^ct“'Fofficr Office 

24X F,che:50-272%3^07/0r 

PesponU' IPost'e^olM.'’ 83/0?/?J'' '’'®S:;:oJn:ted^E2l‘"”'‘c"’’ 

York, Inc. 154pp, 19563:293. 24X F i c h 0 50-000, aa^x"?. B3b6270«l. 

Ipp 19563,153. 24X Fiche: 30-000, 83/07/12, 8306270404. 

pp. 19715.270, 24X Fiche: 50-000, 83/07/14, 8306270406. 

”Sw[°atfno'’utM''leS;“'’”*‘' plan for monitoring 6 

evaluating util performance improvement program 4 Mat “ 

Analysis Co final rept, "Mgt Assessment t A?Uon plan for 

E?l^i5^SnV' "?‘f" ' «- a Operations," 

fSaS^lT* 24 x''^{¥V '*^=‘“"''°””"braJ"Dir^'ir'‘''7pp 

I 9 H 02 . 156. 34 X Fiche: 50-272, 83/07/20, 8307270462. 

','”r2''Sp:“uo:s^"^‘''’" ^^orovement of Salem 

SO-272/83-2, 1 . 30-311/83-21 

U^ITzfR^^^'puhHc'^Se^v? Programs. 83/07/20. 

19794:004, =4X Fi c h e : 50-272,’l3JS7/20, 83072802?! . 

Analysis Co evaluation. 

^n?! 0 '’"®“’" bf ‘’‘'•bbbb'-- TRIPP. L. Division of 

ri fc" 83/07/19 4pp 19794 006 24X 

Fiche: 50-272. 03/07/20, 8307280211, ,Y/Y4.006. 24X 

^^^oIoHd response to NRC 830305 notice of violation Ic 

St Unlt^i*S» Pb^bltlb® re 830222 *, 23 events 

Ugh?‘of’rSnoSr:toJtd eliminated in 



DOCKETED ITEMS 


— 0307270416 Gubmits response to 830428 commitment to submit detailed 
rapt describing corrective action program mods Surveillance, 
malnt U Irisps increased to ensure reliabllitij of reactor 
trip sgs. 

LIDEN.E. A. Public Service Electric t- Gas Co. of New Jerseu. 
03/07/15. VARGA. S. A. Operating Reactors Branch I. 2pp. 
19767-236. 24X F 1 c h e . 50-272, 83/07/22, 8307270395. 


8307140142 L6R 03-O20/O3L-O : on 
pressurlier backup 6 control 
failure of control relay for 
coll replaced. U/e3062a Itr. 
FRAHH.R , 2UPK0.J-H Public 
Jeriey. 83/06/22, ALLAN, J. 
19514:064 24* Flche: SO-272, 


830606, c on trol room operator observed 
heaters deenergiied. Caused by 
oil heater trip f unc t ion. Rel ay 

Service Electric t. Gas Co. of Neur 
Region 1, Office of Director. 4pp. 
03/06/22, 0307140142 


R Periodic operating reports i related correspondence 


8307150072 Monthly operating rept for June 1983. W/030710 Itr. 

MILLER, L.K , ZUPKO, J. M. Public Service Electric 8. Gas Co of Neu 
Jersey, 03/07/10. Director's Office, Office of Inspection and 
Enforcement. IBpp. 19535-269. 24X Ficho 50-272.33/07/10, 

8307150072. 


S Reportable occurrences, LERs &: related correspondence 


8307250020 Addl response to FOIA renuost for 22 categories of 
documents. Forwards App A fc B documents. Port 1 ons of App B 
documents withheld (ref FOIA Eiemptlons 7 5 31, 

FELTON. J M. Division of Rules and Records. 83/05/05. SHOLLY. S. C. 
Union of Concerned Scientists. 4pp. 19725:100. 24X 

Flche: 30-000. 83/05/05, 8307230020. 


— 82OBO3O602 Forwards rept on chronology of S2042B attempted sabotage. 
No Individuals Identified as being 1 nvolved. Labor problems 
probably caused Incidents. 

DIRCKS.W. J. Office of the Executive Director For Operations. 
S2/06/0S. PALLADINO. N. J. Commissioners 73pp. 19725-223 24X 

Flche 50-272, 03/05/05, 8307250020. 


0307230067 Requests summary rept re event including followup actions 
by licensee, NRC & other govt agencies by 020510. Rept 
should also Indicate corrective actions for any problems 
encountered during response. 

PALLADINO. N. J. Commissioners. 82/04/30. DIRCKS.W.d, Office of 
the Executive Director for Operations Ip. 19723 219 24x 

Flche: 50-000, 83/05/05, 8307250020. 


8307120450 LER 83-023/0 IP : on 030602, Info received from Mestinghouse 
identifying potential unreviewed safety question re 
excessive power peak ing. Invest Igatl on in progres s. Do tal led 
rept within 14 days. 

ZUPKO, J. M. Public Service Electric it Gas Co. of New dersoii. 
03/06/02. ALLAN, J. Region 1, Office of Director. Ip 19425-348 
24X Flche: 50-272. 83/06/02, S307120450 


0307070446 Documents understanding of commitments made at 830601 
meeting to provide info re 030527-30 annuclator problems 
Response requested within 30 days. 

LAINAS.G.C. Assistant Director for Operating Reactors. 83/06/06. 
UDERITZ.R.A. Public Service Electric t- Gas Co of New Jerseu 2ee 
19300:190. 24X F 1 c h 6 : 50-272. 83/06/06, 8307070446. 


B307050036 LER 03-O24/O3L-O: on 030525, sup p 1 y breaker to vital 
Instrument 1C Inverter Inadvertently opened. Automatic 
transfer to alternate power supply occurred w/no loss of 
equipment or Ind lea 1 1 on. W/030622 Itr. 

FRAHM.H., ZUPKO. J.M. Public Service Electric Gas Co of New 
Jersey. 03/06/15, ALLAN, J. Region I, Office of Director. 4pd. 
19220:307. 24X Flche : 50-272, 83/06/ 1 5, 8307050036. 


8307050043 LER 03-O86/O3L-O; on 830530, c on t«i 1 nmen t fan coll unit (CFCU) 
17 SVC water flow observed below Tech Specs. CFCU declared 
inoperable Caused by valve 13SIJS7 being plugged u/shells *c 
debris from cleaning of sve water sys. W/a30622 Itr. 

FRAHM.R., ZUPKO, J. M. Public Service Electric ?< Gas Co of New 
Jersey. 83/06/15. ALLAN, J, Region l, Office of Director. 

19199:313. 24X F i c h e : 50-272, 83/06/ 1 S, 8307030043. 


App. 


B307110103 Advises Commission of proposed generic actions resulting 
from ATW9 events on 030222 Si 23. Salem Generic Implications 
Task Force Identified weaknesses in overall licensee mat & 
reactor trip sys reliability. 

DIRCKS.W. J, Office of the Executive Director for Operations 
8ECY-83-24B. 83/06/22. 20pp, 19306 239. 24X F1 c h e : 50-272, 

03/06/22, 8307110103. 


Discusses actuation of first-out annunciators on 830527,28 
30. Caused by malfunction of annunciator circuitry. 

Circuit boards replaced & pressure switch F-37 recallbr 
LIDEN.E.A. Public Service Electric S, Gas Co. of New Jersey. 
83/07/01 LA1NA0,O.C. Operating Reactors Branch 1. App. 

19500:290. 24X Fi c h e : 50-272, 03/07/01 , 03071 30276. 


B307I40S01 Forwards AE0D/P3O1, "Rept on Implications of ATW3 Events at 
Salem Nuclear Power Plant on NRC Program for Collection b 
Analysis of Operational Experience, " for comment. 

OIRCKSiU. J. Office of the Executive Director for Operations 

■ O'LINSKY.V, , ROBERTS, T. Commissioners. Ip. 
19526:149. 24X FI c he : 50-272, 83/07/03, 0307 140501 . 


— 0307140507 “Rept on Implications of ATWS Events at 
Plant on NSC Program for Collection t> Analysis of 
Operational Experience." 

* Program Technology Branch. 83/07/31 113pp 

Flche; 50-272.83/07/0 5, B3071 40501. 


Salem Nuclear Power 


19526: ISO. 24X 


8307220343 LER B3-029/03L-0: o n 8306 1 7, c ontro 1 room operator discovered 
three RPl channels indicating greater than max allowed 
deviation In Tech Specs. Caused by callbr drift In two 
channels. Channels reca 1 1 br. W/B30714 Itr. 

FRAHNifl., ZUPKO, J.M, Public Service Electric it Gas Co. of New 
Jersey. 03/07/06. HURLEY, T. E. Region I, Office of Director. Spp 
19676:078. 24X F ic h e : 50-272, 03/07/06, 8307220343. 


8307180291 Staff requirements memo re 830705 briefing In Wash Ing ton, DC 
on evaluation of Implications of Salem event. Comml ss Ion 
concurred in proposed Itrs to I Iceniees, rev Isod to Include 
rept on status of compliance. 

CHILK,8.J. Office of the Secretary of the Commission. 83/07/11. 
DtRCKS.M.J. Office of the Executive Director for Operations Ip 
19566:163. 24X Flche : 50-272, 83/07/ 1 1 , 0307 180291 , 


0307^0045 Reviews AEOD final rept, AE0D/P301, "Rept pn Implications of 
ATWS Events at Salem Nuclear Power Plant on NRC Programs for 
Collection fa Analysis of Operational Experience." Buhj of 
reactor trip reliability well treated. 

DENTONrH. R. Office of Nuclear Reactor Regulation, Director. 

83/07/21. HELTEMES. C. O. Director's Office. Ip. 19B5B171 24X 

Flche; 50-272. 83/07/21, 8307290045. 


— 0307130129 Forwards "Rept on Implications of ATWS Events at Salem 
Nuclear Power Plant on NRC Program for Collection i Analysis 
of Operational Experience. " 

HELTEfES. C. J. Director's Office, 03/07/01. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. Bpp 19050- 172 24X 

Ficho: 50-272, 33/07/21,8307290045. 


T. Hearing transcripts nix non-ant 1 trust matters 


0307110106 Transcript of Commission 830705 meeting re evaluation of 
Inpllcation of Salem event iPart II) In Wash ing ton, DC, Pp 
1-82. Supporting documentation encl. 

e Comaissloners. 03/07/05. 100pp. 19386: 137. 24X 

Flche;30-272, 33/07/05, 83071 10106. 


8307200137 Transcript of Commission 830713 public meeting In 
Washington, DC re cent Inuat 1 on of evaluation of Implications 
of Salem event. Pp 1-79. Supp or t ing documentation encl. 

# Comnlssioners. 83/07/13. 91pp. 19671:251. 24X 

Fiche: 50-272, 83/07/13, 3307200137. 


DOCKET 50-274 U. S. OEOLOOICAL SURVEY RESEARCH REACTOR 
V. Operator Examinations 


0307140001 LER 83-027 /03L-0 . on 830602. h y drog en analyjor 12 chart 
recorder tailed offseale high. Caused by line voltage 
transient on vital Instrument bus SB, causing Instrument 
mleroprocesBOT to lose contents. W/B3062S Itr. 

FRAHM.R, Public Service Electric fa Gas Co. of New Jersey. B3/06/S 
ALLAN, J. Region 1, Office of Director 4pp. 19514-192 24X 

Flche; 50-272, B3/06/22, 8307140001 


8307080427 Generic Ctr B3-12A to all nonpower reactor licensees re 
Issuance of NRC Form 398, -’Personal Qualifications 
Statement - Licensee," Sve list encl. 

EISENHUT. 0. 0. Division of Licensing. 83/07/11. Michigan, Unlv. 
of. i4pp, 19563:130. 24X FI c h «: 50-000, 03/07/ 1 1 , 8307000427, 
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CANVOU NUCLEAR POWER PLANT, UNIT I 
ei^ersency !. fire ppotectkon pSani 


B307ja05l2 Forwards IE fnsp Repts 
S30301-2B. No noncotrp 1 1 anee nolad 
BISHOPiT. H. Region 3, Office of 
Pacific Oac t Electric Co. 2pp 
FI Che: SO-273, 03/06/24, 8307120312. 


30-273/03-19 i 50-323/83-18 on 

Director 33/06/24. SCHUYLER. 3 
19433 2IB. 24* 


□. 


9307120322 IE Insp Repts SO-273/83-19 6 50-323/83-13 on B 3 Q 501 - 3 B 
nonco^p lance npteP.Hejor areas I n.p.c led: plant ope" ‘ 

surveillance te s 1 1 ng , main t , TMI Item I !. B. 2, efflergencu 
testing t plant tours 

CARLSON, J. 0. , MENOONCA,M. M. , KIRBCH, D. F Regions, Office of 

?icf.,:50-«^l3%6/24. 


S307060I78 Forwards "Procedures Generation 
Oenerle Ltr 82-33. Buppl l to NUREG-0737 r 
reiponse capablllti;. 

SCHUYLER. J. 0. Pacific Oas 6 Electric Co. 
Division of Licensing, Ip. 19249- 246 
8307060170. 


Paclfage.“ In response to 
e emergency 

03/07/01. EISENHUT. 0. O. 

24* Fiche: 50-275. 83/07/01. 


B3070601BO "Procedoree Oeneration Paclage. " 

P-sclfic Oas 6 Electric Co 83/06/24 
19249: 247. S4.X FI ch e : 30-273, 83/07/0 1 , 83070601 73 


37pp. 


8307200101 Forwards Rtv 0 to "Diablo Canyon Power Plant Unit I Pe*,E 
Review of lOCFRSO.App H, Sections 1 1 1 . Q, III. u a. 1 1 S. 

Llr2n»*nPo''4x.®l‘®?l ^ “"Pfting regutrement' of 

2.C, <616 requirements. 

SCHUYLER, J. 0. Pacific Gai & Electric Co. 03/07/13 EI^Nhiit Bn 


Cangon Power Plant, Unii 
10CFR50, App n. Sec 1 1 ons Ill.Oilll.Jt IIl.O. " 

* Pacific Gas L Electric Co. 83/07/13. 332pp 

Flcha: 50-275. 83/07/13, 8307280101 


l.FO&E Review of 
19792:262- 24X 


03O72SO132 Releaaii public 
Implementing procedures. 
FELTOW.U. M. Division o? 
Management Branch. ip. 
B3072S0132. 


version of revised emergency plan 

Rules and Records. 83/07/19 OoeoBent 
19730:172. 24X Fl che : 50-273, 83/07/1 9, 


0307250139 Forwards public version 
Impleffienbtiig Procedure EP DP-4A r 
U Rev 0 to Procedure EP aP-4B re 
CRANE, P, A. Picific Oas U Electrl 
Region S, Office of Director 2p 
Fiche: 30-275,03/07/19. 0307250132, 


Rev 0 to Emergency Plan 
loss of electrical power 
SB of all dc power. 

Co, 83/05/18, MARTIN. J.B 
19733:173- 24X 


’"®^Proc«“*'’Ep‘DP irr‘“? " ' ® Plnn Implementing 

19738 *■ B3/0(y07. lOSpp 

19738.173, 24* F Ich e : 30-273, 83/07/ 1 9, 83072501 32. 


B3072701B6 Releeses public 
implementing procedures. 
FELTON, J.M. Division of 
Menagement Branch. ip 
8307270106. 


version of revised emergency plan 


Rules and 
19011: 103. 


Records. 83/07/19. Ooeument 
24X Fiche; 50-275, 33/07/19. 


^'^?rapUmenting“proeedu?i‘Ep''ap-n'’rrioss of‘“ ^'"•''3*"'='' f**" 
iVUIl, 104. 24X Fiche: 30-275, 83/07/19, 8307270186. 


■^^Pr’ocedSie-ER'^^rrji^oSj of" ^ '"-P'^^-tlng 

SCHUYLER. Jfi B.Kti* o ** component cooling water. 

l3/ol!;?o. '^epp'^^UL 

PP 19011.105. 24X Fi Che: 50-275, 83/07/19, B3072701B6. 


G^^Adjodieatory correspondence 


B30705024I Response to first set of i n ter r oge tor i e s . P ers ona 1 
qualif icatjon statement of RD Mubtard 6 Certificate of Svc 
end R'elalflrf correBpondance 

DURBIN.S.L. California. State of. 33/06/27 Pacific /•■>. 

Fiche: SO-275, 83/06/27 


0307030075 Objects to Norton B30624 
hearings on design QA. 

STRUlOfASSER, M. California, State 
Safety and Licensing Appeal Panel 
Fiche; 30-273, 83/06/20, 0307050073. 


proposed schedule for reopened 

of 03/06/20. naORE, T. S. Atomic 
3pp. 19199 317 24* 


W..V.V.V1.U rioposes aiternat 


OA.Factors affecting schedule include Nflc SER issuance 
scheduled for late Jul 1983 K. hearing on motions to ret 
record planned for 830719-22. 

Hearing Branch 2. 03/06/30 MOORE, T S 
JOHh^.H.R. Atomic Safety and Licensing Appearplnef 
191&B.35D. 24X F 1 c h e : SO-27 3. 03/06/30, 030701011 5 


u e s 1 on 


BUCK, U. H. 

2pp. 




interrogatories. 

REYNOLDS. J. R, Joint In tervenors-Dlab I o Canyon 
Center for Law m the Public interest. 03/06/30 
24* Fiche: 50-273, 03/06/30, 0307060437. 


to util first set of 

REYNOLDS. U. R. 

2pp 19239:337. 


”8307060441 Ver 1 f 1 ca 1 1 


f r ; corrected Page 1 to 030627 responses to util 

first set pf interrogatories. Certificate of Svc end 
* Jaent intervenors-Dlablo Canyon. 83/06/29 Pacific Gas t 
Electric Co. 4pp. 19239:339. 24* Fl che: 30-273, S 3 %i/ 30 . 


0307060437, 


ha5fhIS''pV’ H'to record 

State of. 83/07/01. MGORE, T, S 
Safety and Licensing Appeal Panel. 2pp 19239-324 24 * 
Ficho: 30-273, 03/07/01 . 0307060397. ^ 


re NRC 
Atomic 


B30706040S Forwards application for 
DURBIN.S.L. California, State of. 
Safety and Licensing Appeal Panel 
Fiche. 30-275, 03/07/01, 8307060397, 


subpoena directed to VH 
03/07/01. MOORE, T. S 
Ip. 19239 326. 24X 


Tennyson. 

Atomic 




« 030719 hearings. Proposed sSbpo^n r 

Certificate of Svc end 

California. State of. 03/07/01. 9 pp 
24X Fiche: 50-273, 83/07/01, 8307060397. 








19239: 327. 


Tennyson to appear on 030719 in San 
Appeal Panel. 03/07/05, 

icnnra^.v.H. Af f 1 1 la t ion Unk nown. 2 pp, 19294 070 34 * 

Fleho:30-275. 83/07/05, 0307070235. 


ptesfht evidence, not contained in CA Governor 
tnr? - IntfTvenors 030606 motions, to reopen record Info 
NBc’sloInA®" 83-03 6 83-09, una va i I a b 1 e wh en 

CHANDLra L 7®P°"»*/‘>-'-W/CBrtIficat6 of Svc. 

LHANDLra.L. J. Hearing Branch 2. 83/07/06. Atomic Safetu and 

M0707M01 24X Fl che: 50-275!'83/07/06, 


uou/u/utfju roruarde IE Insp repts r. 

H/a ends. 

33/07/06. MOORE, T. S. 
^^^57 3 ar c? f Licensing Appeal Panel. 

19293.337. 34X F I Che ; 50-273, 03/07/06, 830707021 0. 


const HA, per ASLA0 030628 order. 

DUCK, U. H. , 

2pp. 


8307OT0464 Order advising that scheduling 
atleetones for reopened proceeding on d 
at concluslan of hearing on motions to 
const QA. 


conference to 
esign OA will 
reopen record 


d iscuss 
be held 
re 


SHOEMAKER. C. J. 
Spp. 19346:304. 


Atomic 

24X 


Safety and Licensing Appeal Panel 
Fiche: 50-275, 83/07/06, 8307000464. 


03/07/06, 


"^QA^erUMc^Sr’^ .nterrogatorles re design 

Ce^ter^far Lew u‘the ’"^611*''?''?"'’**^*® RETNOLDS. J. R. 

Electric Co, 13?p ”'06/17. Pacific Gas * 

8307050242. ‘’^”-263. 24X Flch e- 50-273. 83/06/17, 


83062B order scheduling 030719 oral 
‘ on motions to reopen record on const OA. NRC & util 

N-UFIcaticn 

Mn **Sai‘c?*!**S Q^rd Panel, 83/07/06. 

*pp. 19346.320. 24X Fieh e: 50-275, 03/07/06. 8307000469. 
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0307120571 Supp! to Joint InCervenors 830510 motion to reopen rocopd on 
const QA Documents submlttefl are PNO-V-83-023 Ap not ice of 
violation I. le Insp Hept 50-275/03-30. Cert i f lea te of Sve 
enc 1 

HEYNOLDSr J. n. Joint I n terveno r s-D 1 ah I o Canyon. REYNOLDSi J. R 
Canter for Law in the Public Interest. 83/07/06 Atomic Safety 
and Licensing Appeal Panel 4pp. 19433- 149. 24X 

Flche. 50-375. 83/07/06, 0307120571. 


0307120605 Order ertendtng time until B3080B for Commission to act to 
review ALAD-72a. 

CHILK, S J Office of the Secretary of the Commission. 33/07/08. 
Commissioners Ip 19432. 26S. a4X Ficho 50-275,03/07/08. 
8307120605. 


0307130072 Second set of Interrogatories propounded to independent 
design verification program contractors. 

DURBIN, 8. L. California, State of. 03/07/08. 20pp 19474:837 S4X 
Flche- 50-275. 03/07/00. 8307130072 


—0307130074 Second set of interrogatories Certificate of Sve end. 
KAUFMAN, P. H. California, State of. 83/07/08, Pacific Qas & 

Electric Co. 19pp. 19474.247. 24X Fl c h e ; 50-275, 83/07/081 

8307130072. 


8307150357 Second set of Interrogatories propounded to Independent 
design verification program contractors. 

DURBIN, B.L. California, State of. B3/07/OB. 20pp 19339-110 24X 

Flche: 50-275, 03/07/00, 0307150357. 


•B307150361 Second set of interrogator 1 es. Cor 1 1 flea to of Sve end. 
KAUFMAN, P.H. California, State of 03/07/08. Pacific Oas ti 
Electric Co, 19pp. 19539:130. 24X Fi eho : 50-275, 83/07/08. 

0307150357. 


8307130225 Response to Joint Interveners 830706 suppl to 830510 notion 
to reopen record on const QA per ASLAB 830628 order. No 
objection to suppl record, provided insp rept ti cover Itr 
Included u/notlce of vi o la t Ion. Car t 1 f 1 ca t e of Sve end. 

CHANDLER. U, J. Hearing Branch 2. 03/07/11. Atomic Safety and 

Licensing Appeal Panel, 6pp. 19465:254. 24X Flche: 50-275. 83/07/11. 

8307130225. 


0307150218 Response to motions to present add! evidence by requesting 
acceptance of transmittal Itr & "Rapt on Investigation of 
Reactor Coolant Pipe Held Thickness at Diablo Canyon." H/o 
Itr 4: rep t. Cer 1 1 f I cate of Sve end, 

CRANE, P. A. Pacific Oas & Electric Co. 83/07/11 Atomie Safety 

and Licensing Appeal Panel. 4pp. 19537:353. 24X 

Flche; 50-275, 03/07/1 1. 8307150218. 


0307180070 Response to NRC, Joint Interveners 6 CA governor motions to 
present addl evidence. Rept re reactor coolant pipe weld 
thickness investigation should be admitted. N/o rept. 

Certificate of Sve and. 

CRANE. P. A. Pacific Oat k Electric Co, 03/07/11. Atomte Safety 
and Licensing Appeal Panel, 4pp. 19560:157 24X 

Fiche; 50-275, 83/07/ 1 1 , 8307100070, 


0307200203 Motion to compel California Governor Deukmejlan anfweri to 
830610 interrogatories. Ctrtl ficate of Sve end. Related 
correspondenc e 

NORTON, B. Pacific Oas t> Electric Co. NORTON. B, Norton. Burke. 
Barry k French. 83/07/12. Atomic Safety and Licensing Appeal 
Panel. 15pp. 19648:119. 24X F 1 c he : 50-275, 83/07/ 1 2. 8307800203. 


8307200311 Motion to compel Joint Interveners answers to 830610 
interrogatories. Joint Intervenors totally disregarded 
discovery responsibilities i seek to undermine preparation 
for h ear 1 ng . Car 1 1 f 1 ca to of Sve encl. Related correspondence. 
NORTON. B. Pacific Oas «. Electric Co. NORTON, D, Norton. Burke. 
Berry k French. 83/07/12. Atomic Safety and Licensing Appeal 
Panel. 24pp. 19648:071. 24X Fl che: 50-275, 83/07/12, 830720031 1. 


8307180022 Notice of appearance In proceed I ng. Cer 1 1 f I cate of Sve encl. 
MCOURREN. H. J. Hearing Branch 1. 83/07/14. 3pp. 19560:154. 24X 

Flche: 50-275, 83/07/14, 0307180022, 


8307180235 Lists schedule for review of independent design verification 
program k supplemental SEP & consideration of NRC 
rocontmentfatl ons fesponies. 

CHILK, S. J. Office of the Secretary of the Commission. 83/07/15. 
OHLBACH.R. Pacific Oas ti Electric Co. REYNOLDS, J, R. Center for Law 
in the Public Interest. STRUMWASSER, W. California, State of. Spp. 
19555:274. 24X Fl che; 50-275, 83/07/ 15, 8307100235, 


0307190153 Suppl to independent design verification program initial 
responses to first set of interrogator I es. Cer tl f I cate of Sve 
end, Related correspondence. 

RASKIN. D.D. Lowenstein. Newman. Reis. Aielrad &Toll. 83/07/15. 
STRUMWASSER. M. California. State of. REYNOLDS. J. R. Center for Law 
In the Public Interest. 16pp 19636:216. 24X Flche; 50-275, 

83/07/ 1 5. 8307 1 90 1 53. 


8307200122 Response to first document production request. Cer tl fleet Ion 
of counsel end. 

0URBIN.6 L. California, State of 83/07/15. Pacific Oas t. 
Electric Co. 8pp. 19645:336, 24X Flche : 50-273, 03/07/1 3, 8307200122. 


8307260253 Response to 030610 first document production request. 
Certificate of Sve sncl. Related correspondence. 

HAVIAN.E. Joint Intervenors-Dlablo Canyon. HAVIAN.E. Center for 
Law in the Public Interest. 03/07/15. Pacific Oas k Electric Co. 
&pp. 19727:094. 24X Flche 50-275,83/07/15,0307260253. 


8307260273 (lotion to compel production of documents by Governor 
Deukaejlan. Cerratpondenc e, no tes t. other gubernatorial 
docuaants clearly fall within licensee request. Car 1 1 flea te 
of 8vc end. Related correspondence. 

NDRTON.B. Pacific Oas t Electric Co. NORTON, B, Norton, Burke, 
Berry & French. 83/07/20. Atomic Safety and Licensing Appeal 
Panel. 12pp. 19726:193. 24X Flche: 50-275, 03/07/20. 8307260275. 


8307270147 Aninars to second set of in tarroga torles. Cer t If Icat# of Sve 
end. Related correspondence. 

LOCKE.R.F. Pacific Oat ti Electric Co. 83/07/23. California. 
Btate of. 66pp, 19765:268. 24X Flche: 30-275, 03/07/25. 8307270147. 


H. General correspondence 


8307180169 Espretiet concerns re erosion problems on Pecho Ranch as 
-result of Oct 1982 fire. Info re IE procedures requested. 

Lilted peges of addendum to FES for c lar 1 f lea tlon on 
licensing requirements encl. 

BRUNOiO.E. Affiliation Unknown. 83/07/li. DENTON, H. Office of 
Nuclear Reactor Regulation, Director. 7pp. 19535 086 24X 

Ficho: 30-275, 03/07/11,8307180169. 


8307180269 Responds to 030701 Itr requesting ASLAB consider concerns. 
A6LA8 cannot consider concerns due to Commission rules of 
precttce.Ltr forwarded to NRR Director, for consideration. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 03/07/14. 
FUNK. D. J. Pisfflo Beach, CA. Ip. 19556:194. 24X 

Flche: 30-273, 83/07/14, 8307100269. 


■B3071B0272 Forwards City of Plsmo Beach. CA 330701 Itr expreiilng 
concerns re San Luis Obispo County emergency response plan. 

Ltr referred for consideration. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 
83/07/14. DENTON. H.R. Office of Nuclear Reactor Regulation, 
Director. Ip. 19556:193. 24X Flche; 50-275, 83/07/14, 0307180269. 


—8307180274 Eiprosses concern re plant 1 Icenslng. Def Ic iendes in San 
Luis Oblepo County emergency plan should be considered. 

FUMiiD.J. Plsmo Beach. CA. 03/07/01. MORRE.T. Atomic Safety and 
Licensing Appeal Panel. 16pp. 19SS6: 196. 24X 

Flche: 30-275, 03/07/14, 0307 180269. 


P. Operating license stage documents t. correspondence 


8306060070 Oenerlc Ltr 83-22 to all operating reactor licensees, 
•pplicants for OLs U holders of CPs for Westinghoute PWRe 
re safety evaluation of "Emergency Reeponse Ouldelines. " 

8vc list encl. 

EISENHUT.D. 0. Division of Licensing, 83/06/03, Yankee Atomic 
Electric Co. lOpp. 19563:116. 24X Flche : 50-000, B3/06/03. 

8306060070. 


8307260379 Forwards proposed change to FSAR Chapter 17 re company QA 
organtiatlon.U/onc overslie figure. Aperture card Is 
available In PDA. 

aCHUVLER. J. 0. Pacific Oas h Elactrlc Co. 83/06/10. MARTIN, J.B. 
Region 5. Office of Director. 22pp. 19731:175, 24X 

Flche; 30-273,83/06/10, B307260379, 


0307130368 Notification of 830617 meeting u/ut 1 1, Bach te 1 t< 8NL In 
8ethasda,HD to dlecuss resulti of BNL seismic analysis of 
buriad tanks in connection u/ Independent design verification 
program. 

SCHlERLINOiH. Licensing Branch 3. 03/06/15. KNIOHTON. 0. H. 

Licensing Drench 3. 2pp. 19540:341. 24X Flche: 50-275, 83/06/15, 

8307130368. 


8307030339 Submits followup to 830609 k 10 telconi re rasolutlon of 
iseue of appropriate Intake temp to be used In component 
cooling water sys post-accident heat removal ana lyi 1 1 . Draft 
should be submitted prior to 830701 submittal. 

KNIOHTON, 0. Licanting Branch 3. 03/06/22. SCHUYLER, J. 0, Pacific 

Oas t> Electric Co. 4pp. 19263:330. 24X Flche: 50-275, 03/06/22, 

8307080359. 
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B3070903&? Requests add! uritten in'fo addressing esgnt allegabtons 
concerning design verification effort Info raquesteif uithin 
2 uks of Itr receidt. 

KNISHTON. C. H. Licensing Branch 3. 33/06/22. SCHUVLER.J.O Pacific 

Oss {> Electric Co. Bpp 19263 327. 2AX f^i c h e : 90-273. 83/06/22. 
0307030365 


83O70I0I63 Forusrds addl info re camponent cooling water sgs.natl 
provides info an effects on sgs performance from air 
operated valves assuming "fail-safe" position on loss of 
Instrument air (. evaluation of mai dlow capat 1 1 i 1 1 es. 

SCHUrLER. J. 0, Pacific Gas t< Electric Co. e3/'06/27. EtSENHUT. D. G. 
Division of Licensing. 4pp. 19170.031 24y Flche: 50-278.03/06/27. 

8307010163. 


8307060233 Suisisar 1 1 e s 630622 meeting u/uttl */ RL Cloud Associates re 
outstanding requests for info on rupture restraints from 
independent design verification prograin Meeting notes 
available for revieuj. 

COOPERiW. E- Teledgne Engineering Services 83/06/29. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director HARTIN.J.B. Region 
5. Office of Director. MANEAT IS, G. A. Pacific Gas b Electric Co. 

2pp- 19239.354. 24X Flche 50-275. 03/06/29, &30V060233. 


8307140155 Notification of 830706 meeting w/u t i I, Bee h tal fe BML in 
□ethesda.MD to discuss seismic analysis of buried tanks. 
SCHIERLING, H. Licensing Oranch 3. B3/06/29 KN I OHrON. 0. H. 

Licensing Branch 3. 6pp. 19540:020. 24/ FI c he: 50-275. B3/06/29. 

8307140155 


B3070600B& Fopurards addi info re component cooling uater sqs requested 
330622 Info demonstrates adequacy of sgs operation for 
applicable cord i t ions. Prop used Tech Spec on Item 4 re ocean 
water intake temp mill be submitted bq 830701. 

SCHUyLEfl, J. 0. Pacific Gas b Electric Co. 83/06/30. KNIGHTON. G. U. 
Licensing Branch 3. 4pp. 19252:001. 24/ Fich e: 50-275.83/06/30. 

8307060088. 


8307060196 Forwards application to amend License DPR-76. consisting eF 
Request 83-07, re vi sing Tech Specs re ultimate heat sink to 
address intake ocean water temp monitoring b action taken In 
event temp eicaeds 64 F. Class III amend fee end. 

SCKUVLER. J. □. Pacific Gas b Electric Co. 63/07/01. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director Ip. 19249.-294. 24X 

Flche: 50-273, 83/07/01. B307G60I96- 


—6307060199 Application to amend License nPR-76. c onaist Ing «f Request 
83-07, re Vi sing Tech Specs re ultimate heat sink to address 
intake ocean water temp monitoring b action taken in event 
tsnp eiceeds 67 F. 

BRAND. t. A., CRANE. P. A. Pacific Gas b Electric Co. 83/07/01 2pp 
19249:295 24/ F ic h e: 50-275, 83 /07/01 , 8307060 1 96. 


•8307060202 Tech Specs 3/4.7.12 re ultimate heat sink (Pacific Ocean) 
* Pacific Gas b Electric Co 63/07/01 2pp. 19249-297 24X 

Flche: 50-275. 83/07/01, 0307060196 


03O7O7OOP6 Notifies that mods to fuel bldgs completed b actions 
permitted by Amends 3 b 5 to License DPR-76 ceased bif 
030620. Or i g Inal requirements of Tech Spec 3/4. 9. 7 will 
preva i 1. 

SCHUYLER. J. D. Pacific Gas b Electric Co. 03/07/01. DENTON.H.R. 
Office Df Nuclear Reactor Regulation, Director Ip i9293'a4l 2AX 
Flche: 50-275. 83/07/01. 8307070026. 


0307130221 Forwards response to 830622 Itr re anonijmaus allegations 
identified in DS Fleischaker S30328 Itr to DO Eisenhut re 
design verification ef for t. Con t a inmen t structure stability 
analysis indicates large safetg factor against overturning. 

SCHUYLER. J. D Pacific Gas b Electric Co 63/07/01. HNIGHTOM, 6. H. 
Licensing Branch 3. 15pp. 19500:014 24/ F l che : 50-275. B3/07/01. 

8307130221. 


— 6307130291 “Statistical Analgsis of Shear Strength Data for Support 
Strut Spot Vfelds, Diablo Canyon Power Plant. " 

• JacI H. Benjamin b Associates, Inc. 1 13-090-H-Oi . 83/06/30 

18pp. 19474:038 24/ Flche 50-275,03/07/01.8307130270. 


— 8307130298 Forwards "Investigation of Matls Used in Support 8gs for 
Electrical Conduit b Cable Trays at Diablo Canyon." 

Superatrut spot-welded members meet design requirements b 
naq be installed. 

CRANS.P.A. Pacific Gas b Electric Co 83/02/25. ENOELKEN, R. H. . 
MORRILL. P.9. Region 5. Office of Director. Ip. 19474 056 24/ 

Flche: 50-275. 03/07/01. 8307130270 


— 83Q7130302 "Investigation of Metis Used in Support Sys for Electric#] 
Conduit b Cable Trays at Diablo Canyon. " 

* Bechtel Carp. 83/02/25. 39pp 19474:037. 24/ 

Flche; 50-275.83/07/01. 0307130278. 


0306270397 Generic Ltr 83-26 to all applicants for OLs b holders af 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Sve list end. 

EISENHUT. D.G. Division of Licensing. 03/07/03. Consolldaketf 
Edison Co. of New York. Inc. I6pp. 19390:317. 24X 

Flche: 30-000. 83/07/03. 8306270397. 


8307140499 Provides status of final repts re design verification effort 
bq vtli b independent design verification program. Bupp 1 to 
BER will be prepared providing basis for NRC recommendation 
to Cotmtisslon re reinstatement of suspended license. 

DIRCKS.W.J. Of-flce of the Executive Director for Operations 
03/07/03. PALLADINO. N. . OILINSKY.V. . AHEARNE. J, Comml i s i one r t. 

2pp. 19526:141. 24X F 1 c h e : 50-275. 83/07/05, 0307 1 40499. 


6307130441 Requests assessment of factual circumstances surrounding 
Independent design verification program interaction w/utll 
at 630614 meeting, per end Ctr for Law in Public Interest 
030693 ltr. 

EISENHUT. D. C. Division of Licensing. 83/07/03. COOPER.M.E- 
Teledqne Engineering Services. 3pp. 19540 200 24X 

Flche. 50-275. 83/07/05, 8307150441. 


8307060329 Oencric Ltr 03-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance Intervals In STS. Sve list end. 

EISENHUTjD. 9. Division of Licensing. 03/07/06. Consolldattd 
Edison Co. of New York, Inc. 16pp. 19669:254 24X 

Flche: 50-000. 83/07/06, S307060329. 


B307m0169 Generic Ltr 03-20 to all licensees of operating reactori, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATUS events. Sve list end. 
EISENHUT. D. 0. Division of Licensing, 03/07/08. Consolidated 
Edison Co. af Mew York, Inc. 38pp. 19669:267. 24X 

Flche: 50-000. B3/07/0B, 0307000169. 


03071205^3 Notification of 830710 significant licensee meeting w/utll 
In Halnut Creek, CA to discuss licensee presentation on RGB 
piping min wall th icknets. Agenda end. 

NORRILL. P. J. Region 5. Office of Director. 83/07/08. EISENHUT, D.G 
Division of Licensing. BUCKLEY, B. C. , SCHIERL INO, H. E. Office of 
Nuclear Reactor Regulation. Director. 3pp. 19433:317. 24X 

Fiehe: 50-273. 03/07/08. 0307120533. 


8307130097 Responds to 030705 ltr requesting info on 830614 masting 
re Independence of independent design verification program. 

Meeting does not evidence any violation of or inadequacy in 
procedures adopted to maintain independence. 

COn*ER.W.E, Telodyne Engineering Services 03/07/00. EISEHUT.D.G 
Division of Licensing. 3pp, 19465:341. 24X Flche 50-275, 83/07/00. 

0307130097 


3307130278 Forwards "Final Rept on Evaluation of Spot-Welded Matls 
Used in Support Sys for Electrical Conduit b Cable Trays at 
Diablo Canyon Power Plant,' supplementing Bechtel rept 
transmitted by PG8.E 830225 ltr. 

SCHUYLER, J. 0. Pacific Qai bEleotnc Co. 03/07/01. ET^MHUT.D.O. 
Division of Licensing. ip. 19474 006 24X F I chc: 50-275. 33/07/01. 

8307130278. 


-8307130281 "Final Rept on Evaluation of Bpot-HeldeO Matls Used in 
Support Sys for Electrical Conduit b Cable Trays at Diablo 
Canyon Power Plant " 

• Bechtel Corp. 63/07/01. t9pp 19474 007 ?4X 

Fiche: SO-275, 83/07/01, 0307130270. 


-93071302B6 "Outline for Samp 1 ing. Prepare t len 
Superstrut Members for Diablo Canyen Power 
• Bechtel Corp 0072C/0109. 03/06/02. 

Flche 50-275, 83/07/0! . 8307130278. 


b Testing of Spst-Uelded 
Plant. ■' 

I2pp 19474:026. 24X 


B3071100G2 Board Notification 83-96: forwards PObE 830705 ltr 
transmitting "Rept on 1 nve s 1 1 ga t ion of Reactor Coolant Pipe 
Held Th i ckness. 

EISENHUT. 0. B. Division of Licensing. 83/07/11. PALLADINO. N, J, . 
OILINSKY, V. , ROBERTS. T. H. Commissioners. 3pp. 19391-315 24X 

Flche: 50-275. 83/07/ I 1. 8307 1 1 0002. 


-8307110406 Forwards "Rept on Investigation of Reactor Coolant Pipe 
Held Thickness . 

SCHUYLER* .f. □. Pacific Gas b Electric Co. 83/07/05. MARTIN, J.B. 
Region S. Office of Director. 43pp. 19381318 24X 

Flche: 50-275. 63/07/1 J , B3071 10002. 


03071880^ Forwards corrected page of Section 4.2 in 030510 submittal 
re pump b valve Inservlce testing program Valves FCV-696 b 7 
Incorrectly listed w/exercise frequency of Q. Valves cannot 
be eiercised during operation. 

SCHUYLER. J. C. Pacific Gas b Electric Co. 83/07/12. KNIGHTON. O.H 
Licensing Branch 3. 2pp. 19560:326. 24X Fiche: 50-275, 03/07/12, 

8307100002 
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B306270407 Board Notification 83-96' foruards info ltem« rs deilgn 
varlflcatlon pragramr Including trip rapt of 830312 technical 
eichange meeting ti traneerlpt of 830706 meeting re lelsmle 
analyeit of burled plpes- 

EIBENHUr. D. 0. Dlvlilon of Licensing. 83/07/14. PALLADtNO/ N. • 
OILINSKY.V. , ROBERTS. T. Commissioners. 3pp. 19627:262. 24X 

Fiche: 30-278. 83/07/14. 8306270407. 


--8307190070 Transcript of Commission 630706 meeting in Bethasda.HD re 
design verification program - seismic analgais of burled 
tanks. Pp 1 - 101 . Supporting documentation end. 

• Commissioners. 83/07/06. 12Spp. 19627:269. 24X 

Fiche; 50-273. 03/07/14. 8306270407. 


B307190I71 Advises that Joint Interveners charged that independent 
design verification program (IDVP) yielded to util pressure 
& util seeking to dilute IDVP Independence. 01 sputes charges. 
SCHUYLER. 0. 0. Pacific Oas b Electric Co. S3/07/14. DENTONiH. 
Office of Nuclear Reactor Regulation. Director. 3pp. 19634; 167. 
24X Fiche: 30-273, B3/07/14. 8307190171. 


B307290190 Forwards FR notice of consideration of issuance of amend to 
License DPR-76 & proposed N8HC determination b opportunitg 
for hearing re Tech Spec changes on Installation of two neu 
inverters fc associated buses. NSKC determination withheld. 

BUCKLEY.B. Licensing Branch 3. 03/07/13. SCHUYLER. 0. 0. Pacific 

Oas b Electric Co. 4pp. 19337:037. 24X Fiche: 30-273, 83/Q7/IS. 

B307290190. 


--8307290192 Notice of consideration of issuance of amend to License 
DPR-76 b proposed N6HC determination b opportunity for 
hearing re Tech Spec changes on installation of two new 
Inverters b associated buses to satisfy NUHEO-0737. 

KNIOHTON. 0. M. Licensing Branch 3. 83/07/12, Spp. 19837:041. 

24X Fiche: 30-273, B3/07/13. 8307290190. 


B307190044 Advises Of 830721 meeting in Ban Franclsca.CA to discuss 
rupture restraint program. Agenda Included. 

COOPER. U.E.. CRAOIN.J.a. Teledyne Engineering Services. 83/07/19. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. ip. 
19633:133. 84X Fiche: 30-273, 83/07/19. 8307190044. 


B3072B0292 Forwards Rav 0 to "Diablo Canyon Independent Design 
Verification Program. Con tainment Annulus Structure Vertical 
Seismic Evaluation." Interim Technical Rept 30. 

COOPER.W. E. Teledyne Engineering Services. 83/07/22. OENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. MANEATIS. 0. A. 
Pacific Oas b Electric Co. NARTIN.J.B. Region 3. Office of 
Director. 2pp. 19789:327. 24X Fiche: 30-273. 83/07/22, 8307280292. 


— 8307280297 Rev 0 to "Diablo Canyon Independent Design Verification 
Program. Containment Annulus Structure Vertical Seismic 
Evaluation." Interim Technical Rapt SO. 

URAY.R,. BIOOS.J.M,. HOLLEY. K. J. Teledyna Engineering Services. 
83/07/22. B6pp. 19769:329. 24X FI che: 30-273. 83/07/22. B307280292. 


S3062704I7 Board Notlflcatlan 83-103: forwards matl re safety issue on 
design adequacy which will be used in formulating NRC 
position on low power license reinstatement. 

EI6ENHUT. D. 0. Division of Licensing. 83/07/26. PALLADINO. N. J. • 
OILINSKY.V.. ROBERTS. T.M. Commissioners, 4pp. 19815:271. 24X 

Fiche: 30-273. 83/07/26.8306270417. 


8307290193 Advises that change in ESF response time for containment 
spray initiation does net involve significant reduction In 
safety or significant haiard consideration defined In 
tOCFRSO. 92. supporting 830623 request for license amend. 

SCHUYLER. J. 0. Pacific Oas b Electric Co. 63/07/26. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 19821:142. 
24X Fiche; 30-273. B3/07/26. 8307290198. 


8307220334 Notification of 830727-28 meetings w/NRC In San FrancIsco.CA 
to discuss independant design verification program closure 
plan b Implementation of plan by discipline areas. Meeting 
agenda end. 

COOPER. U.E.. CRAOIN.U.Q. Teledync Engineering Services. 63/07/27. 

Tcledyne Engineering Services. 2pp. 19673:333. 24X 

Fiche: 30-273. 83/07/27. 8307220334. 


8307290221 Forwards response to NRC question re classification of 
instrumentation b control for containment isolation valves 
FCV-37 b FCV-3B, 

SCHUYLER. J. 0. Pacific Oas b Electric Co. 83/07/27. KNIOHTON.O. 
Licensing Branch 3. 3pp. 19822:025, 24X Fiche: 30-273. 03/07/27, 

8307290221. 


8306270419 Beard Notification 83-077A; forwards summary of evaluation of 
allegation re release of NRC draft rapt. Basis for allegation 
inaccurate. 

EI8ENHUT. D. 0. Division Of Licensing. 83/07/2B. PALLADINO, N. J. . 
OILINSKY.V.. R0BERT8.T.M. Commissioners. Spp. 19813:328. 24X 

Fiche: 30-273. 83/07/26. B306270419. 


O. Inspection reports. IE Bulletins b correspondence 


8307120312 Forwards IE Insp Repts 30-273/83-19 b 30-323/83-13 on 
830301—28 No noncomp 1 lance noted 

BISHOP. T U. Region 3. Office of Director. 63/06/24. SCHUYLER. J. 1). 
Pacific 6as b Electric Co. 2pp. 19433:218. 34X 

Fiche: 30-273.83/06/24. 8307120512 


— 8307120322 IE !nsp Repts 30-273/63-19 b 50-323/83-13 on 830501-20. No 
noncompliance noted. Major areas Inspected : p lent operations, 
surveillance tea t ing. ma In t. TMI Item 1 1 . B. 2. emergent y 
preparedness. preoperat ional testing U plant tours 
CARLSON. J. D. . MENDQNCA. n. N. . KIRSCH.D.F Region 3. Office of 
Director. 83/06/24 . 7pp. 19433:220. 24X F I ch e : SO-27 5. 83/06/ 24. 
8307120312. 


8306370401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list end, 

JORDAN. E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 134pp. 19363:293. 24X F 1 ch e : 50-000, 03/07/ 1 1 , 830627040 1 . 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list enel. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:133. 24X Fiche: 50-000. 83/07/12, 8306270404. 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive I-I2S b 1-131 In Excess of NRC Limits." Sve list 
and. 

TAYLOR, J, H, Division of QA. Safeguards b Inspection Progrems (Post 
8301031. 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270. 24X Fiche; 50-000. 83/07/14, 8306270406. 


R. Periodic operating reports b related correspondence 


8307220496 Monthly operating rept for May 1983.14/830602 Itr. 

KELLY.H.J., THORNQERRY.R. C. Pacific Oas b Electric Co 83/06/02. 
Office of Resource Management, Director. 7pp. 19685.142. 24X 

Fiche: 30-273, 83/06/02. 8307220496 


8307010170 Forwards final Installment of "Design Verification Program 
Phase I Final Rept," per Order CLI-81-30. 

SCHUYLER. J. 0. Pacific Oas b Electric Co. 83/06/21. EtSENHUT. D. 4. 
Division of Licensing. 3B0pp. 19170:101. 24X Fich e : 50-275. 

83/06/21 . 8307010170. 


830703034? Comments on Interim Technical Repts (ITR) 13.16.39 b 40 re 
independent design verification program. ITRs should be 
revised b combined w/remalnlng geotechnical Issues Into 

single rept. 

EI6ENHUT, D. 0. Division of Licensing 83/06/21. COOPER, H.E. 
Telodyne Engineering Services. Spp 19263:334. 24X 

Fiche: 30-273. 83/06/21 . 8307050349. 


8307120324 Forwards "Semimonthly Rept 40:01ablo Canyon Verification 
Program, 630607-20. " 

SCHUYLER. J. 0. Pacific Oas b Electric Co. 83/06/24. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. MARTIN. J.B. Region 
3, Office of Director. Ip. 19429:289. 24X Fiche: 50-273, 83/06/24. 

8307120324. 


—6307120327 "Semimonthly Rept 40 Diablo Canyon Verification Program. 
830607-20. " 

KOCH, J.B. Pacific Oas b Electric Co. 83/06/24. 69pp. 19429:290. 

24X Fiche: 50-273. 83/06/24, 8307120324. 


8307030093 Forwards sixth text submittal of independent design 
varlflcatlon program final rept Final submittal scheduled 
for 830630. 

COOPER.W.E. Teledyne Engineering Services. 83/06/28. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. MARTIN. J.B. Region 
3, Office of Director. MANEATIS, 0. A. Pacific Oas b Electric Co. 
83pp. 19197:266. 24 X P 1 c he ; 50-275. 63/06/26. 8307030093. 


8303110506 Board Notification 83-68: forwards Teledyne Engineering Sve 
"Independent Design Verification Rept - Fifth Text 
Submittal" b "Independent Design Verification Rept - Errata 
Package 2. " 

EISENHUT. D. 0. Diyisl on of Licensing. 83/06/29. PALLADINO. N. J. 
Commissioners. 3pp. 19172:263. 24X Fiche: 30-275, 83/06/29, 

8303110306. 
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tj -;jl .»ii#icatisn ct Selection of Si/t 
■*::1 .'»r!<i:ation cf Circuit 
Pejes 4t-. 17 » «9. 


t. :!!;-» t k.i:st<r €r;ir.,,rinj Corj 33/06/30 

Zl ’.J.-Uir Pijjlition, Oirector. 

Prii;r. 5 Of»;c« :f Cirectcr KA^.iATIE.O A Pecific 
'5 114 elj Flc^e SO'373. 33/06/30. 


'/'r 'c -*-i‘ of Selection of Syt DfOlgn 

t t#-, tf Azrost Powir 

'.11 ,ei. Irjtjenjent Cesi;n Ve r i f ,c e 1 1 en Prearaie. '• 
r»i; nr.lj; ll Pf - t li ’ 

. Car? 93/06/Z7. SSap 

4.4* fi.-ne -v-2^5, ej/vi/SO. 0357050134. 


3307130154 Advixes ttiet no open item repts lotusd xlnco laxt 
lemlaenthly rspt. 

KRECHTINGi J. E. Stone fc Webiter Enjlnocrlng Corp. 03/07/00, 

DENTONi H R. Office of Nuclear Reactor Regulation. Director. 

HARTIN.J D. Region 3, Office of Director. flANEAT IS. 0, A Pacific 
Oax & Electric Co. Ip, 19336.249. 24X Plche- 30-273, 03/07/00. 

8307 IGOl 54. 

3307220362 Forwardi 41it xeralmnnthlg xtatux rept for dexlgn 
verification program. Rept xummarlies progroee of technical 
worl; from 330621-0703. 

^HUVLER.J.O. Pacific Oas & Electric Co. 03/07/00, DENTON. H R 

Director. MARTIN.J.D. Reolon 
83072203^“ BJTSCtor. 47pp. 19676:001. 24X F 1 c h o ; 30-273, 03/07 /OO. 


icatiou of Environ Conxequencex of 
-ipx BL.ture, c.,t,,c. of Cantainrent, rndependent 
♦ >1J ..rificatlcn Prograr., •• rntenr, recPrical Rept 47. 

"“'J*,*" Engineering Cerp B3/06/27 29pB 

.IX Fiche .3-E7S, S3/Ct/30. 5307050134. 


CnOfAj* P 

f'.;.-! Ill 


IJ.ia'.l.nt O.e.gn V.r . f . = a i i cr. Pregran.- In t^ i^?^^nical 

--‘^-t.on Program Pi„a. 

’ C.f;.e af Director Pac I M ^ Oa Trf 

5,9 241 F.cn, ^C-275.50/C6/Da^^o?03O34l.'' = ‘'" 

V.rifccat.on Program Final Rept.- 

=n xtatu. of 

'icilit, •„/- reU^nt to P I’" ’'•'■‘'f‘f‘109 effortx 
“ ^frt'uUtlnj recem.,.ndat,on r, 

eiCPr-h-jI,;. s Civi!xian / suspended bg CLI-31 

Pi^ne 5>575. 53/07/01, 830457^3^^ “"^’ 19266 OOl. 24* 

£ng.n.erin, Interim 

6..-J •..a.Miderea Pa^J" “•'‘■''‘tation program 
r«instater<9-.t je i-^ reco.-.mendatlon re 

t-I5£r.PUT,0 0 Divixion of L.'r!!!” HV CLl-ei-30 

dh.l‘.S«>. v j ~ nsing 63/07/07 PAULADINO N j 

’:-.2^vsi;o7/5;'e304l7S;ia‘""‘ 33a aV 

f 93/07/07. PAUADJW.N j . 

!9-'5.e3/07/or:'eL25o4Da *'’ «M45:00r a« 

G3':37|^0207 forvards "DiaKi- r 

Insider, ant E.si n “c^ '"'-'’t «9lt 1 

Ca.VErr6^ <983 

24« Fi;re *"9 Slr.icej 03/07/Oa a. 

* 93/07/00, 6307130207 ‘’“PI’ IWOB 159. 

S307l5',29T fcfvardi p, 1 „ 

piping * ,,VA., dvct L - 9 Station batterj pacts 1 .. 

CCNJgOM F T sob , *'/fpsrts ^ *”’■ large bore 

rENTON 1 . a fiii;*’’* *■ “^loud Associates T-- 

0.07, 3.:, :3 - 8pp ,„,7 344 =4. F. chf So!|' 


3307200031 Forwards Errata Package 3 to "Independent Design 
f"*™7M°" Rept." Neit submittal scheduled 

Offi«’!iff^M [*’®‘’9De Enslneerlng Services. 03/07/13. DENTON, H R 
a^^nffir^ ”®9uJatlon, Director MARTIN, JD Raolon 

3. Office of Oirector. MANEATIS, 0. A. Pacific Oai fc Elsrtnlr 
Ip. 19643:210. 24X F 1 c h e : 30-275, 33/07/ 1 3, 8307200001 , 

Design WrlfUation Progr.n 

page number, rev number 6 page code for eve?g p-g^S^ Mnal 

s???n'^f^uc[:ir^::cto?‘fi":::,‘:?."*’'''‘5®‘' . ^mTQu.u.n. 

Cl«lce of NoeUar Reac to? Segli a t lor''nr*- e DENTON, H.R. 

3. Office Of Oirector, "aNEATIS 0 a' p ???''■ n «''"TIN,J. 0. Region 
IP. .9732:028, 24X Fi c h:"^SI^?3r83/a7::^^.‘^^S7^:^ 33^ ' 

Verification^p?Dg?t;j,'^“",^“j‘®" 'n8»P*ndent Design 

M-clear Reactor Regu atton' D?' DENTON, H.R. 

a« Fiehe:S0-275, 83/07/22, *8307280296. ^^PP' 197a9;230. 


Reportable occurrences, UERs 6 


related correspondence 


••P-'Fltg 

SEYFRIT.K.V, Reaci??''A‘‘‘’"® Analysis Branch 83 / 06 /in 

34X Fich,.3o-275.83/06/Jr83072;02S7,“''‘’ ‘P" ' * 3=9, 

SoV t^,VoVAi 


AEOD technical revli 
3pp. 


8307130092 LER BS-OlS/mi 



KELLY. H.j,.|{},‘^|J9e. Procedure updated.^W/aSOM?"!?? 

•^'“.99/07/03, 330722027,. SPP. 19634;237, 24X 
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T Hearing transcripts on non-an t i t rus t matters 


330627040-/ Boarp Notification 83-93 foruaras info items re design 
verification program. Inc lud i ng cri|i rept of 830312 technical 
eichange meeting 4, transcript of 030706 meeting re seisnic 
dnalt^ijs of buried pipes 

eiSENHOT, D 0 Division of Licensing 83/07/14. PALLADINO. N. . 
OILINSKY.V . ROBERTS. T Commissioners. 3pp 19627 262 24X 

F iche 30-275. 83/07/14. 8306270407 


--3307190070 Transcript of Commission 830706 meeting In Dethesda.HD re 
design verification program - seismic analysis of buried 
tanks Pp 1-101 Supporting documentation encl 

Commissioners 03/07/06. 125pp 19627.269 24X 

Fiche 50-273,03/07/14.0306270407 


8307260332 Transcript 
» Atomic Safety and 
19732 107 24X Fich 


of 030719 hearing In San Luis Obispo. CA.Pp 
Licensing Appeal Panel. 83/07/19. 226bp 

e SO-275. 83/07/19. 8307260332 


1-22S 


•8307250600 Public version of revised emergency plan implementing 
procedures, including Procedures EP-101 re c 1 ass 1 flea bioTi of 
emergenc 1 es, EP-102 re unusual event response Jr EP-103 re 
alert response 

DALTROFF.B.L PbiladBlphia Electric Co. 83/04/13. SOpp, 
19719:224. 24X Fi c h e : 30-277, 83/07/ 19, B3072S0672. 


8307270041 Releases public version of revised emergency plan 
imp leeient mg procedures. 

FELTON, J.n Division of Rules and Records. 83/07/19. Document 
Management Branch Ip. 19006 236. a4X F t che : 30-277, 83/07/19. 


0307270043 Forieards public version of revised emergency plan 
implementing proc edur es, i nc lud Ing Procedures EP-316 re 
cumulative population dose calcula 1 1 ons, eP- 206 A re fire 
Tightifis greup (r EP-2060 re damage repair group. 

MLTRQFF.S-L. Ph 1 1 ad e 1 p h i a E 1 ee tr 1 c Co. 83/07/01. ALLAN. J. M. 
Region 1. Office of Director. Ip 19006 237 24X 

Fiche- 30-277, 03/07/19, 8307270041 


8307270003 ! 
226-490. 

» Atomic 
19748. 210. 


r.instripl of 030720 hearing in San Luis Obispo, CA.Pp 

Safety and Licensing Appeal Panel 03/07/20. 273pp 

24X Fiche. 50-273. 83/07/20. 8307270003. 


0307270021 

499-768. 

• Atomic 
19743- 242 


Irunsci-ipt of 030721 hearing in San Luis Ob Ispo, CA. Pp 

Safety and Licensing Appeal Panel. 83/07/21, Z70pg 
24X Fiche 50-273, 83/07/21, 8307270021. 


0307270024 Transcript of S30722 hearing in Ban Luis Obtspo, CA.Pp 1-34 
» Atomic Safety and Licensing Appeal Panel. 83/07/22. 53 bb 
19749.204 24X F l c h e ; SO-273, 03/07/22, 0307270024 


8307270046 Public version of revised emergency plan Implemetitli 
preeadures, including Procedures EP-316 re cumulative 
papulation dose ea 1 cula t ions. EP-206A re flra fighting group 
« EP ‘*2060 TB ddmage rtpalr group. 

• Philadelphia Electric Co 83/03/31. 23epp. 19806-238 
Fiche. 50-277, 83/07/19, 8307270041. 


g 

24X 


8307290101 Updates items in pending fire penetration seal eietnptlon 
request. Hod to add emergency lighting in fifth bay of diesel 
bldg complete 1 , no exemption request forthcoming. 

BOTER.V.S Philadelphia Electric Co. 83/07/22. EISENHUT, D 0. 

19820:357. 24X F 1 c h e : 30-27 7 . 83/07/22. 


DOCHET 30-276 GEORGIA TECH RESEARCH REACTOR 
V/ Operator Examinations 


8307080427 Generic Ltr 03-12A to all nonpower reactor licenieei 
issuance of NRC Form 390, "Personal Qualifications 
Statement - Licensee. " Sve list encl. 

EISENHUT, D.G Division of Licensing. 83/07/11. Michigan, 
9f- 19r.p. 19363 130. 24X Fiche SO-000. 83/07/1 1, 8307030427. 


re 


Univ 


OaCHET 30-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 
F Security, medical, emergency J firo protection plans 


0. Adjudicatory correspondence 

8307210248 Notifies of VR Harding employment at law f Irm. Hard ing will 
not participate In any case currently pending before NRC. 

SILOERO, J E. Shau, Pittman. Potts J Trowbridge. 93/07/13 
PALLADINQ.N. J . OlLlNSKV.V, AHEARNE. U. F Commissioners. Ip 
19664 061 . 24X Fich e : 50-000, 03/07/ 1 3. 830721 0248. 


830721^31 Notifies of employment at law flrm.UH Harding mill not 
participate in any case pending before NRC. 8ve list encl. 
HARDING,V.R Shaw. Pittman. Potts J Trowbridge 83/07/13 
PALLADINO,N J. . OILINBKY.V., AHEARNE.J.F Commissioners. Spp, 
19664.062. 24X Fi c h e : 30-000, 83/07/ 1 3, 03072 1 0248. 


J. Insurance L indemnity information 


'’Exercise Manual Poach Bottom Atomic Power Station NRC/FEHA 
Emergency Response Exercise on 030623. " W/one 
oversiie figure Aperture card is available in PDR 
1 tr 


W/S30523 


8307260421 
Oh 5 erved 


DALTRQFF.S 1 .. Philadelphia Electric Cn 83/05/25. ALLAN, J M 
Region I, Office of Director 2B5pp 19730 139 24X 

Fiche: 30-277, 83/03/25, 8307260421 


0307150292 Informs that 830527 Ur on status of 47 mods to fire 
protection sys contained errors In status of mods to 
emergency lighting sys 4D0-vQlt circuit breaker settings. 

Corrected status J revised completion dates provided. 

BOYER, V S Philadelphia Electric Co 83/07/11 EIBENHOT.D 0 
e307I30%2^ -IPP 19332:193 24X FI eh e : 30-277. 83/07/ 1 1 , 


8307080434 Forwards Endorsement 102 to NEUIA Policy NF-140 
Endorsement 33 to MAELU Policy MF-67. 

BRADLEY. E vf. Philadelphia Electric Co 83/07/01. SALTZMAN, J. 
Antitrust fc Economic Analysis Branch (Utility Finance). 3pp 

2 dX Fiche: 30-277. 83/07/01. 8307080454. 


19347:222 


Utility Final Safety Analysis Report (FSAR) & amends 


hOTuard« R«v 


CO upodteo rSAH. 


BNADLEY.E J. Philadelphia Electric Co. 03/07/20. DENTON, H. R. 
Office of Nirclear Reactor Regulation, Director. 4pa 19673 OOI 
24X Fiche 30-277, 83/07/20. 8307220230. 


0307220030 Discusses 830700 meeting w/util re deficiencies identified 
annual emergency preparedness exercise conducted on 
830628. Emergency preparedness drill should be conducted to 
evaluate listed activities. 

"‘'’'**‘9'' of Engineering f. Technical Programs. 
DALTRQFF.S. L Philadelphia Electric Co. 2pp 19674 020 
Fiche: 50 -277, 03/07/13, S3O722OO50. 


83/07/1: 
24 X 


8307230672 Reloases public version of revised emergency plan 
implementing procedures. 

FELTON, u M Division of Rules and Records. 83/07/19. Document 
'’719 219 24 X Fi c h e 30-277, 03/07/ 19. 


— 8307220241 Rev I to updated FSAR. H/23 ove 
are available In PDR. 

* Philadelphia Electric Co. 03/01/31 
Fiche; 50-277,03/07/20, 0307220230. 


rslte f I gure s. Aperture cards 
326pp. 19673.-003. 24X 


P. Operating license stage documents J correspondence 


B3O7OT02S9 Forwards backflt cost figures for addl seven utils oer 
original 830203 request. Cost figures for 20 utils 
transmitted 830411 

TOURTELLOTTE, J. Regulatory Reform Task Force, 03/06/22 
PALLADINO.N. . OILINSHY.V.. AHEARNE, J Commissioners Zpp 
19363:313. 24X Fiche. 30-000, 03/06/22, 03O7OBO239. 


0307250676 Forwards public version of revised emergency plan 
implemonting procedures. I nc lud ing Procedures EP-101 re 
classification of emergenc i os . EP-102 re unusual event 
response !, EP-103 re alert response. Aff Idavl t encl 
DALTRQFF.S L Philadelphia Electric Co. 03/05/13. ALLAN.J.M, 
Bagloit 1, Office of Director 4pp. 19719 220 24X 

Fiche 50-277, 03/07/19, 8307250672 


cost tabulations for fac 1 1 1 1 1 a s. p er NRC 
83050B ^ 

KEMPER, J.S. Philadelphia Electric Co. 03/05/04. TOURTELLOTTE, J 
Regulatory Reform Task Force 6pp. 19364:003 24X 

Fleht: 30-000.83/06/22. 0307080259 






relief valves, per NUflEO-0737, 1 1 em 

OALTROFF. S. L. Philadelphia Electric Co. 83/06/27. EISENHUT. D O 
830701000^ '-‘*'"“"3 ‘P 19169 203 24X F 1 c h e : 50-277, 83/06/27, 
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0600ai Suppls 010121 Ibr re imp I emente 1 1 on of NUReS-0619 “BUB 
Ffodwoter Noiil# k Control Rod Drive Return tine CCRDRLl 
Kotile Cracllnj, " Feedudter iou flow controller InstelXed an 
ooth units. Detailed rept scheduled for 830930. 

DlvI^ln^npS' , aa/OA/SO- EISENHUT.B.O. 

SSO/SiSSa? 2« Pitf'B:SO-a77.0a/O*/3O. 


Foryards addi info re safety evaluation of contlnu.d 
apeytlon y/clrcomferentlal crack Indications In RHR sys 
yeld, per 830627 meeting . Insps I- repairs ulll be performed 
nAi ^oLc^f^. outage, per IE Bulletin 03-02. 

SwlsIon'nf^■ . a3/07/'01- EISEWHlfT. D. 0. 

0307^5298 ®- ‘”23 135- S'** Fich e: SO-277. 03707/01. 


Q. 


Inspect! an 


reports, IE Bulletins U correspondence 






PUnt ■"* 

OALTBQFF, S. L. Ph i la lie 1 p h I a Electric Co. 03/05/13. STAHOSTECKl R 
Region 1. Off 1 ce of Dir ec tor . 33pp. 19790 176 _ '•■''"OSTECKl, R. 

Flch«i90-377.B3/09/l3.B3072a0286. 24X 


A.‘. if “."H * Proposed imposition of civil penalty. 

>' Office of Director. 83/06/13 
Philadelphia Electric Co. 4pp. 19540-347 24 X 

Flclsei 30-277, 83/06/13, B3071S0164, 


notice of 
BOVER, V, 


"Fracture Mechanics Evaluation of Circumferential 
Line ‘f' Peach Bottom 2 RHR Suppig 

lMM:?n!'' Of'-ral Electric Co. 83/06/30. 

I9S2S. 184. 24X F 1 ch e: 50-277, 83/07 /01 , 83071 40298. 


24pp. 


'=° applicant, for OLs 4. halders ef 
CPs for pouer reactors re clarification of surveillance 
Impurity. Svc list end. 

BIBENHUT.D, 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of Ney Vork, Inc. 16pp, 19390-317 

Fiche: SO-OOO, 83/07/05, 8306270397*^^ 

B3-27 to all licensees k appHc.nt* for 
operating pouer reactors b holders of CPs for power reactors 
intervals In STS. 8vc list e"/ '•factor. 

Edlf^ Jl. « i**?" 83/07/06, Consolidated 

btflfOn Ca. of Mew Yopk# fr>c. Ifepp. 19669* 2S4 24^ 

Ficho: SO-OOO, 03/07/06. B307060329 

®^apd?ea^s*fr‘m‘'rK®?:=® '=° “'fn«e. of operating reactors, 

applicants for OL S> holders of CPs re required actions based 

EISENhS? n events. Svc list end. 

EISENHUT.D. 0 Division of Licensing. 83/07/08. Consolidated 
Edison Co. of Ntu Vork, Inc. DBpp. 19669-269 24X 

Flch e; 50-000, 83/07/00, 8307080169. 

*° '"'Meraent Tech Spec 

® Licenses DPR-44 b DPR-S6,per NRC 830630 ^ 

dd'dS or2vlif °'i* ’’2 '•^''‘eued during consideration to 

atictc provition from 6pp B. 

o 83''07/0a. GEARS.e.E. 

Operating Reactors Branch 4. Ip. 19S56-300 24X 

Fiche; 90-277. 03/07/08, 8307180080, 

—8307100004 Noise level measurements surveiUante test results 
* Philadelphia Electric Co. 75/07/22, 5ap 19SS6-30J 24X 

Fiche: 90-277, 03/07/08.0307180000, 


8307100085 Noise level measurements surveillance test r 
t. Electric Co. 75/04/30. 8pp. 19586 

Fiche: 50-277.83/07/08,8307180080 


—0307150171 Notice of violation k proposed imposition of civil eonaltu 
Its amount of *40. OOO. Noncomp l lance notedrfallura to Penalty 

properly Implement approved station surveillance test 
procsdure. «=»» 

'lesion I, Office of Director. 83 / 06/13 4dd 
19S40.-331. S-IX Fiche; 30-277, 83/06/13. 0307150164. 

0307010106 Forwards Interim surveillance b limiting conditions for 
operations, transmitted ty 830323 Itr.ln response to IE 
dh^^RCPn^:?"^ 'r -eclrcuLuon sys b 

DALTRoPrs PAy,"!'? outage, will be submitted. 

S^lsl^n'ff^L.ryp ® E‘ee‘'’‘e Co 03/06/27. EISENHUT, D. 8. 

E^TOloJoI ^PP 19124:311 24X Fi ch e : 30-277, 03/06/27. 

’""yT'** evaluation of continued 

wdS oly Indications In RHR sys 

weld, par 830627 mee 1 1 ng. I nsp s b repairs will be performed 
^ “"tage.per IE Bulletin 03-02. 

DWid^'ffS'. Electric Co. 83/07/01. EISENHUT, D. 0. 

03S7l4S29l '-‘“''“"S '’’PP- ‘9523:138. 24X F 1 ch e ; 80-277, 03/07/01. 

9EMIS.0. Operating Reactors Branch 4 
Operating Reactors Branch 4. 2 pp 
Fiche: 30-277.83/07/06. 8307140342 


83/07/06, STOLZ.J, F 
19327:360. 24X 


esults. 
306. 24X 


re administrative e.posure 

control sys b radiation protection procodures for NRC 

"'fasurements Including 
** '•"‘’•'‘'‘““O'* piping at facility. 

Phllfdelohia 9?®!^''.*'.-°''*’'^® Director. 83/07/06. FLEISHMANN. R. 
83Ji?/Slr83O7f5O05;.'^ ‘ ^ FI che : 50-277. 

®^s2rru‘’Hh?rcu?yy.*^°‘i'^* «»<“' Valve Failure, Degrade 

03/07/11" Conso?lLted Edls^Cc® of New 
• C. i54pp, 19563:293. 24X Ftch e : 50-000, 83/07/ 1 1 , 8306270401. 


"'^^CRAHFORD ri” iyTf^‘?®yy“‘^®"*’ ‘‘"•valHance test results. 
l 9 BSA°m?’.^' Co. 74/07/25. 5pp 

19896.311. 24X FI cht : 90-277, 83/07/08. 0307 100080 . 

—0307180091 Noise level measurements surveillance test results 
• FflllAdeJpMa Electric Co. 74/02/24. 5pp I9556-3IA 34* 

Fiche: 50-277, 83/07/00. 8307180080. IV3S6.3I6. 24X 

**''•* "isasurements eurvelManee test results 

STOL?,! f *° <ii**-*s response requested. 

Flchi;30-277, 83/07/14.0307270299. 

63&7500S73 Responds to NQC i b a 

:its:a"tr^r iioitroVo^nr^rii^i 

II K 3 8 Mody*!?M f*'' NVREO-0737. Item 

DALTRDFF 8 ! ui f be implemented during refueling dutage. 
Ooeratlnn » ‘Pf' Electric Co, 83/07/15, STOLZ.S F 

Operating Reactors Branch 4. Bpp 1964B' 134 S4X 

Flehe:30-277.B3/07/lS, 8307200298. ‘3“- 24X 


“d;fuyfpl"rciad‘"sp“y ™ t-’ 

0™!;?ng ?956r3Sr"24x""°“''^ '^' 

Fiche; 30-277, 83/07/ 1 1, 8307180423 

'■''^‘"'Fe Of Hydraulic Snubbers as 
F I nf J'’®*®'’ '^'‘‘‘Faullc Fluid." Svc list end. 

= Preparedness b Engineering 

Jnc Consolidated Edison Co* of New 

Inc. 141pp. 19563:183. 24x Fiche; 30-000. 83/07/12. 8306270404 . 

830622 Itr informing NRC of steps taken to 
SMTS/fiS-lB^*" "* '"**’ '^®‘’*® S0-S77/S3-12 b 

^"9‘"»eFlng b Technical Programs. 83/07/13, 
DALTRCFF. S, L. Philadelphia Electric Co. Ip, 1933B'3a9 24X 

Fiche: 90-277. 83/07/13, 0307 1 80239. 

®®°®23 Ur re violations noted In IE Insp 
ReptS 50-277/03-12 k 50-278/03-12, Corree tlve actions: 
incorrect Uni t 3 log entry for jumper 4-3 dosed out. Current 
test rev issuance will be monitored. 

BALTROFF. B, L. Ph 1 lade Iph la Elec trie Co. 83/06/22. MARTIN, T.T. 
Siv‘2J®I? Engineering & Technical Programs. 2pp. 19530:340 
24X Fiche: 30-277, 03/07/13. 8307150235, 


8306270406 IE 
Rad loact ive 
encl. 


Info Notice 83-48, •'Gaseous Effluent Releases of 
1-128 b 1-131 In Excess of NRC Limits." Bve list 










M0103>. 03/07/14 Consolidated Edison Co! of New' York7'’ Inc! 

ildpp. 19715:270, 24X F I ch e ; 30-000, 83/07/ 14, 8306270406. 
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B30727031Q Ack receipt of S3071S Itr containing full pai^oient of 
proposed civil penalty. 

AXELRAO.JA. Enforcement Staff. 83/07/33. OaVER.V. PhUadelpMa 
Electric Co. 2pp. 19858.154. 24X F 1 c h e SO-277. 83/07/25. 8307290310 


R. Periodic operating reports & related correspondence 


8307220300 Monthly operating repts for Mar 1983. W/030413 Itr. 
ALDEN.H.M., COONEV.M.J. Philadelphia Electric Co. 83/04/12. 
Director's Office. Office of Inspection and Enforcement. lOpp. 
19603:259. 24X F l c h e : 50-277 , 83/04/ 1 2. 8307220300. 


8307210045 Monthly operating repts For June 1983. W/S3071 4 itr. 
COONEY, M.J.. ALDEN.W.M, Philadelphia Electric Co. 33/07/14. 
Director's Office. Office of Inspection and Enforcement. 11pp. 
19668:304. 24X F 1 ch e : 50-277. 83/07/ 1 4 , 83072 1 0045. 


8. Reportable occurrences. LERs & related correspondence 


8306100099 EN-B3-040: on 030630. no 1 1 c e of violation & proposed 
imposition of civil penalty to be issued in amount of 
$40,000 re failure to satisfy primary containment Integrity 
limiting condition for operation. 

BARBER. 0.. AXELRAD.J. Director's Office. Office of Inspection and 
Enforcement. 83/06/08. Ip. 18802:225. 24X FI c he : 50-277. B3/0&/O8> 

8306100099. 


8307110473 PN0-1-S3-074: on 830704 h 05. unit voluntarily shut doan for 
add! NOE of recirculation tc RHR piping uelds.Addl exams 
being made by NDE team from separate vendor organ i lati on. 

Subsequent licensee actions being discussed. 

TRlPPiL I KEIMIOiR. Region I. Office of Director. 83/07/05. Ip. 
19380:184. 24X F i e he : 50-277, 83/07/05, 8307 1 1 0473 


8307220404 LER 83-01 S/03L-0: on 8306 1 1 . uih 1 1 e porforming surveillance 
test, reactor uiater cleanup Inboard isalation valve 
nO-2-12-13 failed to close. Caused by open auxiliary contact 
In motor control c tr. proven ting close s igna 1 . Con toe t freed 
CDONEV.M. J. Philadelphia Electric Co. 83/07/11. MURUEV.T.E- 
Region 1. Office of Director. ip. 19687:362. 24X 

Flche: 50-277, 83/07/1 1, 8307220404. 


8307220469 LER 83-0ia/03L-0 on 830624. uhilo performing HPCI sys logic 
functional surveillance test. HPCI turbine control valve 
failed to open. Caused by burned out dropping resistor in 
pouer supply to Uoodtuard emergency generator motor. 

COONEY.M.J. Philadelphia Electric Co 83/07/11. MURLEV. T. E. 
Region 1. Office of Director. ip. 19685:002. 24X 

Ficha: 50-277. 83/07/ 1 1, 8307220469. 


8307220466 LER e3-019/03L-0: on 830626, d ur i ng survelllanca testing, 
standby gas treatment filter train outlet valve AO-20473-2 
failed to open. Caused by binding in solenoid valve mfg by 
ASCO. Solenol d replaced & valve returned to svc. 

COONEY.M.J. Philadelphia Electric Co 83/07/12. MURLEY.T.E. 
Region 1. Office of Director. ip. 19685.003 24X 

Flche: 50-277. 83/07/12, 0307220466. 


0307220424 LER B3-016/03L~0: on 8306 1 7. 1 s 0 1 a 1 1 on valve SJ2671C In 
sample lines to dryuiell oxygon analyiers failed to fully 
close Caused by bent stem in Isolation valve SV2970C. 

Valve disassembled & damaged parts replaced. 

COONEY.M.J. Philadelphia Electric Co. 83/07/13. MURLEY.T.E. 
Region I. Office of Director. ip. 19691.341. 24X 

Flche: 50-277, 83/07/13, 8307220424. 


8307210124 PNO- 1 -03-074 A- on 030704. unit taken offline J. into cold 
shutdoien for addl NDE of RHR U recirculation sys piping 
ue Ids. Si gni f leant indications found in RHR suction piping 
ueld 10-0-3. 20-lnch diameter pipe to elbou uield. 

TRIPP. U. I KElMI0.fi. Region 1. Office of Director. 83/07/15. Ip. 
19668:361. 24X F I c h e : 30-277. 83/07/ 1 5, 03072 1 01 24 . 


DOCKET 30-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency U fire protection plans 


0307260421 "Exercise Manual Peach Bottom Atomic Power Station NRC/FEHA 
Observed Emergency Response Exercise on 830620. " W/one 
oversize figure. Aperture card is available in PDR. U/830S2S 
Itr. 

OALTfiOFF, S. L. Philadelphia Electric Co. 03/05/25 ALLAN. J. M. 

Reglon I, Office of Director. 28Spp. 19730:159. 24X 

Flche: 50-277, 83/03/25. 8307260421. 


8307150292 Informs that 830527 Itr on status of 47 mods to fire 
protection sys contained errors in status of mods to 
emergency lighting sys 4S0-vQlt circuit breaker settings. 

Corrected status i revised completion dates provided 

BOYER. V.S Philadelphia Electric Co 83/07/11 E I SENHUT. D. 0. 

Division of Licensing. 4pp 19332 193 24X Fiche. 30 -277. 83/07 /II. 

8307134292 


8307220038 Discusses B3D70Q meeting w/util re deficiencies identified 
during annual emergency preparedness eiercisc conducted on 
830628. Emergency preparedness drill should be conducted to 
evaluate listed activities 

MARTIN.T T Division of Engineering Technical Programs. 83/07/13 
DALTROFF.S L. Philadelphia Electric Co 2pp 19674:028. 24X 

Flche- 30-277.83/07/13. 8307220058 


8307230672 Releases public version of revised emergency plan 
Implenenting procedures. 

FELTON, J.rt. Division of Rules and Records 83/07/19. Documont 
Kanagement Branch. Ip. 19719.219. 24X Ficho . 50-277, 83/07/ 1 9. 

B307230672 


— 83072SG676 Forwards public version of revised emergency plan 
Implementing proc edures. 1 nc lud Ing Procedures EP-IOI re 
classification of emcrgenc i es. EP-102 re unusual event 
response 1. EP-103 re alert response. Affidavl t end. 

DALTROFF.S. L. Philadelphia Electric Co. 83/05/13. ALLAN, J. M. 
Region 1. Office of Director. 4pp. 19719.220 24X 

Fielli. 30-277,03/07/19. 0307230672 


— 8307250680 Public version of revised emergency plan implementing 
procedures. inc lud Ing Procedures EP-101 re classification of 
emergencies, EP-102 re unusual event response EP-103 re 
alert response. 

DALTHOFF. S. L. Philadelphia Electric Co. 83/04/13. BOpp. 
19719.224. 24X Fi ch e 50-277, 83/07/ 19, B307230672. 


8307270041 Releases public version of revised emergency plan 
implementing procedure s. 

FELTON.J-M. Division of Roles and Records. 83/07/19 Document 

Management Branch. Ip. 19806:256 24X Flcli s: 50-277, 03/07/ 1 9, 

8307270041. 


—8307270043 Forwards public version of revised emergency plan 
implementing proc e dures. 1 nc lud Ing Pruceduros EP-316 re 
cumulative population dose ca leu la t inns, EP-206A re fire 
fighting group 6 EP-206B re damage repair group. 

OALTROFF. 8. L. Philadelphia Electric Co. 93/07/01 ALLAN. J M. 
Region 1. Office of Director. Ip. 19006 2S7. 24X 

Fiche. 50-277. 03/07/19. 8307270041 


--830727O046 Public version of revised emergency plan implementing 
procedures. Includ Dig Procedures EP"3I6 re cumulative 
population dose ca Icula 1 1 ons, EP-206A i-e fire fighting group 
tt EP-20&B re damage repair group 

< Philadelphia El ec trie Co. 83/05/31 238pp 19306:238. SAX 

Flche: 50-277,83/07/19, 8307270041 


B307390I0I Updates items in pending fire penetration seal exemption 
request. Hod to add emergency lighting In fifth bay of diesel 
bldg complete 6 no exemption request forthcoming 
BOVER.V.S. Philadelphia Electric Ca. 03/07/22. EIEENHUT. D. 0. 
Division of Licensing 3pp 19DP0 357 24X F i che: 30-277. 83/07/22, 

8307290101 


C. Adjudicatory correspondence 


8307210248 Notifies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 
8ILBERO.J.E. Shaw. Pittman. Potts t Trowbridge. B3/0'//13. 
PALLADINO. N. J. . SILINSKY.V.. AHEARNE, J F Commissioners. Ip. 
19664:061. 24X Flche: 30-000,83/07/13,0307210248. 


"8307210251 Motlfies of employment at law firm Vfl Harding will not 
participate in any case ponding before NRC Svc list end. 
HARDINS.V.R Shaw, Pittman, Pntts t. Trowbridge. 83/07/13. 
PALLAJ)JNO.N. J. , OILINSKY.V, AHEARNE.J.F. Commissioners. 5pp. 
19664:062. 24X F 1 c 1> o : 50-000, 03/0 7/ 1 3, 8307210248. 


J. Insurance h indemnity information 


8307080434 Forwards Endorsement 102 to NELIA Policy NF-140. 
Endorsement 35 to MAEl.U Policy MF-67. 

ORADLeV.E. J. Philadelphia Electric Co. 83/07/01. 5ALTZMAN, J 
Antitrust ti Economic Analysis Branch (Utility Finance). 3pp 
19347:222. 24X Fich e : 50-277, 83/07/01, 0307080434. 
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K Uti I i tij Final Safety 


Analysi& rieport tFSAR) i amends 


0307320238 ForuarcJs Rev 
DRADLE'i'.E -J. Pflilade] 
Office of Nuclear Reac 
2«X Flche 50-277.83/07 


1 to uiJdated FSAR. 
p h la Electric Co. 
tor Regulationi, Dl 
/SO. 8307220238. 


93/07/20. DENTON^ H. R. 
Bctor. dpp. 19*73:001. 


0307220241 Rev I to updated FSAR H/23 overs 
are availatle in PDR. 

• Philadelphia Electric Co. 03/01/31. 
FlChe 50-277. 03/07/20. 8307220230. 


iiB fl 
326p p . 


9 


ires Apertwre cards 
19673:003. 24X 


B307180034 Noise level measurements surveillanc 
Philadelphia Elec trie Co. 7S/07/22. 5pp 
El Che: SO-277, 83/07/00. 8307180000. 


test results. 
19556:301. 24X 


Noise level measurements surveillanc 
• Philadelphia Electric Co. 75/04/30. 5pp 
Flthe; 30-277. 83/07/08, 83071GOOBO. 


test results. 
19356:306. 24X 


- 830713008? Noise level Instruments surveillance test 
CRAWFORD. H. 0- P(i 1 lad e 1 p h 1 a Electric Co. 74/07/23 
19596.311. 24X F 1 ch e 50-277, 83/07/00, 8307 1 00080. 


resul t s. 
5pp, 


- — stage documents L correspondence 


^^orfo^nf! MomnS'” ““I* P«' 

original 830».oa request, Cost figures for 20 utils 

transmlttsd 830411. 

PALLlDihn^j^’'^r Rsform Task Force. 83/06/22. 

Commissioners. 2 pp. 19363:313. 34X 

Flche: 50-000, 83/06/22, 8307000259. 


8307180091 Noise level measurements surveillance 
• Philadelphia Electric Co. 74/02/24 3pp 
Flche: 50-277, 03/07/08, 0307100090 


test results. 
19356:316. 24X 


6307180092 Noise level measurements surveillance test 
CRAWFORD. R. D. Philadelphia Electric Co. 74/10/29 
19996:321. 24 X F I c h B : 30-277, 03/07/00, 8307100000. 


resul 1 1 . 
5pp. 


'^^e3O2O0’reqSost'^'^* taOulatlons for f a c 11 i tl es. per NRC 

^ o Philadelphia Electric Co. 03/05/04. TDURTELLOTTE. J 
Regulatory Reform Task Force 6pp 19364:003 24X 

Flche 50-000. 83/06/22. 8307000259. 


oou/aduurte auottiits more recent results 


pipe cracking at QMRs to 


update Table 1 of SECr-a3-267, 

SiSE*'®'' Office of tfio Eiecotive Director for Operations 


order t, proposed Tech Specs re 
commument to install permanent scram discharge sys mods by 

Reactors Branch 4. 03/06/24. BAUER^E.Q. 

Philadelphia Electric Co. 5pp 19364:137 24X 

Fiche: 30-278, 03/06/24, 0307000650. 


B307Z70239 Forwards request for addl Info re review of plant-unique 
analysis rapt evaluating loads for Mark I containment 
long term program. Meet tng to discuss response requested. 

STGLZi J. F. Operating Reactors Branch 4. 03/07/14. OAUER.E 0 

Philadelphia Electric Co. 3pp. 19011:101. 24x 

Flche: 50-277, 03/07/14, 0307270259. 


B307060635 Confirmatory order to install 
sys mods 

EISENHUT, D. 0. Division of Licensing 
Electric Co Spp. 19364 142. a4X Ft 
83070B0630. 


long-term BWR scram discharge 

63/06/24. Ph lladelphia 
Che: 30-279, a3/06/24< 


8307080663 Model Tech Specs re safety 
operations in response to commitment 
scram discharge sys mods. 

Division of Licensing. 03/06/24 
Fiche; 50-278, 83/06/24. 8307080650. 


limit setpoints fc refueling 
to install permanent 

30pp. 19364:147. a4X 


8307010009 Inform, that during 1982, there were no challenges tn prl.aru 
coolant sys safety t relief valves, per NunEO-0737, Item 
I i . ,K . 3 3 

DALTROFF. S. L. Philadelphia Electric Co. 83/06/27. EISEfOfUT.DB 

B307olo009 ‘-’”"“"9- 24X F I c he: 50-277, B3/0A/27. 

8307060001 Suppls 810121 Itr re implementation of NUREC-0619 -BMR 
► eedtjator W&jil© & Control Ro-d Drive Heturn Lir© (CRDRLJ 
MoiiU CracHna.*' #^«edwater lou; flou controller installed on 
ooth uni ts. Oetai led rept scheduled for Q30930 

DALTROFF, 0L. Ph i 1 a de 1 p h i a E 1 e c tr i c Co. 83/06/30. EISENKUT.OO 

0307060081 '^231 354 a4X Fi c h e : 50-277. 63/06/30, 

8306270397 Generic Ltr 03-26 to all applicants for OLs 4, holders of 
CPs for power reactors re clarification of surveillance 
r equtroments for diesel fuel irnpgr I ty. Svc. Hst end. 

EISENHUTiDO Division of Licensing 83/07/05 Consolidated 
to I son Co. Of Neu Vtrl» Inc. I6pp S9390 317 2AX 
Fiche: 50-000i Q3/07/03. 0306370397. 


8307060329 Generic Ltr 03-27 to all licensees 4 applicants fop 
operating power reactors U holders of CPs for power reactors 
re surveillance Intervals in STS. Svc List end 

EIEENHUT.D. 0. Division of Licensing. 83/07/06 Consolidated 
Edison Co. of Neu Tork, Inc. 16pp. 19669 254 

Flche: 50-000, 83/07/06. B307060329 


24 X 


8307080169 Generic Ltr 03-23 to all licensees of operating reactors, 
applicants for OL i holders of CPs re required actions based 
on generic implications of Salem ATWS event,, Svc list end 
EISENHl/r, D. 0^ Division Of Licensing. 03/07/0^ Consoildated 
Edison Co. of New Vork, Inc. 38pp. 19669 269 24X 

Flche: 50-000, 03/07/08, 8307090169 


tatsA to implement Tech Spec 

2. 3/3.3 of App D to License, DPR-44 «, DPR-S6,per NRC 030630 
telcon request Data uill be reviewed during consideration to 
oelete provision From App 0. 

ALOEN.M. M Philadelphia Electric Co. 83/07/00 GEAflS.OE 
Operating Reactors Branch 4 ]p. 19536 300 24X 

Fiche; 50-277. 83/07/00,8307100000. 






alternatives preposed by DWH Owners Group to modify present 
tv ‘‘epTfsaurliatlon sys logic per NUHEG-0737, 1 tern 

il.' “*** ‘’® ‘fnplemented during refueling outage. 
DALTROFF. S. L. Philadelphia Electric Co. 83/07/15. STOLZ.S F 
Operating Reactors Branch 4. 2pp. 19640' 134 24x 

Fiche: SO-277, 03/07/ 1 5, 0307200290, 


Q. Inspscticn reports, IE Bulletins 


t< correspondence 


vu. "®P‘ “ems 277/02-23-01 


278/82-22-01 re TMI Item II. B. 2, 
Shielding " 

DALTROFF, B. L. Philadelphia Electric 
Region 1, Office of Director. 33pp. 
Flche: 50-277,83/05/13. 8307280286. 


"Design Review of Plant 

:o. 03/05/13. 8TAR03TECKI.R. 

19790: 176. 24X 


B307imi*4 Discusses IE insp on 830225-0512 ?- forwards 
violation & proposed imposition of civil penalty. 
ALLAN.J.H. Region I, Office nf Director, 03/06/13. 
Philadelphia Electric Co. 4pp. 19540' 347 24X 

Fiche: 30-277, 03/06/13, 0307150164, 


notice of 
BOVER, V. 


8307ISO17I Notice of violation J. proposed imposition of 
in amsunt of »40. 000. Noncomp I lance no ted ; fa i lure to 
properly implement approved station surveillance test 
procedure. 

ALLAN, J. M. Region I. Office of Director 03/06/13. 
19540:391. 24X Fiche: 50-277, 83/06/ 13, B3071S0164, 


civil penalty 


4pp. 


B3070I0106 Forwards interim surveillance 8, limiting conditions for 
operations, transmitted by 830523 ltr. In response to IE 

03. Plans for insp or mod of recirculation sys S, 

»Ws.for next refueling outage. will be submitted. 
D^IROFF.S.L. Philadelphia Electric Co. 83/06/27. EISENHUT.DO 
8307010106^ Licensing, 6pp. 19124:311 24X Flche: 50-277, 03/06/27, 


6WU62/Uqvi It Info Notice 03-46, "Common Mode Valve Failures Degrade 
Bubsystera. " Svc list end. 

JORDAN.E.L, Division of Emergency Preparedness L Engineering 
Response CPost 030103). 83/07/11. Consolidated Edison Co of New 

Tork, inc. lS4pp. 19563:293. 24X Fiche: 50-000. 83/07/1 1, 0306270401 . 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Hesult of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN.E L. Division of Emergency Preparedness 4i Engineering 
Response iPost 830103). 83/07/12. Consolidated Edison Co of New 

Topk. Inc. 14lpp. 19563:153. 24X Fiche: 50-000, 03/07/12, B3O6270404. 




correct violations noted in IE Insp Repts 50-277/03-12 , 
90-278/83-12. 

HMTIN.T.T. Division of Engineering U Technical Progra. 

®*LTR£1FF. S. L Philadelphia Electric Co. ip 19838 3; 
Flche- SO-277. 83/07/13,0307150255. 


taken to 

83/07/13. 

24X 



DOCKETED ITEMS 


77 


107190238 Responds to NRC 830323 1 tr ve violations noted Ire IE Insp 
Hepts 50-877/03-12 & 50-878/83-12 Corrective actions: 

Incorrect Unit 3 I 09 entrg for jomper 4-5 closed out. Current 
test rev Issuance uiill be monitored 

DALTROFF, s. L. Philadelphia Electric Co. 83/06/23. HARTIN.T.T. 
Division of Engineering b Technical Programs. 2pp. 19938:340. 
a4X Flche: 90-277, 83/07/13. 8307190299. 


■370406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
idloactive I-18S & I-I31 In Excess of NRC Limits. " Sve list 
icl. 

i/LOR.J.M. Division of QA, Safeguards L Inspection Programs (Post 
10103). 83/07/14. Consolidated Edison Co. of Neu York. Inc. 

4pp. 19719:270. 34X FI che : 90-000. 83/07/ 1 4. 0306270406. 


'290318 Ack receipt of 830712 Itr containing full payment of 
oposed civil penalty. 

lEURAO. J. A. Enforcement Staff. B3/07/29. DOVER. V. Philadelphia 
actric Co. 2 pp. 19898:194. 24X Flche : 90-277. 83/07/29, 0307290316 


'erlodic operating reports ti related correspondence 


— 830714033B Responds to NRC 830421 Itr re violations noted In IE Insp 
Repts SO-2B0/83-O9 (t 50-281/83-09. Correct 1 ve actions: 

Abnormal Procedure AP-17 included In Apr 1983 revleu & 
Administrative Procedure 37 revised. 

STEUART.W. L. Virginia Electric & Pouier Co. 83/09/20. 

□ 'REILLY. J. P. Region 2. Office of Director. 3pp. 19923:069. 24X 

Pleha: 90-200. 83/06/28, 0307140233. 


— B30714023I Forwards IE Insp Repts 50-280/83-09 & 50-281/83-09 on 
830321-29 (< notice of violation. 

LEWIS. R.C. Division of Project & Resident Programs. 83/04/21. 
8 TEWART.U.L. Virginia Electric & Power Co. 2pp, 19523:068. 24X 

Flche: 90-2S0> 63/06/28. 8307140223. 


— B307140234 Notice of violation from Insp on 830321-29. 

• Region 2 . office of Director. 83/04/21. Ip. 19923:070. 24X 

Flche: 90-2B0< 63/06/28. 8307140223. 


—8307140236 IE Insp Repts 90-280/83-09 1 . 90-261/83-09 on 030321-29. 
Noncompllancc noted : fal lure of licensed & senior licensed 
operators to review abnormal L emirgencg procedures t, 
failure to update controlled drawing files. 

BELISLE. 0 . A. . DEBDAOE. A. 0 . . SKINNER, P.H. Region 2 , Office of 
Otrector. S3/04/19. 16pp. 19923:071. 24X Ft che: 90-280. 83/06/28, 

8307140223. 


'220300 Monthly operating repts for Mar 1983. M/830413 Itr. 
.DEN,W.M.. COONEY, M.J. Philadelphia Electric Co. 83/04/12. 
rector's Office. Office of Inspection and Enforcement. 10pp. 
’663:259. 24X Flche: 90-277, 03/04/12, 8307220300. 


'210049 Monthly operating repts for June 1983. M/B307 14 Itr. 
■QNEY.M.J.. ALDEN.M.M. Philadelphia Electric Co. 83/07/14. 
rector's Office, Office of Inspection and Enforcement. tlpp. 
■668:304. 24X FI c h e : 50-277, 83/07/ 1 4, 030721 0049. 


leportable occurrences. LERs ii related correspondence 


■ 100099 EN-83-040: on 830630, not Ice of violation L proposed 
■position of civil penalty to be Issued in amount of 

000 re failure to satisfy primary containment Integrity 
mltlng condition for operation. 

■RBER.G., AXELRAD, J. Director's Office, Office of Inspection and 

■ forcement. 83/06/08. Ip. 18802:229. 24X FI c h e : 90-277, 83/06/OB> 

106100099. 


'010049 PN0-l-83~068: on 830624, while performing e>ams per IE 
illetln 83-02 L NURE0-03t3, stress corrosion cracking found 
I recirculation & RNR piping sys. Crack welded. Fac i 1 1 ty In 
lid shutdown while evaluation continues. 

iNETER,S.. DURR.J. Region 1 , Office of Director. 83/06/24. Ip. 
■168:309. 24X Fi c h e : 90-278, 83/06/24, 8307010049. 


.ET 90-280 SURRY POWER STATION, UNIT 1 


(ecurlty, medical, emergency ft fire protection plans 


140060 Ack receipt of 830216 Itr & Rev 9 to guard training L 
lallficatlon plans. Revs acceptable per 10CFR90. 94 (p >. Hod 
iplemantatlon will be examined In forthcoming insp rept. 

.WISiR.C. Division of Project (• Resident Programs. 83/04/22. 
EWART, U.L. Virginia Electric & Power Co. Ip. 19914:090. 24X 

che: 90-000. 83/04/22, 8307140068. 


110179 Releases public version of revised corporate emergency 
sponse plan, 

LTON, J. M. Division of Rules and Records. 83/06/24. Document; 
nagement Branch. ip. 19386:001. 24X Flche: 90-000. 83/06/24, 

07110179. 


07110184 Public version of Rev 3 to corporate emergency response 
pian.W/e30614 Ur. 

STEWART.U.L, Virginia Electric & Power Co. 83/09/19. 

□ 'REILLY, J. P. Region 2, Office of Director. 6 pp. 19386:002, S4X 
Fiehe; 50-000. 83/06/24. 8307110179. 


110474 Releases public version of revised emergency plan. 

LTON, J. M, Division of Rules and Records. 83/06/24. Document 
nagement Branch. Ip. 19384:133. 24X Flche: 90-280. 83/06/24, 

07110474. 


07110479 Public version of revised emergency p Ian. H/830619 itr. 
RUNNER, M. R. I UILSON.J., STEWART.U.L. Virginia Electric 6 Power Co. 
83/05/26. O'REILLY, J. P. Region 2 , Office of Director. 97pp. 
19384:134. 24X Fiehe: 90-280, 83/06/24, 03071 10474. 


140223 Ack receipt of 830920 Itr informing NRC of steps taken to 
rrect violations noted in IE Insp Repts 90-280/83-09 t. 
■--281/83-09. 

VIISjR-C. Division of Project tt Resident Programs. 83/06/28. 
EWARTrW.L. Virginia Electric t< Power Co. Ip. 19923:064. 24X 

che: 90-280, e3/06/28< 8307140223. 


8307120386 Forwards procedures generation package for emergency 
operating procedurei In response to NUnE0-0737i Sup p 1 1 
(Qonerlc Ltr 82-331. 

STEHART.H.L. Virginia Electric U Power Co, a3/0'7/01. DENTON, M.R, 
Office of Nucloar Reactor Regulation, Director. E18ENHUT, D. 0 . 
Dlvliion of Licensing. 19pp. 19426:209. 34X FI c he: 90-000, 83/07/01. 

8307120386. 


—8307120392 Adnlnistratlvs Procedure ADM 98, "Emergency Usage Procedures 
Writers Ouide. " 

• Virginia Electric (< Power Co. 83/09/18. a9pp. 19426:224. 24X 

Flche: 90-000, 83/07/01, 8307120386. 


0307270329 Forwards response to 830322 ltr re Rev 6 to security plon. 
Response withhold Iref 10 CFR 2 . 790). 

STEHART.W.L. Virginia Electric !* Power Co. 83/07/22, DENTON, M.R, 
Office of Nucloar Reector Regulotlon, Director. Ip. 19767:238. 24X 

Fiehe; 90-280. 83/07/22, 8307270329. 


J. Inourance L indeanity information 


8307130068 Forwards Endorsements 70,93,32 t< 43 to NELIA U MAELU 
Policies NF-186,»F-97, MF-96 t. NF-240, respect I vel y, 

Endoriomonta 1-6 to NELIA Certificates N-27 & N-2a t, 

Endorsomento 1-3 to MAELU Certificates M-27 b H-Sa. 

PAINTER. B.F. Virginia Electric b Power Co. 83/07/09. DINITZ, 1. 
Antitrust 6 Economic Analysis Branch (Utility Finance). 93pp. 
19474:190. 24X Flche: 90-000, 83/07/09, 8307130068. 


P. Operating license stage documents t, correspondence 


8309100108 Application to amend Licenses DPR-32 I, DPR-37, revising 
rodlelogical affluent Tech Specs In accordance w/Rov 3 to 
NURCS-0478. "Offslta Dosa Calculation Manual" also end, 
aTEUART.W.L. Virginia Electric t> Power Co. 83/09/04. DENTON, H. R. 
Office of Nucloar Reactor Regulation, Director. VAROA.S. A. 
Operating Raaetors Branch 1 . 3pp. 19927:026. 24X 

Flche: 90-280, 83/09/04, 8309100108. 


—8309100111 Propesfd revs to radiological effluent Tech Specs, In 
accordancB u/Sov 3 to NUREG-0472. 

> Virginia Electric b Power Co. 83/09/04. e7pp. 19527:029. 24X 

Flche: 90-280. 83/05/04, 8309100108. 


•8307140264 "Offslta Dose Calculation Manual. " 

• Virginia Electric b Power Co. 83/09/04. 167pp. 19927: 117. 

24X Flche: 90-280, 83/09/04, 8309100108. 


8306060070 Oonerlc Ltr 83-22 to all operating reactor licantats, 
applicants for tX-s b holdars of CPs for Maitlnghouse PURi 
re lafatg evaluation of "Emergency Response Ouldellnef." 

Bve list end. 

EI 8 ENHUT. D. 0 . Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10 pp. 19963:116. 24X Fiehe: 90-000, 83/06/03, 

8306060070. 


8307060230 Application for amend to Licenses DPR-32 6 DPR-37i 
supplementing 620316 b 0628 proposed changes to Tech Specs 
to reflect raorganlietlon within nucleer operations 6 
security depte. No unreviewed safety tuastion involved, 

8TEMART.M.L. Virginia Electric b Power Co. 03/06/30. DENTON, H. R. 
Office of Nuclear Reactor Ragulatlan, Director. VARGA, 8 . A, 
Operating Raaetors Branch 1 . 4pp. 19239:343. 24X 

Flche: 90-280. 83/06/30, 8307060230. 
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:70i0r35 Pi-:; 

j latic 


:sti) T«c^ S;«ci b 1 -]? t. I S & Figures 6 I-l & 3 re 
r. jraticr sf nuclear operations 4 security depts. 
stsn r./ prspossd c^an]«s end 

jinia Electric L Poi.tr Co B3/06/30 6pp. >9239. 3«7 24X 

;a-220. B3/06/30. 8207C6023CI 


Seneric Ltr 83-26 to all applicants for OLs & holders of 
:=i for oo-*r reactors re clarification of surveillance 
rej-irfrtrei for diesel fuel inpunty.Svc list end, 

E!SE\wr,C 5 Division of Uicensinj B3/07/05. Coneolidated 
Edison Cc 0* Neu Vert. Inc 16pp 19390.317 24X 

Fitne Sv-COO. S3/Q7/05. S306270397. 


— B307140S34 Notice of violation from Insp on 830321-23, 

* Regions. Office of Director. 03/04/ai. Ip. 1*7323 0/0 S4X 
Fiche: 50-SB0, 03/06/20. 03OV14O223. 

—0307140236 IE Insp Ropts 30-200/03-07 i< 30-301/03-07 on 03O32l-yn 
NonceoipUence noted: fal lure of Ucoiisod & senior licensed 
operators to ravleu abnormal & enierooiicy procedures t 
failure to update controlled draulng files. 

BELISLE.O. A. . OEDDAOEr A. 0. , SKINNER. P. If llegion 2. Office cif 

2'»X F-lc'-a: 30-200,0.-1/06/21}. 


i.'v. 76032' vene'ic ttr 63-27 to all licensees 6 applicants for 
Gserati'.g power reactors tr holders of CPs for power reactors 
re svr.ctllance intervals In STS Sve list end. 

EliEryffjr. D 0 Division of Licensing 83/07/06. Consolidated 
Edisar, Co of New Vert. Ire I6pp 19669 254 24X 

Pi she Jv-OC-0. 03/07/06. 8307060329. 


fee for IB Insps conducted during Mar 1702 


B307I2(»31 Forward- 
Har 1983. 

STEHART.U.L, Virginia Electric 6 Power Co 03/07/06. DFNTON.il fl 

Office of Nuclear Reactor Regulation. Director, DARRY.L.W Olvltcom 
8307?^ ®' ‘‘""’^360. 24X Flche: 30-200, 03/07/06, 


0307060169 2»o.r,c Ltr 83-28 to all licensees of operating reactors, 
applicants fer OU fc holders of CPs re required actions based 
on je-enc i mp 1 1 ea 1 1 ons of Salem ATHS events Sve list end 

®f Licensing. B3/07/OB. Consolidated 

Ediis Co of Nf«/ Vorti Inc. 3Spp. 19669 269 24y 

FiC^# 50-0C-O. 03/07/08. e307080I£9 



limits* S30502 application to revise rod insertion^ 

• Division of Licensing. 83/07/12. STEHART.WL. Viralnia El-ctn, 
w r ..0 ..pp, 19569. 351 S'** Fl Che : 50-280, 03/07/12. 8307190020. 

of issuance of amends to Licenses 

™;'dur.rip;:;v.';M op-att.n,i 

3307210205. * ® 19665 111. 24X Fl efi e : 50-280- 83/07/18. 

™»t:^?;pVrrrc 

STEWAsf.n u V.r.rnri r I®**‘ '0CFR5O. App J. 

Offici af Nuell^ar%,«tf!*B‘''*f ? 33/07/26. DEWTDN.H R 

Fiche W-JBO.B3/07/26'83072804ir“’"' >P- 19795:343 ’ 


24X 


''■^PP-ted Leal Rate Test. Type A. 

=41 ri.d,. 50-260. B3%7/2"B3O72eo410, 1^93:34*. 


IE Bulletins i c 


ar 81-07. per 


ofeipondence 

®f 'E Circula 

S>07HOr23 flfi 

i hj* 4 A included in Aer lop^ 

STEWART, M L 37 revised ^ >’83 review 1 . 

^;j9jn‘4^l."ctr“c L Power'cJ 83704/21. 

00,83/06/20,0307140223 ^PP 19323,068, 24X 


B306S70401 IE Info Notice 03-46, -'Common Mode Volvo Failure. r»a»r-a. 

SSSSL'*rL’''“nf*!°" " avc list oncr ^ " 

^OAN-E.L. Division of Bmergencg Proparodnoss Enolnoerlno 



^“nie iPos? asSlM. IS/ 07 d 2 '' '’'•'P®-'®''''®” »■ Eiiflinesrlng 
Vort. Inc. I4ipp. 17563:153, ^^06SU^^ 

pp. 19715.270. 24X Fl Che : 50-000, 83/07/ 1 4, 0306870406. 


«■ Periodi c operating reports S, related 


correapondonco 


1903,N/030615 ltr. 

HALLER.N.H. Office of n6sour?I"M'' *“ Power Co. 03/06/08. 

0„1I. '’="">»■ l«.LEII,« rt, 

Flcha;30-2a0.e3/07/15,8307aoK ‘‘^*‘’^•313. 84X 

'J0NE6.V.H*^'’'’v“J(nla“|| *j oporaling ropt for May 1703, 




jr June 1703 

=4X Ficho: 5O:i06:05/b7dS. 0^O78^^;?4','"" 


43pp, 


8. Reportable occurrer 


s^^UERs J, related corroipondonce 


Involving'^faUur* u f^^ec 1 ^ c u lat I on •''""t 

SEVFRIT.K, V. LactSrLir^J,''"'’'^*** 03/06/13, 

34X '^‘='■■-30-200, 83/06/13, 0307290290,'''“** Ip. 19057:036. 

— 8307290307 "Fallur. n* n , 

technical review rept W®*®'- MOVs. •' AEOD 


. 9857 :oV''-|^^°^,°----,-a. 9 sis_Dranch^^^ 0 ^ 


3pp. 


“inspien^ArUnf?^ review rept," Chocl. Valve in 

6 EVFBIT:K.V.“'neac?oroJir 2 ?ion^‘r‘? 03 / 06/13 

a« Flche:SO-8HO,83/06/15,a3o52904lt ''”* 'P- l9B97-,07a. 

instrument Air Line 



DOCKETED ITEMS 


830712022S LER 03-O2S/O3L-O: on B30601 j c on Cro 1 bank B rod position 
Indicator* Pound out oP cal ibr. Caused bij callbr error 
Indicator* roeai ibr. W/B30627 Itr. 

WILSON. J.L. Virginia Electric b Pouior Co. 03/06/27. O’REIl-LY.J P 
Region 2, OPPice op Director. 3pp. 19'123;2I3. 2dX 

Flehe; 30-280. 33/06/27. B307120223. 

B307280467 LER 83-026/03L-0: on B30616 !, 1 7, c on ta I nment partial air 
prenure at value greater than Tech Spec r eqg Irements. Caused 
bg »vc uater temp Increasing Paster than containment 
pretiure decrea* Ing. W/S3071 1 Itr. 

WILSON. J.L. Virginia Electric ti Poiuer Co. 03/07/11. O'REILLY.J. 
Region 2. OfPlce op Director. 3pp. 19701:192 34X 

Flehe: 30-200. B3/07/1 1 , 0307230467. 

8307290173 Updated LER 02-O94/O3X-1 : on 820015. TV-SS-I06A t. B (reactor 
coolant hot leg sample trip valves) Palled to Pullg close 
after RCB samp le. Cause undetermined. Valves tested 
satlsPactorilg & returned to *vc.W/B30780 Itr. 

' SAUDERS.R.F. Virginia Electric & Pouer Co, 03/07/20. 

0 REILLY. J.P. Region 2. OPPice oP Director. 3pp, 19021-047 sax 
Flehe; 30-200, 83/07/20, 0307290173 . lTBdl.047. 24X 


DOCKET 30-201 SURRY POWER STATION. UNIT 2 

F, Seeurltg. medical, emergeneg i, Plre protection plans 


8307140236 IE Insp Repts 30-280/83-09 U 50-201/03-09 on 03O32J-2S 
NoncgmpUance noted : Pal lure of licensed 4 senior licensed 
operators to review abnormal !< emergency procedures & 

Failure to update controlled drawing files. 

BELISLE.O, A. Regson 2, OPPice of Director. UPRIGHT. C. M. Division 
Preparedness I. Materials Safety. 03/04/19. 16pp 
19523.071. 24X Ft c h e : 50-280. 83/06/26 . 0307 1 40223 

B30712OM6 Foruards procedures generation package for emergency 
operating procedures In response to NUREG-0737, Supp 1 I 
(Oenerlc Ltr 02-33) 

8TE^RT,W-L. Virginia Electric i Power Co. 03/07/01 DENTON. H. R. 

PFf lee of Nuc lear Reactor Regulation, Director EISENHUT- D. Q. 
a»7l203Br 24X Flcho. 30-000.03/07/01. 


8307120392 Administrative Procedure 
Writers Oul tfe. " 

• Virginia Electric & Power Co 
Flehe: 50-000. 83/07/01 . S3071203S6, 


ADM 90. "Emergency Usage Procedurot 
03/05/18. 89pp. 17426:224, 24X 


‘0 630322 ltr re Rev 6 to security plan, 
wltftbeltf CtbP lOCFRa. 790). ^ K-*****. 

N Power Co 83/07/22. DENTON.M.R. 

' e^'’ Realtor Regulation. Director. Ip 19767 230 24X 

Flche;SO-2ao. 03/07/22. 8307270329, /--iJa. ...qx 


8307I4006B Act receipt of 830216 ltr i. Rev 3 to guard training «< 
guallflcatlon plans. Revs acceptable per 10CFR30. 34<p> Had 
, In forthcoming insp rept. 

Fe’ . Project it Resident Program*. 63/04/2S. 

BTEWARTfM, L. Virginia Electric it Pouer Co. Id 19514*090 04¥ 

Flehe: 30-000f 83/04/22. 0307140063. */4X 

8307110179 Releases public version of revised corporate eneraencu 
reeponie plan. " ^ 

FELTON. J.M, Division of Rules and Records. 03/06/24, Document 

‘P- *^336:001. 24X Flche;30-000,e3/06/24. 

9307 1101 79. 

''”?lin°w%30614‘ltr"*“’" ^ emergency respan.e 

Virginia Electric & Power Co. 03/03/13, 
c,”. S. OPPice of Director, 6pp. 19366:002. 24X 

Flehe; 30-000, 83/06/24, 0307110179. 

“Fl^inN^I version of revised emergency plan. 

FELTON.J.M. Division of Rules and Records. 83/06/24. Doeunent 

0307110474. S4X Fiche; 30-200,83/06/24. 

”"”huNNER^U plaTi.H/8306l3 Itr. 

"a 3 / 0 S/ 26 ”''n“«??^C'^’.'n®^^w Electric «. Pouer Co. 

OPPice of Director. S7pp. 

19304.134. 24X Flehe: 30-280. 03/06/24. 0307110474. 

Tftiuest for eiemptlon to 10CFR50. 4Blc) (4». due 
to rev In refueling outage schedule for 10CFR30,App R, 
mod*. Outage scheduled for 030627. 

□ PP^c^^nP u;, 03/06/27, DENTON.H.R. 

OPPice of Nuclear Reactor Regulation, Director. VARGA. 8 A 
Operating Reactors Branch 1, ip. 19169- 100 24* 

Flehe: 30-281, 03/06/27, 0307010020. 

03OS2O ltr informing NRC oP steps taken t« 
30-281/83-09***'”'* SO-200/83-09 & 

STEiAR^'S'i «■ Resident Programs. 03/06/28. 

STEWARTiW.L. Virginia Electric & Power Co. Ip. 19323 064 24X 

Fiche; 30-280, 83/06/20, 0307140223. ^ ito.xj.064. Z4X 

il”® ’■* Violations noted in IB Insp 

Repts SO 200/03-09 «. 80-201/03-09. Correc t ive actions- ^ 

tSm?nT;L included In Apr 1903 review t 

Administrative Procedure 37 revised. 

0'HPtM^v”’.‘‘p Electric I. Power Co. 83/03/20, 

Flch.:5O-20o:03/5i)|S.|3O7Mol23‘'' *”“*■ ““X 

"" 3o-=6i/s3-o9 on 

STEWARliw'L ^ PTograms. 83/04/21. 

oitHAKT.W.L. Virginia Electric & Power Co. 2pp. 19323-060 24X 

Fiche; 30-200, 83/06/28, 8307140223. iTowj.wau. Z4X 


-0307140234 Notice of violation Prom insp on 030321-25 
• Region 2, OPPice of Director. 33/04/21, ip ji 
Fiche: 30-200, 83/06/20, B307I40223. 


9323: 070. 24X 


J. Insurance I, indemnity Information 

81^71^068 Forward* Endorsements 70,53,32 t, 43 to NELIA S. MAELU 
Policies NF-lB6,MF-37. MF-96 U NF-240, respoc t ively . 

EndoFiemetits 1-6 to NELIA Certificates N-27 i N'2B 6 
Certificates M-27 «. M-2a. 

KAlNfER.e.F, Virginia Electric t. Power Co. 03/07/05. DINITZ,! 
19474- ISO, 24X F 1 c ha; 50-000, 03/07/03, 8307 130060. 

- license stage document* t corr espond ent e 

License* DPR-OBt DPB-37, rev 1 1 i ng 
^'c.°rdance w/Rev 3 to ® 

a^MAR?'*u i Oo*« Calculation Hanual" also end 

STEHART.U.L Virginia Electric (. Power Co. 83/05/04 


Office of Nuctear Reactor Regulation, Dl^^c tor^^°VAROA. 
OperaBlng Reactors Branch 1. 3pp. 19327- 026 
Fiche: SO-2BO, 03/03/04, 8303100100 


2nx 


— asosiooul PropoBid revs to radiological effluent Tech Bpeca.m 
accopdance w/Hev 3 to NUREO-0472. specs, in 

07pp, 19327:029 


» Virginia Electric J, Power Co. 03/05/04 
Flehe; 30-280, 83/05/04, 8303100108. 


B3D7140264 "OPPslt* Dose Calculation Manual,’ 
• Virginia Electric (< Pouer Co. 83/03/04 
84X Fiche: 50-280, 83/03/04, 0303100108. 


167pp. 19327:117, 


83^060070 oencric Ltr 03-22 to all operating reactor licensees, 
applicants for OLs tc holders of CPs for Uastlnghouse FWRi 
B* evaluation of "Emergency Response Guldellnos " 

9VC itsv end. 

eiSEMHUT, D. 0. Division of Licensing. 83/06/03. Yankee Atomic 

1^06007^ S4XF.cho:5O-OOO.03/O:;53, 

8307060230 Application for amend to Licenses DPR-32 t DPR-37. 

proposed changes to Tech S^cs 
to reflect reorganitation within nuclear operations J, 
unrevlewed safety question Involved. 

SrmARTpW.L. Virginia Electric ti Power Co, 83/06/30 DENTON. H R 

allillin. Director, OarSa.S T ' 

RBdctor* Branch l, 4pp. 19239 343 a4X 
FIcUBs* W-2flOfe3/06/30f B307060230 

—8307060233 Proposed Tech Specs 6. 1-12 1 1 3 & Figures 6 1-1 8, 2 re 
rooTganlintton of nuclear operations S. security dopts. 

Discussion of proposed changes end. 

t. Electric fe Power Co. 03/06/30. 6pp 19239-347 oav 

Flcfce: 50-280. 93/06/3D, 8307060230, iT.:jy.J47, 24X 

^^CPr^ornn^"'' '-I'' applicants Per DL, e, holder, of 

CP» for power reactors re clarification af sorveillaoce 

8vc list end. 

ElffiMHUT.O.O, Division of Licensing. 03/07/03. Consolidated 

Edison Co. of New York. Inc. 16pp. 19390-017. 24X 

Fiche; 30-000. 03/07/03, 8306270397. 

®*’nr2!^r *“"*''*' I-*" S3-27 to all licensee, 1 , applicants for 
oparatlrig power reactors i, holders of CPs For power reactors 
BTS.Svc list end 

EiaENHUT.D-0. Division of Licensing, 03/07/06. Consolidated 

Fiche: SO-000, 03/07/06, 0307060329. 
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83070a01&9 Crneri; Ltr 63-2S to dli Iicen3»»s of ojierdting r>actors> 
applicants for CL fu holders of CPs re requirefl actions based 
on generic i rrpi i c aClons of Salem ATUS events Svc list end. 
E1SENHU7-C S. Division of Licensing 83/'07/08 Consolidated 
Edison Co of Neuf Vorh. Inc. 35pp I96i>'9 269. 3AK 
Ficlie 50-000. 83/07 /"oa. B3OVO0O169 


3307190020 Forujards FR notice of consideration of issuance of amends to 
Licenses DPR-32 t DPH-37 t. proposed fISHC b oppor tonl tg for 
nearing re 33050? application to revise rod insertion 
I Inl t i . 

• Division of Licensing. B3/07/J2 BTEWAflT.M. L Virginia Electric 
L Poiver Co. 2pp. 19569:351. 2411 F I c h e : 50-230, 83/07/ 1 2. 8307 1 700S0. 


--6307190022 Notice of consideration of issuance of amends to Licenses 
OFil-32 i' DRR-37 &. proposed NSHC b opportunity for hearing re 
830502 application to revise rod insertion limits. 

VARGA. S. A. aperatlng Reactors Branch 1 83/07/li. 7pp. 

19569:353. 24)1 F i eh e : 50-2B0. 03/07 / 1 2, Q307 I 90020 


8307210205 Informs that post-accident sampling sys operational 
procedures approved U Installed at plant by 830701 per 7HI 
Action Item II Q 3 Due to recent sys malfunctions, 
alternatives investigated to improve reliability. 

STEUART. M L. Virginia Electric b Pouer Co 33/07/lS. DENTON, H R. 
Office of Nuclear Reactor Regulation. Director. EIEENffUT, D. O- 
Otvision of Licensing. Ip 19665 111. 24X F Ichs. 50-280. 83/07/10, 

3307210205. 


8307250320 "Surrg Unit 2. Cycle 6 Core Performance Rept. H/undated Ltr, 
KENDR IWON. E. S. Virginia Electric U Fewer Co. VEP-lrt3S-6. 03/07/31. 

DENTON. H. R. Office of Nuclear Reactor Regulation^ Director. 

VARGA, 3 A. Operating Reactors Branch 1 50pp. 19705:213. 247 

FI Che: 30-201. 03/07/31 , 8307850320 . 


0. Inspection reports. IE Bulletins b correspondence 


8307140212 Discusses completed evaluation nf IE Circular 01-07, per 
811120 revues t. C 1 rcular contains adequate guidance re 
release of matls for unrestricted use Desc rl p t ion of 
e I per imen t one 1 . 

0 ’REILLV, J. P. Region 2, Office of Director. 03/02/09. STEUART.W.L 
Virginia Electric b Power Co. 6pp. I9S22 031. 24* 

Fiche: 50-230, 83/02/09. 330714 0212. 


6307140223 Act receipt of 330520 ltr infarrriing NRC of steps taten to 
correct violations noted in IE tnsp Repts SO-2SO/83-09 b 
50-201/03-09. 

LEHISiR C Division of Project L Resident Programs 03/06/28. 
STEWART. W L. Virginia Electric t, Power Co Ip 19523:06*. 24X 

Fiche: 50-280. 83/06/20. 8307140223. 


—0307140228 Responds to NRC 030421 ltr re violations noted in IE Ensp 
Repts 50-280/83-09 t. 50-281/83-09. Correct ive actions: 

Abnormal Procedure AP-17 included In Apr 1983 review 6 
Administrative Procedure 37 revised. 

STEWART. W.L Virginia Electric b Pouer Co. 83/05/20 
0 'REILl.V, J. p. Region 2, Office of Director. 3pp 19523 063 24X 

Fiche 60-230,83/06/28.0307140223 


— 8307140231 Forwards IE Insp Repts 30-200/03-09 b 50-288/03-09 on 
030321-25 t< notice of violation. 

LEWIS. n.C. Division of Project t. Resident Programs. 83/04/21. 
STEWART, H L. Virginia Electric U Pouer Co. ?pp. 19523 068 24X 

Fiche 50-280, 83/06/20,8307140223. 


--8307140234 Notice of violation from msp on 03032i-25. 

• Region 2, Office of Director 83/04/21, Ip 195S3'070 24X 

Fiche: 50-280, 83/06/28, 8307140223. 


— 33071402.16 IE Insp Repts 50-230/83-09 b 50-281/83-09 on 030321-25, 
Noncomptiance no t cd : fal lur e of licensed 4 senior licensed 
operators to review abnormal 6 emergency procedures t< 
failure to update controlled drawing files. 

BELISLE.G.A , DEBBAGE.A 0., SKINNER. P H, Region 2. Qfftee of 
8307140^23^^^°"*"^*'^ ^’523 07£. 24X Fiche 30-200.83/06/28. 


^^I1ar^l903 tnsps conducted during Mar 1902 - 

STEWART. M.L Virginia Electric b Power Co. 83/07/06. DEKrON. H. R. 
Office of Nuclear Reactor Regulation. Olroetor. DARRY, L.W. Division 
IP 1,9419.360 24* Fiche. 50-380,83/07/06, 


0306270404 IE Info Notice 63-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Sve list encl. 

JDRDMf. E. L. Division of Emergency Preparedness 4 Engineering 
Response IPost 830103) S3/07/12. Consolidated Edison Co. of Heir 

Yort. Inc. I41pfl. 19363:153 24X Fi c h B : 50-000, 03/07/ 12, 0306270404 


9306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-123 L 1-131 In Ercess of NRC Limits." Bve list 
enc 1 

TAYLn,^.H. Division of OAi Safeguards & Inspection Programs (Post 
830103). 63/07/14. Consolidated Edison Co. of New Yort, Inc 

I14pp. 197J3.270. 24X FI Che 30-000. 83/07/14, 0306270406. 


R. Periodic operating reports t< related correspondence 


8307^0385 Monthly operating repts for May 1983.14/830615 ltr. 

JONESiV.H.i STEWART, W.L. Virginia Electric ii Power Co. 83/06/02. 
HALLER, N.H. Office of Resource Management, Director SOpp 
19675:179. 247 F i c h e : 50-200, 03/06/02. B3072203S5. 


6307200194 Foruiards monthly operating repts for June 1903 U corrected 
page to monthly operating rept for Hay 1903, 

STEHART.U.L. Virginia Electric t. Paver Co. 03/07/13, HALLERiN,41, 
Office of Management and Program Analysis. Ip, 19647:315, 24X 

Fiche: 50-200, 83/07/15, 8307200194, 


— 0307200197 Monthly operating repts for June 1983, 

JONES, V. H. Virginia Electric & Power Co, 83/07/07 43pp 
19647:317. 24X F 1 che : 50-280, 03/07/13. 8307200194, 


8. Repertable occurrences, LERs b related correspondence 


630729029S Forwards AEOD technical review rept of 030209 event 
involving failure of recirculation spray sve water valves. 

Event suggested to Data Kgt Section as AO. 

ZUKDRjO. Reactor Operations Analysis Branch. 83/06/13. 
SEVFRIT.K.V. Reactor Operations Analysis Branch. Ip. 19857056 
24X Fiche. 50-200, 83/06/13, 0307290298. 


-6307290307 "Failure of Recirculation Spray Sve Water MOVs," AEOD 
technical r-eview rept. 

ZUKQR.D. Reactor Operations Analysis Branch. 03/06/13, 3pp 
19057:057. 24X FI che: 50-200, 03/06/13, 0307290290. 


0307)20535 LEft S3— O2S/-03L— 0: on 030523, amp er e reading for heat tracing 
panel S.elrcult 33C, found below acceptance criteria of 
PT-27C. Caused by eicesslve h ea t. Def ec 1 1 ve heat tracing 
replaced Design change Installation commenced. W/B30623 ltr. 

MILSQN, J L, Virginia Electric & Power Co. 83/06/23. 0 'REILLV. J, P, 

Region 2, Office of Director. 3pp. 19433:329. 24X 

Fiche; 50-201, 83/06/23, 8307120535- 


8307250485 LER 03-031 /03L-0: on 830622. 1 ndep end en t rod position 
indication for control rod K -2 fluctuated greater than 12 
• keps. Cause unde t erm 1 nod. SI gna 1 conditioner module voltage 
adjusted *• fluctuations c eased. W/8307I I ltr. 

HILSOM.J.L, Virginia Electric & Power Co, 83/07/11. 0 'REILLV, J, P. 

Region 2 j Office of Director. 3pp. 19701:279 24X 

Fiche; 50-201 . 83/07/1 1 , 8307250485. 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency b fire protection plans 


6307050203 Forwards table of scheduler milestanes to be negotiated 
during 030624 meeting re emargency response capability 
provided In util B30515 response to Generic Ltr 82-33. 
DIIANNI.D.C. Operating Reactors Branch 3. 03/06/14. MUSOLF,D.«. 

Northarn States Power Co. 3pp 19263:216 24X 

Fiche: 50-282. 03/06/14. 0307050283. 


8307060315 Forwards IE Insp Repts 50-282/03-07 b 50-306/03-07 on 
630401-30 & notice of violation. 

SHAFER, M. D. Region 3, Office of Director, 03/06/20. LARSON, C.E, 
Nortfiern States Power Co. 2pp. 19234:231. 24X 

Fiche; 50-282. 83/06/20, 0307060315. 


"0307060324 Notice of violation from insp on 030401-30, 

SHAFER, U.O. Region 3, Office of Director. 83/06/20. 2pp. 
19234:233. 24X F I c h e : 50-282, 03/06/20. 03070603 1 5. 


8306270401 
Surry Rec 
JORDAN, E. 
Response 
Vork, lilt 


IE Info Notice 83-46. "Common (lode Valve Failures Degrade 
irculation Spray Subsystem " Bvt list encl. 
t Division of Emergency Preparedness b Engineering 

83/07/11 Consolidated Edison Co of New 
lS4pp. 19563:293. 24X FI che. 50-000. B3/07/I I, B306270401. 


— 8307060320 IE Insp Repts 50-802/03-07 b 50-306/83-07 on 830401-30. 
Nencojhpllance noted: failure to perform dally check of main 
steam line radiation monitors b monthly functional test for 
4-kV safeguards buses b to verify valve position 
FEIEBABEND, C. B. , WILL IAMB. D. L. , JACKIW.I.N. Regions, Office of 
Dlreetor. 83/06/20. 9pp. 19234:233. 24X Ft c h e ; 50-202, 03/06/SOi 

830706031 5. 
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9307010176 Foruards Rev S to securltg force training t> qualification 
plan Rev uiithheld (ref 10CFR73. 511. 

MUSOLF, DM Northern Slates Pouer Co. 63/06/24. Office af 
Nuclear Reactor Regulation' Director. 2pp. 19172:261. 24X 

FI Che; 30-000' 83/06/24. 63070101 7B. 


63071G0323 Releasee public version of revised emergency plan 
Imp 1 emen t log procedures. 

FEUTON'J.M. Division of Rules and Records. B3/06/24. Docunent 
Management Branch. Ip. 19S66 003. 24X Fiche. 50-262. 83/06'/24i 

B307ia0323. 


— 03O71BO326 Forwards public version of revised emerjencg plan 
Implementing procedures' Inc I ud ing Procedures A. 2-001 re 
emergency organ! tat Ion. A. 2-107 re activation of operations 
support ctr & A. 2-402 re contamination control. 

UARD'E.C. Northern States Pouer Co. 93/06/07. Region 3. Office 
of Director. Ip. 19366:004. 24X Flche; 50-292. 83/06/24. 

8307160323. 


—6307160327 Public version of revised emergency plan Imp lemen ting 
procedures. Inc luding Procedures A. 2-001 re emergency 
organ! tat 1 on. A. 2-107 re activation of operations support ctr 
& A. 2-402 re contamination control. 

FEV. F. L. Northern States Power Co. 83/03/20. 02pp. 19566:003, 

24X Fiche: 50-282. 83/06/24. 8307180323. 


6307180437 Advises that Rev 9 to security plan acceptable ut/eieeptlen 
of Page 21. Section 3, 2. 2, 1 raquirlng designated vehicles be 
limited In use to onsite functions 

CLARK. R. A. Operating Reactors Branch 3. B3/07/07. MUSOLF.D. M. 

Northern States Power Co. 3pp. 19366:339. 24X 

Fiche; 50-282. 83/07/07. 8307180437, 


— 8307080204 Rev 1 to updated FSAR. 

e Northern States Power Co, 02/12/31. 440pp. 19340:219. 24X 

Fiche: 30-282.83/06/30. 03O7OBOI9B. 


P. Operating license stage documents 6 correspondence 


8307030342 Poruards safety evaluation re leltmlc qualification of 
auiiliarg feeduater sys.based on util S107I4 t< B20903 
respenses to Qensric Ltr 81-14. Sys can ulthitand postulated 
safe abvtdoun earthquele. 

CLARK.R. A. Operating Reactors Drench 3. 83/06/17. IfUQOLFi D. M. 

Northern States Power Co. 2pp. 19263:293. 24X 

Fiche: 30-282. 83/06/17. 8307090342. 


— 8307090343 Safety evaluation re util responses to Oenarlc Ltr 01-14 on 
seismic qualification of austllary focduiater sy i . Aux I I t ary 
feedwater sys can withstand postulated safa shutdown 
earthquake. 

e Office of Nuclear Reactor Regulation. Director. 03/06/16. 
lOpp. 19263:297, 24X F I c h a : 30-282, 83/06/ 1 7 , 8307030342, 


0307010144 Forwards application for amend to Licenses Df’R-42 li DPn-60> 
changing Tech Spec Section 3. 10 resulting from new LOCA 

analysis. 

HUSOLF.D. Northern States Pouer Co. 83/06/24. Office of Nuclear 
Aoactor Regulation. Director. Ip. 19173:277. 34X 

Fiche; 30-282. 83/06/24. 8307010144. 


—8307010149 Application for emend to Licenses nPR-48 >• DPR-6O1 chatig Ing 
Tech Spec Section 3, 10 resulting from new LDCA enalysis. 

HU88LF.D. Northern States Rower Co. 1)3/06/24. 3pp. 19173:270. 
34X Fiche: 30-282. 03/06/24. 8307010144. 


B307180109 Forwards !E Safeguards Insp Repts 30-282/03-11 8. 
30-306/83-11 on 830613-17. No noneomp 1 lance noted. 

MILLER. J.R. Region 3. Office of Director. 03/07/14. LARSON. C. 6. 
Northern States Power Co. 2pp. 19537:027 24X 

Fiche: 30-262. 83/07/14, 03O71BO1O9. 


— 8307010193 Proposed changes to Tech Spec Section 3.10 resulting from 
nsei. LOCA analysis. 

a Northern States Power Co. 03/06/24. 9pp. 19173:201. 24X 

Fiche; 90-282. 63/06/24. 8307010144, 


—8307100112 IE Safeguards Insp Repts 30-282/83-11 S< SO-306/83-tl on 
830613-17. No noneomp 1 lance noted. Major areas inspected: 
security plan t< Implementing procedures, loc ks. key s 3. 
combinations. Safeguards Info deleted (ref 10CFR73.ai). 

PIRTLE, 0, L. , KNICELEYi J. R. , CREED, J. R. Region 3. Office of 
Director. 83/07/13 2pp. 19357:029. 84X Fiche : 90-202. 03/07/14, 
0307160109. 


6307220561 Responds to 330310 ltr re Rev 0 to physical security flan. 
Procedures changed to establish lock rotation per Reg 
Oulde 3.12. "General Use of Locks In Protection 4i Control of 
Facilities !i SNM. " Plan will be revised. 

MU8OLF1D. Northern States Power Co. 03/07/13. Office of Nuclear 
Reactor Regulation, Director. Ip. 19666:020, 24X 

Fiche: 50-262, 83/07/13, 83078203'61. 


8307290632 Releases public version of revised emergency plan 
implementing procedures, 

FELTONiJ.M. Division of Rules and Records. 83/07/19. Document 
Management Branch. Ip. 19718:144. 24X Fiche: 90-000. 03/07/19. 

8307230632, 


8307230642 Fpruiards public version of revised emergency plan 
Implementing procedures, inc lud Ing Procedures EPIP l.l. I re 
corporate emergency response plan. EPIP 1.1.2 re 
notifications & EPIP 1,1,3 re public info, 

HARD.E C, Northern States Power Co. 83/03/20, Region 3. Office 
of Director. Ip. 19710:149. 24X Fiche: 80-000, 03/07/ 1 9, 

6307250632. 


—8307280650 Public version of revised emergency plan Implementing 
procedures. Including Procedures EPIP 1,1.1 re corporate 
emergency response plan. EPIP 1.1.2 re notifications & EPIP 
1-1.3 re public Info. Rev 12 to table of contents end. 

HUDSON, 0, . WARD, E. C. Northern States Power Co. 03/09/20. i49pp 
24X Fiche: 80-000, 63/07/19. 8307250632, 


19718: 146. 


J. Insurance t< Indemnity information 


■8307010197 ■■'PralTle Island Units 1 V 2 Limiting Break LOCA-ECCB 
Analysts Using EXEH/PWR. " 

TAHWILI.T., KAYBER.M.V,. CHANDLER, J. G. Eiion Nuc I aar Co. . Tnc, 
(esibs. of Etxpn Corp ). XN-NF-B3-3D. 03/09/27. 96pp. 19173:291. 

a4X Fiche; 90-282. 83/06/24. 0307010144. 


8307090092 Fsruards application to amend Licenses DPR-42 t. DPF1-60. 
revising Tech Specs re containment sys recombine rt. c ontro I 
room air treatment sys Z> ref to FSAR Table 7. 7-2. Changee do 
not canstttute significant haiards consideration. 

tlUSOLF.D. Nartharn States Power Co, 03/07/01. Office of Nuclear 
Reactor Regulation. Director. Ip. 19193:311. 24X 

Fiche; 90-282. 83/07/01 . 0307090092, 


— 8307090098 Application to amend Llceneee DPn-42 J« DPR-60. revl 1 Ing 
Tech Specs re containment sys recomblners. control room 
air treatment sys & re# to FSAR Table 7.7-2, 

KUBOLF. 0. Northern States Power Co. 03/07/01. 6pp. 19193'312 
84X Fiche: 90-282, 03/07/01, B307030092 


-UJU7030ia3 Proposed Tech Space re containment 

roan air treatment eys & ref to FSAR Table 7.7-2 
e Narthern Statei Power Co. 93/07/01, 14pp. 19193:310 

Fiche; 90-202, 83/07/01 . 8307080092. 


» umg » 1 1 convroi 


S4X 


8306270397 Generic Ltr 03-26 to all applicants for OLs h holders of 
CPs for pouer reactors re clarification of surveUlanco 
raqulremente for diesel fuel impurity, Sve list end. 

EIBENHUT.D.O. Division of Licensing. 83/07/08. Conso 1 Ida ted 
Edison Co. of New York. Inc, 16pp. 19390:317. 34X 

Fleha: 90-000. 03/07/09,8306270397. 


8307060329 Oenerlc Ltr 03-27 to all licensees I. applicants for 
operating power reactors 6 holders of CPs for power reactors 
r# aurvetllance Intervals in STB, 8vc list end. 

EISENHUT. D. S. Division of Licensing. 93/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19667:294. 24X 

Fiche: 90-000. 03/07/06. 8307060329. 


B307260479 Forwards Endorsements 69 & 66 to NELIA Policy NF-174, 
Endorsements 94 I. 59 to NELIA Policy NF-197 8< Endorsements 
Policies MF-31 t, MF-63, respectively. 

UUMNSQN, R. 0, Northern States Power Co. B3/07/1B. DINITZ. I. 

** Analysis Branch (Utility Finance). 7pp. 

19731:156. 24X F 1 eh B : 30-000, 83/07/ 1 0. B307260473. 


BJU/WW14IY wenerlc Ltr 03-28 to all llceneees of operating reectora, 
applteante for OL fc holdera of CPs re required actloiia baaed 
on generic Implleatlona of Salem ATWB eventa.Svc list end 
E1K10WT.O.O. Division of Licensing, 03/07/00. Conaolldaled 
Edison Co. of N#w York, Inc, 3Bpp. 19669:269. 

Fiche: 90-000, 83/07/08, 8307080169, 


Final Safety Analysis Report (FSARl amende 


0307080190 Forwards Rev 1 to updated FSAR. 

MUSOLF, D, Northern States Power Co. 03/06/30. 
Reactor Regulation, Director. 22pp 1934B' 196 
Fiche; 50-202, 03/06/30, 3307000190. 


Office of Nuclear 
24X 


nPR-M i MO . <-<*nsioeTacion Of issuance of amend to Licenses 
WR 24 6 DPR-60 k proposed NSHC de t armina 1 1 on 6 opportunltu 
for haarlng re sodium hydroxide concentration In ® 

eontalnmant spray sys iprey addltlvi tank. 

Reectora Drench 3. 63/07/00. app, 19026 333 

24X Flehe: 90-202,03/07/00, 8307290001, i-ruwei.jjj. 
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M'Tfj** Ra,enr,oLrt transmitters classified a. 

CatiBOrv II. B items in util 830505 itp to NHC 

MUSOLF.D^ Northern States Power Co. 83/07/13. Office of Nuclear 
Reactor ReBuJatloni Director. 2pp 17749 031 24ir 

Fiche;3O-20S.B3/O7/13, 8307270383 ‘'^'‘'’031. 24X 

2 ™"!!!!!“’" IE- Bulletins fc correspondence 


a. ^ Perio di c ^operatlna reports fc related corres 


pondence 


Flcbe:9t>-2B3.B3/07/05.B30n300iS 19336. t9i. 24X 


Office 


^ 50 - 306 / 83-07 

Flehe; 50-28?. 83/06/20, 8307060313. 


'^^SHAFEH^W 0°“^ V ‘nsp on B30401-30. 

1923^333*’' °PP'=® of »‘P»c‘or. 83/06/20. 

19234.233. 24X Flche: 30-282, 83/06/20. 630706031 5. 


2pp. 


-8307060328 IE Inep Repts 30-282/83-07 i. SO-306/B3-07 on 830401-30 
Noneonpllanc. noted : fal lure to perform dailu chect of naln 
d-kV^i ^ nionthly functional test for 

'*“*•* *• to verify velve position 
FEI6RADEND, C, D. , WILLIAMS. D. L. , JACKlW.i.K. Regions, Office of 


8. Reportable occurrence!, LERi k related c 


orrstpondcnce 


sambly tap 


Flehe:S0-2a2, 83/07/11,8307270039. 

in^i'd^rr 


50-282/83-08 & 30-306/63-08 an 
830606-10. No noncoopliance noted. 

LARSDN^^'e' N “**^‘'* Director. 83/07/01. 

LARSDNf C. E. Nftrthtrn St4tf$ Powir Co. Soo l9flS7*nin 
FIcf.o:50-2B2.83/07/01.B3071BOI02. 1^397.010. 84X 

JANUSKA. A. e. . NICHOLSON, N. A. , SCHUMACHER. H C Reolon3. Offir. .a 
"" 1^937:0,2. 24X Flch. ^-28^. 

^^B306?3 ’i 7 ‘'n’'‘'“''‘'' ‘"‘P "PPt* 90-282/83-12 i 50-306/83-18 an 

830613-17. No noncofflpl lance noted. 

STREETER. J F. Region 3, Office of Director, 83/07/08 LARSnH r p 
Northern States Pouer Co, 2pp, I979i-2S9 saT larsdn.C.E. 

Flch4;30-2BS, 83/07/08,8307280190. 

—8307280196 IE Insp Repts 30-282/83-12 k 80-306/03-12 on 830613-17 n 
not.d.Major areas ln,pectedr“,int rog?a“r 
Implemintatlon of malnt program ^ * 

EiHi” 0 

iT^rnr" '^•?o;:X”ted^23r'"^"“ 

yoTt, Inc. 154pp. 19563:2,3. 24X Fich, : 

ipp. 19563.133. 24X Fiche:SO-OOO.B3/07/12, 8306270404. 

830I031^"'^B3/07/]4'°'' °Con^ol idi ti d *ed 1 ^ ^"*P*‘=*‘‘°" Programs fPast 

Hdpp. 19715:270.- B4XFlche:30-*ODof83;o?/f4;83^62;04or' 

MILLER IB o" , 17. No noncamp 1 lance noted. 

s 1: --5 ‘^s 27 

Ft eh e ; 30-282. 83/07/14. 8307180109, ’ 


PtlCl^T 3P- ga4_IDAH0 STATE^UNIV. RESEARCH REACTOR 

««_ralated corri!Ipondence 
0P*’'«t‘n9 R»»t for 1982." 

8307010131. lVI/3,333. 24X Flche; 30-284, 83/06/23, 

V. Operator EaaminatlDns 



»f™i4^;p"^956“ir{3r -^iv. 

DOCK E T 8Q -8aS^F0RT CALHOUN STATION, UNIT I 

fire protection plans 

“"a%ui>?ic '^ONEB.H.C. 

Flche: 80-283. B3/oS/S5r85o5o60llS'^- 

™n^d:‘lLd'e5ino‘’tralnlnrof shJTfc*"*" °‘' Noncomp 1 lane. 

j«tv Office?, in .ci.rs:n?y“^.:;‘::.*r;r;:?:: 




8pp. 19232:244. S4X 


- 

Flcha:30-2a3,S3/06/06,a3061600l6. 24X 

"" ".uc. o, 



DOCKETED ITEMS 


83 


S3O7S9O410 Ack recfipt of 030813 Itr Informing NRC of step* taken to 
correct violation* noted In IE Insp Rept 30-388/03-10. 
eEIOLEiU.C. Region 4 p Offleo of Director. 03/04/06. JONES.M.C. 
Omaha Public Poiuer District. 2pp, 19701;23S. 34X 

Flche: S0-SS9, 83/04/04i 8307380410. 


—8307380420 Retpondt to NRC 830304 Itr re violations noted in IE Insp 
Rept 80-289/83-10- Corrective action*: ihlft supervisor* 
retrained on emergency response procedure*. Generic 
Implications of Inspector findings under revisiu. 

JONBBi H. C. Omaha Public Power District. 83/08/13, 8E1DLE>W.C. 
Region 4. Office of Director. 8pp. 19701:287. 24X 

Flche: 80-288. 83/04/06. 8307230410. 


8307040033 Forward* IE Insp Rept 80-208/63-14 on 03O316-2O.No 
noneompl lance noted, 

BEIDLE.W.C, Region 4. Office of Director. 83/06/30, JONEB.M.C. 
Omaha Public Pouer District. 2pp. 19281:324. 24X 

Fleha: 80-283. 83/06/30. 0307060033. 


—8307040040 IB Insp Rapt 30-208/83-14 on 830816-20. No noncotnpl lance 
noted. Major area* Inspec ted: secur 1 tg plan 4 imp loment Ing 
procedures, seeurltg organl lat Ion. loc ks. kegs & combinations. 
Details ulthhald (ref 10CFR73.21). 

EVANB.C-A.. KELLY. J. A. F. , JOHNSON. W- D. Region 4. Office of 
Director. 03/06/20. Ip. 19281:326. 24X FI che; 80-208, 83/04/30. 

8307060033. 


8307270261 Inform* that 811123 evaluation of design plan for emergency 
reeponse facilities based on NUREG-0Q14 not applicable per 
leiiranet of Suppl 1 to NUREO-0737. 

CLARK.R.A. Operating Raaetor* Branch 3. 83/07/11, JONEB.M.C. 

Omaha Public Powar District. 2pp. 19811:186. 24X 

Flche: 80-208. 83/07/1 1. 8307270261. 


H. Oaneral correspondence 


8307190006 Advises that review of license amend request proposing mod 
to spent fuel pool to Increase capacltg of spent fuel 
storaga racks to 729 fuel assemblies nearing comp I e tton. per 
830404 Itr.U/o end licensee application metis. 

TOURICNY. E. 0. Operating Hiaetor* Branch 3. 03/06/30, SIMMONB.H E 

Nebraska, State of. Ip. 19962:337. 24X Flche; 80-203, 03/04/30. 

6307190004. 


0307070078 Inform* that afftctlva 830430. MT Shaw resigned as util 
atty. HH Voigt should be eubetltuted on distribution list u/ 
same firm S. address. 

VOIOTrH.H. LsBoeuf, Lamb. Ltlbg li MacRae. 83/07/01. TOURIQKVi E. 0. 
Operating Reactors Branch 3. Ip. 19249:360. 24X 

Flche; 80-208, 83/07/01, 0307070073, 


1. Financial Information 


8307190129 Forward* statement of cash flow from operations at guarantea 
for pagment of dtftrrtd retrospective premium*. 

JONEB.M.C. Omaha Public Power District, 03/07/06. DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 1943S‘?27 
24X Fiehe: 90-203. B3/07/06. 8307190128. 


J. Insurance t. indemnity Information 


0307190128 Forwards statement of cash flow from operations as giiarantss 
for payment of deferred retrospective premiums, 

JONEB.M.C, Omaha Public Pouer District. 83/07/06. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19438:227 
24X Flche; 80-203, 03/07/04, 0307190128. 


8307100444 Forwards monthly FR notice of amends to OLs involving NBHC. 
* Office of Nuclear Reactor Regulation, Director. 03/06/13. 
UHRIO.R.E Florida Pouer {. Light Co. 2pp. 19641:347. 24X 

Flche: 90-000, 03/06/15, 0307100444. 


■B307190001 Monthly notice of amends to QLs involving NBHC. 
CLARK.R.A. Operating Reactors Branch 3. 03/06/07. 18pp. 

19641:349. 24X FI Che ; SO-000. 03/06/ 1 S, S3071B0446. 


8307060090 Responds to Oonerit Ltr 33-100 re resolution of TMI Action 
Plan Item II.K.3.9. "Automatic Trip of Reactor Coolant 
Pumps.* Util endorses C-E Owners Group program in resolving 
raaetar coolant pump trip issue. 

JONES, U. C. Omaha Public Power District. 83/06/30. CLARK.R.A. 
Operating Raaetor* Branch 3. 6pp. 19231:106. 24X 

Flche: 80-205, 03/06/30, 0307060090. 


8306270397 Senerlc Ltr 03-26 to all applicants for OU* b holders of 
CPs fop power reactor* re clarification of surveillance 
riiiulreBents for diesel fuel Impurity. Sve list end. 

EI8ENHUT. D. 0. Division of Licensing, 03/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flchs; 90-000, 03/07/08, 0306270397 


8307040329 Generic Ltr 83-27 to all licensees U applicants for 
eparattng pouer reactors 4 holders of CPs for pouer reactor* 
rs surveillance Intervals in STS. Bve list end. 

EI8ENHUT. a. O. Division of Licensing 03/07/06. Consolidated 
Edison Co. of New York. Inc, 16pp. 19669:284. 24X 

Ficbo: 90-000, 03/07/06, 0307060329. 


8307080149 Osnerlc Ltr 03-20 to all licensee* of operating reactors, 
applicants for OL & holder* of CP* re required actions based 
on gonortc implications of Salem ATMS events. Sve list end. 
EISENHUT.D. 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 3Bpp. 19669:269 24X 

Fieha: 80-000, 83/07/00, 0307080169. 


8307S8O84B Notification of 830726 meeting w/ufcil in Bethesda.MD to 
discuss Tech Specs on Inoperability of safety sys channels. 
TOORIONV, E. 0. Operating Reactors Branch 3. 03/07/18. CLARKiR.A. 

□porattng Reactor* Branch 3. 2pp. 19716:009 24X 

Flche: 90-288,83/07/18, 0307250540. 


830729049B Requests final submission of radiological effluent Tech 
Specs using end Draft 7 of NUnEG-0472, Rev 3, "Std 
Radiological Effluent Tech Specs for PURs, " Sept 1902, as 
guidance. Summary of unresolved Issues end. 

CLARK, R. A. Operating Reactors Branch 3. 83/07/19, JONEBrW.C. 

ChMha Public Power District. llSpp. 19097:228. 24X 

Flche: 30-289, 03/07/19. 0307290490. 


8307260143 Advises of completed actions re NUREO-0737, I terns 11. F. 1. 6 I. 
111.0.3.4 concerning containment hydrogen monitors 6 control 
room habitability, respectively, per 030300 b 14 Itrs. Final 
action to be completed by 040630. 

JDNEBiM.C. Omaha Public Pouer District. 03/07/22. CLARK.R.A. 
Oporabing Reactors Branch 3, 2pp. 19727:286. 24X 

Flcho: 80-208, 03/07/22. 8307260143. 


Q. Inspection reports, IE Bulletins Si correspondence 


8307040138 Discusses IE Insp on 030418-22 «. forwards notice of 
violation. Details will be included in IE Insp Rept 
90-283/83-10. 

SEIDLEiH.C. Region 4, Office of Director. 03/05/04. JONES. W.C. 
Qaaha Public Power District. 2pp. 19232:242. 24X 

Flcho: 80-288. 03/08/04, 0307060133. 


K. Utility Flnol Safety Analysis Report IFSAR) & amends 


8307240031 Rav 1 to updated F8AR, Tranimi t tal h receipt form end. 
o Omaha Public Power District. 83/07/31. SlSpp, 19729:001 
Flcho; 90-283, 83/07/31. 0307260031. 


24X 


■8307040141 Notice of violation from Insp on 030410-22, Noneompl lance 
notod: Inadequate training of shift supervisors (. emergency 
duty officer* In smergency response. Correc tlve actions 6 
data of full compliance requested ulthln 30 days. 

* Rogion 4, Office of Director. 83/03/04. 2pp. 19232:244 24X 

Flcho: 30-203, 83/03/04, 8307060138. 


P. Operating license stoge documents 8 correspondence 


8307240179 Forward* current QA program. 

JONES, H.C. Omaha Public Power District. 83/06/10. COLLINBiJ.T. 
Region 4, Office of Director, Ip, 19727;3ll, 24X 

Fiehe: 80-208, 03/06/10. 0307260179. 


8307220414 Responds to violation contained in IE Insp Rept 
80-283/83-03. Correc 1 1 V* actions: upgraded mgt attentlcn 
directed to assuring that technician It decontamination waste 
worker activities comply w/plant procedure*. 

JOMEBiU.C. Omaha Public Power District. 93/03/13. SEIDLE.H.C, 
Region 4, Office of Director. 12pp. 19607:220. 24X 

Flcho: 80-288, 03/08/13, 8307220416. 


-—8307240162 GA program. 

o Omaha Public Power District. 83/04/10. 30pp. 19727:312. 24X 

Fiehe; 50-288,83/04/10, 8307260179. 


8307110416 Monthly notice of amends to DL* Involving NSHC iiiued since 
B30923. 

CLARKiR.A. Operating Reactor* Branch 3. B3/06/14. 26pp 

19391:182. 24X Flche: 90-000, 83/06/14, 0307110614. 


8307120487 Forwards IE Insp Rept 50-285/83-11 on 030401-30 I, notice of 
violation. 

SEIDLE.M.C. Region 4, Office of Director. 83/08/18. JONES, W.C. 
Omaha Fublle Power District. 2pp. 19429:040. 24X 

Fiehe: 80-205. 03/09/10, 0307120407. 
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--a3071204'>a Notice of violation from insp ott 330401-30. 

» Region 4, Office of Director. 83/00713. Ip. 19483:042 24X 

Fiche 50-2B5. 33/0 3/10. 03071204 37. 


--8307120497 IE In»p Rept 50-285/03-11 on 830401-30, None oflip 1 Unc e notnl: 
fellirre to naintain loge to document removal of anttuirc i atore 
AI3-B5U. A-2-C31. & A2-C4L from jvc. 

VANDELL r L. A. . JOHNSON. UJ D. Region 4. Office of Director. 

83/05/16. 9pp, 19425:043. 24 X F i c S e . S0-2S5, 03/05/ 18. 0307120487. 


0307060015 Foruiard* IE In*p Rept 50-285/83-10 on 8304 13-22. Notice of 
violation foruarded b<j NRC 830504 Itr. 

SEIDLEpW.C. Region 4. Office of Director. 83/06/06. JDNE8.H-C. 
Omaha Public Pouer Dietrlct, 2pp. 19251:026. 24X 

Flehe: 50-20 5. 83/06/06. 8307060015 


•8307060019 IE inep Rept 50-235/83-10 on 030418-22. None omp 11 anee notad: 
Inadequate training of shift supervt aor /emergency duty 
officer in emergency response. 

nONTOOMERV. J. U. . DAIRD. J. D,. JOHNSON. IJ. D. Region 4. Office of 
Director. 83/06/03. 7pp. 19251:028. 2flX Fi che: 50-235. 83/06/06. 
8307060015. 


8307250410 Ack receipt of 830513 Ur informing NRC of steps taken t» 
correct violations noted in IE Imp Rept 30-285/03-10. 

SEIDLE.H.C. Region 4. Office of Director. 03/06/06. JONES. H.C. 
Omeha Public Power District. 2pp. 19701:253. 34X 

Flehe; 50-285. 83/06/06. 8307230410 


“8307250428 Responds to NRC 830504 Itr re violations noted In IE Insp 
Rept SO 285/03-10. Correc tIvB ac t ions; sh 1 f t supervisors 
retrained on emergency response proc edures. Oener Ic 
Implications of inspector findings under review. 

JONES. U. C. Omaha Public Pouer District. 83/05/13. SEIDLE.M.C. 
Region 4. Office of Director. 5pp. 19701:257. a4X 
Flehe; 50-285, 03/06/06, 8307250410. 


— 8307060040 IE Insp Rept 50-285/83-14 on 830516-20. No noneomp llanc# 
noted. fia|or areas inspected: s ecur 1 ty plan & implementing 
procedures, securl ty or gan i cat 1 on. 1 oc ks. key s & comblnetions. 
Details ulthheld (ref 10CFR73.21). 

EVANS.C.A.. KEl-LY. J. A. F. . JOHNSON. W.D. Region 4. Office of 
Director. 83/06/28. Ip. 19251:326. 24X FI ch e : 50-283. 03/06/30, 

8307060033, 


8307120449 Ack receipt of 830603 Itr Informing NRC of stepe taken to 
correct violations noted in IE Insp Rept 50-283/83-08, 

SEIDLE.H.C. Region 4. Office of Director. 83/07/01. JONES. W. C. 
Ooiatia Public Pouer Dletrlct. Ip. 19423:343 24X 

Flehe: 50-285. 03/07/01, 8307120449. 


— 8307120454 Respondt to NRC S30506 Itr rt violations noted In IE Imp 
Rept 50-285/83-08. Corrective actions: OA Procedure 19 
replaced by dept manual procedure. as tab 1 1 thing requirament 
for Individual training fllas. 

taWES.W.C. Omaha Public Pouer District. 03/06/03. 8E1DLE.H.C. 
Raglan 4. Office of Director. 4pp. 19425:344. 24X 

Flehe: 50-205. 83/07/01. 8307120449. 


8307120460 Act receipt of 830617 Itr Informing NRC of steps taken to 
corract violations noted in IE Insp Rept 50-205/83-1 1. Add I 
Infe re annunciator status log raqulred within 30 days, 

8EI0LE. U. C. Region 4, Office of Director, 83/07/01. JONES, H- C. 
Omaha Public Power District. Ip. 19425:359. 24X 

riehe: 50-283. 83/07/01, 8307120460. 


--8307180465 Rtsponds to NRC 830518 Itr re violations noted In IE Insp 
Rept 50-283/83-1 i. Correc tive actlons:ltr Issued from 
BpaTatlons supervisor to operations personnel, re tmphatl > Ing 
need for strict compltenee me annunciator log, 

JONES. H.C. Omaha Public Power District. 03/06/17. BEIDLE.W.C, 
Region 4, Office of Director. 3pp. 19423:360. 24X 

Fiche: 50-203, 83/07/01, 8307120460. 


8307260433 Ack receipt of 830313 Ur Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-285/03-03. Nat I ce 
of violation response adequate. Notice of flevUtlon response 
inadequate re min e.iperlence required of chemist. 

BEIDLE.W.C. Region 4, Office of Director. 03/06/06. JONEe.M. C. 
Omaha Public Power District. 3pp. 19734:171. 24X 

Flehe; 30-283.83/06/06, 8307260433. 


0307120314 Forwards IE Insp Rept 50-203/83-13 on B30S0I-3I. No 
none ompl lance noted. 

SEIDLE-H.C. Region 4, Office of Director. 03/06/14. JONES, W.C. 
Omaha Public Power District. 2pp. 19433202 24X 

Flehe: 50-285, 83/06/14.0307120314. 


“8307120323 IE Insp Rept 30-285/03-13 on 830301-31. No nancompl iance 
noted. Major areas inspected: operational safety veri f 1 cation, 
startup testing, surve 1 1 lane e test Ing, ma int activities & 
followup on violations !. NUREO-0737 Items. 

YANDELL.L. A. . JOHNSON. H. 0. Region 4, Office of Director. 

83/06/14. [2pp, 19433:204. 24X FI ch e : 50-283, 03/06/ 1 4, 8307120314. 


8307080423 Forwards reiponie to IE Bulletin e2-02.rtctlon Item 4 ra ina 
of RCP0 threaded fasteners In PMR plants per ASME Code. 

Section XI, No major corrosion Identified. 

JONES, H.C. Omaha Public Power District. 83/06/24. COLLINB.JT 
Region 4, Office of Director, 3pp. 19347:269 24X 

Flehe; 50-285, 83/06/24, 0307080423 


8307130073 Forwards IE Insp Rept 50-285/03-15 on 830531-0603 & notice 
Ar violavior. 

SEIDLE.H^C. Region 4, Office of Director. 83/06/27. JDNE8.U.C. 
Omaha Public Power District. 2pp. 19536' 170 24X 

Flehe: 50-285.83/06/27. 0307150073 


8307IS0074 Notice of violation from insp on 830331-0603 

« Region 4. Office of Director. 83/06/27, Ip. 19336-172 24X 

Flehe: 50-205, 03/06/27. 8307150073. * 


8307120402 Forwards "Steam Oenerator Tube Eddy Insp Rept. Steam 
Oanarainrs A b 8.1983 Rafuillng Outage." 

J0NE8.C. Omaha Public Power District, 83/07/01. CLARK, R A 
Operating Reactors Branch 3. Ip, 19425:067. 24X 

FKka: S0-28S. 83/07/01. 8307120482. 


■8307130489 ’’Bteam Oenerator Tube Eddy Current Insp Rept. Steam 
Oenerators A U 0,1983 Refueling Outage." 

» Omaha Puhlic Power District. 83/07/01. epp. 1942S'068 24X 

Flcke: 50-285, 83/07/01 , 8307120482. 


83071801.82 Forwards reltsf requests from e>am requlrimants of Winter 
1980 addenda to ASMS Boiler tc Pressure Vessel Code, Section 
Xlira rules for insp of nuclear pouer plant components. par 
lOCFRSO.S5»fg)(5)<ilt). 

JONEB.H.C. Omaha Public Power District. 03/07/07. CLARK.R.A. 
Operating Haactori Branch 3. I6pp. 19555:037. 24X 

Fleh*; 30-aSS. 83/07/07, 0307180182. 


8306270401 IE Info Notice 83-46, ''Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Sve list end. 

JORDAN.E.L. Division of Emergency Preparedness (< Engineering 
Reeponie (Post 8301031. 83/07/11, Consolidated Edison Co. of New 

York. Inc. 184pp. 19563:293. 24X Fiche: 50-000. 83/07/1 1. 8306270401. 


IE Info Notice 83—47, "Failure of Hydraulic Snubbers as 
Result gf Contaminated Hydraulic Fluid. " Sve list end. 

JOROANiE.L, Division of Emergency Preparedness ti Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. 14Ipp. 19563; 153. 24X Flehe; 50-000, 83/07/12, 8306270404. 


B306270406 IE Info Notice 83-48, "Oaseoue Effluent Releases of 
Radioactive I-12S b 1-131 In Excess of NRC Limits." Sve list 
•lid. 

TAYLORa J. K. Division of OA, Safeguards b Inspection Programs (Post 
830103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

II4pp. 19719:270. 24X Fi che: 50-000. 83/07/14, 8306270406. 


30-209/03-15 on B3033I-0603. Noneomp liance 
PFocaduros 0-22 * e-25 re storage of 
elements b stores control, respectively 
RpANO,R.T, . KCCRORV.S. L. , MEBTERMAN, T.-F. Region 4. Office of 
e35?5«073, S4X Flehe: 80-2 b5.83/S;/2 


B30727033B Forwards Inservlc* insp rept conducted during 821207-830407 
ky SUfll. 

JONEB.H.C. Omaha Public Pouar District. 83/07/18. DENTON.H.R. 
Office of Nuclear Raactor Regulation, Director. Ip. 19767:241. 24X 

Flehe: 30-285. 83/07/15. 8307270338. 


’O-aSS/aS-l'l on 830316-20. No 

none ompl lance noted. 

SEIDLEiW.C. Region 4, Office of Director. 03/06/30 JONES. W 
Omaha Public Power District. 2pp. I92S1-3P4 sax 
Fiche: 50-265,83/06/30, 8307060033. 


'B30737{X345 Inservice insp rept conducted during 821207-830407 by Skffll. 
Describes NOE of selected components at faelllty. 

VANELLi J. A. Omaha Public Power District. 83/07/11, 60pp. 

19767:242 , 24X F Iche: 50-285, 83/07/ 1 5, 8307270338. 
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ft. PsTlodic spiratlng reports & rclatad earrespondvnco 


B307190199 Monthly optratlng rept for June 1903. U/8307 14 Itr. 

NATTMEUS. T. P. . JQNE8.U.C. Omaha Public Pouer District. B3<'07/t4. 
DEYOUNO'R.C. Director's Offleei Office of Inspection and 
Enforcement. 10pp. 19&3i>:249. S4X Fiche: 90-S35. 03/07/14. 

9307190198. 


(J. Congress lonal /El ecu 1 1 ve Correspondence 


B307S70047 Forwards monthly PR notice of consideration of Issuance of 
amends to OLs involving NSKC de tsrmina 1 1 on (c opportunity 
for hearing. 

DENTONiH. R, Office of Nuclear Reactor Regulation. Director. 
83/06/22. STAFFORD. R. T. Senate. Environment «< Public Uorlts. 2pp. 
19811:018. 24X Fiche; 90-000. 03/06/22, 8307270047. 


— 8307270090 Monthly notice of consideration of Issuance of amends to OLs 
Involving NSHC determination t> opportunity for hearing. 

CLARK.R.A. Operating Reactors Branch 3. 83/06/07. t9pp. 

19011:020. 24X Fiche: 90-000. B3/06/22. 8307270047. 
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F. Security, medical, emergency S. fire protection plans 


6307110410 Forwards IE Safeguards Insp Rept 90-286/63-12 on 630916-80 h 
notice of violation. 

MARTIN. T,T. Division of Engineering & Technical Programs. 63/06/28. 

BR0N8. J, C, Power Authority of the State of New York, 2pp. 

19302:286. 24X Fiche: 90-206. 83/06/22. 03071 10410. 


"8307I1041B Notice of violation from inep on 830916-20. Preprtctarv 
detalU dalated (raf 10CPR73. 21). 

• Region 1. Office of Director. 83/06/22. Ip. 19382:283. 84X 

Fiche: 90-286. 83/06/22. 8307110410. 


— 8307110429 IE Safeguards Insp Rept 90-286/83-12 on 830916-20. 

Noncompl lance noted; failure to include portion of protected 
area barrier in intruelon detection sys. Proprietary details 
deleted (ref lOCPR7a.21). 

HCKEOUN. L. H. . DUNLAP. J. M. . GODY.A.T. Region 1. Office of Director. 
83/06/17. 3pp. 19382:289. 24X FI che: 90-266. 63/06/22. 83071 10410. 


6307120023 Releases public version of revised emergency plan 
Implementing proceduree. 

FELTON.J.H, Division of Rules and Records. 83/06/24. Document 
Management Branch. Ip. 19909:113. 24X Fiche; 90-286. 83/06/24. 

8307120023. 


—8307120027 Forwarde public version of revised emergency plan 
Implementing procedures. including Procedures lP-1002 re 
determination of magnitude of release. IP-1011 re offsite 
moniterlnB 6 IP-1047 re operatlont support ctr. 

LOMONACQ. L. M. Power Authority of the State of New York. 83/09/27. 

NRC - No Detailed Affiliation Olven. 2pp. 19909:114. 24X 

Fiche; 90-286. 83/06/24. 8307120023. 


— 8307120032 Public verilon of revised emergency plan Implementing 
procedures, including Procedures IP-1002 re determination of 
magnitude of release. IP-lOll re offsite monitoring t> 

IP-t047 re operations support ctr. 

BELL. D. D. > LOMONACO. L. Power Authority of the 8tate of New York. 
83/09/27. i68pp. 19909:116. 24X Fiche; 90-286. 83/06/24. 

8307120023. 


8307140386 Forwards IE Insp Rept 90-286/83-10 on 830931-0603. No 
noncompliance noted, 

KARTINiT.T, Dlvlelon of Engineering b Technical Programs. 83/06/29. 
BRONB. J, C. Power Authority of the State of New York. 2pp. 
19923:399. 24X Fiche: 90-286. 83/06/29. 8307140386. 


— 8307140391 IE Insp Rept 90-286/83-10 on 830931-0603. No noncompllmnca 
noted. Major areas Inspected: annual tmergency eiercise 
perforltsd on 830602. 

MILLER.k. CROCKER.H.N. Division of Engtnaerlng S< Technical 
Programs. 83/06/17. 6pp. 19923:397. 24X Fiche; 90-286. 83/06/39> 

8307140386, 


8307270221 Forwards NRC draft 8ER re eiemptlons reiiuested from lOCFRSOi 
App R. 

MOORE.J.E. Haarlng Branch 1. 83/07/22. OLEASQN.J.P, Atomic Safety 

and Lleeneing Board Panel. 49pp. 19749:124. 24X 

Fiche: 90-247, 83/07/22, 6307270221. 


6307280304 Forward! IE Inep Rept 90-286/83-13 on 830916-0619. No 
noneompllanct noted. 

8TAR08TECKI.R. Division of Project t, Resident Programs, 63/07/24. 
DRONSi J. C. Power Authority of the State of New York. 2pp. 
19789:197. 24X Fleha: 90-286. 83/07/24. 8307280304. 


■6307260311 IE Insp Rept 90-286/83-13 on 03091 6-061 3. No noncompliance 
noted. Major areas Inspected: plant operations, monthly 
operating rep t> f ol lowup on IE bul let ins. App R equipment 
testing 1. potential loose locks on fire dampers. 

KENNY. T.J.. ROSSBACM. L. U. Region 1. Office of Director. 

COLL!NS,B. Division of Project & Resident Programs. 03/06/23. 
Ilpp. 19789:199. 24X F 1 c h e : 90-286. 83/07/24. 8307200304. 


0. Adjudicatory correspond ante 


8307120963 Memorandum opposing PIRO of New York motion for 
reconsideration of Commission 830610 order. PIRG should not 
be permitted to relltlgate arguments fully considered k 
ruled upon by Commission. 

BRANDENBURG. B. Consolidated Edison Co. of New York. Inc. 83/07/07. 

Commissioners. 3pp. 19433:131. 24X Fiche: 30-247. 83/07/07, 

6307120963. 


8307120969 Response opposing PIRO of New York motion for 

reconslderatlBn of Commission 830610 order. Motion untimely. 
Identifies no matters of fact or law U improperly raises new 
issues. Csrtlfi cate of 8vc encl. 

rffi)R8M4.C. Power Authority of the State of New York. MORGAN, C. 
Morgan Aseociates. 83/07/07. Commissioners. 10pp. 19433:136. 

24X Fiche: 90-247. 83/07/07, 0307120969. 


8307120946 Order approving util (. NRC 830619 transcript corrections. 
w/1 liked except ions. 

OLEASON.J.P. Atomic aafety and Licensing Board Panel. 83/07/08. 
Office of the Executive Legal Director. 3pp. 19433:390. 24X 

Fiche; 90-247, 83/07/08, 6307120946. 


8307120039 Proposed findings of fac t. conclusions of law. opinions & 
recommendations re Commission Oueitions 1-6 (Yols 1-3). 

KORQAH.C. Power Authority of the State of New York. MORGAN.C. 
Morgan Aseociates. 03/07/11. 967pp. 19420:001. 24X 

Fiche: 90-247. 83/07/11, 6307120039. 


8307130077 Proposed findings of fact k conclusions of law. Cert 1 f 1 cat e 
of 8vc encl. 

* Union of Concerned Bclontlsts. • Public Interest Research Group. 
Now York. e Mast Branch Conservation Association. 83/07/11. 

3S3pp. 19472; 329. 24X Fiche: 30-247. 83/07/1 1, 8307130077. 


8307130234 Proposed op Inlon. f Ind ings of fact, cone lusions of law ti 
reeommandatlans. Cartlflcate of Sve end. 

MOORE.J.E.. HASSELL. D. F. . MCGURREN, H. J. Hearing Branch 1. 83/07/11. 

963pp, 19909:038. 24X Ficho: 90-247. 83/07/1 1, 8307130234. 


6307180060 Proposed findings of fact re Commission Questions 1-6 
proposed opinion, cone lus i ons of law rscammendatlons. 

Certificate of Sve end. 

BRANDENBURG. 0. Consolidated Edison Co. of New York, Inc. 83/07/11. 
994pp. 19997:091. 24X Ft the: 30-247, 03/07/1 1. 0307180060. 


6307100071 Forwards proposed findings of fact & conclusions per 030422 

nemo. 

O 'ROURKE. A. P. Uestchester County, NY. S3/07/11. OLEAEON.J.P. 
Atomic Safety and Licensing Board Panel. Ip. 19960:161. 24X 

Fiche; 90-247, 83/07/11. 6307160071. 


—8307180074 Proposed findings of fact t< cone lus ions. Car ti f icate of 8vc 
end . 

o Hestcheeter County. NY. 83/07/11. 37pp. 19960:162. 24X 

Fiche; 90-247, 83/07/1 1. 8307180071 


8307210091 Forwards two corrected pages to NRC proposed opinion, 
findings of fact, cone lus 1 ons to law it recommendations. 

MCGURREN. H. J. Hearing Dranch 1. 83/07/13. OLEASON.J.P., SHON.P.J,. 

PARIS. Q.H. Atomic Safety and Licensing Board Panel. Ip. 19668:274. 
24X Fiche: 90-247, 03/07/13. 8307210031 . 


—8307210061 Two corrected pages to NRC proposed opinion, find Ings of 
fact, conclusions of lau ti recommendations, 

o Office of the Executive Legal Director. 83/07/13. 2pp. 
19668:279. 24X Ficho ; 90-247, 03/07/13, 0307210031. 


830787Q2S1 Forwards NRC draft SER re exemptions requested from LOCFR90, 
App R. 

Moots, J.E. Hearing Branch 1. 83/07/22. OLEASON.J.P,. PARIS. O.H.. 

BMON.F.J. Atomic Safety and Licensing Board Panel. 49pp, 

19749:124. 24X Fiche: 90-247, 03/07/22, 5307270221. 


6307270117 Order extending time until 830024 for Commission to act to 
rovlsal 830629 Director's Decision. 

CHILK.8.J. Office of the Secretary of the Commission. 83/07/23. 
Commlesloners. ip. 19749:346. 24X Fiche: 90-247, 83/07/29. 

6307270117. 
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0307290094 MBmorandum r* PJ Ami co. ASUD consul fcan ti 030624 rept an 
tsstlmon^ on Cofflinisslon Qucitlan 5. Mo n««i] eilsts tor 
further testimony or party commentj on rept. 

GLEASOM-J. P. Atomic Safety and Licensing Board Panel. 83/07/37- 
2 pp. 19022:214. 24X Flche : SO-247. 93/07/27. 0307290094 . 


—8307290109 Presents results of review of testimony on Commission 
Question S. Testimony on Question 3 Is as complete as 
possible but suffers from same deficiencies re relative 
risk. 


AMICO.P.J, Applied Risk Technologg Corp. 93/07/01. OLEASOM. J. P. , 
SHON.P.J,. PARIS. O.H. Atomic Safety and Licensing Board Panel. 

7pp. 19822:216. 24X Flche : SO-247. 93/07/27. 9307290094 . 


83070603S9 Forwards SER otanting relief from iniervlea tasting 
requirements b defining alternate schedules & procedures. 

License amend requast modifying Tech Specs to reflect 
approval for items requested ulthin 4S days. 

VAROAiS.A. Operating Raactors Branch 1. 93/06/13. BAYNE. J. P. 

Pawar Autherlty of the State of Meu York. 2pp. 19300-029 S4X 
richa: 90-296. 83/06/13. 9307060399. 


" 03070*1092 SER granting relief from Inservice testing requirements b 
defining alternate schedules b requirements. 

* NRC - No Detailed Affiliation Given. 93/06/13, 4Spp 
I9300;<»1. 24X FI eh e: 90-806, 93/06/13, 0307060399, 


H. General correspondence 


0307060629 Ack receipt ef 930323 Itr requesting into re air locks. NRC 
hat no records re mfg of air 1 oc ks. Re vl eui of application for 
QL identified Uaitlnghouse as NSSS supplier. 

DENTON.H. R, Office of Nuclear Reactor Regulation. Director. 

03/06/21. INDELICATO. C. O'Duuir b Bernstein, 2 od 19299-211 a4K 
Flch6:90-2a6, 83/06/21. B3Q7060629. .J4K 


-B307060632 Informs that firm represents J O'Boye in lawsuit arising 
from injuries sustained on 920801 while working In BO-ft 
airlock in vessel containment. Info on airlock manufacturer b 
any other info requested. 

O'Dwyer 4< Bernstein. 93/09/23. NRC - No Detailed 
Affiliation Given. ip. 19299:213 24X Flche: 50-206. 83/06/21. 


0307050100 Forwards Rockland County 
requesting plants cease operation 
plan approved. 

GAMI/EL9, P. Rockland County. NY. 
Comnlstlaners. 3pp. 19199-344 
8307090100. 


Legislature Resolution SB? 
until County radiological 

03/06/27. PALLADJNO. N. J. 
24X Flche:90-247.83/06/27, 


-9307050110 Forwards Rockland County Legislature Reso lotion 370 
requesting State of NY Legislature to pass legislation 
regulating nuclear power industry, based on economic 
coniequonces of radiological accidents fa nuclear waste 
SAHJELS.P. Rockland County, NY. 93/06/27. FALUADINO.K 
Commissioners. 3pp. 19199:347. 24X Ficha: 50-247. 93/06/27, 

9307050100. 


-8307090116 Forwerds Rockland County 
authoriiing County atty to taka It 
shut down plants on 830609. 
SAMJEL8.P, Rockland County, NY. 
Commlisloneri. 4pp. 19199-350 
8307030100. 


Legislatura Resolution 391 
gal action if NRC does not 

03/06/27. PALLADINO. M. J. 
24X Flche; 50-247, 03/06/27. 


K. Utility Final Safety Analysts Report <FSAR) fa amende 


0307250194 Forwards FSAR 1903 update re new deelgnatlon of pracadura* b 
performance dept to QA b reliability dept 

Authority of the State of New York, 03/07/20. 

R*«ctor Regulation, Director. 2pp. 
19704.309. 24X Flche: 50-206, 03/07/20, 0307250194 , ^ 


—8307250200 FSAR 1983 update. 

Of the State of New York. 93/07/31. 
19704:31 1. 24X F I Che : 50-206, 93/07/20. 9307250194. 


174PP- 


P. Operating license stage documents fa correspondence 


“■ reactor licensees, 

applicants for QLs b holders of CPs for Mestlnghouse PHRs 
re fh'dty evaluation of "Emergency Response Ouidtlinet " 
bvc life cnc 1 , 

ElSENHUr.D.O, Division of Licensing. 03/06/03. Yankee Atamle 
Boololoo/o”' 24X Ficher50-000, 03/06/03. 

response to Generic Ltr 81-21, 
Natural Circulation Cooldown." Response acceptable since 
upper head voiding not safety concern. 

operating Reactors Branch I, 03/06/10. BAYNE. U.P. 
Power Authority of the State of New York, 2pp, 19263-317 24 X 

Flche ; 90-2B6« 93/06/10, 83D705037I, ' 


"”ci?culltlon"co^?“"^ 0*neric Ltr 01-21, "Netural 

Circulation Cooldown." Licensee con# Irnallon of listed 
train ng program Items request ed, Reso I ut ton of adequacy of 
training proesdures deferred to TMI Item I.C. t. 

i 9 P*n^nio^“ Affiliation Olvtn. 93/06/10. 8pp. 

19263.319. 24X Fiche:50-286.93/O6/I0, 8307030371. ^ 


0307030450 Forwards safety evaluation re NUREO-0737. TMI Items II F 1 4, 
■Conbainmant Pressure Monitor," Ii.F.i.s, "Containment Water 
Level Monitor " fa ii.F, 1,6. "Containment Hydrogen Monitor " 
tteas resolved. 

VAROAiS.A. Operating Reactors Branch I. 93/06/14. BAYNE. J.P, 

Power Authority of the State of New York, 9pp. 19262:281 24X 

Ficha: 80-296. 03/06/14, 9307050430. 


0307000859 Forwards frackflt cost figures for addl seven utils per 
original 030200 rfquast.Coit figures for 20 utils 
transmitted 830411. 

TCXJfireLLOTTE, J. Regulatery Reform Task Force. 83/06/22. 
PALLAOINOiN. Commissioners. 2pp. 19363:313 24X 

Fiehe: SO-000, 03/06/22, 8307080259, 


"8307080337 Forwards baekflt fa regulatory impact cost analysis for 
facility, per NRC 830209 request. Analysis, formerly 
eenPldentlal atty work product, released to Intervenors fa now 
to task force. 

BAYNEiU. P. Power Authority of the State of New York. 03/06/01. 
TOWITELLOTTE, J. Regulatory Reform Task Force. Ip. 19363:321 
24X Fiehe: 50-000, 83/06/22. 9307000259. 


—0307000341 "Determining Portion of Regulatory Burden on Indian Point 3 
Capital fa DbH Eipendltures 1976 - 1906; 10-Yr Cost Projection 
Also Includad. " 

• Power Authority of the State of New York, 03/04/30. 36pp. 

t9363::S2. 24X Fiehe: 50-000, 83/06/22. 9307000259. 


owwreswaB approves azlOlS 




Uestinghoust UCAP-I014S from public disclosure 
(ref 10CFF2. 790). 

VAROAiS.A. Operating Reactors Branch I. 83/06/27, BAYNE. J.P. 
Powar Authority of tha State of Now York. 4pp, 19720-337 24X 

Flche: 50-206, 83/06/27, 0307250000. 


B307270243 Approves request for withholding Rept 03-155, "Freeturi 
Nechenies Anelysls of Indian Point 3 Nuclear Generating 
3tatlen Steam Generator Girth Held Cracks Under Pressuriied 
Tharaal Shock Condi tione , Iref 10CFR2. 790). 

VAROAiS.A. Operating Reactors Branch 1. 03/06/27, BAVNEiJ.P. 

Power Authority of the State of New York. 4pp, 19011-167 24X 

Fiehe: 80-296. 83/06/27, 9307270243. 


8307220138 Summary of 030127 meeting u/utll in Bethisda.HD re sys 
interaction (SI) program at fad I Ity , Utl I Indleatee complete 
01 program will be submittad in Fall 1903. Meeting agenda 
b vieugraphi end. * 

POLR.P.J. Operating Reactors Branch 1. 03/06/29. Operating 

PTanch i. 23pp, 19692:304. 24X Flche: 50-206, 83/06/29. 

o307S20 1 36. 


ajg/woooaa Requests that design inf* used by Ebaico in performing 
Bu* ‘"tsTAttlon methodology studies be provided directly to 
*> LLL. Effort Important to reeolutlon of Unresolved 
Safety Issue A-17. 

VAROAiS.A. Operating Reactors Branch I. 03/06/29. BAYNE, J.P. 
Power Authority of the State of New York. 3pp, 19739:272 24X 

Flche: 90-206, 03/06/89. 8307250520. 


-BwuauaujsB Forwards list of all p lant-deicriptlva info provid 
6BA8C0 fa PABNY. 

ALKWiP. Lawrence Livermore Laboratory. 83/05/27. CONRAN 
Reliability b Risk Assoismcnt Branch. 7pp, 19739:275 24X 
Flche: 50-286,83/06/29, 8307250528. 




030^70397 Generic Ltr B3-26 to all applicants for OLi b holders of 
CPs for power reactors re c larif leation of surveillance 
raquirements for diesel fuel impurity. Sve list end. 

EISBdHUT.D. G. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flcht: 90-000. 03/07/09. 8306270397, 


u.. I 7 ■■ 0,1110 response to veneric Ltr 91-. 

Natural Circulation Cooldown." Mods recommended by 
Uastinghousa study demonstrate sufficient condensate supply 
consistent u/proceduret. Response acceptable, 

VAROAiS.A. Operating Reactors Branch 1. 83/07/05. BAYNEiJ.P. 

Power Airthority of the State of Nau York. 2 dd. 19692-294 24X 

Fiehe: 90-2B6, 93/07/09, 9307220128, 



DOCKETED ITEMS 


87 


--630722013*1 5En re util 011116 response to Generic Ltr 81-21. “Natural 
Circulation Cooldoiun '' Licensee demonstrated ability to 
cooldoujn lu/o voiding. 

• Office of Nuclear Reactor Regulation. Director. 63/07/05 app 
19692 296 24X F I c h e . 50-206. 03/07/05, 6307220 1 28. 


8307270249 Requests meeting be planned in Bethesda.MD re sys 
Interaction study at plant based on previous 830127 meeting 
& draft gulden nes 

VARGA, S. A Operating Reactors Dranch 1. 63/07/05 BAVNE.J. P. 

Potier Authority of the State of Neui York 2pp 19311- 171 24X 

Fiche: 50-236, 03/07/05. 6307270249 


8307060329 Generic Ltr 83-27 to all licensees 4i applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS 8vc list end 

EISENHUT, D. 0. Division of Licensing. 83/07/06 Consolidated 
Edison Co. of New York, Inc. I6pp. 19669:254. 24X 

Fiche 50-000. 33/07/06, 3307060329 


6307110429 Forwards application for amend to License DPR-64. changing 
Tech Specs re DHR c ap a b 1 1 i ty . i n response to NRC 830611 
reques t . 

BAYNE, J P Power Authority of the State of New York, 83/07/06. 
VARGA. S A. Operating Reactors Dranch 1. 2pp. 19382:250. 34X 
Flctie; 50-286. 33/07/06, 3307110429. 


--8307110433 Application for amend to License DPfl-64, c hanging Tech 
Specs re DHR capability. 

BAYNE. J P. Power Authority of the State of New York- 83/07/06. 
Ip. 19382:252 24X F i c h a : 50-206. 63/07/06. 8307 1 10429. 


— 8307110438 Proposed Tech Spec changes re DHR capability. 

« Power Authority of the Stato of New York 03/07/06 I2ap 
19302.253. 24X F I e h e : 50-206, 83/07/06, 8307 1 1 0429. 


8307030169 Generic Ltr B3-2B to all licensees of operating reactoTS, 
applicants for OL t holders of CPs re required actions based 
on generic implications of Salem ATWS events. Sve list end. 
EISENHUT. D 0. Division of Licensing. 03/07/00 Consolldatod 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 50-000. 63/07/08. B3070S0169. 


0307190436 Requests remittance of addl sum to complete fees required 
for 821016 application re steam generator tubs t, girth weld 
rapa Ir program. 

DIOGSiH M License Feo Management Dranch 83/07/08. BAYNEi U. P. 
Power Authority of the Stato of New York. Ip 19656:167. 24X 

Flcha: 50-286. 03/07/08. 8307190436. 


0. Inspection reports, IE Bulletins 4. correspondence 


3307070495 Forwards SER I, technical evaluation rept re util analysts 
of main steam line break w/continued feedwater addition in 
response to IE Bulletin 80-04. Anal ys I s acceptable. 

VAROA, S A. Operating Reactors Dranch I. 83/06/10. BAYNE. J. P. 
Power Authority of the State of New York. 2pp. 19300:198. 24X 

Flchc: 50-286. 03/06/10. 0307070495. 


3307070504 SER re main steam line break w/contained feedwater addition 
per IE Bulletin 00-04. Util analysis acceptable. 

* Containment Systems Branch. 03/06/10. 6pp. 193002QO S4X 
Fiche 50-206, 03/06/10, 3307070495. 


•8306140199 "PWR Main Steam Line Break W/Continued Feedwater Addition 
for Indian Point Nuclear Power Plant Unit 3," technical 
evaluation ropt. 

VOSBURY.F. W. Franklin Ins t i to t e/Frankl i n Research Center. 
NaC-03-31-130. TER-C3506-130. 03/05/25. HEARN. P. NRC -No 

Detailed Affiliation Given. 22pp. 19300.206. 84X 

FI cho. 50-236, 83/06/10, 3307070495 


8307270275 Forwards SER re tnservice insp relief reques Vs. Re lie P 
granted from exam requirements determined Impractical to 
per form, Li cense amend request modifying Tech Specs should be 
submitted within 45 days to complete Inservlce insp effort. 
VARGA, S. A. Operating Reactors Dranch 1. 03/06/13. DAYNE.J.P, 

Power Authority of the State of Now York. 2pp. 19812:047. S4X 
Fiche: 50-286, 03/06/13, 8307270275. 


B307270282 SER supporting request for relief from inservlce insp 
requirements of Section XI of ASME Boiler 4- Pressure Vessel 
Code due to plant des I gn, co/nponen t geometry ti const mafcli. 

Office of Nuclear Reactor Regulation, Director. 03/06/13. 
I3pp. 19812:049 24X Fi c h e • 50-286. 03/06/ 13, 8307270275. 


8307110410 Forwards IE Safeguards Insp Rept 30-286/03-12 on 830516-20 (■ 
notice of violation. 

MARTIN. T.T. Division of Engineering U Technical Programs. B3/06/22. 
BRONSiJ. C. Power Authority of the State of New York. 2pp. 

19382:286. 24X F I c he ; 30-206. 03/06/22, 0307 1 104 1 0. 


8307110416 Notice of violation from insp on 830316-20. Proprietary 
details deleted (ref 10CFR73. 21J. 

0 Region 1, Office of Director. 33/06/22. Ip. 19332:200. 24X 

Fiche. S0-2B6, 83/06/22, 8307110410. 


— 8307110423 IE Safeguards Insp Rept 50-286/83-12 on 830316-20. 
Noncompllance noted - fal 1 ure to include portion of protected 
area barrier in Intrusion detection sy s. Propr i e Vary details 
deleted (ref 10CFR73 21 I 

nCKEOUN.L.n . DUNLAP, U.M., OODY.A.T. Region 1. Office of Dlrector. 
83 / 06 / 17 . 3pp. 19382 : 239 . 24X F i c h e : 30 - 286 , 33 / 06 / 22 . 8307 1 1 04 10 . 


8307140^6 Forwards IE Insp Rept 30-286/83-10 on 830531-0603. No 
noncosipl lance noted 

MARTIN. T.T. Division of Engineering 4, Technical Programs. 03/06/29.' 
BRONS.J.C. Power Authority of the State of New York. 2pp. 

19923:353. 24X Flch e : 30-286, 83/06/29, 83071 40386. 


— 8307140391 IE Insp Rept 30-286/83-10 on 830531-0603. No noncompliance 
noted. Major areas inspec ted . annua 1 emergency eierclte 
performed on 030602. 

• CROCKER. H. W. Division of Engineering i Technical 
Programs. 83/06/17. 6pp. 19923;357. 24X Fiche: 50-286. 83/06/29, 

8307140386 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Sve list end. 

JOROAN.E L. Division of Emergency Preparedness 4. Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 154pp. 19563:293. 24X FI che 50-000, 33/07/1 1, 8306270401. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Sve list end. 

JORDAN, E L- Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:153. 24X Fiche 50-000, 83/07/12. 8306270404. 


8306270406 IE Info Notice 03-48. "Gaseous Effluent Releases of 
Radioactive 1-125 4 1-131 in Excess of NRC Limits. " Sve list 
end, 

TAYLORiJ.K Division of QA. Safeguards 4 Inspection Programs (Post 
8301031. 83/07/14. Consolidated Edison Co. of New York, Inc, 

114pp. 19719:270. 24X F i c h e ; 30-000, 83/07/ 1 4, 0306270406. 


8307260463 Forwards addl info re integrally-welded pump support metis, 
per 810630 response to NRC 810403 request for info 
concerning inservlce insp program. Use of austenitic 
stainless steel support feet not feasible. 

BAYNEtJ.P. Power Authority of the State of New York. 03/07/20. 
VAR0A,9.A. Oporatlng Reactors Dranch 1. 2pp. 19733:348. 24X 

Fiche: 90-286. 83/07/20, 8307260468. 


8307280304 Forwards IE Insp Rept 50-206/63-13 on 030316-0619. No 
noncampliance noted. 

STAROBTECKI, R. Division of Project 4 Resident Programs. 83/07/24. 
BRONSiJ.C. Power Authority of the State of New York. 2pp. 
19789:197. 24X Fiche: 90-286. 83/07/24, 0307280304. 


— 8307280311 IE Insp Rept 30-286/83-13 on 830516-061 3. No noncompllance 
noted. Major areas inspec ted : p lant operatt ons, month ly 
operating rept. fal louup on IE b ul 1st ins, App R equipment 
testing (■ potential loose locks on fire dampers. 

KENNY.T.J.. ROSSDACH, L. U. Region 1, Office of Director. 

COLLINSiS. Division of Project 4 Resident Programs. 33/06/23 
llpp. 19789:199. 24X Fiche: 90-2061 83/07/24. 8307260304. 


fl. Periodic operating reports 4 related correspondence 


8307220291 Monthly operating rept for May 1983.11/830610 ltr. 

KELLY.L- > BRONS.J.C Power Authority of the Stats of New York. 
83/06/01. Division of Data Automation 4 Management Information. 
8pp. 19634:217. 24X Fiche: 50-236, 83/06/01 , 8307220251, 


8. Reportable occurrences, LERs 4 related correspondence 


8307190119 Part 21 rept re deviation in Installation of A8C0 302A1264C 
transfer switches. Eva luatl on In progress. Next rept will be 
suhnitted within 60 days of ltr date. 

HANNAiF.J. Automatic Switch Co. 33/06/27. Region 4, Office of 
Director. ip. 19536:227. 24X Fl che: 30-247, 83/06/27, 83071301 19. 


8307190018 LER 83-004/03L-0: on 830604, leak observed at elbow-to— p Ipe 
weld on charging pump 31 relief line 2 iO downstream of 
relief velve RV231. Cause not stated. Valve 231 replaced 4 
pump returned to svc.U/83062? ltr. 

OUMBLEiF.H.i 9R0N8,J-C. Power Authority of the State of New York. 
83/06/29. MURLEY.T.E. Region 1. Office of Director. 3pp, 
19936:208. 24X Fiche: 90-286, 03/06/29, 8307130018. 
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8307190S94 LEW SS'OOS/OSL^O: on 830931 * bihl 1 1 In hot (hvtdoiiiTit Iffot 
otiorvoil it tl6ou-to-plp-t Wild on ehorsing pump 31 ptlitP 
Knc.Ltak locatttf on lint SIO downttraan of rtJltf valvt 
RVSSl.Cauttd by vibration. U/B30629 Itr. 

OUMSLEiF.W. . BROWStJ.C. Powtr Authority of thi Stati of Niu York 
03/O6/'89. HURLEY, T.E. Region 1, Offlci of Dirtetor. 3pp. 
19938:336. SAX Fleht: 80-286. 83/06/29, 8307150204. 


T. Hairing trantcriptt on nan-antitroit nattari 


B307M0387 Trinierlpt o# ACRS Conblntd Subeoniinlttaai ati Indian Point 6 
RallitUity te PrebJb 1 Hi t Ic Aliaiinant 030706 tnaatlng In 
Haih Ington, DC. Pp 1-293. Supporting docunintatlon anti. 

• ACR8 - Advliory Comailttaa on Raaetor Safeguard!. 03/07/06. 

328pp. 19393:182. 24X Fleht: 90-247. 83/07/06, 8307080287. 


8307290678 Forward! Comaltaion dattrninatlan ttatamant raleatlng 
tranierlpt of 330919 briefing on tnforetmant natter. 

CHILK. 8. J. Office of the Secretary of the Commlttlon. 83/07/19 

‘’7«8:‘06. 24X Flche: 30-247, 83/07/19. 


—8307890681 Tranierlpt of Cotnnlitlon 830919 cloied maetlng re 
enforeinant aetloni ba<td on amergenEy planning daficianclte 
in Uaihlngton, DC. Pp 1-30. 

a Connlialontri. 83/07/19. 31pp. 19718:100. 24X 

Flche; 30-247, 03/07/19, 8307850678. 


U. Cangrettional/Eiicut Ive Corrtipondanca 


8307870094 Rttpondi to 830620 Itr re plant i ta tut. addreti Ing tpeelal 
precetdinp, tnergancy preparadntii (< plant operational 
• tatue. 

Director for Operatlone. 

83/07/19. LUNDINEiS. Houee of Rep. 6pp. 19811:049 34X 

F I eh 1 : 90-24 7 , 83/07/1 9. 830727009 4 , 


8307870099 Requetti Info re ttatui of facility on bthalf of 
eenitituent. 

LUKDINB.8. Houie of Rep. 83/06/20. KAMMEfiER. C. C. Office of 
Congreeelonal Affilre. 2pp. 19811:090. 24X Flche: 90-247, 

83/07/19, B3072700S4. 


-8307290110 Public version of Rev 9 to crisis irgt plan for nuclear 
stations. U/e30630 Itr. 

VAlMHN.T.S.i TUCKERiH.D. Duke Power Co. 83/06/19. DENTON, H R. 
OfPlcs Of Nuclear Reactor Regulation. Director. 127pp. 19737-208 

24K Flche: 90-000, 83/07/19. 8307230101. 


8307290717 Releases public version of revised crisis mgt plan 
Impleaenting proceduras. 

FELTON.J.H. Division of Rules and Records. 83/07/19. Document 
Hanageaent Branch. Ip. 19719:314. 24X Flche: 90-000. 83/07/19, 

8307290717. 


■8307290730 Foruiards public verilon of Rev 1 to Crisis Hgt Plan 
lapleaentlng Procedure 9.3.2 re crisis news group plan (■ 

Rav 9 to Procedure 9. 3. 3 re admlnls tra 1 1 ve t, logistics 
support group. 

TUGXER.H.D. Duke Power Co. 83/05/02. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19719:319 24X 

Flche: 90-000,83/07/19, 8307290717. 


— 8307290744 Public version of Rev 1 to Crisis Mgt Plan Implementing 
Procidvra 9.3.2 re crisis news group plan t< Rev S to 
Procedure 9. 3, 3 re admlnletrativc 8, logistics support group 
* Buka Power Co. 03/03/16. IBbpp. 19719:317. 24X 

Flche: 90-000. 83/07/19, 8307250717. 


K. Utility Final Safety Analysis Report IFSAR) h amends 


8307070087 FBAR 1982 update for Oconee Units 1,2 b 3. W/830630 Itr. 
TUCKERfH.B. Duke Power Co. 83/07/01. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director, STOLZ.J.F. Operating Reactors 
Branch 4 . 200pp. 19298:281. a4X Flch e; 90-269, 83/07/01, 8307070087. 


F. Operating license stage documents L correspondence 


8307110226 Advises that l-nfo re proposed reactor coolant pump trip 
crlterla.per TMI Action Plan Item 1 1. K. 3. 9. ul 1 1 be provided 
hy and of Jul 1983. 

TUCKER, H.0. Duke Power Co. 83/06/29. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director, STOLZ.J.F. Operating Reactori 
Branch 4. Ip. -19380:033, 24X Ft che: 90-269, 83/06/29, 83071 10226, 


DOCKET 90-287 OCONEE NUCLEAR STATION, UNIT 3 
F. Sacurity, medical, emergancy fc fire protection plans 


8307140164 Advises that obgactivae It leenarlo for enargency eiercise 
dlecussid u/C Janninge.per util 

s^liB « 0214 Itrt. 

Preparadness tc Haterlals Safety. 
83/03/29. TUCKER, H.fl. Duka Power Co. Ip. 19923-182 24X 

Flche; 80-269, 83/03/29, 8307140164, 


8307140244 Refers to 830324 conversation rt emergency eserclta 
training requlrenents for NRC Ic contract personnel. Training 
evaluation team members documented. 
aa/Sa/M^’ Preparedneie 1. Heterlals Safety. 

83/03/29. TUCKER, H.B. Duke Power Co. 2pp. 19823-059 24X 

Flche: 80-269, 83/03/29, 8307140244. irowj.usv. aax 


Tivlelt fecllltlee to gather eddi 
Info In Identifying plant vital areae.per mods to NRC vital 
area enalyeis programs. Safeguards info gathared will ba 
protected per lOCFfi73. 21. 

*■ Rofldent Programs. 83/06/29. 
TUClWRiH.B. Duke Power Co. Ip. 19923:043 24X 

Flche: 50-269,83/06/29, 8307140282. 

Forward! fees for amende to Licensee DPft-3B, DFR-47, DPR-9S 
.■TVfc, T* location of emergency operating facility & 

M.cli 22 “f *l4«Pe» cordlfcian for verifying acceptability of 
®*2*r“*2'' ‘‘•“S" "oif.Teepectlwely, 

Co. 83/07/08. DIOOS.R.M. License Fee 
B30714M4B.® Pi cha: 80-000. 83/07/08, 

etandby shutdown facility fire 
fI2.! 2* '■•RUlrementt re source range monitors b steam 
locrPM role. Design meets 

*• "I'L requirements. 

Nu2t.-I.V' °*'''! P""" C«. 83/07/18. DENTON.H.R. Office of 

Nuclear Reactor Regulation, Dlractor. STOLZ.J.F. Operating Reacto 
Branch 4. 2 pp. 19701:380, 24X FI ehe: 80-269, 83/07/19, B307830300. 


B,.'’*''!**®? Document 

0307280101. «>< Pi eh# 190-000, 83/07/19, 


8307080362 Forwards eight bverslie ilrawlngs. Inadvertently omitted from 
util 830624 response to NRC 830923 request for add! Info re 
proposed reraeklng of spent fuel pool. Aperture cards are 
available in PDR. 

TUCKER.H.B. Out* Power Co, 83/06/30- DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. STOLZiJ.F. Operating Reactori 
Branch 4. 2pp. 19347:246. 24X Flche; 90-269. 83/06/30, 8307080362. 


tlJ0/lsa403 Forwards suppl to Abnamal Transient Operating Guidelines 
"76— 1 123298-^)0, per 830921 Itr. Suppl provides addl operator 
gvtdance & basis for actions during ATWS b small break LQCA 
events. 

IMITNEYiO.O. Babcock b WIlcoi Operating Plants Owners Group. 
MHITNEY.O.D. Sacramento Municipal Utility District. 83/07/02. 
EISENHUT, D. S. Division of Licensing. 26pp, 19430:229, 24X 

Flche: 90-887,83/07/02, 8307120403. 


8306270397 Oenerlc Ltr 83-26 to all applicants for DLs fc holders of 
CPs for power reactors re clarification of surveillance 
raq.tttrflnent« for diesel fuel impurity. Bve list end. 

EISENHUT, S. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co. o-f New York, Inc. 16pp, 19390:317, 24X 

Flche: 90-000, 83/07/09, 0306270397. 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
•perattng power reactors b holders of CPs for power reactors 
r# surveillance intervals in STS, Sve list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/06. Coneolldeted 
Edison Co. of Hew York, Inc. 16pp. 19669:294. 24X 

Flehe: 80-000,03/07/06, 8307060329. 


8307080169 Generic Ltr B3-2a to all llcenseet of operating reactors, 
applicants for QL b holders of CPs rt required actions based 
on generic ImpI 1 cat lone of Salem ATH8 events. 8vc list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/08, Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269 24X 

Flche: 90-000, 83/07/00, S3G70B0169, 


8307140848 Ferwerde fees for amends to Licenses DPR-3B, DPR-47, DPR-S9 
*■ f4PF-9 re location of emergency operating facility b 
addltlen of license condition for verifying acceptability of 
ftadel D2 steam generator design nod, resp ec tlvtly. 

RVTHERFdHtO. N. A. Duke Power Co. 83/07/08. DI008. R. M. License Foe 

flenageaent Branch. Ip. 19514:227, 24X Flche: 90-000, 83/07/08, 

8307140048. 
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G307190S&7 Requfiti eorrtctiona to updated FSAR. coniisttng of deletion 
of Tablta 3.9-33 through 3.9-3BiTable 3.9-44 <• Figure* 

3. 9-1 S through 3. 9-17. 

REAVtS.J. Duke Power Co. 03/07/11. NRC - No Detailed Affiliation 
9lvan. Ip. 19629:275. 24>: Flche: 30-269. 03/07/1 1 1 8307190267. 


8307290441 Forward* addl info lupp lament ing 630624 Itr re proposed 
rcractlng to expand storage capacltg of spent fuel pool to 
629 spaces. Results of keg structural calculations ti 
comparisons w/allowablt values for shear stresses provided. 

TUCKER. H. a. Duke Power Co. 83/07/14. DENTON. H.fi. Office of 
Nuclear Reactor Regulation. Director. STD1.Z.J.F. Operating Reactors 
Branch 4. 6pp. 19701:202. 24X Flche: 30-207. 03/07/14, 8307230441. 


8307220636 Summerg Of 030603 appeal meeting w/utils t< Bechtel re 
stacidbg shutdown sgs monitors for source range flux U steam 
genarator pressure. Vlewgraphs end. 

filRKEL.R.A, Licensing Branch 4. 03/07/13. Licensing Branch 4. 

32pp. 19697:043. 24X Flche: 30-000. 83/07/13. 8307220636. 


8307260304 Forwards proposed response dates to concerns in NRC 830600 
Itr providing approval of proposed ulde-range hot leg level/ 
reactor vessel head monitoring concept for coolent inventory 
tracking w/pumps off, 

TUCKERiKB. Duke Power Co. 83/07/18. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. STOLZ.U. F. Operating Reactors 
Branch 4. 6pp. 19726:070. 24X Flche; 50-269. 83/07/18. 0307260304, 


0307290117 Advises that mod* to relief t. safetg valve discharge piping 
will te implemented during next refueling outage scheduled 
for oorlg 1909ip#r 030121 Itr r# NUREO-0737. 1 tern Il-D.l. 

•'Performance Testing of Reector Relief 6 Oefetg i/alve*. *' 

TUCKER. H.B. Duke Power Co, 83/07/19. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. STOLZ.J.F. Operating Rcoctors 
Branch 4. Ip. 19706:071. 24X Flche: 30-269. 03/07/19. 0307250117. 


8307260412 Forward* response to 030509 request for addl Info re natural 
circulation cooldown procedures tc supporting analgtlcal 
baiet. Natural circulation cooldown unllkelg undertaking at 
fae 1 1 1 tg. Procedure* {• training provide appropriate guidance. 

TUCKER. H.B. Duke Power Co. 83/07/19. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. STOLZ.J.F. Operating Reactors 
Branch 4. Spp, 19733:138. 24X Fleho: 30-269. 83/07/19. 8307260412. 


"8307260417 "Planned Initiation of Notural Circulation ti Natural 
Circulation Cooldown.” 

* Duk# Power Co. 01/12/22, 17pp, 19733: 143, 24X 

Flche: 50-269. 83/07/1 9, 8307260412. 


0. Inspection reports. IE Bulletins 6 correspondence 


8307140336 Informs that liquid samples spiked w/radlonuc 1 Ides will bo 
sent to facilities for radiochemical analgtes as part of NRC 
conflrnatorg measurements program. Semples should be analgied 
for tritium, ar-09 fc 8r-90 content within 60 dags. 

LEWIS. R.C. Division of Project 4i Resident Program*. 83/02/07, 
TUCKERiK.B. Duke Power Co. Ip. 19525:120. 24X 

Flche: 50-000. 83/02/07.8307140336, 


0305270612 Ack receipt of 030406 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/83-06. 
90-270/83-06 U 50-207/03-06, 

DANCE. H.C. Division of Project t. Resident Programs. 83/04/25. 
TUCKER. H.B, Duke Power Co. ip. 18646:248. 24X 

Flche: 50-269. 83/04/25, 0305270612. 


—8309270627 Responds to NRC 830307 Itr re violation* noted in IE Insp 
Rapt* 90-269/03-06,90-270/83-06 t. 50-287/83-06. Corrective 
octlans: cited door locked closed Immedletetg after being 
found open. 

TUCKER.H.B. Duke Power Co. 03/04/06. O'REILLY. J, P. Region 2< 
Office of Director. 2pp. 10646;249. 24X Flche; 50-269. 83/04/29. 

8309270612. 


— 8309270630 Forward* IE Insp Rept 90-269/83-06.90-270/83-06 i, 
90-287/03-06 on 830111-0210 St notice of violation. 

DANCE.H.C, Division of Project ti Resident Programs, 03/03/07. 
TUCKER.H.B. Duk* Power Co. 2pp. 10646:291. 24X 

Fleho; 90-269. 83/04/29,0309270612. 


--B309270636 Notice of vloletlon from Insp on 030111-0210, 

* Region 2, Office of Director. 03/03/07. Ip. 18646:293. 24X 

Flche; 30-269, 03/04/23. 8303270612. 


--B309270643 IE Insp Repts 50-269/83-06,30-270/03-06 fc 30-887/83-06 on 
830111-0210. Nancompttenee noted : unescortod entrance to high 
radiation area. 

BRYANT, J,. FALCONER, D. Region 2. Office of Director. 

I0NAT0NI8. A. d. Division of Project & Resident Program*. 83/03/04. 
tOpp. 18646:234. 24X Flche: 30-269. 83/04/23, 0303270612. 


8307140067 Responds to IE Bulletin 83-03 re check valve failures In 
diesel generator water cooling sys.i/alve CCH-2B4 In itandbg 
shutdown facility only affected valve per Item 4. Item 3 
responte will be eubmltted within 90 dags of checkout. 

TUCKER.H.B. Duke Power Co. 03/06/20. O'REILLY, J. P. Region 2. 
Office of Director. 4pp. 19314:097. 24X Flche: 50-269. 83/06/20. 

8307140067. 


8307140086 Forwards IE Insp Rept* 50-869/83-19.30-270/03-19 t. 
90-287/83-19 on 83041 1-0310. No noncomp Hance noted. 

OANCEtKC. Division of Project U Resident Programs. 03/06/22. 
TUCKER.H.B. Out* Power Co. 2pp. 19314:196. 24X 

Ficho: 90-269. 83/06/22,0307140026. 


— ^7140030 IE Insp Repts 50-269/83-15.30-270/83-19 6 50-287/83-15 on 
830411-0910. No noncomp 1 lance noted. Major areas Inspected: 
oparatlons.malnt activities, surveillance (. LER review. 

BRYANT. J. . FALCONER. D, Region 2. Office of Director. 

BROWNLEE. V. L. Division of Project i. Resident Programs. 03/06/21, 
4pp. 19914:193. 24X Flche: 30-269, 03/06/22. 6307140086. 


0307060275 Responds to 830602 Ur rs violet Ions (i proposed imposition 
of civil penalties noted In IE Insp Repts 30-269/83-11. 

30-870/03-11 6 90-807/03-11, Correc t Ive action: procedures 
per TMI Item l.C. 6 reviewed. 

TUCKER.H.B, Duke Fewer Co. 03/07/01. Director’s Office. Office 
of Inspection and Enforcement. 21pp. 19230:332. 24X 

Ficho: 90-269. 03/07/01. 0307060275. 


B307130263 Forwards revised request for relief from ABM6 Section XI 
InsoTvlco insp req.ulr*m*nts (hgdrot tat Ic I supplementing 
821004 request. No addl license fees provided. 

TUCKER.H.D. Duke Power Co. 83/07/06, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ.J.F. Qpsrating Reactors 
Branch 4. Spp. 19908:246. 24X Flche: 30-269, 83/07/06, 0307130263. 


8306270401 IE Info .Notice 03-46. "Common Mode Valve Failures Degrade 
8urrv Recirculation Sprag Subsgstem. " 8vc list end. 

JOROAN.E.L. Division of Emergencg Preperednest (i Engineering 
Rotpanse IPost 030103). 03/07/11. Consolidated Edison Co. of New 

York. Inc. 194pp, 19363:293. 24X Flche: 50-000, 83/07/1 1 , 0306270401. 


8306270404 IE Info Notice 83-47. "Failure of Hgdraullc Snubbers as 
Result of Contaminated Hgdraullc Fluid. " Sve list end, 

JORDAN.E.L. Division of Emergencg Preparedness Si Engineering 
Response (Post 03OIO3I. 03/07/12. Congotidated Edison Co. of New 
York. Inc. 141pp. 19363:153. 24X Flche: 90-000, 03/07/12. 8306270404. 


B3O627O406 IE Info Notice 03-40. "Oeseous Effluent Releases of 
Radioactive I-i2S & 1-131 In Excess of NRC Limits.” 8vc list 
end. 

TAVLQRiJ.H. Division of QA. Safeguards 6 Inspection Programs (Post 
8301031. 03/07/14. Consolidated Edison Co. of New York. Inc. 

114pp. 19719:270. 24X Flche; 50-000. 83/07/14. 0306270406. 


8. Reportable occurrences. LERs t. related correspondence 


8307120604 RO: on 830309 & 12. fire barrier smoke exhaust penetrations 
3“R-S-8i 3-C-9-3 & 4 found w/o teal 6 3-C-3-3 did not hav# 
fusible dompor. respectivelg. Caused bg inadequate info ti 
iniuffUlant guidance provided bg design engineering. 

TUCKER.H.D. Duke Power Co. 83/06/29. 0 'REILLY, J. P, Region 2, 

Office of Dtroctor. 3pp. 19433:009. 24X Flche: 30-207. 83/06/29. 

8307120604. 


B307220911 LER 93-007 /03L-0: on 030525, while welding on hangar, fire 
etarted in cable providing control power to valve 3SV-90 
which controls valve 3HP-3. Breaker opened to repair eable- 
Cause undar invest igatlon. Fire eitingulshtd. 11/830708 Itr. 
eUILJ..P.F.i TUCKER.H.B, Duks Power Co. 83/07/00. O'REILLY. J. P. 
Rigion 2. Office of Dlrsctor. 4pp. 19685:138. 24X 

Fiche: 90-287. 83/07/00, 0307220311. 


DOCKET 90-288 REED COLLEOE RESEARCH REACTOR 


V. Operator Eiamlnattons 


8307080427 Oenerlc Ltr 03-12A to all nonpnwer reactor licensees r* 
Issuance of NRC Form 398. "Personal Qualifications 
Statanont -Llctnsae." Sve list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/11. Michigan. Univ. 
of. I4pp. 19963: 130, 24X Flche; 50-000, 63/07/1 1, 8307000427, 
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ISLAND NUCLEAfl STATION. UNIT I 
!— e^’erjenca * fire protetUan plaAi 


"GPU Nu£ 1 ear Corp 


B3072100A9 ProcaJure IOOO-PNL-40101 , 

ProtjtUon Plan " 14/830705 Ur 

HUKILL.H.D. O.neral PuUc UUlitl. 
19869:383, 24.: I=U U 02/ Jos. ‘ 


Radiation 

- CPU Service 
rector. 16pp 


0JO71IO595 Reiea««i public 
l 4 ip I amen tlrsp procedures. 
P£LrON»J.M Division oP 
Management Branch ip 
0307110595. 


version of revised emergency plan 


Rules and 
19391. H2. 


Records. 83/08/2<l. Document 
adX Fiche; 50-2e9.a3/'06/a4, 


—83071 10599 
Procedure 
Emergenc y 
STANCE, s. 
83/06/02. 


Emergency Plan Implementing 
1004.32, Activation of At.nei to Nearslte 
Operations Facility 

U. General Puhllc l/ttut.ea - GPU Service Cora 

I9pp. 19391113. 24X F l Che : 50-289. 83/06/24. 03O7UO39S 


8307120051 Re 
FELTON, J. (1. 
rtanasement 
8307120051. 


r''**! yr*‘‘”’ to emergency plan 

Oivlsion of Roles and Records. 83/06/24 Oarumens 
Branch. Ip. 19434: H 2 . 24X Flche- s5-289; 




8307120069 Releases public version , 
i^p 1 ^meriting procfifure 
FELTON, J.M. Division of Rules am 
Management Branch. Ip. 19433 241 
8307120067. 


rev to 

Records. 
24X FI 


emergency plan 

83/06/24 Document 
Che: 50-209, 83/06/24. 


decontamination. W/B30602 Ur ® 

03 /nA/nn Public Utilities - CPU Service Cora 

«■ Ipp 19435:249. 24X FI th e ; 50-2S9, 83/06/24^8307120069. 


l: 9 .n.retor 






EISENHUT, 0. e. *DfvJslon'’i#'LlcJ'*^‘*‘ 33/07/12 

P.cKe.50-299.83%?nL‘’S3S7.Bio9S l’SB7:00,. 24* 


^'’schldiu pJr 0 en^ric‘‘L!r 12-3^4"^ u'"’^h'' * ;d"'‘h = 

h5Srl"hV function^ ^^63 0 ?' 


24X 


”?re™OGFRri:r P*- withheld 

Sn:k.S. olfrcrorNiuea^R^^'r service Carp 

l 974 g*TArt 3 itv f, Nuclear f?aactpr Rroulabton 

749 . 360 . S-IX Fiche; 50 - 289 , 33 / 07 / 20 , 0307270031 . 


83/07/20 
Director. Ip. 


Adjudicatory correspondence 


AAMODT.M. N AamedU, 

Emergency Preparedness 6 Enfl.n o '^^'’OAN.E.L DivlslcR of 

18379:001 24X F 1 che =EP 


®^BaT?nron**J*‘“" " ' HolhoU 6 N Aamodt to Intervene in 

nearing on steam generator tube repair. »»!■» in 

Affiliation Unknouin. AAHQDT, N. Aamodti, The 
83/06/28. Commissioners. Ip. t9193'ia3 oav *' 

Ficha: 50-289, 83/06/28, 8307050071. 

B3070M109 Order rescheduling 830720 oral argument for ssoaoi r. vi, 


s“!c.:*!:'Sro?:;r”;“^vc f*- 

BflXTER.J.A. Shaw. Pittman. Potts 6 Trowbridge BAXTER, J A 
Metropolitan Edison Co. 83/06/29. CHIUK. S. J Of f 1 cf^f ' th. 

***' Commission IBpp. 19220-221 24X 

Flche; 90-2S9. 83/06/29, 8307030123. 








solutian for steam generator bypesa 
Certificate of Svc end. 

BAXTBI.T.A. Metropolitan Edison Co 
Patts fc Trowbridge. 33/06/29. I 6 pp 
Fiehe: 30-289. 83/06/29, 8307050271 




v'vpuaing long-term 


logic proble 

BAXTER, D. C. 
19199:293. 


Shaiu, Pittman. 
24X 


- 

— ' -nslderatlonsf^'^^r^^y"?: 

“aM;,'''''lp ^"oarpi Docketing fc Service, 

P 19a 69.321. 24X F U h e : S0-2B9 , 83/06/29. 8307070212. 


L.;a“«ractcr*" p' °l92lSd62 ^‘^''^‘ve 

8307050147. ^ 1V220.162. 34 X F 1 e h e : 50-289. 83/06/30. 


reopened hear Ing . Request essentially discovery reouest 6 

BHO^KER c’j'* At '■"“"S 0" reopening record. 

Aamodts. Vhe 3pB I9^99^60‘' ‘■oirFj"^ S3/06/30. 

8307050159. >9199.160. 24X F 1 c h e : 50-289, 03/06/30. 


Tech Spec & approval of steam generator 
SER, OB amend prior to final decision oi 
con* t deration requested, 
raUSKV.T.M. Pennsylvania. Commonu,eaUI 
19199 309 2, 


amend request to change 
epalr. Release of 
safety hazards 

of,. 83/06/30. Docketing 
Flche: 50-289. 83/06/30, 




.nai-mu 0 , 11/016 order 


,>nv auereness of falslflel 


co« 2 ;etenceT'’^Jfi“'’.?^ individual per f ormance” ^om' mg” 
G^SuuI^e^rlJc’^ncr " - 9 t changes' 

?«3r2M”' of., 03/06/30. 7pp 

19830.244. 24X F I ch e : 50-289 , 83/06/30, 83070601 90. 


CILINSKY.V. Commissioners. 03/06/29. DIRCHS.W J Office of the 

r. Operation,. Ip, 1919i'359 24^ 

Flche. 50-289. 83/07/01 , 3307050254. 


“?e?S?dVl 30 mt>’'^^'"''"“^‘f argument on motions to reopen 

lenr.tanrfTmo tf’ '" 9 t «. cheating issues has 

eSCDOrarj o" vacation p 1 ans Car 1 1 f 1 ca t e of Svc end, 

LUenf^nJ An Hearing Branch 2 , 83/07/01. Atomic Safety and 

a307060»l ’ ‘9^50"2O3 2« FI ch e : 3O-209'e3/O7/0 1. 




vu nounu Ovsuoia on 

cI2J?f?r ?" motions to reopen recoi 

Certificate of 8vi en<l, 

C^DBEM.J R. Hearing Branch 2 83/07/01. 13p( 

Ft Che: 30-2B9. B3/07/O1, 0307060206 


scheduling 
19249: 299. 


oral 

S4X 
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830706020S Response to ASLAH 030616 order re bearing 
three motions to reopen record. Cert I P i ca te of Svc 
AAMODT.M.H.i AAMODTj N. D. Aamodts. The. B3/07/OI 
24X Ft Che- 30-209. 83/07/01 . 8307060208 


of new info on 
enc 1 

33pp. 19S49'314. 


B307060393 Addl comments on motions to reopen rec or d . Supports 
Commission decision not to separata individuals from 
organljation to decide mgt competence Statement of T Martin 
at Commission 830324 meeting rel evan t . W/Cer 1 1 f I ca t e of Svc 
DOROSHQH.J, Three Mile Island Alert S3/07/01. Atomic Safety and 
tlcenslng Appeal Panel. Spp 19236:064. 24X Fic he. 50-237, 83/07/01. 


8307190274 Notifies of VR Harding employment at laui firm. Harding u.ill 
Currently pending before NRC. 

BAXT£ReT A Shaue Pittman. Potts Trouibric} 9 e DAXTERf T A 
n^ropolitan Edison Co. 03/07/13 PAl.I.ADINO, N. J , GILlNSKYaV. , 
AS€ELSTtNE*J K. Commissioners ip. 19632 073 2*1 X 

Fichs. 30-209,83/07/13. 8307 890274 














partcipate m any case pending before NRC Svc list encl. 

HARDlNOe V. 0 Shaw, Pittman. Potts t> Trowbridge 83/07/13 

• SlLlNSHy.V,. ASSEL8TINE, J « Commissioners Spp. 
19632 074. 24X Fj c h e : 50-2B9, 03/07/ 13, 0307190274. 


8307110300 Comments on ASUAH 030616 order re motions to reopen record 
on issues of mgt competence S. i n tegr i t y . NRC knowledge of 
leak rate testing falsification 8, temporary reassionment of 
individuals. 

MEISS.E.n, Union of Concerned Scientists, 03/07/01 6 dd 
19373:001. 24X F 1 c h e ; 30-289. 03/07/0 1 . 8307 1 10300. 


8307130306 Advises that JR Goldberg 
argument on three pending motions 
GOLDDERG. J. R Hearing Granch 2. 
Safety and Licensing Appeal Panel. 
Fiche. S0-2B9, 93/07/14, B307 130306. 


will represent NRC at 030720 oral 
to reopen mgt record. 

03/07/14. SHOEMAKER. C J. Atomic 
Ip. 19332:311 24X 


BJO7I3O220 Interim comments on GPU vs O&M trial record, Evidence 
dramatically illustrates util unfit to operate TMI-l *. error 
in ABLD finding that util mgt compe t en t. Ut i 1 Incapable of 
learning from mistakes. 

DORQSHOW, J. Three Mile Island Alert 03/07/01. 64pn 19463-260 
24X Fiche: 30-289, 83/07/01, 8307130228, ^ 1V463.260. 


Notifies that author will present argument for licensee at 
H30728 oral argument re pending motions to reopen mgt 
capability phase of proc ee d 1 ng, per ASUAD 830629 memorandum 
tc order Svc list end 

BLAKE.E.L Shau, Pittman, Potts t Trowbridge BLAKE, E L 
Ketropolltan Edison Co. 83/07/14 SHOEMAKER, C. J. Atomic Safety and 
8^7190077 24X F I ch e ; S0-2B9, 83/07/ 14, 


0307080473 Order granting NRC motion to change date of oral argument 
on pending motions to reopen record scheduled for 830003 
Oral argument rescheduled for 830728. NRC memorandum on 
progress of revalldatlon due 830721. 

SHOEMAKER. C. J, Atomic Safety and Licensing Appeal Panel. 83/07/06 
Office of the Executive Legal Director. 2pp. 1934631B 24X 

Flehi:S0-2B9, 83/07/06.8307080475, 


8307UOOSO Notice 
pending motions 
SHOEMAKER, C.J. 
Ip. 19375:020. 


of rescheduling 830803 oral argument to 030728 re 
to reopen record In mgt phase. 

Atomic Safely and Licensing Appeal Panel. 83/07/06 
24X Fiche: 50-289. 83/07/06, 8307110030. 


8307130329 Stipulation re employment of personnel Involved In cheatind 
incident. * 

DLAKE.E.L. General Public Utilities - GPU Service Corp. DLAZEY. D R 
Co^-nonuealth of, . DLAKE.E.L Mo tropo 1 1 tan Edison Co 
83/07/06. 3pp 19338:234. 24X F i c h e : 30-289. 83/07/06, 8307 130329. 


--3307130333 Motion to withdraw romalnin 
entire withdrawal of Commonwealth of 
of Svc end. 

BLAZEY, D. R. P ennsy 1 van 1 a . Commonwea 
Safety and Licensing Appeal Panel. 
Fiche: 30-289, 83/07/06, 8307130329. 


g three e icep t ions, const! tut i 
PA appeal. Certificate 

Ith of,. 83/07/06. Atomic 
4pp. 19338:237. 24X 


ng 


8307130204 Advises that Independent in-depth studies warranted ra 
steam generator tube repair. Incompetent ASLD members should 
be removed t. truth re TMI revealed. 

HERMAN, A. A. Affiliation Unknown 03/07/00. PALUADINO. N. J. 
Commissioners. Ip, 19474:343. 24X Fl che: 50-289, 83/07/08, 


B307190198 Discusses concerns a, pressed in 030602 Itr re cheating on 
operator qualifying eiam. safety of TMI-2 cleanup &, operator 
competence t, integrity at TMI. Final decision on restart will 
not be made until outstanding concerns addressed 
PALLAOINO, N. J. Commissioners. 83/07/14. THORNBURGH, R. 
Pennsylvania, Commonwealth of. 2 pp 19630- 109 24X 

Fiche: 30-289,83/07/14, 8307190193 


wiuw/s/ » / rur nearing on 

util 830309 application for amend to CIL re steam generator 
repairs, to ASL8, for appropriate action. 

CHILK.S J. Office of the Secretary of the Commission 83/07/15 
2pp. 19355 272. 24X F 1 c h e : 50-289. 83/07/ 1 5, B307 180220. 


8307190003 Forwards WJ Dlrcks 830713 memo to Commission re NRC 
proposals to impiement NRC 030628 guidance on NRC completion 
of TMI-1 restart review. 

GOLDBERG. J. R. Hearing Branch 2. 03/07/15 EDLES.O.J., KOHL. C N. 

BUCK, J. I< Atomic Safety and Licensing Appeal Panel. 6pp. 
19632:006 24X Flch e 30-209, 83/07/ I 5, 0307 ! 90003. 


8307190163 Order eitendlng time until 030725 fpr Commission to act to 
review ALAD-724. 

CHILK.S-J. Office of the Secretary of the Commission. B3/07/15. 
Commissioners Ip. 19636:260. 24X Fiche 30-289,03/07/15, 

B3D7190163. 


8307200113 Notice of ASLD constitution SJ Hoi fe, chairman I DL Hetrick 
ti OC Lamb, aieobcrs. 

COTTER, D P Atomic Safety and Licensing Board Panel. 03/07/15 
2pp. 19647:066. 24X F 1 ch e : 50-289, 03/07/ 1 5. 83072001 1 3. 


0307140310 Forwards list of GPU vs DJ.U 
depositions of util witnesses. 
WURTZ.M.E. Davis, Polk t> Wardwell. 
of Nuclear Reactor Regulation, Dlrec 
Fiche: 30-209, 83/07/00, 0307140318, 


trial eihibtts containing 

83/07/00. DENTON. H.R. Office 
tor. 70pp, 19323:237. 24X 


8307130069 Order eitendlng time until 030012 for Commission to act to 
review ALAD-729. 

CHJLK.S.J, Office of the Secretary of the Commission. 83/07/11 
Commissioners. Ip. 19463:360. 24X Fl che ; 50-209, 83/Q7/1 1 . 

8307130069. 


8307140449 Forwards WJ Dlrcks 030629 memo to Commission re 
repoTtabllity of licensee rept on Hartman allegations 
Investigation Into 1 tr-des 1 gna ted Individual VV & Miller 
incident complete. NRC views submitted to Commission. 

'^•*'■‘'‘9 Branch 2. 03/07/12. EDLES.O.J., KOHL.C.N 

Atomic Safety and Llcsnsing Appeal Panel, 9pp. 
19320:343. 24X Fiche; 30-209, 83/07/12, 0307140449 


8307140441 Amended petition of J Lee.B Molholt t, N Aamodt fop leave to 
Intervene re steam generator tube repa 1 r. E« tens 1 ve damage 
dfffetctcd in tobas. Msthod of repair novel U unproven 
AAMODT.N.O, Aamodts, The. 83/07/13. Commissioners 
19320:334. 24X Fiche ; 30-287, 83/07/13, 830714044 1 . 


Spp, 


8307140433 Forwards articles on scientists testifying for Sire & 
discovery of isotopes near site. 

Affiliation Unknown, 83/07/13, GOTCHV NRC - No Detailed 
8307140433" l‘?52l:248. 24X Fl c h e : 30-209, 83/07/13. 


8307200097 Response to TMI Alort supplemented request far adjudicatory 
hearing on steam generator repair amend TMI Alert hes met 
interest requirements t. should be admitted if one litigable 
contention submitted on t Ime. Cer 1 1 f ica te of Svc end 
HAONER.M.E Hearing Branch 4, 03/07/10, Atomic Safety and 

Licensing Board Panel, 6pp 19647:129, 24X Fiche: 30-289, 03/07/ 1 0, 


8307200213 Comments on Commission 830620 memorandum «, related 
documents. Licensee retains confidence In capability «, 

Integrity of present GPU Nuclear organliation I personnel to 
operate t- support TMI. Svc list end. 

BLAKE.E.L. Shaw, Pittman, Potts Trowbridge. BLAKE, E L 
Metropolitan Edison Co. 03/07/10. PALLADINO. N. J. , CILINSKY.V. . 
ROBERTS, T. H. Commissioners. 69pp. 19631 172 24X 

Fiche: 30-289, 03/07/10, 03072002 IS 


8307210280 Order reconfirming 830720 oral argument In Bethesda.MD on 
inobionft to reopon record re ngb issues. 

SHDEHAKER.C. J. Atomic Safety and Licensing Appeal Panel 03/07/19 
2 pp. 19664:284. 24X Fl c h e : 30-209, 83/07/ 19, 83072 10200 . 


ifJU/43U263 Responds to 030629 me 


scion on nnu actii 


util falsification of leak rate tests. Fact that Hartman 
allegations referred to DOJ was not withheld from public. 
DIRCKS. H. J. Office of the Eseegtive Director for Operations. 
83/07/19 61LIN3KV.V. Commis s 1 oners. 3pp. 19703-279 24X 

Fiche: 50-209. 83/07/19, 0307230263 
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S307220370 Response opposjnj J Lee, S Molholt ti Aamoflt 930625 petition 
?ar sd juOicatory hearing on steam generator repair amentf. 

Interest re<)u i remen t not me S. Cer 1 1 ficat e of Svc end. 

WA0NEn,M E Hearing Branth 4 63/07/20. Atemic Safety and 

Licensing Board Panel. 12pp 19675 237 24X FI che : 90 -2e9r Sa/OT/M. 

6307220370 


6307230327 Memorandum on status of KRC TMI-l restart revleiu.per 
S306I6 A 0706 orders •Completion of fJRC review of open 
issues U formulation of HRC position on mgt integrity 
realistically appear to be many months auay. 

OOLDBEHO. J. R. Hearing Branch 2. 63/07/21 8pp. 19703 023 

Fi Che: 30-269, 63/07/21 , 3307230327. 


ASLAB 


24X 


-8307230334 Responds to renuest for info re nature & current status of 
NRC review of OPijt vS DtW lawsuit d o c umen t s . As of 630720, 
screening review approi 73!< complete. 

RUSSELL, H T RRC - No Detailed Affiliation SIven. 63/07/20 
CQLD0ERC.U. Hearing Branch 2. Ip. 19703:031. 24X 

Ft Che 30-239. 83/07/21, 8307230327. 


- 6307230344 Defines scop *, purpo se L approach re NRR review of OPU vs BtiM 
lawsuit documents Review comprises audit review similar to 
normal NRC safety revi eu. Comp !« t ion by Sept 1963 should be 
scNedulcd. 

13ErfrON,H R, Office of Nuclear Reactor Regulation, Director. 

63/07/11. EISEfJHUr, D. 0 Division of Licensing. SPEIS, T P 
Division of Safety Technology. VOLLMEH, R. H. Division of 
Engineering, 4pp. 19703.032. 24X F i c he : 30-269. 63/07/2 1 . 

B307250327. 


8307270139 Advises that ER Ueiss will not appear at 630628 oral 
argument due to r(al estate transactions. UCS will submit 
cate on Pilings. 

UEISS.E. R. Harmon t, Ueiss. WEISS. E.R. Union of Concerned 
Scientists. 83/07/26, EDLES.O.J,, BUCK, J. H. , KOHL.C.M. Atomic 
Safety and Licensing Doard Panel. Ip. 19749 3I7 24X 

FI Cher 30-289.83/07/26. 8307270135. 


8307270839 Rasp-onse to Commonwealth of PA 630706 motion to withdraw 
raaialnlng exceptions to ASLB B20727 partial initial decision 
an ngt issues. NRC does not object to mot Ions. Cert IPlca to of 
Svc end. 

MAOHER.n. E. Hearing Branch 4. 33/07/86. Atomic Safety and 

Licensing Appeal Panel. 6pp. 19749:326. 24X FI che: 90-289, 03/07/26, 


0307290130 Forwards '‘Responses to Recommendations of Basie Energy 
Technology Assoc. Inc Set Forth in Rept Dtd Feb 26,1933." 

BLAKE.E.L. Shaw, Pittman, Potts it Trowbridge. BLAKE, E L 
Hotropolitan Edison Co. 03/07/26, EDLES.O.J., BUCK, J. H. , KOHL-C.N. 
Atonic Safety and Licensing Appeal Panel. 49pp. 19822' 069 24X 

Fiche: 90-869. 83/07/26, 8307290130. 


8307290138 Response to NRC intervention requirements for adjudicatory 
hearing on steam generator repair amend, Pet i tioner has 
standing due to close proximity of residence to plant 
Certificate of Svc end. 

UEE.J. Affiliation Unknown. 63/07/26. Atomic Safety and 
Licensing Board Panel. 3pp. 19822:003. 24X Fiche: 50-2B9, 63/07/26, 


St.aff requirements memo re 630621 discussion of guidance to 
NRC nil restart pending immediate effectiveness decision on 
restart. Cert I fleets of Svc end. 

0*’ Secretary of the Commission. 03/06/28, 

DIRCKS.H.J Office of thg Etecutive Dipector for Operations 7 ob 
19703 036. 24X F 1 c he : 90-289. B3/07/21 , 6307290327. 

6307290362 Forwards UCS comments on util rept on I'nveitlgations of 
Ltr-Designated Individuals VV b: 0 J-nc i den t . Ut 1 1 
investigation is transparent effort to exculpate util b 
employees rather than investigate facts. 

WEISS, E R. Union of Concerned Scientists 63/07/21 
PALLADINO.N J . CILINSKY.V., ROBERTS, T. M. Commissioners. tp 
19709:163. 24X F I Che : 90-209. 63/07/2 1 . 0307250362. 


8307380195 Cowients on EDO B3071S memo re NRC proposals to implement 
Cdmaission 830628 guidance on NRC completion of restart 
review. Restart decision need not await completion of 
NRC Investigations & eva 1 uat 1 ons. Cer t i f i ca te of Svc end. 
TRaUBRIDGE.C. F. Metropolitan Edison Co. TROWDR IDOE, 0. F. Shaw. 
Plttraan. Potts b Trowbridge. B3/07/27. lOpp. 19792'099 24X 

Fiche: 90-369. 03/07/27 , 8307260 1 SS. 

B30729001I Forwerds NRC 830603 response to TMI Alert request for 
adjudicatory hearing on steam generator repair amend. 

Hearing Drench 4. 83/07/26. WDLFE. S. J, , HETRICK. D.L, 

LAHB.J. C. Atomic Safsty and Licensing Board Panel. t2pp. 

19821:078 24X Fiche ; 50-289. 83/07/28, B30729001 1, 


-3307290366 Forwards comments on util rept on investigation of 
LCr-Des 1 gnatea Indvlduals VV b 0 incident. 

WEISS, E fi Union of Concerned Scientists. 33/07/21 EDLES.C. J 
BUCK,J_H , KDHL.C.N Atamse Safety and Licensing Appeal Panel, 

Ip. 19703:164. 24X F I c h B ; 90-269, 33/07/2 J , 6307230362. 

-8307250366 Comments on util rept on investigation of Ltr-Designafced 
Individuals W I, 0 1 ne id ent. Rep t Is transparent effort to 
ejculpate util w/o qualities of Indepenif ence, c r i t Ua 1 
thought, skepticism U rigor. Cert i f i cate of Svc end 
w!l!f'^ WEIBS.E.ft. Harmon b 

0307250362^*^^'^^* ”'05:163. 24X FI c h e . 90-269, 83/07/81 . 


83078901^ Opposes proposal to bifurcate license amend re steam 
operation Alert requested hearing before plant 

on'*iN«v’o B3/07/3I. PAULADtNO.N. J. . 

OILINSKY. V. , RDDERTS, T.rt. Com.ni ss s on e rs 2pp 19B82 140 24X 
Fiche: 90-209, 63/07/21,8307290127. ^ 


“f Commission CLI-B3-20. author 1 1 i ng issuance of 
I ! *" '’'■“f’®*®'' imposition of civil penalties 

in amount of «140. 000 re failure to Implement retraining 
properly E. matl false statements. 

l2Ba^' ^ 1970 -»°o^o'* ‘•'e Commission. 83/07/28, 

12pp. 19703.259 24X Fiche 30-209,03/07/22.6307250347. 


H. Cenerel corre jpo-ndenc e 


B307M032I Fopuards responses to 030424 questions re TMI-l steam 
generator repair program. Current allawable steam generator 
tuba leak rate remains 1 gpm combined leakage from all tubai 
Of bolh ftoaa 9«n«r4itorft. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 
83/06/17. HOSSLERiD.E. Affiliation Unknown. 0pp. 19299:268 
Fiche; 90'2S9> 83/06/17. 8307060321 . 


8307050095 Expresses outrage at NRC proposal to waive hearing on QL 
amend re steam generator repair, based on no slgnlflant 
ha ear da cons id era t ion. 

DAVI8.0. Affiliation Unknown. 83/06/27. Office of the Secrete 
BOT7090O9s"****‘’"' ”220:020. 24X Fiche: 90-289, 83/06/27, 


8307060200 Requests public hearings on 
future reltebiJlty of repairs 
HURST.J.B., MOSSLER.D.E. AfPilletion 
of the Secretary of the Commission. 
Fiche: 90-289. 83/06/30. 8307060200. 


method of steam tube 

Unknown. 83/06/30, 
2pp 19290:229, a4X 


repairs & 
Office 


83078(0358 Requests end J Lee Itr to Commission re steam generator 
fUb«i be pS«c«t$ on fvc list. 

= Unknown. 03/07/20, OILINBKY.V. Comml ss lout rs . 

Ip. 19664:140. 24X F I ch e : SO -289. 03/07/20, 0307210292. 


TMI Alert, J Uee.D Molholt t N Aamodt 030626 fc O: 
joint petition 6 amended petition to In t ervone. Ut 1 1 does not 

^^Uncdrirlirencr"' contention submitted. 

Pittmei"“pdtrL THOWBRIDGE.C.F, Shaw, 

L cenono n^ H o 83/07/22. Atomic Safety and 

930721^264 24X F 1 c h e : 50-289. 83/07 /: 


8307210254 Poses questions re steam generator tubes. pr imary coolant 
break 6 thiosulphate in primary coolant sys. 

LEE,J Affiliation Unknown. 83/07/20. Commissioners. 6pp. 
19664:141. 24X Fich e: 90-209, 03/07/20, 6307210252. 


K. Utility Final Safely Analysis Report (FSAR) b amends 


BScK®5"H''Ae '’'■^"ch 2. 63/07/25 EDLES, O. J. , KOHL. C. f 

19749^^51 ^ 4 ^ p. Licensing Appeal Panel. Bpp. 

19749-351. 24X Fiche: 90-209.83/07/23, 6307270025. 


6307270120 Order eitending time u 
review ALrtD-724. 

CHlLKrS.J. afficB of the Seere 
Commissioners ip. 19749 316 
B307270128. 


•ntll 

tary 

24X 


830729 

0 f the 
Fiche. 


for Commission to act to 

Commission. 83/07/25. 
30-289, 83/07/25, 


Forwards Update 2 to FSAR. Oath of affirmation end. 
HUKILL.H D. Oeneral Public Utilities - OPU Service Corp. B3/07/IB, 
DENT.ON,H.R. Office of Nuclear Reactor Regulation. Director 2pp. 
19780:045 24X F I che; 50-289, 83/07/ 1 B. 830727031 6. 


—8307270318 Update 2 to FSAR. 

* Oenaral Public Utilities - GPU Service Corp, 03/07/31 
I97B0 047. a4X Fi c h e : SO -2B9, 83 /07/ 1 0, B307270316. 
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P. Dparating license stage documents & correspondence 


3307810049 Procedure lOOO-PNL-40101, "CPU Nuclear Corp Radiation 
Protection Plan." H/030705 Itr. 

HlLOEBRANCNi J. . HUKILL.H.D. General Public Utilities - CPU Service 
Corp. B2/11/05. MURLEY<T.A. Region 1. Office of Director. iSpp 
l9d>&B:2S3. 34X F 1 c h e : 90-889. S2/ 1 1 /OS. 83072 10049. 


3307110616 tlontblg notice of amends to OLs Involving NSHC issued since 
BOO 983. 

CLARKiR. A. Operating Reactors Drench 3. 83/06/14. S6pp. 

19391:132. 24X FI c h e : 50-000, 33/06/ 1 4. 8307 1 10616. 


8307070333 Staff requirements memo on B3061S brlsfing In Mashington. 
DC re NRC certification In restart proceed ing. Fine 1 no 
significant hazards consideration determination uilll be 
proposed for concurrence bg end of June. 

CH1LK.8. J. Office of the Secretary of the Commission. 83/06/88. 
DIRCKSrH.J. Office of the Eiecutlve Director for Operations. ip. 
19368:226. 24X P 1 c h e : 30-289, 83/06/22, B307070S33. 


3307030145 Foruards Tech Spec Change Request 12B requtsting amend to 
App A to License DPR-SO re effluent discharge monitor 
relocation. 

HUKILL.H.D. General Public UtlHtiei - GPU Bervlce Corp. 83/06/24. 
STOLZ Operating Reactors Branch 4. ip. 19220:163. 84X 

Flche: 30-289, 03/06/24, 8307050143. 


--03O7OSO154 Application for Tech Bpec Change Request 18 requesting 
amend to App A to License DPR-30 re effluent discharge 
monitor relocation. 

KUiilLL, K. D. General Public Utilities - GPU Service Corp. 

83/06/24. 2pp. 19830:164. 24X Flche: 50-289. 83/06/24, 83070SOI49. 


--8307030161 Proposed Tech Spec re effluent di icharge'-tnoni toring. 

• General Public Utilities - GPU Service Corp. 83/06/24, 7pp, 
19220:166. 24X FI c h e ; 30-289, 83/06/24, 8307030 1 45. 


8307140323 Summary of 630S1B meeting u/utll in Dethesda.MD re results 
of leak & eddy current tests on rtpaired steam generator 6 
PORV 6 pressurlicr corrosion. Uieugraphs end. 

SILVER, H. Operating Reactors Assessment Branch. 83/06/27. 
Operating Reactors Assessment Branch. 3pp. 19526:262. 24X 

Flche: 30-289. 83/06/27, 8307140323. 


8306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for pouer reactors re clarification of surveillance 
requirements for diesel fuel Impurity. 8vc list end. 

EISENHUT. D, 0, Division of Licensing. 83/07/03. Consolidated 
Edison Co. of Neui York, Inc. i6pp. 19390:317. 24X 

Flche: 30-000. 83/07/03, 8306270397. 


6307S70022 Foruards request for addl info needed for E060 to revleu 
util 821203 response to NUREO-0737, I tem II. 0,1 re relief *. 
safety valve testing. Jul 1983 meeting proposed to receive 6 
discuss response since Item le to be resolved by 830830. 

STOLZiJ.F. Operating Reactors Branch 4, 83/07/05, HUKILL»H.D. 

Oenoral Public Utilities - CPU Service Corp, 8pp, 19811:234. 84X 

Flche: 30-289, 83/07/05, 8307270022. 


8307060329 Oeneric Ltr 83-27 to all licensees ti applicants for 
operating pouer reactors & holders of CPs for pouer reactors 
re surveillance intervals in STB. 6vc list end. 

EISENHUT, D. 0, Division of Licensing. 83/07/06. Consol idated 
Edison Co. of Ntu York. Inc. 16pp. 19669:234, 24X 

Fi cho : 30-000, 83/07/06, 8307060329. 


8307190310 Proposes meeting in Pars Ippany, NJ to train NRC members in 
use of GPU CDfflputerliad record sys in order to access OPU vs 
B&M lausult documents from Bethesda.ND ofcs. Info generated 
uoutd be placed In PDR. 

DENTON. H, R. Office of Nuclear Reactor Regulation, Director, 
B3/07/06. ARNOLD.R.C, General Public Utilities - OPU Servics Corg. 
Ip. 19656:174. 24X Flche; 30-289, 83/07/06, 8307190310. 


0307080169 Oeneric Ltr 83-28 to all licensees of operating reactors, 
applicants for OL ti holders of CPs re required eetlons bated 
on generic Implications of Salem ATWS events. Bvc list end. 
EISENHUT. D. a. Division of Licensing. 83/07/00. Consolidated 
Edison Co, of Ntu York, Inc. 3Bpp. 17669:269. 24X 

Flche: 30-000, 83/07/08, 8307080169. 


8307130323 Informs of plans to modify once through steam generator 
tube rupture guidelines (i emergency procedures, per 830629 
telcon. Mods will be completed by 830801. Llml ts correspond to 
site emergency declaration limits. 

HUXILL.H.D, General Public Utilities - OPU Service Corp. 83/07/08. 
8T0LZ. J. F. Operating Reactors Branch 4, Ip. 19538:120. 24X 
Flche: 30-287, 83/07/08, 8307130323. 


8307290012 Foruards evaluation of containment purge t vent valve 
oparabtlitg ti proposed Tech Specs re reactor coolant 
activity including Iodine spiking. Analysis of ECC8 back 
pressura requested by 830720. 

8TCX.Z, J. F. Operating Reactors Branch 4. 83/07/08. HUKILL.H. D. 

Oanaral Public Utilities - OPU Service Corp. 6pp. 19826:341. 24X 

Fieha: 30-289,83/07/08, 8307290012. 


•8307290014 Safety evaluation of demonstration of containment purge ti 
vent valve operability <B-24).Utll demonitrated ability of 
4B-lnch purge tc vent valves to dose against containment 
prassure buildup In event of LOCA. Hod 1 f ied STS end. 

* Operating Reactors Branch 4. 83/07/08, Bpp. 19826:347, 24X 

Flcha: 30-289, 83/07/08,8307290018. 


8307130008 Summarizes 830630 mgt meeting lu/utll In King of Prussia, PA 
T* recant changes In util organizational structure. Bvc list, 
list of attendees 4, vtaugraphi end. 

HURLEY.T.E. Region 1, Office of Director. 83/07/11. ARNOLD.R.C. 
Oaneral Public Utilities - OPU Service Corp. 29pp, 19348:208. 24X 

Flcha: 30-289, 03/07/11. 83071 30008. 


8307180294 Notification of 830713 meeting u/utll In Bethesda.KD to 
discuss steam generator tube repair amend request. 

SILVER. H. Operating Reactors Assessment Branch. 03/07/11. 
STOLZ, J.F. Operating Reactors Branch 4. 2pp. 19366:139. 24X 

Flche; 30-289, 83/07/1 1, 8307100294. 


8307190226 Foruards application to amend License DPR-SO, consl sting of 
Tech Spec Change Request 126 changing surveillance stds, 
oparatlonal revleu, records ti independent onsite safety 
ravlau group. 

HUKlLLiH.D. General Public Utilities - OPU Service Corp. 83/07/11. 
BTOLZiJ. F. Operating Reactors Branch 4. Ip, 19629:228, 84X 

Flche: 30-289, 83/07/11,8307190226. 


— 8307190231 Application to amend License DPR-SO, consisting of Tech 8psc 
Change Request 136 changing surveillance stds, operational 
revleui records 6 independent onsite safety review group. 

Certificate of Svc end. 

HUKILL.H. 0. General Public Utilities - OPU Service Corp, 

83/07/11. 4pp. 19629:229. 24X Flche; 30-289, 83/07/1 1, B307190226. 


—8307190234 Tech Spec Change Request 126 re survel 1 lance stds, 
operational safety review, records b independent onsite 
safety review group. 

a Oanaral Public Utilities - OPU Service Corp. 83/07/11. 3pp. 
19629:233. 24X Flche; 30-289, 03/07/1 1, 8307190226. 


8307230160 Notification of contract exccut Ion, Hod 2 to "Reanalyels of 
Existing Data From Survey re TMI. " ContractoriNatl Inst of 
Mental Health. 

SILVISiR.H. Technical Assistance Contracts Branch. FIN B-0621. 
83/07/12. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Olrocter. REOAN.H.H. NRC - No Detailed Affiliation Given. ip. 
19723:333. 24X Fiche: 80-209, 83/07/12. 0307230168. 


—8307230176 Hod 2>eitendlng period of performance to 830430, to 
"Reanalysis of B«istlng Data From Survey re TMI. " 

• Health L Human Services, Dept. of,. GUSTAVE, R.P. Division of 
Contracts. FIN B-8621. 83/07/12. Ip. 19723:336. 24X 

Flcha: 30-289, 03/07/12. 8307230168. 


8307190148 Requests that NRC grant addl opportunity for public Input 
after issuance of SER re steam generator repair while 
aklowlng licensee to proceed u/precrltlcal hot functional 
testing. 

DtECKAWiH. General Public UtiLltlai - OPU Service Corp. 83/07/13. 
DENTONfH. NRC - No Detailed Affiliation Olven. 2pp. 19636:194, 

24X Fiche; 30-289, 03/07/13, 8307190143. 


8307270348 Advises that proposal to separate In-eontalnment high-range 
redietton monitors by epprox 30 ft & to maintain conduit 
sepapatien acceptable. Design meiti criteria of NURE0-0737r 
Item II. F. 1.3. 

8T0LZ,J.F. Operating Reactors Branch 4, 83/07/13. HUKILL.H, D. 

Oanaral Public utilities - OPU Bervlce Corp. 3pp. 19802:343. 24X 

Flche: 80-289. 83/07/13. 0307270348, 


8307270399 Forwards draft SER re NUReo-0737, Item 1I.B.3, "Pos t-Acc Idan t 
Sampling Sys." Five of 11 criteria met, Meeting proposed to 
discuss eoapltance u/slz criteria. 

8T0LZ,J.F. Operating Reactors Branch 4. 83/07/13. HUKILL.H.D. 

Oensral Public Utilities - OPU Service Corp. 13pp. 19802:332. 24X 

Flche: 90-289, 83/07/13, 8307270339. 


8307190239 Forwards ''Bounding Analytical Assessment of NUfiEO-0630 
Models on LDCA 6 Operating kU/Ft Limits," In vetponse to 
820713 ltr. 

HUKILL.H.D. General Public Utllitlee - OPU Service Corp. 63/07/14. 
NOVAK, T.M. Assistant Director for Licensing. 2pp. 19630:083. 24X 

Flche: 90-289, 83/07/14. 0307190239. 
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—0307190238 "Douni)ln 9 Analytlcil Aitissnent of wyRE0-0i30 Kodtl* on 
LOCA & Optratinfi kH/Pt Llmlti. " 

UtHitlas - GPU Barvlce Corp. 83/07/14. IBbe 
19i30: 08S. 24X FlcJio: 80-209, 83/07/14. 0307190239. 

0307190003 Foruardi HJ Oircli 330719 intine to Commif.ion t» NRC 
propoj* * te Inptttntnt NHC 030620 guidance on NRC completion 
of TMJ-l rtitart revleu. 

Branch 2 . B3/07/19, EDUEB.O.J.. KOHU.C.N,. 

8 afa «9 and Licanalnj Appeal Panel. 6 pp. 

19692:006. 24X Fleha; S0-2S9. 03/07/19, 8307190003. 

0307220374 Forwardt daevmanti rt »t#am generator cddu current teit 
projram.per 030719 tileon r.queet.Utll 8ER t eafatu analuel* 
eonetuiloni re kinetic tipaniion change* In defictab 1 1 1 tu 
threthold valid ai urltten. ' 

U*‘l‘ 6 le. - OPU Service Corp. B3/07/IB. 
HTOLI.J.F. Operating Riaetars Branch 4. 7pp. 19679 279 24» 

Flche: 90-289, 03/07/10, 0307220374. 

83072.20408 Suppl to 030809 application to amend Licene* DPR-80i 
permlttlnj operation follouing repair of eteam generators bo 
anv Acthod other than pi ugg Ing, Eva luat I on of significant 
haiartfs conilderatlon end. 

DBj3?mVR - OPU a.rvu. Corp. 83/07/10. 

Nuclear Reactor Regulation, Director. Spp. 
19608.392. 24X Flch i : 90-209, 03/07/18, 8307220489. 

""ffmlng concurrence u/ 

B30718 ActtlUfi mlnuttt r# tddy currant test progr-affi of 
stiAA ginerotor tublti >9 conciTn*. 

ItST?''’/?' - GPU Service Corp. 93/07/20. 

STOUZ.J.F Operating Reactors Branch 4. 9pp. 19727:106 24 * 

FI eh t: 90-209, 83/07/20. 0307260196, 

“'‘’J *‘**'^*** “P poet-rapair tasting of steam 
gsneratore through sarlg Jul 1903, Inc luding early rssuEts of 
reactor primary lye cleaning. Pre-crltlcal hot testing of 
iiiitr, = to commence In early Aug 1933. 

ST^Z jV' n utllltlas - OPU Service Corp. 83/07/20. 

STO^Z.U F. Operating Reactors Branch 4. 2 pp. 19731 340 24* 

Flche; 90-289. 83/07/20, B3'07260809. * 

Recommendation, of Basle Energy 
BI m 2 B Aitoc.lne Set Forth In Rept Dtd Feb 20,1983." 
ntkronfne *■ Trowbridge. BLAKE, E.L. 

Stodc aiJjJu EDUES.O.J, . DUCK, J. H. , KOHL. C. M. 

Atonic Safety and tlcenilng Appeal Panel. 4Spp. 19822:089 24* 

Flche: 90-289,03/07/26, B307290130. 

SuUet*"* «■ corraspendenee 

•>' 630613 Itr Informing MRC of steps taken to 
K 4 o^?£*t i ^ IE Insp Rept 80-209/83-09. 

Dlvlilon of Engineering 4 Technical Programi, 

UtlliHe, - OPU Service Corp, 


19423:263. 24X Flche: 90-239. 83/07/06, 0307120214. 


63/07/06. 

app. 


-8307120227 Respond, to NRC 030913 Ur r. violations not.d In IE insp 

'^tlons: pneumatic trip units 
'’TfathT, raset 4 flush procedure 
uMuJ.V Lj‘S Interconnecting piping lines. 

Public Utilities - OPU Service Corp. 

194 M SAn •' Office of Director. 4pp. 

19423,269. a4X Flche; 90-209. 83/07/06. 8307120214. 

0306270401 IE Info Notice 03-46. "Common Mode Valve Failures DaarsA. 

Subsystem," SVC Us? ^?cl 

wROANj 6 . L. Division of EmfTjtncy Prepaf»dn*$» 9^ Enainisnlno 

Scn.o???:td"E3u::'^c2® of n-« 

lS4pp. 19963:293. 24X Fi Che : SO-000. 03/07/ 1 1 , 8306270401 . 

of »ee. 

41pp, 19963:193. 24X Flche: 80-000. 83/07/12. 8306270404. 

”?ei?r?2dU?ro2*M'' *“ Ctmmlssion re 

'■•Ft on .Hartman allegations, 

inr!a**2 ^ Itr-deslgnated Individual VW 4 Miller 

OOLDflERO 5“?'' ‘"'""‘“•'J to commission. 

BUCK j 2 'f; Branch 2, 03/07/12. EDLES.O.U, , KOHL.CN. 

,9320.349. B 4 X FI eh a ; 80-209, 03/07/ 1 2, 8307 1 40449. 

”Sado?ui« "Oa^rou. Effluent Releases of 

enel. '“‘29 «■ I--I3I In Eicess of NRC Limits." Sve list 

M«S3',:''”e3/27u;‘“'’ *■ 

io-^Tb ’ Coniol l<l*t#d Cdlgon Co. of Niu YorSf, ine 
PP- 19719:870. 24X Flche: 30-000. 03/07/14, S306370406. 


030727002S Forward! NRC 030722 itr to util & notice of violation 4 
proposed Imposition of civil penalty. 

OJXflBMO.J.fl Hearing Branch 2. 03/07/25. EDLES, 0. J. , KOHL.C.N, 

Safety and Licensing Appeal Panel. 0 pp. 

19749:391. 24X FI c he: SO-209. 03/07/29, 6307270023. 

R. Periodic operating reports 4 related correspondence 


03O722O1B2 Monthly operating rept for May 1983. W/B30613 Itr 

®2XTl?w.«'' ^UKILL.H, D, General Public Utilities - GPU Service C 
03/06/19. Management Information Branch. tOoo 19604001 
Flche; 90-289, 03/06/19, 8307220182. 

S^^Reportakle occurrences. LERs & related correspondence 


B3-019/01T-0: on 83061 1, oxygen concentration in waste get 
sys remained in eicess of 2 X for greater than 1 h. Caused by 
faitura to recognlce malnt activities affected when oxygen 
Introduced in watte gas sys.W/830627 Ur, 

aZCZECH. R. A. , HUKILU.H.D, General Public Utilities - GPU Service 

>■ Birutor 

19382. S30. 24* F I ch e ; 90-289, 03/06/27. 8307 1 10436, 


3pp. 


■'“'umenl, potentially relevant 4 matl to matters 
«r«! s onm, ‘'‘=*ude info on reactor coolant 

piwp trlpiPORV corrosion It smergento fseduater flow 
dovlcos - Cflntr olotron. 8vc list end 

BAp^.J.A. Shaw. Pittman, Potts 4 Trowbridgo. BAXTER, J A 
HetropDl-itan Edison Co. 03/06/29. CHILK, S. J. Office of the 
®*®'*****'y the Commie^i on. IBoo 19220' 291 94V 

Flche: 50-2B9f 33 / 06 ^ 29 . B307050123 

8307130007 PNO-THI-83-004; on 830708. I ealage occurred from letdown ,ys 
Plou Instruinent when.iu/ont reactor coolant pump in 
operailent util switched to other pump so that one pump was 
**’.,‘*^*’*^ loop. Caused by loose fittings. 

ImaaIto .. *■ OFfIc® of Director. 83/07/00. Ip. 

I94&3.357. 24X F£c h B : 30-289 , 03/07/00, 8307 1 30007. 

8307260364 EN-83-043:om 030722, no t i ce of violation 4 proposed 
tf panaltie, will be issued in amount of 

*140,000. Action based on submittal of matl false statement 4 
» *■* requallflcatlon program. 

D*''®':*'"-'* Office, Office of Inspection and 
0307260364*’ ‘P’ ‘fT33-009. 24X Flche : 30-289. 03/07/82, 


T. Hearing transcripts on non-ant 1 trus t matte 


Transcript of Commission 830621 public meeting in 
waea itigtoiif DC re completion of reetart review Pp I** 72 
03/Ob/Sl. a7pp. 19364:307. 24X 

Flche: 90-289. 03/06/21. 8307080998. 

U. Congraasional /Executive Correspondence 

0:»7O6O439 Informs that five lists of documents re TMI -2 accident will 
be compiled per 830607 request. 

Commissioners. 83/06/24. UDAUL.M.K. House of Rep. , 
interior & Insular Affairs. 4pp. 19300:193 24X 

Flche: 90-289, 83/06/24, 830706043?. 

~83070AW43 Ack receipt of NRC 830926 Ur responding to 030427 request 
CBM i'‘x ,’■* decision on THI-l restart 4 B4W vs 

bru trial record. Cnmml ssion majority response to 030427 Ur 
Inappropriate. 

Rep., Interior 4 Insular Affairs, 03/06/07, 
FALLADINOi H. U. Commissioners. Ip. 19300:197 24X 

Flche: 50-289, 83/06/24. 8307060437. 

V. Operator Examinations 

0307270044 Advises that Procedure 6210-ADM-2604. 01 , "Control of Exams 
for Units 1 4 2 ," Rev 1, meets 820727 partial Initial 
decision requirements 4 Is acceptable. 

STOLZiU.F. Operating Reactors Branch 4. 83/07/13. HUKILL,H. D. 

Oaneral Public Ubllities - OPU Service Corp, Spp. 19811:260 24X 

Flche: 90-289, 83/07/13. 0307270044. 

830727U27 Advises that revised procedure re control of exams meets 
T'V’*''*"*®"*® Imposed by 030426 partial initial decision. 

“TOLZ.J.F. Operating Reactors Branch 4. 83/07/13, HUKILL.H.D. 

Oenaral Public Utilities - OPU Service Corp. 3pp. 19812:018 24X 

Flcha: 90-289. 83/07/13. 0307270327. 



DOCKETED ITEMS 


95 


DOCKET 50-293 PILOfllM NUCLEAR PQUEfi STATION, UNIT 1 


F. S*euTltv, medical, emergency ft fire protection plans 


0307140404 Forwards IE Insp Rept 50-293/03-10 on 030419-0523 ft notice 
of violation. Notice of violation withheld (ref 10CFR73.2t>. 
8TAR08TECKI, R. Division of Project ft Resident Programs. 03/06/30. 
HARRINOTDN. W. 0. Doston Edison Co. 3pp. 1952l;0a3. 24X 

Fiche: 50-293, 03/06/30, B307140404. 


— 8307140409 IE Insp Rept 50-293/03-10 on 0304 1 9-0523. None omp 1 ianc e 
noted: fal lure to control safeguards info ft access control 
card properly. Portions withheld (ref 10CFR73.2I). 

JOHNBON,J., EICHENHOLZ, H. , OALLO,R. Region 1, Office of Director. 
83/06/15. 20pp. 19521:086. 24X F 1 c h e . 30-293, 03/06/30, 0307140404. 


0307130229 Forwards description of safeguards info protection program, 
per NRC 830421 Itr responding to util 020505 Itr of appeal 
re use of particular combination pad loci . Enc 1 withheld 
iref 10CFR73. 21). 

HARRINGTON. H. D. Doston Edison Co. 03/07/06. VAS3ALL0, D. D. 
Operating Reactors Dranch 2. ip. 19423.212. 24X 

Fleho: 50-293, 03/07/06, 0307120229. 


8307150060 Application to amend License DPR-35 changing Tech Specs re 
core ft containment cooling sys ft fire protect Ion. Subml ttal 
Is Initial segment of total of seven submittals re fire 
protection. 

HARRINGTON, W. D. Boston Edison Co. 03/07/11. VASSALLO, D. D. 
Operating Reactors Branch 2. Spp. 19536:102. 24X 

Fiche; 50-293, 83/07/11. 0307150060. 


— 0307150070 Proposed Tech Specs re fire protection mods. 

* Boston Edison Co. 83/07/11. 9pp. 19536:187. 24X 

Fiche: 50-293, 83/07/1 1, 0307150068. 


0307260871 Responds to 830513 telcon request for addl info re 020625 
submittal concerning fire protect ion. Li st of fuses planned 
to be removed for fires ft photographs of fuse installation 
enc 1. 

HARRINGTON, W. D. Doston Edison Co. 03/07/22. VABBALLO, D. B. 
Operating Reactors Branch 2. 4pp. 19732: 102. 24X 

FI Che ; 50-293, 83/07/22, 0307260571 . 


0. Adjudicatory correspondence 


0307260973 Forwards petition of Massachusetts PIRO for Emergency ft 
Remedial Action ft supporting documents per I0CFR2. 206. 

ERNST. M.O, Massachusetts Public Interest Research Group. 83/07/20. 

Office of Nuclear Reactor Regulation, Director. ip. 19732.091. 
24X Fiche: 50-293, 03/07/20. 0307260573. 


"0307260576 Petition of MA PIRO for Emergency ft Remedial Action per 
10CFR2. 206. Pe t i t Ion seeks immediate action to remedy 
serious deficiencies in facility offsite emergency response 
p Ian, 

ERNSTiM.D. Massachusetts Public Interest Research Group. 
83/07/10. Commissioners. lOpp. 19732:092. 24X 

Fiche: 50-293, 03/07/20, 8307260573. 


H. Oanera) correspondence 


B307220450 Comments on Bangor Dally News ft. MTV repts of NRC order to 
shut dawn five facilities for Insp of cooling pipes. 

Subsequent rescission considered under pressure from private 
owners of plants. Requests stronger enforcement. 

HEINRICH, D. C. Affl Hat ion Unknown. 03/07/15. DENTON, H.R. NRC - No 
Oetatlad Affiliation Given. 2pp. 19606 082. 24X 

Fiche: 50-000, 83/07/15, 0307220450. 


K. Utility Final Safety Analysis Report (FSAR) ft amends 


8307260166 Forwards Rev 2 to updated FSAR. 

HARRINGTON, W. D. Doston Edison Co, 83/07/19. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. Ip. 19733:054, 24X 

Fiche; 50-293, 03/07/19, 0307260166. 


— 0307260172 Rev 2 to updated FSAR. 

« Boston Edison Co, 03/07/31. 490pp. 19735:036. 24X 

Fiche: 30-293, 03/07/19, 0307260166 


P. Operating license stage documents ft lon espondcnce 


8307130165 Forwards evaluation of DHR Owners Group generic response to 
NUREG-0737, 1 tern II. K. 3. IS “Automatic Depressuriiation Sys 
Logic Mods." Two acceptable options include elimination of 
high drywall pressure permissive 

VA86ALL0, D. D Operating Reactors Dranch 2 83/06/03 

HARRINGTON, M. D. Boston Edison Co 2pp 19562:304. 24X 

Fiche: 50-293, 83/06/03, 8307 1 50165. 


0307150150 Advises that requirements of Till Item il.K 3. 13, "HPCI/RCIC 
Initiation Level, " met. Item resolved 

VASSALLO, D. B, Operating Reactors Branch 2 83/06/17. 

HARRINGTON, H. 0. Boston Edison Co 2pp 19342 354 24X 

Fiche; 30-293, 83/06/17, 0307 I 50150 


8307140312 Forwards conf Irma tory order verifying util 010213.0421. 
820326 ft 830510 commitments to install permanent scram 
discharge sys mods by 850223, or prior to operation after 
mid— Cycle 7 nod outage. Prop osed model Tech Specs end. 

VASSALLO, D. B. Operating Reactors Dranch 2 03/06/24 

HARRlNOTONi H. D. Boston Edison Co. Tpp. 19529 163 24X 

Fiche: 50-293, 03/06/24, 0307140512 


8307140316 Confirmatory order verifying util 010213,0421,820526 t 
830310 commltmonti to install permanent scram discharge sys 
mods by 850223, or prior to operation after mid-Cycle 7 mod 

ou tage. 

EISENKUT, D. G. Division of Licensing. 83/06/24. Boston Edison 
Co. Spp. 19529:165. 24X Fiche 30-293, £33/06/24, 0307 1 4051 2 


8306270397 Generic Ltr 83-26 to all applicants for OLs ft holders of 
CPs for power reactors re clarification of surveillance 
roquireisents for diesel Fuel Impurity. Sve list end 
EISENKUT, D. O. Division of Licensing 03/07/05 Consolidated 
Edison Co. of New York, Inc. 16pp. 19390 317. 24X 

Fiche; 50-000, 83/07/05, 0306270397 


8307110356 Application for amend to License DPR-35. me orporat ing 
license condition requiring util to follow long-term 
implementation plan reflecting fiscal ft manpower resources 
u/modif led schedul es. 

HARRINGTON, M. 0. Boston Edison Co 03/07/05 VASSALLO, D, D. 
Licensing Branch 2. lipp. 193S0-23B. 24X Fiche 50-293, 03/07/05, 

8307110356. 


8307060329 Generic Ltr 03-27 to all licensees ft applicants for 
operating power reactors ft holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end 

EI8ENHUT, D. G, Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc I6pp. 19669:254. 24X 

Fiche: 50-000, 83/07/06, B307060329 


8307120351 Confirms conail tmen t to perform photographic survey of points 
along seaward face of breakwater from boat, per NRC 830607 
request. Survey will affirm position of each visible seaward 

side stone. 

HARRINGTON, D. a Doston Edison Co. 83/07/07 VASSALLO, D. Q. 

Operating Reactors Branch 2. Ip 19429. 107 24X 

Fiche: 50-293. 83/07/07, 8307120331 


8307130080 Farwarda current descrlptlun of GA program ft revs to 
ppogrampper 830616 schedule Program will be implemented 
Following NRC approval or 60 days from 830707. 

HARRINGTON. U. D. Boston Edison Co. 83/07/07 Region 1. Office of 
Director. 9pp. 19474:266. 24X Fiche 50-293, 03/07/07, 0307130000. 


— B3071300B2 "OA Manual, Vol II." 

HARRINGTON. M. D. Doston Edison Co 03/07/07 66pp 19474:273 
24.x Fiche; SO-293, 03/07/07, B307I30080 


03D7O8O169 Generic Ltr 03“2& to all licensees of opei'ating reactors, 
applicants for Ql. ft holders of CPs rc required actions based 
on generic implications of Salem ATNS events. Sve list end. 
EI8ENHUT,D. 0. Division of Licensing. 83/07/00. Consolidated 
Edison Co. of New Vort, Inc. OSpp 19669 269 24X 

Fiche; 30-000, 83/07/00.8307000169 


8307150068 Application to amend License nPR-35 changing Tech Specs re 
core ft containment coding sys ft fire pr otec t i on. Submi t tal 
Is initial segment of total of seven submittals re fire 
protection. 

HARRINGTON. H. D. Doston Edison Co. 03/07/11. VASSALLO. D. B 
Operating Reactors Branch 2 Spp 19536.182. 24X 

Fiche; 50-293, 83/07/1 1, 0307 I 50060 


■8307150070 Proposed Tech Specs re fire protection mods. 

» Boston Edison Co. 03/07/11. 9pp. 19536 107. 24X 

Fiche; SO-293. 83/07/11 , 03071 50060 
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S3a7IS01S3 Forwards Rev 1 to "Inservice Testing Program for Pump* & 
Valvesi Pi Igrim Nuclear Power Station “ 

HARR t.NOTUN. Si D Soston Edison Co. 63/07/11 VASSAUtO. 0 B. 
Operating Reactors Branch 2 . Ip. 19337.513 34X 

Fiche. 30-393, 83/07/11. 6307130133 


— 6307130136 Rev 1 to Procedure 80S-03-0201. "Inservice Testing Prograie 
for Pumps & Va I veil Pi Igr im Nuclear Power Station. " 

KIN.JW. PICKENS.TA., OAVULA, J A. NUTECH Eng 1 neers, Inc. 

83/05/35 130pp. 19537:213. SAX F i Che : 50-293. 83/07/1 1. 

8307150123. 


— B307I40409 IE Insp Rept 50-293/83-10 on 8304 1 9-0523. Moncomp 1 1 ane 8 
noted: fai lure to control safeguards info S. access control 
card properly. Portions withheld (ref 10CFR73.21I. 

>nHN80M.J.. EICHENHOUZ. H. , CALLOiR. Region I, Office of Director. 
eS/OE/lS. 20pp. 19521:006. 24X F Ich e : 30-293, 83/06/30. 0307140404. 


8307210018 Forwards IE Insp Rept 50-293/83-11 on 830426-29 t> 0S03-0S. 

No noncomplianee noted, 

HARTIN.T.T. Division of Engineering ti Technical Programs. 83/07/06. 

HARRINGTON, M. D. Boston Edison Co. 2pp. 19669:206. 24X 

Fiche: 30-293. 83/07/06. 8307210018. 


6307190016 Forwards responses to Franklin Research Ctr B20212 draft 
rept on handling of heavy loads response to 801323 request 
for add! info re lifting devices. Mods 6 procedure 
emplacements will be completed by 641231 

HARRIMOTOM, H. D. Bos to n Ed I son Co. 03/07/13. EISENHUT, D- «. 

Division of l-icenslng. 49pp. 19633:084. 24X Fi c h e . 50-293. 83/07/13. 

9307190016. 


—0307210023 IE Insp Rept 30-293/83-11 on 830426-29 & 0503-03. No 
noncomplianee noted. Major areas Inspected: I teens te actions 
per IE Bullstlns 79-02 re pipe support base plate designs 
b 79-14 re selsnlc analysis for as-bullt piping sys. 

VARELA.A.A.. DURR.J.P. Region 1, Office of Director. 83/06/13. 
Spp. 19669:206. 24X FI Che : 30-293, 03/07/06. 830721 OOIB. 


6307220376 Forwards Teledyne Rept 5310-9. "Responses to NRC Request for 
Info:Mark I Torus Program Plant-Unique Rept." in response 
to 22 questions from 830414 Itr 

KARRIMCTON. U. D DOS to n Ed 1 1 on Co. 63/07/19. VASSALLO. 0. B. 

Operating Reactors Branch 2. Ip. 19666: 166. 24X 

Fiche; 30-293.83/07/19, 0307220376. 


— 8307220378 "Responses to NRC Request for Info: Mark 1 Torus Program 
Plant-Unique Rept." M/two overslte drawings. Aperture cards 
are available in PBR. 

a Teledyne Engineering Services. 5310-9. 83/07/13 25pp. 

19686:169. 24X FI c h e : 50-293. 83/07/ 1 9. 6307220376. 


B3O7250924 Notification of 630309 meeting u/ut 1 1 s. Frank 1 in Research b 
Teledyne Engineering Sve in Framingham. MA to discuss Mark 1 
long-teini program Implementation b uniesolved questions re 
s true t ural integrity 

SHEA.U.J. Operating Reactors Branch 5. 63/07/20. CRUTCHFIELD. D. 

Operating Reactors Branch 5. Ip. 19782:240. 24X 

Fiche: 50-000,83/07/20. 8307250524. 


8307260402 Advises that design gas concentration of two compressed gas 
bottles in caiibr gas subsystem modified from 4X hydrogen b 
7X osygen to 19. 9X b 20. 9Z re sp ec t i ve 1 y. per 630609 Ur re 
NUSEO-0737. Item I I F. 1.6 

HARRINOTON.H.D. Boston Edison Co. 83/07/22. VASSALLO. 0. B. 
Operating Reactors Branch 2. Ip. 19733:113. 24X 

Fiche: SO-293, 03/07/22. 0307260402. 


0. Inspection reports, IE Bulletins b correspondence 


6307010082 Notifies Of complstlon of all plant mods associated «/IE 
Bulletins 79-02 b 79-14. Proposed Mods 2.3 b 4 completed in 
(lay 1983. Proposed Mod 1 not implemented 

HARRINOTON.H.D. Boston Edison Co. 83/06/16. Region I. Office of 
Director. 2pp. 19124.346. 24X Fiche: 50-293. 63/06/16. 6307010002. 


8307050252 Advises of proposed alternate testing schedule re inservice 
Insp based on testing conducted through Integration w/valve 
betterment program b local rate testing. Comp let Ion eipectad 
prior to startup from Refuel Outage 7. 

HARRINOTON.H.D. Boston Edison Co. 03/06/27. VASSALLO. D. B. 
Operating Reactors Branch 2. 2pp. 19199:059. 24X 

Fiche: 30-293. 63/06/27. 8307050252. 


B307060030 Ack receipt of 830614 Itrs informing NRC of steps taiten to 
correct violations noted In IE Insp Rept 50-293/63-12. 

MARTIN. T.T. Division of Engineering b Technical Programs. 83/06/30. 

HARRINOTON.H. Boston Edison Co. 2pp. 19251:065. 24X 

Fiche: 30-293, 63/06/30,8307060030. 


—8307060037 Responds to NRC 830518 Itr re violations notod in IE Into 
Rept 50-293/83-12. Required empirical data of 
representativeness of main stack b reactor bldg vent 
sampling will be provided hy 830730. 

HARRINOTON.H. Boston Edison Co. 83/06/14. MARTIN. T.T. Division 
Of Engineering & Technical Programs. Ip. 19251:067. 24X 

Fiche. 50-293. 63/06/30,8307060030. 


•8307060046 Responds to 030518 Itr re violations noted in IE Insp Rept 
50-293/83-12. Corrective act Ions: c lean waste pump room b 
chemical/uaste treatment pump room posted per 10CFH20. 203(d> 
b sampled for airborne rad i oaellvt ty. 

HARRINOTON.H. Boston Edison Co. 83/06/14. MARTIN.T.T, Division 
of Engineering b Technical Programs. 3pp. 19251:066. 24X 

Fiche. 50-293. 03/06/30, 6307060030. 


8307140404 Forwards IE Insp Rept 50-293/83-10 on 030419-0523 b notice 
of vl olal ion. Not I CB of violation withheld (ref 10CFH73.211. 
8TAR08TECKI. R. Division of Project b Resident Programs. 83/06/30. 
HARRINOTON.H.D. Boston Edison Co. 3pp. I952I 083 24X 

Fiche; 50-293,83/06/30,8307140404. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list end. 

OOROANiE. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/07/11. Consotidated Edison Co. of New 

York. Inc. 154pp. 19563:293. 24X Fiche: 50-000, 83/07/1 1. 8306270401. 


8306370404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list encl. 

JORDANiE.L. Division of Emergency Preparedness b Engineering 
Response (Post 8301031. 83/07/12. Consolidated Edison Co. Of New 

Yorl. Inc. 141pp. 19563:153. 24X Fiche: 50-000. 83/07/12, 8306270404. 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive 1-125 b 1-131 In Eicess of NRC Limits. " Sve list 
end. 

TAYLOR, J.H. Division of OA. Safeguards b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York. Inc. 

It4pp. 19715:270. 24X FI che; 50-000, 83/07/14, 8306270406. 


8307210133 Ack receipt of 830616 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-293/82-04 b 
50-393/82-19. 

8TAR08TECKI. R. Division of Project b Resident Programs. 63/07/14. 
HARRINOTON.H.D. Boston Edison Co. Ip. 19666:081. 24X 

Fiche: 50-293. 83/07/14. 8307210123. 


"0307210140 Responds to NRC Itr re violations noted in IE Insp Repts 
50-293/82-04 b 50-293/82-19. Corrective act ions: Procedures 
8. 2. 3 retired b 8. 7. 1.5 re local leak rate test of primary 
containment penetrations b isolation valves revised. 

HARRINOTtm. U. 0. Boston Edison Co. 83/06/16. BTAROSTECKI. R. 
Division of Project b Resident Programs. Spp. 19666:082. 24X 

Fiche; 50-293. 83/07/14, 8307210123. 


B3072B0444 Forwards IE Insp Rept 50-293/83-14 on 830523-0620, No 
nonceeipl lance noted- 

BTAROSTECKI. R. Division of Project b Resident Programs. 83/07/14. 
HARRINOTON.H. 0. Boston Edison Co. 2pp. 19797:322. 24X 

Fiche; 50-293, 83/07/14. 8307280444. 


— 8307280449 IE Insp Rept 50-293/83-14 on 830523-0620. No noncomplianee 
noted. Major areas inspected : review of surveillance b maint 
activities, operational safety verification b followup of 
previous findings, events, LERs b IE bulletins. 

J0HN50N.J., EICHENHOUZ. H. . DRIOOS.L. Region 1. Office of Director. 

83/07/14. 25pp. 19797:324, 24X F i che ; 50-293, 83/07/14. 

8307280444. 


R- Periodic operating reports b related correspondence 


8307220197 Monthly operating rept for May 1983. H/B30614 Itr. 

WHITNEY, e. 0. . HARRINOTON.H.D. Boston Edison Co. 83/06/06. Office 
of Resource Management. Director. 7pp. 19684:094. 24X 

Fiche: 50-293. 83/06/06, 8307220197. 


8307190040 Monthly operating rept for June 1983. H/830713 Itr. 
WHITNEY, e. 0. . HARRINOTON.H.D, Boston Edison Co. 83/07/13. 
Director's Office. Office of Inspection and Enforcement. Bpp, 
19635:141. 24X Fiche; 50-293, 83/07/13. B307I90040, 


8307280399 Forwards "Rept of Changes. Tests b Experiments Performed at 
Ptlgrla Nuclear Power Station. 820701-830121. " par 
lOCFRSO. 59. Future annual eubmittals will be for period 
ending Jan 21 to coincide w/FSAR update submittal. 

KARRINOTON. W. D. Boston Edison Co. 83/07/19, HURLEY, T.E. Region 1. 
Office of Director. Ip. 19796:049. 24X Fiche: 50-293. 83/07/19, 

0307280399. 


■0307280404 "Rept of Changes, Tests b Experiments Performed at Pilgrim 
Huclaar Power Stat 1 on. 820701-830121. ” 

* Boston Edison Co. 83/07/19. lOpp 19796:050. 24X 

Fiche; 50-293. 83/07/19. 8307280399. 
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8. Reportable occurrences- LERs !< related correspondence 


8307010134 LER 83-027/03L-0' on 630518. dur Ing routine Insp. folding fire 
door found inoperab le. Caused bg operating cable becoming 
detached from pulleg due to slack. Cable reattached t> 
operating mechanism adjusted. U/B30616 Itr. 

UHITKEY. 0. 0. . HARRINGTON- M. D. Boston Edison Co. 83-'06/l&. Region 
1. Office of Director. Spp. 19175:31?. S4X F i c h e: SO-293. B3/06/1A. 
0307010134. 


0307010066 LER 83-029/01 X-0: on 830617, util informed that spent Fuel pit 
KX supports A not capable of uithstanding seismic loadings. 

Caused bg incorrect installation of supports during initial 
const. Kods being developed to modifg supports. 

WHITNEY, 0.0. Boston Edison Co. 83/06/20. Region 1. Office of 
Director. Ip. 19168:151. 24X Fi c h 0 SO-293, 83/06/20. B307010066. 


8307120807 Updated LER 79-007/03X-1 ; on 790212. mb I le performing Test 
8. 7. 4. 3. valves AO-9033A. CV-3068-10. IS. 16 b 17 failed to give 
proper position Indication uhen cgcled S- to close utthtn 
specified tolerance, Cause not stated. U/B30621 Itr. 

WHITNEY. 0. 0. . HARRINGTON. W. D. Boston Edison Co. 83/06/21. Region 
li Office of Director. 2pp. 19433:262 24X FI che : S0-293< S3/06/S1. 

0307120507. 


8307110476 LER 83-030/03L-0: on 830527. both HPCI area smoke detection 
sgs alarmed in main control room. Caused bg valve A0230t-31 
steam leak causing false Ind lea t Ions. Valve repal red. W/e30624 
Itr. 

WHITNEY.0.0. . HARRINGTON. M. D. Boston Edison Co. 83/06/24. Region 
1. Office of Director- 2pp. 19380:182. 24X Flche: 50-293. B3/06/24. 

8307110476. 


0307110506 LER S3-031/03L-0; on 830520. HPCI sgs made Inoperable to 
repair steam leak on AO 2301-31. Caused bg leaking stem 
packing. Pack ing rep laced. Va Ive tested sat isfac tori Ig. Sgs 
returned to svc.W/830624 Itr. 

UHITNEY.0.0. . HARRINGTON. U. D. Boston Edison Co. 83/06/24. Region 
1. Office of Director. 2pp. 19380:084. 24X Flche: 50-293. 83/06/24. 

8307110906. 


8307120423 Updated LER 80-093/03X-t : on 800814.0907 «< 14<HPCI turbine 
eihaust line snubber 23-3-36 determined Inoperable Caused bg 
transient hgdrodgnamic shock during startup t> shutdoun. 

8nubbars upgraded. W/830624 Itr. 

VENDER. J.. HARRINOTONi U. D. Boston Edison Co. 83/06/24. Region 1. 
Office of Director. 2pp. 19424:200. 24X Flche: 90-293. 83/06/24. 

8307120423. 


0307120910 Updated LER 02-O30/O3X-1 : on B208I7.RCIC steam line high 
differential pressure alarm received. Caused bg air In 
sensing lines to pressure sul tches. Cross threaded cap found 
on In-line snubber. Snubber rep laced. W/830624 Itr. 

VENDER. J.. HARRINGTON. W. D. Boston Edison Co. 83/06/24. Region 1. 
Office of Director. 2pp. 19433:198. 24X Flche: 50-293. 83/06/24, 

8307120518. 


8307150127 LER B3-033/03L-0: on 830601. governor for diesel generator B 
failed to properly respond to control s ignals. Caused by 
malfunctioning mechanical governor supplied by Mooduiard 
Oovernor Co. Governor replaced u/spare. W/830627 Itr. 

WHITNEY.0.0,. HARRINGTON. W.D. Boston Ed Ison Co. 83/06/27. Region 
1. Office of Director. 2pp. 19535:259. 24X Flche: 50-293. 83/06/27. 

8307150127. 


8307010011 PNO- 1 -83-07 1 : on 030627. 1 Icensee began shutting down to 
Inspect for unidentified RCS leakage. Licensee identified two 
packing leaks on 830628. Outage estimated to last 3-4 days. 
JOHNSON. J.. HUDSONiS. . ELSA8SER.T. Region 1. Office of Director. 
83/06/28. ip. 19169:087. 24X Flche : 50-293. 83/06/28. 830701001 1. 


8307150022 LER 83-034/03L-0: on 030606. n 1 trogen purge Isolation valve 
AO 9033B failed to meet Tech Spec required closing time. 

Caused by use of 3/8-lnch solenoid air supply valve 8V 
3033B, Valve replaced w/l/2-lneh solenoid va I ve. W/830630 Itr. 

WHITNEY. 0. 0. . HARRINGTON. W. D. Boston Edison Co. 83/06/30. Region 
1. Office Dp Director. 2pp, 19536:206. 24X Fi che: 90-293. 83/06/30, 

8307190022. 


8307190245 LER 83-029/01T-0; on 830617. spent fuel pool A HX E206-A 
supports found Incepabli of withstanding seismic loads. 

Caused by deviation from original design during Initial 
const. Supports modified. U/830630 Itr. 

WHITNEY.©,. HARRINGTON. W. D. Boston Edison Co. 83/06/30. Region 
1. Office Df Director. 2pp, 19931:095. 24X Flche: 50-293. 83/06/30. 

8307190249. 


8307190262 LER 83-032/99X— 0: on 830601. organi zatlon changes made to 
station 1: corporate structures in Tech Spec Section 6.2 
Changes Intended to provide more direct !< effective support 
of station operations. W/830630 Itr 

WHITNEY- 0. 0. . HARRINGTON. W. D. Boston Edison Co. 83/06/30. Region 
I, Office of Director. 4pp, 19938:076. 24X Flche: 90-293. 83/06/30. 

8307190262. 


8307220430 Updated LEH Q0-034/O3X-1 : nn B0070) I 16, HPCI turbine 
discharge line snubber Pound severed & HPCI declared 
inoperable Caused bg transient hgdrodgnamic shock during 
startup 6 shutdown of HPCI t urb Ine. W/a307O6 Itr. 

VENDER. J.. HARRINGTON.W D. Boston Edison Co 83/07/06. Region 1. 
Office of Director. 2pp. 19687.232 24X Fi c h D : 90-293, 83/07/06, 

8307220430. 


8307220551 Updated LER 79-050/03X-1 on V91221,HPC1 exhaust lino 
snubber SS-23-3-31 strut assemolg found bent ^ thread 
assembly out of wall mount Caused bg transient hgdro shock. 

Snubbers upgraded & addl snubbers added ld/S30706 Itr. 

VENDER.J., HARRINGTON, W. D. Boston Edison Co. 83/07/06 Region 1. 
Office of Director. 2pp. 19686:093. 24X Fl ch e 50-293. 83/07 /06. 

8307220551. 


8307220519 LER B3-035/03L-0: on 830610. three of four motor operator 
mounting cap scretus found backed out of core sprag tost 
valve MOV 1400-4A. Caused bg insufficient cap screw torque 
Screws coated k torqued. W/B30707 itr. 

WHITNEY. O. C. . HARRINGTON, W. D. Bos t on Ed l sen Co. 83/07/07 Region 

1. OPFlco of Director, 2pp. 19609:226 24X Fi che. SO-293, 83/07/07. 

8307220319. 


8307220206 LER 63-036/03L-0: on 8306 16, over trave 1 alarm received during 
routine coupling check for control rod 30-31. Ind i cat 1 ng 
possible uncoupled rod. Cause unknown. Dv I ve position 
recoupled. M/830714 Itr. 

HHITNEY.0. 0. , HARRINGTON Boston Edison Cn. B3/07/14 Region 1. 

Office of Director. 2pp 19684 052 24X Flche: 50-293. 83/07/ 1 4, 

0307220206. 


8307220331 LER 63-037/03U-0: on 830617. Fire Door 64 between emergency 
diesel generator air compressor rooms would not latch 
properly. Caused bg door out of adjustment Door latch 
adjusted. U/a30714 Itr 

WHITNEY. G. O. . HARRINGTON, W. D Boston Edison Co 83/07/14. Region 
t. Office of Director. 2pp. 19679:351. 24X Fit ho: 50-293, 83/07/ 14, 

8307220331. 


8307260099 L^ B3-03B/03L-0: on 630622. one slgnoff sheet found not 
initialed for 2 h period during unscheduled supervlsorg insp 
of fire patrols. Caused bg failure to read !. comprehend list 
of areas to be pa trol led. Ind i vi dua 1 I ns tr uc t ed. H/8307 IQ Itr, 

WHITNEY. G. C- . HARRINGTON. W. D. DostoM Edison Co. 03/07/18 Region 
I. Office of Director 2pp. 19791.199 24X Ft che: 90-293, 83/07/ IB, 

8307280099. 


DOCKET 90-294 MICHIGAN STATE UNIV, RESEARCH REACTOR 


F. Security, medical, omergeneg 6 fire protection plans 


8307110205 Releases public version of llteiisee Ur re submittal of 
changes to emergeneg plan. 

FELTON.J.M, Division of Rules and Records. 83/06/24. Document 
Kanagomint Branch. Ip. 19309:393. 24X Fiche 50-294.83/06/24. 

8307110205. 


—8307110220 Forwards public version of request for eitonslon until 
831101 to submit required changes to emergeneg plan.pet 
830610 itr, Changes unnecessarg If reactor transfer to 
McClellan Air Force Base authorlied, 

WILKINSON. O.U. Michigan State Univ. B3/06/I5. THOMAS.C.O. 
Standardliatton & Special Projects Branch. Ip. 19389:394. P4X 
Flche: 90-294. 03/06/24, 63071 10205. 


6307180427 Advises that 930615 request for oiteiislon until 831101 
to respond to questions re emorgeneg plan granted. 

THOMAS.C.O. Btandardliation t. Special Projects Branch. 83/07/00. 
WILKINSON, n. Michigan State Unlv. 2pp. 19966:349. 24X 

Flche: 90-294. 83/07/09. 8307180427, 


0. Inspection reports, IE Bulletins 6 corre spundence 


8307080254 Forwards IE Insp Ropt 50-294/H3-01 on 830919-20. No 
noncompliance noted. 

PAPERIELLO. C. J, Division of Emergency Preparedness i. Operational 
Support. 83/06/13. TERRY, S.H. Michigan State Unlv. 2pp. 
19352:038. 24X FI che: 50-294. 83/06/13, 03070B0254 


—8307080263 IE Insp Rept 50-294/83-01 on B305l9-20.No none omp 1 lane e 
noted. Major areas Inspoc ted : qual If I ca t i ons, aud i Is. tra 1 n t ng , 
radiation protection procedures. Instrumeiits !< equipment, 
exposure control (< labeling. 

GRANTaM.B.i OREOER.L.R. Region 3. Office of Director 03/06/10 
7pp. 19352:040. 24X Fl c h e 50-294. 83/06 / 13. 0307080254 . 
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Operator Eiamination* 


0307090427 Generic Ltr 83-12A to all noiipoiuer reactor iieeneeei re 
tsegance of NRC Form 3991 "Personal Qua 1 1 f icat tons 
Statement - Licensee. " Svc list end. 

EtSENHU7.D.G Division of Licensing 93/07/11. fttchigaiti Univ. 
OF. I4pp. 19363.139. 24X F 1 c he 50-000. B3/07/1 1 . 83070804S7. 


DOCKET 30-295 ZION NUCLEAR POWER BTATtON. UNIT 1 


F . Securltg. medical, emergency h fire protection plans 


8307090301 Recommends imposition of civil penalty in amount of flOiOOD 
for violations found during special safeguards insp on 
830313. Util 930609 response provides no basis for further 
mitigation. Draft ltr to licensee end. 

SCHULTZ, M H. Region 3. Office of Director 93/07/03. AXELRAD.J.A. 
Enforcement Staff. 4pp. 19350; 185 24X Fi ch e ; 50-295. 03/07 /OS. 

0307090301. 


8307110131 Confirms B30703 telcon between F Lentine 8 . H Koltnter re 
030709 security enforcement meeting at Region Ilf ofcs to 
review 830615 breach of security event t. corrective actions 
to prevent recurrence. 

KEPPL 6 R.J 0 . Region 3. Office of Director. 03/07/05. REED.C. 
Commonwealth Edison Co. Ip. 19375.125. 24X Fiche: 50-295. 83/07/05. 

0307110131. 


0307120391 Notifies that request for license amends to daFify 
responsibility of licensee during emergencies withdrawn. 

Addition of Paragraphs i & y to lOCFRSO. 54 provided 
necessary clarification. 

LENTINE, F 0 . Commonwealth Edison Co. 83/07/06. DENTON. H.R. Office 
of Nuclear Reactor Regulation, Director. Ip. 19430' 142 24X 

Fiche: 30-295. 83/07/06.8307120391. 


R. Utility Final Safety Analysis Report (FSAR) & amends 


8307010195 Forwards amends to updated FSAR for facilities. 

8 TIEDE.H.L. Commonwealth Edison Co. 83/06/29. DENTON. H.R. □ffite 
of Nuclear Reactor Regulation. Director. 2 pp. 19123:001. 24X 

Fiche- 50-000. 93/06/29. 8307010195. 


--0307010196 Rev 1 to updated FSAR for Zion Station 1 & 2 . 

• Ccomonwealth Edison Co. 92/12/31 66 pp 19123:003. 24X 

Fiche: 50-000. 93/06/29, 0307010195. 


P. Operating license stage documents t. correspondence 


8306060070 Oenerlc Ltr 83-22 to all operating reactor licensees, 
applicants for OLs b holders of CPs for Westinghouse PWRt 
re safety evaluation of "Emergency Response Ouidelines." 

Bve list end. 

EI 6 ENHUT. O. S. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X FI che : 90-000, 83/06/03. 

8306060070. 


0307270343 Forwards request for addi Info clarifying 820716 respo-nse re 
ATUS.Trip of main feed pumps will causo main turbine to 
trlp.however.undear eiactly what loss of feedwater events 
would lead to turbine trip. 

VARSAiS.A. Operating Reactors Dranch 1. 83/06/23. FARRAR, D.L. 

ConaiDnwealth Edison Co. Spp. 19802:348. 24X Fiche: 50-295, a3/06/S3i 

8307270343. 


8306270397 Generic Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISEMIUT. D. 0 . Division of Licensing. 83/07/05. Consolidated 
Edison Cd. of New York. Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 83/07/05, 8306270397. 


B3072B0266 Forwards IE Insp Repts 50-295/83-09 b 50-304/83-09 on 
830613-17 No noncompliance noted. 

PAPERIELLO. C. J. Division of Emergency Preparedness b Operational 
Support. 93/07/12. REED, C Commonwealth Edison Co. app. 

19791: 341. 24X Fiche: 50-295, 83/07/12. 8307290266. 


— 8307280274 IE Insp Repts 50-295/03-09 b 50-304/83-09 on 830613-17.No 
noncomp liance noted. Major areas inspected: emergency 
preparedness program. Inc lud ing licensee actions on 
previously identified items. 

PHILLIPS.M. P. . LICKUS.R.M., AXELSON.W L. Region 3. Office of 
Director. 93/07/08. IBpp. 19791:343. 24X F i che : 50-295, 83/07/12. 

B3 07380S66. 


B3O7290293 Releases public version of Rev 3 to emergency plan 
iotpI'ffncnttnQ procgtfurc. 

FELTGN.J M. Division of Rules and Records. 83/07/19. Oocuaent 
hanagement Branch. Ip. 19850; 163. 24X Fiche: 50-295, B3/07/I9. 

8307290293. 


— 0 3 07290299 Public version of Rev 3 to Emergency Plan Implementing 
Procedure EPIP 140-1, "Maint Director Emergency Plan 
Implementing Procedure. " Receipt form b 930621 ltr end. 
MYKIRK.J.H. Commonwealth Edison Co. 93/06/20. DENTDN.H.R. NRC 
No Detailed Affiliation Given. Spp. 19858:164 24X 

Fiche; 50-295. 93/07/19,8307290293. 

0307260018 Submits supplemental response to NUREO-0737, Suppl 1 lOenerl 
of parameter selection criteria to be 
submitted by 931231. Homan factors b safety parameter display 
’^'ni*''*^*****'’'’ performed w/verif ication program. 

SWARTZ. E D. Commonwealth Edison Co. 83/07/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 8 pp. 19727- 177 24X 

Fiche: 50-000, 83/07/20,8307260018 


8307280347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
if ec i slons enc 1 . 

PAPERIELLO. C. J Region 3, Office of Director. 83/07/26 REED.C 
i§7S;":f9^S7§2^5Sr°- 24XFlche:50-000, ' 


O. Adjudicatory correspondence 


B307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals In STS. Svc list end. 

ElSEfM/T. 0. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc, I 6 pp. 19669:254. 24X 

Fleho: 50-000, 83/07/06. 8307060329. 


B307120391 Notifies that request for license amends lo clarify 
responsibility of licensee during emergencies withdrawn. 

Addition of Paragraphs x b y to lOCFRSO. 54 provided 
necessary clarification. 

LENTINE, F.O. Commonwealth Edison Co. 83/07/06. DENTON, H.R, OPPlea 
of Nuclear Reactor Regulation. Director. Ip. 19430' 142 24X 

Fiche; 50-295. 83/07/06, 8307120391. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic Impllcatlone of Salem ATWS ovonle, Bve list end 
EISEHHUT. D. 0 . Division of Licensing, 83/07/00. Confolidatcd 
Edison Co. of New York, Inc. 3Bpp. 19669:269. 24X 

Fiche; «}-000. 83/07/08, 8307080167, 




supplonentlng 830319 response to Oenerlc Ltr 82-28 re 
Inadequate tore cooling Instrumentation sy s, Upgrad Ing of 
field cable b ref junction boxes under evaluation. 

LENTtNE.F.O. Commonwealth Edison Co, 03/07/14. DENTON.H.R, Office 
of Nuclear Reactor Regulation, Director. Ip. 19796- 104 24X 

Fiche: 50-295, 03/O7/14, 8307280375. 


BovmcM! rurwarps draft 




^^ 0 ^!!’'^'’** ’ *■ U- Comments requested by B30DI2, W/o end. 

VAR 6 A.S.A. Operating Reactors Branch I. 03/07/22. FARRAR, D-L. 
8307280482 2'»X F 1 che: 50-295, 93/07/22, 


Q. Inspection repo rts. IE Bulletins b corrospondonto 

‘'’»BTVlee insp program 

1 * 5 -! !! Section XI Code. 1974 Edition through 

‘OCFn50,30a(g)(5l. Review requested. 
Commonwealth Edison Co. 03/06/27, DENTON, H.R. OfPleo 

Fich5!iS niTsdor, 37pp, I916B;157. 24X 

Fiche. 50-295, 83/06/27, 8307010103. 


B307I2059S Advises that time for Commission to review Director's 
Dec is on DD-03-8 exp ired. Commiss ion declined review * 

agency action on 830705. 

niJiOQC P Secretary of the Commission. 83/07/11 

Qyioo.c^ Pollution b Environmental Problems, Inc Ip 19433 . 07 ^ 

24X Fiche 50-000,83/07/11,8307120595. 


.e? Of Civil penalty In amount of * 10,000 

rasTa i,?ii »-Peguai'ds Insp on 

P''‘>vldof no basis for further 

Enforcalent 0 ^ SlTtttor. 83/07/05. AXELRAD.J.A. 

m070B^? >■’”0:185, 24X Fiche; 50-295, 83/07/05, 
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0306270401 IE Info Notice 83-46. "Common Mode Velve Failures Degrade 
Surrg Recirculation Sprag Subsgstem. " Svc list end. 

JORDAN. E. L. Division of Emerpencg Preparedness & Engineering 
Response (Post 8301031. 83/07/11. Consolidated Edison Co. of Now 

York, Inc. 154pp. 19563:293. 24X Flch e : 50-000. 83/07/11, 8306370401. 


0306270404 IE Info Notice 03-47. "Failure of HgdrauUc Snubbers as 
Result of Contaminated Hgdraulic Fluid." Svc list end. 

JORDAN, E.L. Division of Emsrgencg Preparedness (< Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of Now 

York. Inc. 141pp. 19563:153, 24X FI ch e : 50-000. 83/07/12. 8306870404. 


8307230266 Forwards IE Insp Repts 50-295/83-09 6 50-304/83-09 on 
030613-17. No noncompliance noted. 

lEi-i-D, C. J. Division of Emergencg Preparedness & Operational 
Support. 83/07/12. REED.C. Commonwealth Edison Co. 3pp. 
19791:341. 24X Flehe: 50-295, 83/07/ 12. 8307280266. 


— 8307380274 IE Insp Repts 50-295/83-09 & 50-304/83-09 on 030613-17. No 
nancompliance noted. Major areas Inspected: emergency 
preparedness program, Inc lud Ing licensee actions on 
previously identified Items. 

PHILUIPa. M. P, , LlCKUa, R. M. , AXELBON, W, L. Region 3, Office of 
Director. 83/07/00. ISpp, 19791:343. 24X Flthe: 50-S9S, 83/07/18, 

8307280266. 


B3O627O406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-125 U I-13I In Eicoss of NRC Limits." Svc list 
enel. 

TAYLOR, J, M. Division of QA, Safeguards & Inspection Proaraat IPost 
830103). 03/07/14, Consolidated Edison Co. of New York, Inc. 

114pp, 19715:870. 24X FIche: 50-000, 83/07/14. 8306270406. 


0307380084 Confirms 830726 mgt meeting in Chicago. IL to discuss 
licensee regulatory performance 6 communication problems 
between NRC 6 util. per 830715 discussion. 

NORELIUB, C. E. Division of Project t Resident Programs. 83/07/83. 
REEDfC. Commonwealth Edison Co. 3pp. 19791:169 24X 

FIche: 50-000. 83/07/22, 8307280004. 


8307300183 LER a3-Ol8/03L-0: on 830609, dur 1 ng monthly survel 1 lane e. RWR 
■intflou control valve switch 1FIC610A failed «. would not 
close ralniflou velve at 1,000 gpm. Caused by Inoperable 
oicro-suitch (Barton Model 280), W/030713 Itr. 

LANE.R. E. , ORAESSER, K. L. Commonwealth Edison Co. 83/07/13. 
KEPPLER.J.O. Region 3, Office of Director. 2pp. 19647:306. 24X 

Fiche: 50-295. 83/07/13, 8307200103, 


updated LER B2-030/03X-1 : on 820919, charg ing flow was 30 gpi 
less than letdown flow. Increase dtmend on charging flow did 
not Increase flow rate, Operator tripped pump IQ & declared 
pu«p Inoperable. Pump lA started. 

LANE.R. E., ORAESSER, K. L. Commonwealth Edison Co. 83/07/13. 
KEPPLERiJ.O, Region 3, Office of Director. 2pa. 19647:360, 34X 

Fiche: 90-395, 03/07/13, 8307200199. 


LtH 83-oi7/03L-0:on 030613, high steem flow safety injection 
occurred during M9IV ID partial close teat (PT-3D). Caused by 
operator erroneously placing MBIV test twitch In reset 
poittion. Operators re Ins true ted. W/e307l3 Itr, 

MJIC.Z., ORAESSER, K. L. Commonwealth Edison Co, 83/07/13, 
REPPLERiJ.fl. Region 3, Office of Director. 3pp. 19640:030. 34X 

Fiche: 90-395, 83/07/13, 8307200213. 


ruivvQi g*nvr««or 


ctM bJ-0iv/03L“0: on 030613, durtnfl gt 

found leaking water out of left hank air intake manifold. 

Olesel declared Inopereble. Caused by personnel error. Valve 
closed, filling manifold w/water. W/B30713 .Itr, 

FANNlNO.G.i ORAESSERi K. L, Commonwealth Edison Co. 03/07/13. 
REPPLER, J.O, Region 3, Office of Director. 2pp, 19691:164. 24X 

Fiche: 90-295, 03/07/13,8307200287. 




tw/wouj// EN-oj-ui:aA: on 830428. Commission notified ut mu 
Issue notice of violation 6 proposed imposition of civil 
penalty in amount of »10. 000. Not Ice Issued 030726 re 
unauthoriied entry into protected area. 

R08AI40,R., AXELRAD, J, Director's Office, Office of Inspection and 
fUlSIIS*®*'’*' ®3/07/26, ip, 19796:103, 24X F I che: 90-295, B3/07/86, 

au07S8037 7. 




- 8307800102 Confirms reguest for NRC fc util senior mgt meeting on 830736 
in Chicago, IL to discuss licensee regulatory performance It 
relationship u/NRC. 

REED.C, Commonwealth Edison Co. 83/07/11. DAVIS.B.A. Region 3, 
□fflco of Director, Ip. 19791:171. 24X Fiche: 50-000. 03/07/33, 

0307280004. 


R. Periodic operating reports U related correspondence 

830718019G Monthly operating repts for June 1983, W/030700 Itr. 
AUSTIN, 0., CRAEBSER, K, L. Commonwealth Edison Co. 83/07/03. 
Director's Office. Office of Inspection and Enforcement. ISsp 
19959:193, 24X Flehd: 90-299, 03/07/08, 8307180190. 


8. Reportable occurrences, LERs «< related correspondence 


8307080333 LER B3-043/03L-0: on 83061 1 , ref uel Ing/eo Id shutdown 
surveillance (PT-33) performed to verify repairs. Va I ve 
failed to close in 5 s. Caused by incorrect setting of 
pressure relief valve In hydraulic c Ircul t. W/B30629 Itr. 
OAJIC, Z. I ORAESSER, K. L. Commonwealth Edison Co. 83/06/39. 
KEPPLERfJ.O, Region 3, Office of Director. 3pp. 193S2'090 
Fiche: 90-295, 83/06/29, 8307080233. 


8307060334 PNO-I I I-83-0S6; on 830629. secur I ty personnel found se 
rolled cigarette butts believed to be marl juana, VI s I tors 
denied acceis to site (< alleged controlled substances turned 
over to police for analysIs.UtH awaiting results. 

Region 3, Office of Director. 83/06/30. 
19234:141. 24X Fiche: 50-299, 83/06/30, 8307060334 , 


tP- 


0307080020 PN0-rn-B3-098; on B30701.bomb threat received from unknown 
female stating that bomb would go off In 10 minutes. 

Licensee security force put on alert status. No explosion 
occurred, State police not notified due to lack of time. 

Office of Director. 83/07/01. Ip. 
19391.216. 24X Fiche: 90-299, 83/07/01, 8307080020. 


telcon between F Lentlne & M Holtmer ra 
030708 security enforcement meeting at Region III ofes to 
review 830619 breach of security event & corrective actions 
to prevent recurrence, 

KBPPLER.J.O, Region 3, Office of Director. 83/07/09 REEDiC 
alonioiai**’ FlchB:90-299.83/b7/09. 


DOCKET 90-296 BROUNS FERRY NUCLEAR POWER STATION, UNIT 3 
F. 8eeurlty. medical, emergency h fir# protection plans 


U tmergency preparedness evaluation rapt from 

May 1901 - Mar 1982 emergency preparedness appraisal. 

“‘Ylilon of Emergency Preparedness S, Materials aafety. 
03/03/07. PARRIS, H.C. Tennessee Valley Authority. Ip. 19939:079 
34X Flehe; 50-299, 83/02/07, 8307140390. 

—0307140395 Forwards emergency preparedness evaluation rapt, as followui 
to ieipicmentatlon appraisal. Emergency plan provides adequate 
planning basis for acceptable state of emergency 
praperidness. ' 

PAO»®,F.O. Emergency Preparedness Branch. 82/13/30, BTOHR.J P 
Division of Emergency Preparedness (< Materials Safety, 16pa 
19939:076, 24X Fiche: 50-399, 83/02/07, 8307140390. 


8307140062 Advises that NRR S, Region II final decision on 830201 
request to change current fire door insp program to require 
monthly. Instead of dally, visual imps 6 malnt Insps at 
tS-month Intervals, expected within 30 days. 

0*Ylilon of Project 8, Resident Programs. 03/02/17. 
FARRI8,H.O. Tennessee Valley Authority, la. 19914' 121 24X 

Flehe: 80 - 299 , 83 / 02 / 17 ,e 307 l 40062 . 


030316 ttlcon bttuttn JA Dofnit «■ rc 
fire door Insp ti melnt program at facility, Util will 
continue dally visual Insp !■ semiannual malnt Insp program 
of all fire doors as outlined in 010403 itr. 

t’lvlsion of Project 6 Resident Programs. 83/03/25. 
FARRIS, H.e. Tennessee Valley Authority. Ip, 19923' 328 24X 

Flehe:go-299, 83/03/25,8307140360. •roo.jaH. ,I4X 


ro van sre 1 1 re 


8307320920 Ack receipt of 030701 Itr informing NRC of steps taken to 
correct violations 6 deviation noted In IE Imp Repts 
90-299/83-19,90-360/83-15 >< 90-296/83-19, 

•’Ivliion of Project 6 Resident Programs. 83/07/19. 
FARRlB,H.O. Tennessee Valley Authority. Ip. 19689 009 24X 

FIehe:aO-259, 83/07/19, 8307220520. 


Os^W/ f 


830326-0429, Noncompllanee noted; fai lure to follow procedures 
for HHR svc water functional test fc to conduct insp of RHR 
valves during Unit 2 operating cycle. 
PAULKiS.L. Region 2, Office of Director, 83/05/10 7 do 
19689 :(» 0 . 24X Flehe; 90-299, 83/07/15, B307220S28 




www/ouo»6 «ai< 


... puDiie version of revised emergency plan 

iiipleaentlng procedures, ' 

FELTON,J.M. Division of Rules and Records. 83/07/19, Ooetiment 
‘P- >’717:200, 24X Fiche; 50-259, 03/07/19, 

630722^06 k6 • 



TOO 


docketed items 


3307250633 Forward* public v*r»ion of r 
l»pl»ffl*ntln 9 proctdurt*. including div 
• oirjtneg ctr iBpl«a»nting pracaduras 
«rtr l*pt»a(ntlng proctdure* 

MItLB.L M T«nn««*** Valleg AuShorit 
□ Fftca of Nucltar Rjactor Regulation. 
SAX Ficbe: 50-259. B3/07/19. 8307250626. 


eviied energencw plan 
of nuclear power 
6 Unoivillo emerpency 

u S3/05/02. OENTQN.H. R. 
Director. Ip. 19717:201. 


B3O7250639 Public vertion of revited eaergencg plan implementing 

|.rocedore». including div of nuclear power emergencf ctr 
l«p Itfltntififl proctdurf* i Knoivlllt erttrgincy ctr 

lajpltntntlna procfdorti 

* "^Dule Power Co. a3/Oa<'10 210pp. 19717-202. 24X 

Flche. 50-239.83/07/19. B307250626 


'~f ■ Ineurance 6 indennltg Infornatlon 

3307 130237 Forward* Endorseoent* 66 t. 67 to UELIA Politg HF-190 *> 
Endortteent* 55 6 56 to tIAELU Polltg MF-66. , 

CKJCK. J. R Kar»K 6 McLennan. Inc 83/07/05. 

Olrecter for State I Ll«en»ee Relation*. 5pp. 19307.339. 

F Icht: 50-239. 83/07/05.8307130257. 


Aeeiftant 

24X 


Sa07a00l46 Forward* endDr*e«*nt 68 to NELIA Polleg NF-190 6 Ende 

OUCKl’j'^^‘’^Mlrih‘fc fULtnnan. Inc. 03/07/13. 8ALTZMAN.J. Aiilatant 
Dir-ector for State 6 Llcen*** Relation*. 3pp. 19631:000. 2AX 
F 1 Che: 30-259. 83/07/15.8307200146. 


nt 


Generic Utr 03-28 to all licensee* of operating reactor*, 
03070001^^ . holders of CP» re re<iuli'#d action* bAted 

appiucnt* AT«g event*. SVC Il.t end. 

mvl.ion of Licenolng. 03/07/00. Consolidated 
EdU^Co- of Now York, Inc. SOpp. 19669:269. 


24X 


for addl info re 


8307120979 forward* re. port*, to 030811 re<iu#*t for add 
”mlmeo-0737. Item n.K.3.2B. "Qualification of Automatic 
D«f»«auritation ag* (ADS) Accumulator*. ADS valve* V 
Deppe* caDablo of performing function de»crlbed In F8AR. 

S?;!isru iS. xJni ASthorltg^ 

DfMci of Nuclear Reactor Regulation, Director. 3pp. 19433.193. 
24X Ficho: 80-239. 03/07/00, 030712087 8 . 


B3O726003S Application for amend to Uleen*es DPR-33. DPn-82 fc DPn-6B, 
Tich spec* to clarlfg plaat ^ 

of Ulilof reactor operator trained In fuel handling for 

T.nne.... Y.ll.g Authorltg^ 03/07/10^ DENTON. H. R, 
Offic* «f Nuclear Reactor Regulation, Director, 2pp. 19727.116, 
24X Fteiio: 30-289, 83/07/18,0307260032. 


—83072*0041 Proposed rev. to Tech 8p oc«, c lar 1 f g Ing p lant .tafflng b 
oroposlng use of »tnlDr reactor operator trained in fuel 
handl.tng for ref uellng. Eva lua 1 1 on of significant haiard* 
conalderation end. 

• T*n-nte**e Valleg AothorItg. 03/07/18. 6pp. 19727:110. 
Flch«: 90-289,83/07/10,8307260032. 


24X 


P- Qparating licentt stage document* b correspondence 


03«> -7140130 Forward* jafitg evaluation of BUR Owner* Group 
MtJiHEO-0737. Item 11. K. 3. 10, "Mod of Automatic 
0*pp***uriiBtlon Sg* Logie. . . " Two acceptable option* 
Include elimination of high drguell pressure permltslv*. 
VASSALLO. D. B. Operating Reactor* Branch 2. 03/06/03. 

T*nnt«*it Valleg Authorltg. 2pp 19529:334. 24X 

E 1. ch t : 30-239, 83/06/03, 8307 1 401 SO. 


rt*ponfte to 


PARRIS* H. 0. 


S3O7140t53 Forward* *af*tg evaluation concluding requirement* of TMI 
I from* 11. F. 1.4, "Contalnaent Prei*ure Monitor." H.F-t.3« 
••Contalrment Uatar Level Monitor" b 11. F. 1.6, "Containment 
Kurfregen Monitor, " met. Item* retolved. 

VASSALLO, D. B. Operating Raactor* Branch 2. 03/06/16. PARRtB«H.G. 

T«nna«<ct Valleg Authorltg. 7pp. 19540:041. 24X 

1 c h e; SO-2S9. 83/06/16. 83071 401 53. 


Ba-07070122 Application for amend to Llcenaei DPR-33, DPR-52 b DPR-6B. 
r-a^iutiting change* to Tech Spec Table 3. 7. A to reflect 
correct valve pe*ltlon* for operating pre**ore suppresiion 
r*amd tank tgi. Ju*tif tcatlon and. No fee* ntceisarg. 
mULS.L.M. Ttnn***t* Valleg Authorltg. 83/06/24. DENTONiH.R. 
O-Fflce of Nuclear fiaaetop Regulation, Director. 2pp. 19294:130. 

Flche: 50-259. 83/06/24. 8307070122 


8307290109 Forward* result* of test* vertfglng analgse* performed to 
daaonstvate adequaeg of electrical distribution «gs 
voltaga*. Measured data not more than 390 below analgtleallg 

oradietmd r«*ol t*. Ac t ion* complete. ,, „ 

KAMHERj 9. 8. Tennessee Valleg Authorltg. 83/07/22, DENTON-H.R. 
Offlc* of Nuclear Reactor Regulation, Director. 4pp. 19022:038. 
24X FI « h • : 50-259, 03/07/22, 8307290 1 09, 


B30729020* Foruardt rasponee to 830603 request for addl Info re 
NUS60-O737, Item II.K.S.IB, "Automatic Depressur I lat Ion 8gi 
Logic Mod." Proposed changes can be accomplished w/no loss 
of plant safetg f actor. E« 1st Ing sge adequate. 

KM1HER< D. 8. Tennessee Valleg Authorltg. 83/07/22. DENTON. H.R. 
Office of Nuclear Reector Regulation, Director. 2pp. 19021:144. 
>iay etwha- An-ono. nn/07/93. 0307290306. 


8307280370 Clarlflte need for eipedltloui hendllng of 030602 requeet 
to permit operation u/lncreased core f low. End-of-egde 
coaetdauin begins uk of 830725. Max power necessarg duo to 
denandm created bg unseasonablg warm weather. 

RAMMER/ O. 8. Tennessee Valleg Authorltg. 03/07/25, DENTON, H.R. 
Offlc* of Nuclear Reactor Regulation, Director. 2pp. 19796:105. 
a4X Flche: 50-296, 83/07/25, 8307200370. 


Q. Inipection riporti, IE Bulletins b correspondence 


8307070124 Proposed changes to Tech Spec Table 3. 7. A, reflecting 

correct valve posltient for operating pressure supprestion 
head tank sgi. 

• Tennessee Valleg Authorltg. 83/06/24. 6pp. 19294:132. 24X 

Flche: 50-259.83/06/24,0307070122 


6307060218 Inform* that NUTECH analgsis indicated that low-flow control 
oao-d b reactor water cleanup «gt cro*itlt mod detailed in 
P4LiREG-0619, not required at fad 1 Itg. Vendor rept will be 
«u*mltted bg 830816. 

MILLS.L.M. Tenntiste Valleg Authorltg. 83/07/01. DENTON/H.R. 

□ Ffice of Nuclear Reactor Regulation, Director. 2pp. 19240:361. 

SA X Flche: 50-259. 83/07/01 , 8307060218. 


S3O&Z70397 Generic Ltr 83-26 to all applicant* for OLs b holders of 
CPs for power reactors re clarification of surveitlance 
-r-aqulrsncnts for diesel fuel Impuritg.Svc list end. 

£ I^IMUT, D. G. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

F i Che: 50-000. 83/07/05. 8306270397. 


8307140062 Advises that NRR b Region II final daclsion on 030201 
request to change current fire door inep program to require 
Aonthl u. Instead of dallg, visual Insp* b malnt Ititpt at 
18-noTiih Intervals, espectsd within 30 dags. 

I^IS/R.C. Division of Project b Resident Programs. 03/02/17. 
PARRtSjH.Q. Tennessee Valleg Authorltg. Ip. 19314:121. 24X 

Ficha: S50-289, 03/02/17,0307140062. 


8307140360 Confirms 830316 tileon between JA Domer b P8 Cantrell re 
firm door insp b malnt program at f ac 1 1 1 tg. Utl 1 will 
continue daily visual Insp b semiannual malnt Imp program 
of all fire doors a* outlined In 810403 ltr. 

LEUISi R. C. Division of Project it Resident Programs. 83/03/25. 
FARR1S/H.g. Tennassee Valleg Authorltg. Ip. 19323:328. 24X 

Flche: SO-25?, 83/03/25, 0307140360. 


8307140038 Forwards IE Insp Repts 90-299/83-20.50-260/03-20 b 
50-296 j'B 3-20 on 030524-27. No noncomp I lane* noted. 

VSIRELI_1< 0. M. Division of Project b Resident Program*. 83/06/16. 
PARHie,H.O. Tennessa* Valleg Authority, 2pp. 19014:211. 24X 

Flelit: 90-259, 83/06/16, B30714003S. 


6307210030 Confirms 830701 discussion rs processing of 830613 request 
For llctnst amends modifying required surveillance interval 
For standby gas treatment sgs testing. Notice of 
cansldsratien of Issuance will be issued. 

VASSALLO.D. B. Operating Reactors Branch 2. 83/07/05. PARRISiH.O. 

Xannsttse Valley Authority. 2pp. 19672:359. 24X 

Ft Che: 30-239, 83/07/03. B307210030. 


—8307140041 IE Insp Ropt* 50-259/83-20.30-260/03-20 b 90-267/83-20 on 
8309S4-27. No noncomp 1 lance noted. Major areae Inspected: 
tnsm-rvic* Insp work b work acti v Iti as > data b evaluatloni, 

IE Bulletin 83-02 b license* event followup. 

CQUEVjJ.l., DLARE.J.d. Region 2, Office of Director. 03/06/10. 
*PF. 19814:213. 24X Flche: 90-259, 83/06/16, 0307140035. 


8307060329 Cantric Ltr 63-27 to all licensees b applicants for 
oFaTAll'’! pewtr reactors b holders of CP* for power reactors 
T-a lurvelllence Interval* in STS. Sve list end. 

E IBENHlfT. D. 0. Division of Llcenting. 83/07/06. Contolidatad 
Edison Co. of New York, Inc. i6pp. 19669:234 24X 

Flche: 50-000. 03/07/06,8307060329. 


®3O7M0O4i Forward* IE Imp Repts 30-299/83-21,80-260/83-21 b 
o0-296y'a3-2i on 830602-03. No noncqmp 1 lance noted. 

D- M. Division of Project b Resident Programs. 83/06/23. 
PMRia,H.O. Tennettt* Valley Authority. 2pp. 19914:220. 24X 

Flche; 90-299, 03/06/23, 8307140046. 
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— B3071400S3 IE IO*p R«pt» 80-239/83-21,50-260/03-21 & 30-296/83-21 on 
030602-03. No noncompllonet notod. Major aroa* Inspactad: 
llcinsot program for ktaping radiation eiposurt ALARA. 

HOSey.C.M., WRAY.J-R.. BARR.K.P. Region 2, Office of Dlroetor. 
03/06/23 3pp 19514:222. 24X Fle^e: 30-239. 03/06/23. 0307140046. 


0307110639 Notification of 030706 meeting u/util in Bathaeda.HO to 
diteufc reiulti of llctntce imp of recirculation tg* piping 
tc propocad analgilf t. repair program. 

CLARK. 0. Oparatlng Raactori Branch 2. 03/06/30. VABBALLO. 0. 0. 

Operating Reactere Branch 2. Ip. 19391:330. 24X 

F 1 Che : SO-2S9. 83/06/30. 0307 1 10639. 


0306270401 IE Info Notice 83-46. “Common Mode Valve Failure* Degrade 
Surry Recirculation Sprag Suhtgetem. " Svc list end. 

JORDAN. E. L. Oivliion of Emergencg Preparedneie t. Engineering 
Reepenee iPost 830103). 83/07/11. Consolidated Edison Co. of New 

Yorli. Inc. 134pp. 19363:293. 24X Flche; 30-000. 03/07/11.8306270401. 


0306270404 IE Info Notice 03-47. "Failure of HgdrauUc Snubbere a* 
Reiult of Contaminated Hgdraullc Fluid." Svc list encl. 

JORDAN. E. L. Division of Emergencg Preparedness U Engineering 
Retponee (Post 8301031. 83/07/12. Consolidated Edison Co. ef New 

York. Inc. 141pp. 19363:153, 24X Flche: 50-000, 83/07/12. 8306270404. 


3306270406 IE Info Notice 83-48, "Oaseous Effluent Releaees of 
Radioactive 1-125 k 1-131 in Eictss of NRC Limits." Svc list 
and. 

TAYLOR. J.M, Division of QA. Safeguards & Inspection Programs (Post 
B30103>. 83/07/14. Consolidated Edison Co. of New York. Inc. 

lL4pp. 19718:270. 24X Flche: 80-000, 83/07/14, 8306270406. 


1307220928 Ack receipt of 830701 Itr informing NRC of steps taken to 
correct vieletlon* t< devietion noted In IE Insp Repts 
90-289/83-19,80-260/03-18 80-296/03-15. 

LEWIS, R.C. Dlvlfion of Project L Resident Programi. 83/07/18. 
PARRI8.H.0. Tennessee Valleg Authorltg. ip. 19608:009. 24X 

Flche: 80-289, 83/07/ 1 8, 6307220820, 


'-B307220933 Responds to NRC 030826 Itr re vtolatlons U deviation noted 
In tE Insp fliptf 30-289/83-13.80-260/83-18 «< 90-296/03-19. 
Cerreetive actions: schedule sgi 1. plent procedures will be 
revised (. michanlcal malnt Initructions will be reviewed, 

MILLSrL.M. Tennessee Velleg Authorltg. 03/07/01. 0 'REILLY. J. P. 

Region 2. Office of Director. 6pp. 19608:010. 24X 

Flc he: 90-289. 83/07/19. 0307220920. 


—9307220938 Forwards IE Imp Repti 80-289/83-18. S0-26O/B3-I9 Ic 
90-296/83-18 on 830326-0418 L notice of violation. 

Description of actions to improve effectiveness of mgb 
control tgs re mechanical malnt area required. 

LEWIS. R.C. Division of Project ti Resident Programs. 03/09/26. 
PARRIB.H.O. Tennessee Velleg Authorltg. 2pp. 1?688:0{6. 24X 

Flc he: 90-299. 83/07/19. 0307220320. 


—8307220940 Notice of violation from insp on 830326-0428. 

a Region 2. Office of Director. 03/08/26. Ip. 19689:018. 24X 

pic he: 90-299. 83/07/19. 8307220928. 


— 9307220943 Notice of deviation from insp on 830326-0428. 

« Region 2. Office ef Director. 03/08/26. Ip. 19608:019. 24X 

Flche: 90-299. 83/07/18. 8307220828. 


— 9307220947 IE Insp Repts 80-289/83-18.80-260/03-18 t< 80-296/83-19 on 
030326-0429, Nencompliance noted; failure to follow procadurea 
for RHR svc water functional test L to conduct Insp of RKR 
•VC water air vacuum valves during Unit 2 operating cgcle. 
PAULK.O.L, Region 2. Office of Director. CANTRELL. F. S. Division 
of Project L Resident Programs. 83/09/10. 7pp. 19689:020. 24X 

Ficha: 90-299. 83/07/19. 0307220928. 


6307290127 Forwards Rev 3 to intsgrated schedule re IE Bullefctn BQ-li. 
"Kaeonrg Wall Design" mods, Rev 4 will be submitted In 
Jan 1904. 

MILL8.L.M. Tennessee Valleg Authorltg. 83/07/10. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. 12pp. 19706:003, 

24X Flche; 90-299. 63/07/10, 6307290127. 


R, Periodic operating reports L related correspondence 


6307220313 Honthlg operating repts for Mar 1963. 

THOMiT. Tenniseee Valleg Authority. 83/04/01. 49pp. 19674:233. 

24X Flche; 90-299. 83/04/01 . 8307220313. 


0347220433 Monthly operating repts for Mag 1963. M/830610 Itr. 
THOM.r.. COFFEY.J.A. Tenneisee Val leg Authorltg. 83/06/01. 
Office of Resource Management, Director, 41pp. 19687:284, 24X 

Flche: 30-289. 83/06/01. 8307220433. 


8. Reportable occurrences, LERs t> related correspondence 


8307120078 LER 63-033/03L-0: on S30601. diese 1 generator 3EA lube oil 
etrcwlating pump motor tripped off. Caused bg failure of 
aotor bearings. Delco Model 1S724-YI motor replaced. 

H/830AS> Itr. 

CHRISTOPHER. W. , GREEN. H.J. Tennessee Valleg Authorltg. 03/06/30. 
O'REILLY. J.P. Region S, Office of Director. 3pp. 19423:144. 24X 

Flche: 30-296. 03/06/30, 0307120070. 


8307220246 LER 83-036/03L-0: on 030610, two control rod* indicated 
uncoupled by rod overtravel alarm. Caused bg disconnected 
inner f I Iter. damaged spud L/ov crud accumula 1 1 on. Conbro 1 rod 
•lactrleally disarmed. M/830719 Itr. 

MINOO.M.D., GREEN, H.J. Tennessee Valleg Authorltg. 83/07/19. 
Region 2. Office of Director. 3pp. 19684.196. 24X 

Flche; 90-296.03/07/13.8307220246. 


8307290487 LER 03-O37/O3L-O: on 030617. during normal steadg-itate 
operation. charg Ing water for RHR & core sprag switched from 
condensate head tank to P8C head tank w/charglng water 
pressure falling to 42 psig.Sgs restored. U/B3071 4 Itr. 

WINOO.M.D,. GREEN. H.J. Tennessee Valley Authorltg. 83/07/19. 
O'REILLY, J.P. Region 2. Office of Director. 3pp. 19741:214. 24X 

Flche: 90-296. 03/07/18, 0307230407. 


8307260932 LER 63-033/03L-0: on e30620.while performing primary 
containment Isolation valve operabllltg test. valve FCV-69-2 
would not fullg close. Caused bg valve operator motor breaker 
tripping due to armature winding failure. U/e307l9 Itr. 

CHRt9T»>HER>W. > OREEN.H.J. Tenne ssee Va I I eg Author 1 tg. 03/07/19. 
O'REILLY. J.P. Region 2, Office of Dlrsctor. 3pp. 19731:296. 24X 

Flche: 90-296, 03/07/19, 0307260332. 


8307290083 LER 03-O30/O3L-O: on 030624. while performing 81 4.2.F-6 
{suppression chamber water temp >. TI-64-59A temp indicator 
found out of tolerance. Causa not stated. Failure determined 
to be random occurrence. M/030721 Itr. 

OOOOWIN, D. C. . GREEN, H.J. Tenness te Va 1 1 eg Aut h or 1 1 g. 83/07/21. 
O'REILLY, J.P. Region 2. Office of Director. 3pp. 19822:201. 24X 

Flche: 90-296. 03/07/21. 0307290003. 


8307290230 NPDES noncomp I lance not 1 f ica t ion: on 030619. samp let from 
emergency equipment cooling water sgs contained tscasslve 
total residual chlorine concentrat ions. Caused bg misaligned 
valve in chlorination injection tgs. 

EL-ABMRYi M. T. Tennessee Valleg Authorltg. 03/07/26. 3pp. 
I9e22:<»e. 24X Flche: 80-289. 03/07/26, 0307290230. 


V. Operator Examinations 


8307140269 Confirms 030506 telcon re Region II Interpretation of 
Medical restrictions eipllcltlg entered on operator & senior 
operator licenses. Interpretation based on definition In 
ANSI N4S6-1976 (ANB-S. 4). 

LEWIS, R.C. Division of Project & Resident Programs. 83/05/11. 
PARRI8,H.O. Tennesstt Valleg Authoritg. 2pp. 19922:331. 24X 

Ficht; 90-259. 83/09/1 1. 0307140269. 
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F. Securltg. medical, emergencg L fire protection plans 


8307070161 Forwards Rev 3 to Pulitar reactor securltg p Ian, el t mlnatlng 
control room access kegs. Rev withheld. 

BRAY.T.C. North Carolina State Unlv. 83/05/16. THOMAS.C. Q. 
Standardliatlon 6 Special Projects Branch. 2pp. 19294:259. 24X 

Flcha: 90-297, 83/05/16. 0307070161. 


V. Operator Examinations 


8307080427 Btnerlc Ltr S3-12A to all nonpower reactor licensees re 
Issuance of NRC Form 390. "Personal Qua 1 1 P Icatlons 
Statanent - Licensee." Svc list end, 

E18ENHUT, D. 6. Division of Licensing. 63/07/11. Michigan, Univ. 
of. 14pp. 19563:130. 24X Flche: 50-000. 03/07/1 1 , 8307080427. 


DOCKET 90-298 COOPER NUCLEAR STATION 


F. Securltg. medical, emergencg k fire protection plans 


8307260914 Forwards IE Insp Rept 50-298/03-07 on 830404-07. No 
noncompltanca noted. 

HAD^N.O.L. Region 4, Office of Director. 03/06/24. PILANT.J.M. 
Nebraeka Public Power District. 8pp. 19733:339. 24X 

Flche: 90-298. 83/06/24. 8307260914. 
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— 8307260531 IE Injp Rtpt 50-293/83-07 on 030404-07. No none omp 1 lane* 
fiotid. Major artat lnip*ct»d amarpaneij procedural. 

HACKNEV.C.A , KELLY. J. Region 4. Office of Director. KENOVER.J. 
Battcllt Mtnorial InitUute. Pacific Northuest Laboratory. 

83/06/24 app. 19733 337. 24X Fi c h e : 50-298. 83/06/24. 8307260514. 

B3O72602B0 Forward! IE Imp Kept 50-298/83-13 on 030509-13. No 
nencoap liance noted. 

MADSEN. 0 L. Region 4. Office of Director. 03/07/21. PILANT.J.M. 
Netraika Public Power Dlilrlct. 2pp 19726:128. 24X 

Flebi: 50-298. 83/07/21 . 8307260280. 


— 8307260206 IE In$p Rept 50-298/83-13 on 830509-13. No noncompl lane* 
noted Major area! Inipee ted: iccur i ty organiiation response, 
keys 6 ceab Inationi. secur ity sys power supply << lighting. 

Details withheld (ref 10CFR73.21I. 

CALDWELL. R. A. . KELLY. J. A. F. . HUNNICUTT. D. M. Region 4, Office of 
Director 83/07/22. Ip. 19726:130. 24X FI ch e : 50-298, 83/07/21. 

8307260280. 


H Ocneral correspondence 


8307260410 Conflrns 830426 telcon re P Thomason nomination at acting 
superintendent of facility. 

JOfCS.C.R. Nebraska Public Power District. 83/04/26. CQLLINS.J.T. 
Region 4. Offlet of Director. Ip. 19733:201. 24X 

Flche: 50-298. 83/04/26. 8307260410. 


K. Utility Flnel Safety Analysis Report <F8AR) U amends 


8307120407 Corrected Page D-2-15 of updated FSAR re safety-related 
lestential) sys covered by QA program. M/B30S03 Itr. 

PILANT.J.M. Nebraska Public Power District. 83/05/05. COLLINS. T. 

Region 4. Office of Director. 2pp. 19430:128. 24X 

Flche: 50-298,83/05/05. 8307120407. 


8307140130 Forwards safety evaluation of DWR Owners Group responoa to 
NUREO-0737. Item Il.K. 3. 18. “Hod of Autometic 
Oapressuriiatlon Sys Logic...." Two acceptable options 
include elimination of high dryuell pressure permissive. 

VASBALLO. D. B. Operating Reactors Branch 2. 03/06/03. PILANT.J.M. 

Nebraeka Public Power District. 2pp. 19528:347. 24X 

Flche: 30-298. 83/06/03. 8307140130. 


8307260221 Raquests extension until 830815 to submit util analgaim of 
recQsueendattons contained in LR8 Consultants "Nuclear Mgt 
Appraisal Rept." Addl time needed due to nature of rapt k 
organliational changes. 

J0NE8.C.R. Nebraska Public Power District. 83/06/09. COLLINS' J- T. 
Region 4. Office of Director. 2pp. 19727:243. 24X 

Flche: 30-298. 83/06/09, 8307260221. 


8307110060 Advises that reiiulrements of TMI Item Il.K. 3. 13, "HPCI/8CIC 
Initiation Level, “ met. Item resolved. 

VASBALLO. 0. 8. Operating Reactors Branch 2. 83/06/17. PILANT.J.M. 

Ntbraska Public Power District. 2pp. 19387:001. 24X 

Flche: 30-298. 83/06/17. 8307110060. 


8307010126 Requests extension to comply w/deedllnt requirenenti Par 
environ qualification of electrical equipment tpeclfled in 
tOCFRSO. 49. "Environ Ouel If Ication of Electric Equipment 
Important to Safety for Nuclear Power Plants. " 

FILAKT.J.H. Nebraska Public Power District. 03/06/24. 

VASSALLO. D. B. Operating Reactors Branch 2. 2pp. 19169:276. S4X 
Flche: 30-298. 83/06/24, 8307010126. 


8307030187 Forwards addl fee for 821124 application for Tach Spec 
Chang* approvad as Amend 82, In response to NRC 830613 

raquost. 

PILANTrJ.H. Nebraska PubUe Power District. 83/06/27. OISOB, R. M, 
License Fea Management Branch. Ip. 19199:029. 84X 

Flche: 30-298, 83/06/27, B307050187. 


8307280073 Forwards Rev 1 to updated FSAR. incorporating Mark 1 
containment program results. 

KUNCL.L.O. Nfbrasta Public Power District. 83/07/22. VASSALLO, 0. B. 
Oparatlng Reactors Branch 2. 2pp. 19794: 161. 24X 

Flche; 50-290, 83/07/22, 0307280073. 


— 8307280093 Rev I to updated FSAR. 

• Nebraska Public Power District. 83/07/82. 455pp. 1 9794' 163 
24X Flche: 50-298, 83/07/22, 8307200073. 


P- Operating license stage documents !< correspondence 


83072600(» Forwards organ! lationat charts depicting reorganlied smnlor 
staff levels of nuclear power group. Changes will rtmadu mgt 
deflelancles. 

SCKAUFS-fiERSER Nebraska Public Power District. 83/07/01. 

COLLINS. J.T. Region 4, Office of Director. Ip. 19727:179 S4X 
Flche: 30-298, 83/07/01, 8307260008, 


8306270397 Oenerlc Ltr 83-26 to all applicants for OLs k holdara of 
CPi for gewer reactors re clarification of surveillance 
requirements for diesel fuel Impurity. Svc list end. 

E18ENHUT. D. e. Division of Licensing. 83/07/05. Consol IdatmJ 
Edison Co. of New York, Inc. 16pp. 19390:317 24X 

Flche: 30-000. 83/07 /OS. 8306270397. 


0307120244 Submits updated progress rept Si corrective actions re Mark I 
nod program steel plate prob lem. Rework on 70 supports 
planned. Final assassment of matl testing will be completed 
k reported in 821203 progress rept. 

PILANT.J.M. Nebraska Public Power District. 82/11/05. CQLLINS.J.T 
Region 4, Office of Director. 2pp. 19423:192 24X 

Flche: 50-298,82/11/05. 8307120244. 


8307060389 Oaneric Ltr 83-27 to all licensees k applicants for 
operating power reactors k holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EI8ENHUT, D. 0. Division of Licensing. 03/07/06. Consolidatmd 
Edison Co. of New York. Inc. 16pp. 19669:254. 84X 

Flche: 30-000. 83/07/06, B307060329. 


B307I204BO Submits final results t. corrective actions re steel olste 
problem involving Mark I mod program. Macro-etching result* 
campleUly accep table. Physlca 1 properties acceptable w/three 
25.'!!?.-*'’'*’ ^*’* '■•*ult* resolve concerns re traceability. 

PILA^.j^M. Nebraska Public Powar District. 82/12/03. COLLINS.JT 
Region 4, Office of Director. 2pp. 19425:062 24x 

Flche; 30-298. 82/12/03. 8307120480. 

8307260361 Informs that while reviewing QA documentation k work 
packages provided by Drava Util Constructors, Inc for Mark I, 
l>V unqualified welder*. OE NOT 
SJnSJ .*-*'* “ »«*mln* welds beginning 030418. 

Dlatrlct. 83/04/13. C0LL1N8,J 
Region 4, Offlet of Director. 2pp. 19733-036 84X 

Flche; 50-298. 83/04/13. 8307260361. 

until 830425 to provide addl Info re 
. S"*' '•••Pon** to 830415 telecopy. 

Flch*: 50 - 29 B. 83 / 05 / 23 , 8307260230 ^ 19727 . 187 , 24X 


«u/uTOimY waneric Ltr 83-28 to all lictniees of operating reactors, 
applicants for OL it holders of CP* re required action* based 
i«pllcatlon* of Salem ATMS event*. Svc list end. 

EISENHUT. D. e. Division of Licensing. B3/07/0S. Consolldatmd 
Edison Co. of New York, Ine. 3Bpp, 19669:269 24X 

Flche: 30-000, 83/07/08, 8307080169.^^ 

Director for Optratlons. 
M%7”rfs3S72505^r"- =4X Flche: 30-000, 

8307100036 Application for amend to License DPR-46, eon* I* t ing of 
propoeed Toeh Spec Chang* S,p*rmltting relief from Inservlc* 
insp requirements per lOCFRSO. SSa(g I , 

PO"**' District. 83/07/12, VAB8ALLO, D, 8, 
Operating Rsactor* Branch 2. 2pp. 19360: 233 24X 

rich#: 30-298,83/07/12, 8307180036. 


Change 5, permitting relief from Ini 
insp requlremants per lOCFRSO, SSalg), 

CtPtTlet. 83/07/12. 6pp. 19360: 2SS 

a4X Fleh#: 30-298, 83/07/12. 8307180036. tvow.wcxs. 

function for’^RCPH ii*i P*'''®’''" pressure Isolation 

IdMti#^ ‘['••rvle* testing program. List should 

Director. 83/07/18, PILANT.J H 
Nebraska Public Powar District, 2pp. 19731-278 24X 

Ft ebp: 30-298, 83/07/18, 8307260433. 


trvlco 
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0307290193 Poruard* dlicuatlon of imp laman ta 1 1 on of NURE0-O737. Itan 
II, K. 3. IB. "Automatic D»pri*»ur 1 ja t Ion Sy* Logic Modi." par 
830&03 >-t(iua*t. High drguall praiaurs permlsalve mill be 
ellnlnatad & manual inhibit luitch added. 

PIUANTrJ.rt. Ntbraaka Public Power District. B3/07/2Z. 

VASSALUO. D. B. Operating Reactors Branch 2. 2pp. 19B2l:IA6. 24X 

Flche; 90-293. 83/07/28. B307290193. 


— 8307260286 IE tnsp Rept 50-290/03-13 on 830509-13. No noncoirpl lance 
noted. Major areas Inspec ted : secur i tg organltatlon response, 
kegs 6 combinations, securltg sgs power supply t. lighting. 

Details withheld (ref 10CPR73.21). 

CALDUEtL. R. A. > KELLY. J. A. F. , HUNNICUTT. D. M. Region 4. Office of 
Director. 83/07/22. Ip. 19726:130. 24X Fiehe: 90-290. B3/07/81. 

8307260200. 


Q, Inspection reports. IE Bulletins I. correspondence 


R. Periodic operating reports t< related correspondence 


8307120409 Forwards IE Insp Rept 90-293/83-10 on 830427-29.0904-13 ti 
23-27. Mo noncompllanca noted. 

MADSEN. O.t.. Region 4. Office of Director. 83/06/17. PILAMT.J.M. 
Nebraska Public Power District. 2pp. 19430:296. 24X 

FUhe; 90-298. 83/06/17. 8307120409. 


8307220184 Monthly operating rept for May 1983. U/830604 Ur. 
BALLINKR.P.L , THOMASON. P. V. Nebraska Public Power District. 
83/06/04. Office of Resource Management. Director. 9pp. 
19683:349. 24X Flche: 90-290. 83/06/04, 8307220104. 


—0307120414 IE Insp Rept 90-290/03-10 on 030427-29.0904-13 «. 23-27. No 
noneompllanee noted. Major araas inspected; Iniervlce insp. 
acttani taken In response to IE Bulletin 83-02 6 review of 
evaluation 6 repair of Mark I mods. 

TOMLlNSONi D, P, . HUNNICUTT. D. M. , UESTERMAN. T. Region 4. Offlco of 
Director, 83/06/16. 7pp. 19430:258. 24X Flche; 90-298. 83/06/17. 

8307120409. 


8307190303 Forwards IE Imp Rept 90-298/83-12 on 030901-31. No 
noncoapl ianca noted. 

MADBEN.O, L. Region 4, Office of Director, 83/06/24. PILANT. J.M. 
Nebraska Public Power District. 2pp. 19932:287. 24X 

Flche: 90-298. 83/06/24. 8307190303. 


— B307190319 IE Insp Rept 90-298/83-12 on 830901-31. No noncompl lanct 
noted. Major areas Inipactid: operational safety 
varif leatlons.monthly/rifueling lurvelllanee 6 maint 
observations !■ LER & IE bulletin followup. 

DUBOIS. D.L.. WE8TERMAN. T. F, Region 4. Office of Director. 
83/06/21. 9pp. 19932:289. 24X Fiehe: 90-298. 83/06/24, 0307190303. 


8307260914 Forwards IE Insp Rept 50-298/83-07 on 030404-07. No 
noncomp 1 ianca noted. 

HADSEN.O. L. Region 4. Office of Director. 83/06/24. PILANT. J.M. 
Nebraska Public Pousr District. 2pp. 19733:339. 24X 

Flche: 90-298. 83/06/24. 0307260914. 


—8307260931 IE Insp Rept 90-298/83-07 on 830404-07. No noncompliance 
noted. Major artai Inspacted: emergency procedures. 

HACKNEY, C. A. , KELLY. J. Region 4, Office of Director, KENOYER.J. 
Bettalle Memorial Institute, Pacific Northwest Laboratory. 
83/06/24. 8pp. 19733:337. 24X Fiehe: 90-298. 03/06/24, 8307260914. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Bvc list end. 

JORDAN. E.L. Division of Emergency Preparedness ti Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 194pp. 19963:293. 24X Flche: 90-000, 83/07/1 1. 8306270401. 


S. Reportable occurrences. LERs & rslated correspondence 


8307260397 Amended LER a2-014/03X-l : on 820607, re jcc tab 1 e Indications 
found In heat affected lonet of welds BJ-13. BJ-19. BJ-20 & 

BJ-23. Caused by improper fabrication techniques. Affected 
piping k fittings replaced. M/B30203 Itr. 

FRE90R0. S. S. . LESSOR. L.C. Nebraska Public Power District. 83/02/03. 

COLLINe. J. r. Region 4, Office of Director. 9pp. 19733:043. 24X 

Flche: 90-298, 03/02/03. 0307260397. 


8307120990 LER 03-OO0/O3L-O: on 830930. HFA relay 9-17-t6A K6B contacts 
failed to open. Cause not determined. Relay coll replaced, 
eyetaaatic replacement of all relays within 4-yr period 
planned, U/83062S Itr. 

J0BE.8.J.. THOMASON. P. V. Nebraska Public Power District. 03/06/20. 
COLLINS. J.T. Region 4. Office of Director. 3pp. 19432:130. 24X 

Fiehe: 90-298. 83/06/28. 8307120990. 


8307060122 PND-1V-B3-021: through-wall crack discovered In heat-affected 
area of weld connecting reactor water cleanup sys to RKR 
eye. OE will perform lOOX ultrasonic test insp of reactor 
water cleanup sys welds. 

ME6TERHAN, T. F. I MADSEN, O.L. Region 4, Office of Director. 03/06/30. 
ip, 19292:223. 24X Flche: 90-290, 03/06/30, 0307060122. 


8307190213 LER B3-009/01T-0: on 830629, pinhole leaks found in heat- 
affectad lone of weld CHA-BJ-2 during Insulation removal on 
6-ineh reactor water cleanup suction line. Caused by 
Intergranular stress corrosion crack ing. W/e3070B Itr. 

FREBORO, S. 8. . THOMASON. P. V. Nebraska Public Power District. 
83/07/<». COLLINS. J.T. Region 4, Office of Director. ip. 
19930:000. 24X Flche: 90-298, 83/07/00. 8307190213. 


B30719000S PNO-IV-83-024: two weeping leaks reported on reactor side of 
ftrit Isolation valve on core spray loop A. Visual exam 
indicates cracks may be c Ircumf erent lal . De tal led Insp being 
performed. 

HUNNICUTT. D. M. Region 4, Office of Director. 03/07/11, Ip. 
19639:097. 24X Flche: 90-290. 93/07/1 1. 8307190000. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbare at 
Result of Contaminated Hydraulic Fluid." Sve list and. 

JORDAN.e. L. Division of Emergency Preparedness k Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. I41pp. 19963:193. 24X Flche: 90-000. 83/07/12. 8306270404. 


8307180096 Application for amend to License 0PR-46> conststing of 
proposed Tech Spec Change 9. permitting relief from Inservlca 
Insp requirements per 10CPR90. 99a < g ). 

KUNCL.L.S. Nebraska Public Power District. 83/07/12. VASaALLO. D. D. 

Operating Reactors Branch 2. 2pp. 19960:293. 24X 

Flche: 90-298. 83/07/12. 8307180096. 


—8307180097 Proposed Tech Spec Change 9. permitting relief from Inearvica 
Insp requlrsmentl per 10CFR90. 99a(g). 

a Ncbraeke Public Power District. 83/07/12. 6pp. 19960:299. 

24X P 1 e h s : 90-298, 83/07/12. 8307 1 80096. 


8306270406 IE Info Notice 83-48. "Oateous Effluent Rcleasts of 
Radioactive 1-129 (. 1-131 in Excels of NRC Limits." 8vc list 
end. 

TAYLOR, J. M. Divltion of 0A> Safeguards k Inspection Programe (Post 
830103). 83/07/14. Consolidated Edison Co. of New York. Inc. 

Ii4pp. 19719:270. 24X Flche: 90-000. 83/07/14. 0306270406. 


8307260280 Forwards IE Insp Rept 90-298/83-13 on S30509-t3.Ko 
noncompliance noted. 

MADSEN, e.L. Region 4. Office of Director. 83/07/21. PILANT. J.M. 
Nebraska Public Power District. 2pp. 19726:128. 24X 

Flche: 90-298, 83/07/21. 0307260280. 


8307260441 LER B3-010/03L-0: on 830617. during functional surveillance 
testing by Wylt Lab. one main steam snubber failed to meet 
bleed rate criteria (< one sve water snubber failed to meet 
lockup rate. Caused by plugging by foreign matl. H/030719 Itr. 
BALLINISR.P. L. , THOMASON, P- V. Nebraska Public Power District. 
83/07/19. COLLINS, J.T. Region 4, Office of Director. app. 
19731:281. 24X Flc he: 90-298. 03/07/ 19, 8307260441. 


D(KK6T 90-301 POINT BEACH NUCLEAR PLANT. UNIT 2 


F. 8acurlty> medical, emergency k fire protection plans 


8307110339 Releasss public version of revised emergency plan 
Implamentlng procedures. 

FELTON.J.H. Division of Roles and Ricorda. 83/06/24. Document 
Hanagament Branch. Ip. 19384:262. 24X Flche; 90-266, 83/06/24, 

8307110339. 


— 8307110343 Forwards public version of revised emergency plan 
Implamentlng procedures. Inc ludlng Procedures EPIP 1.3 ra 
aatimation of sourcs term t, EPIP 14 re radiological dose 
evaluation. Receipt form end. 

FAYiC.H., KNQRR.J-E. Wisconsin Elsctrlc Power Co. 03/06/19. 
DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 
CLARK.R. A. Operating Reactors Branch 3. 3pp. 19334:263. 24X 

FIcha; 90-266, 83/06/24. 83071 10339, 


U07110348 Public version of revised emergency plan implamentlng 

ppoeadures. including Procedures EPIP 1.3 r# estimation of 
source terra t, EPIP 1.4 re radiological dose evaluation, 
a Wisconsin Electric Power Co. 03/09/27. 64pp. 19384:266. 24X 

FIcha; 90-266. 83/06/24, 8307110339. 
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0307110460 Ack receipt oF S3062B Itr emending 030121 Itr informing MIC 
of steps taken to correct violations noted In tE Insp Repts 
50-2A6/B2-17 1 50-301/02-17. 

SPE6SAR0. R. U. Division of Engineering. 03/07/06 GURNSTEIN.8. 
Wisconsin Electric Pouer Co. Ip. 19300.169. 24X 

Flche: 50-266. 03/07/06. 0307110460. 


— 0307110467 Suppls response to WKC 021130 Itr re violations noted 
In IE Insp Repts 50-266/82-17 U 50-301/02-17. Correc 1 1 ve 
actions: transient combustible control procedure developed, 
houever implementation delated until 030930. 

FAY.C M. Wisconsin Electric Power Co. 83/06/20. KEPPLER. J. O 
Region 3. Office of Director 3pp. 19300.170. 24X 

Flcha 50-266.03/07/06,8307110480 


0307264335 Itemiles clarification of encl to 830426 Itr re request for 
App fl fire protection exempt Ions. Inc lud Ing revised 
description of proposed plant mods to Fire Zones 1-4. 

FAY.C W Wisconsin Electric Power Co 03/07/20. DENTON, H.R. 

Office of Nuclear Reactor Regulation. Director. CLARK. R. A. 

Operating Reactors Branch 3. 2pp. 19726:090 24X 

Flcha: 50-266. 03/07/20, 0307260335. 


0. Adjudicatorg correspondence 


0307100176 Notifies of VR Harding emplogment at law firm per 
Disciplinarg Rule 9-102. Hard Ing will not participate in ang 
case currently pending before NRC. 

RIDSWAY. □. A. Shaw. Pittman. Potts 6 Trowbridge. 63/07/13. 

HOORE^TS. . JOHNSON, W. R. . ODTCHY. R.L. Atomic Safety and Licensing 
Appeal Panel. Ip. 19555:068 24X Plche: SO-266. 63/07/13, 6307100176. 


— 8307180163 Notifies of author employment at lau firm per Diiclplinam 
Rule 9-102. Author will not participate in any case currently 
pending before NRC. 

HARDINQ. V. R. Shaw, Pittman. Potts t, Trowbridge. 83/07/13. 
nOORE.T.S., JOHNSON. M. R. . GOTCHY.R.L. Atomic Safety and Licensing 
Appeal Panel. 3pp. 19555:069. 24X Fiche; 30-266, 03/07/13. 

6307180176. 


K. Utility Final Safety Analysis Report (FSAR) t. amends 


8307260439 Forwards Rev 1 to updated FSAR. 

FAV.C-W. Wisconsin Electric Power Co. 03/07/10. DENTON.H.R. 

Office of Nuclear Reactor Regulation. Director. Ip 19770:328. 24X 

Flehe: 50-266, 03/07/10. 0307260439. 


—6307270302 Rev 1 to updated FSAR. 

• Wisconsin Electric Power Co. 63/06/30. 436pp. 19770:329. 24X 

Fiche: 50-266. 83/07/18. B307260439 


P. Operating license stage documents (. correspondence 


0306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs (. holders of CPs for Westinghouse PWRs 
re safety evaluation of “Emergency Response Guidelines." 

Svc list enc 1 . 

EISENHUT. 0 G. Division of Licensing 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116 24X Fi che: 50-000, 03/06/03, 

8306060070. 


8307050246 Advises that neu core characteristics remain less limiting 
than previously accepted values. due to replacement of two 
fuel asseinblles from spent fuel pool. Cone lus ions in 830203 
ltr remain valid re Cycle 10 reload. 

FAYiC.W. Wisconsin Electric Power Co. 83/06/24. DENTON, K.B. 
Office of Nuclear Reactor Regulation. Director. CLARK. R. A. 
Operating Reactors Branch 3. Ip. 19197:213. 24X 

Fiche; 50-301. 33/06/24.8307050246. 


8307070021 Advises that installation !< callbr of SA-ll menitors 
complete t< monitors fully operationsl per TKI Item It.F.l.l. 
Integration of Instruments into other plant operating G 
emergency procedures t< operator training Incomplete. 

FAY.C. W. Wisconsin Electric Power Co. 83/06/29. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. CLARK.R.A. 
Operating Reactors Branch 3. 2pp. 19293:232. 24X 

Fiche; 50-266,83/06/29. 0307070021. 


8307070113 Informs of no significant changes to electrical distribution 
sys described in FSAR which would affect degree of 
conformance w/ODC- 17. Ava 1 1 ab le Info adequate to determine 
intent of ODC-17 re offsite power distribution sys. 

FAY.C.W Wisconsin Electric Power Co. 03/06/30, DENTON.H.R. 

Office of Nuclear Reactor Regulation. Director. CLARK.R.A. 

Operating Reactors Branch 3. Ip. 19294 094. 24X 

Fiche: 50-266. 83/06/30. 03070701 13. 


8307150395 Forwards for review t> comments. "Control of Heavy Loads 
(C-10>. Point Beach Units I 6 2." updated draft technical 
evaluation ropt 

CLARK. R A. Operating Reactors Branch 3. 63/06/30. FAV.C.U, 

Wisconsin Eloctrlc Power Co. 2pp. 19540:103. 24X 

Fiche: 50-266, 63/06/30. 6307150395 


—0307070582 "Control of Heavy Loads (C-lOl.Polnt Deach Nuclear Plants 
Units i 6 2," draft final technical evaluation rept. 

BOMBERKR.C,. AHMED, N. Franklin Inst 1 tu te/Frank 1 In Research 
Center. NRC-03-01-130. TER-CSSO6'3a2/303 OR. 03/06/17. 

StNGH.A., CHAN.T. NRC - No Detailed Affillatton Given. S6pp. 
19540' lOS. 24X Fiche: 50-266. 03/06/30. 8307130395. 


8306270397 Generic Ltr 83-26 to all applicants for OLs t, holders of 
CPs for power reactors re clarification of surveillance 
reguireieents for diesel fuel impurity. Svc list end. 

EISENHlfT, D. e. Olvlslon of Licensing. 03/07/05. Consolidated 
Edison Co. of Neu York. Inc. 16pp. 19390:317. 24X 

Flehe: 50-000. 83/07/05, 0306270397. 


0307060329 Generic Ltr 03-27 to all licensees 6 applicants for 
operating power reactors G holders of CPs for power reactors 
re surveillance intervals in STS. Svc list encl. 

EI8ENHUT. D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:254. 24X 

Fiche: 50-000. 03/07/06. 0307060329. 


8307130226 Requests eitenslon until 830930 to complete response to 
questions fron 020602 G 03 meetings re development of final 
radiological effiuont Tech Specs submittal using meeting 
suaaary b draft Rev 3 to NURE8-0472 as guidance. 

FAY.C.W. Wisconsin Electric Power Co. 03/07/06. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. CLARK.R.A. 
Operating Reactors Branch 3. 2pp. 19473:203. 24X 

Ftcho: 30-266. 83/07/06. 0307130226. 


8307130220 Provides correction to Table 1.8-1. Item 13 of 030610 rev to 
Boctlon 1.8 of updated FSAR re QA program. Comml ts to follow 
Rog Ouido 1.146 for audits of In-plant activities per 
Oanerlc Ltr 31-01. 

FAY.C.W. Wisconsin Electric Power Co. 03/07/07. KEPPLER.J.O. 
Regions. Office of Director. Ip. 19474:346. 24X 

Ficho: 50-266. 83/07/07, 0307130220. 


8307080169 Oenoric Ltr 83-20 to all licensees of operating reactors, 
applicants for QL G holders of CPs re required actions based 
on generic inplications of Salem ATWS events. Svc list end. 
EISENHUT. D. 0. Dlvlsten of Licensing. B3/07/0S. Consolidated 
Edison Co. of Neu York. Inc. SBpp. 19669:269. 24X 

Flehe: 50-000. 83/07/06. 8307080169 


83O72S0IS7 Confirms B30627 telcon re results of heat balance 
calculations of containment atmosphere temp calculations. 
Post-accident containment sampling procedure will be 
aodifled to include 10 minute sampling period. 

FAY.C.W. Wisconsin Electric Power Co. 03/07/12. DENTON.H.R. 
Office of Nudear Reactor Regulation. Director. CLARK.R.A. 
Operating Reactors Branch 3. 2pp. 19706: 100. 24X 

Flehe: 50-266. 83/07/12, 8307250157. 


8307220356 Forwards "Nudear Environ Qualification Test Program on 
Fesboro N-EIO Bertas Pressure Transmitters." Voli I-III. 

Results should be reviewed per qual 1 f 1 ca 1 1 on requirements of 
NUREO-OSO0 G 10CFR50. 49. 

FAY.C.W. Wisconsin Electric Power Co. 03/07/15, DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. NOONAN. V. 8. 
Equipment Oual If Icat ion Branch. 2pp. 19676: 120. 24X 

Fiche: 50-266. 83/07/15. 8307220356. 


—8307220359 "Nucleer Environ Qualification Test Program on Foxboro N-EIO 
aeries Pressure Transmitters." Vols l-lII. 

OAHBLIN.L., JOHNSON, F. R. , ROBERTa.U.D. Wyle Labora tor 1 cs. 

45392-4. 83/05/18. 1620pp. 19676:123. 24X Fl ch 0 ; 50-266, 

83/07/15. 8307220356. 


8307290145 Forwards fee for 830113 application re ASME Section XI 
relief, in response to NRC 830708 request. 

FAY.C.W. Wisconsin Electric Power Co, 83/07/20. DENTON.H.R. 

Office of Nuclear Reactor Regulatlan, Director. DIOOS.R.M. License 
Fee Hanaganont Branch. Ip, 19022:002. 24X Fl the; 50-301 , 03/07/20, 

8307290145. 


0. Inspection reports. IE Bulletins G correspondence 


8307180044 Forwards IE Insp Repts 50-266/83-00 G 50-301/03-00 on 
830509-11 G 0609 G notice of violation. 

PAPERIELLO. C. J. Region 3. Office of Director. 83/07/01. 
BUR8TEIN,S. Wisconsin Electric Power Co. 2pp. 19560:234. 24X 

FtchO;SO-266. 03/07/01, 8307100044. 
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--6307100045 Notice of violation from insp on 830509-11 & 0609. 

PAPEHIELUO.C. J. Realon 3, Office of Director. 83/06/30 2pp. 
19560:236. 24X F 1 c he : 50-266. 03/07/01 . 0307 180044 


—0307100047 IE Insp Hepts 50-266/03-00 i. 50-301/83-08 on 830509-11 6 
0609. None flflip 1 lance noted: fal lure to collect air sample* on 
630331 during reactor vessel head removal fr cavity flood 
operations 6 to install SA-11 main steam line monitors. 

LOVENDALE. P. C. . OREGER.L.R Region 3. Office of Director. 

03/06/30. app. 19560:230 24X F i c h e 50-266. 83/07/01 . 8307180044. 


8307110400 Ack receipt of 030620 Itr amending 030121 Itr informing NRG 
of steps taken to correct violations noted in IE Insp Repts 
50-266/82-17 !. 50-301/02-17 

8PESSARD. R. L. Division of Engineering. 03/07/06. DURNSTEIN.S. 
Uisconsln Electric Pouer Co. ip. 19300:169. 24X 

Plche: 50-266. 03/07/06. 8307110480. 


—8307110467 Suppls response to NRG 021130 Itr re violations noted 
in IE Insp Repts 50-266/02-17 6 50-301 /82-t7. Correc I Ive 
actions: transient combustible control procedure developed! 
houever Implementation delayed until 830930. 

FAY.C.U. Wisconsin Electric Pouer Co. 03/06/28. KEPPLER.J. 0. 
Region 3. Office of Director 3pp. 19380:170. 24X 

Flche: 50-266, 83/07/06, 8307110400. 


8307190372 Requests remittance of Class III fee for 830113 request for 
relief from ASME Section XI Inservlce Insp roquirenents. 

DIOOSiR H. License Fee Management Dranch. 83/07/08. FAViC.M. 
Wisconsin Electric Pouer Co. Ip. 19656:046. 24X 

Flche: 50-301, 03/07/00, 0307190372. 


8306270401 IE Info Notice 83-46, "Common Mode V/alve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 030103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293 24X Flche: 50-000, 83/07/1 1, 8306270401. 


6306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19563:133. 24X Flche: 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 83-40, "Oaseous Effluent Releases of 
Radioactive I-I25 6 1-131 in Eicess of NRC Limits." 8vc list 
end. 

TAYLOR, J.M. Division of QA, Safeguards t. Inspection Programs (Post 
030103). 83/07/14. Consolidated Edison Co. of Neid Yort. Inc. 

114pp. 19715:270. 24X Fi c he : 50-000, 03/07/ 14. 8306270406. 


8307250371 Ack receipt of 830506 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-266/83-03 6 
50-301/63-03. Mods to KVAC filter maint i- testing program 
desirable to ensure radiation dosos maintained ALARA. 

HIND, J. A. Division of Radiological 6 Materials Safety Programs. 
83/07/20. DURSTEIN.S, Uisconsln Electric Pouer Co. tp. 19704:002. 
24X Flche: 50-266,83/07/20,8307250371. 


R. Periodic operating reports U related correspondence 


8307150066 Monthly operating repts for June 1903. M/63071 1 Itr. 
PAY.C.U. Uisconsln Electric Power Co. 03/07/07. Office of 
Nuclear Reactor Regulation, Director. 9pp. 19548:187. 24X 

Flche: 50-266, 03/07/07, 0307150066. 
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F. Security, medical, emergency 1. fire protection plans 


S3071400SO Ack receipt of B211I7 Itr re emergency cierclse scheduled 
for 830222 t, 23 Eiercise objectives discussed u/L Hill of 
utll.Addl comments aualt receipt of complete eiercise 
scenario 

STQfffli J. P Division of Emergency Preparedness 6 Materials Safety. 
83/01/27. HANCOCK. J A. Florida Power Corp. Ip. 19514 142. 24X 

Flche: 50-302, 83/01 /27, 8307140050 


8307140414 Forwards IE Insp Rept 50-302/03-04 on 930214-18 l< notice 
of violation. 

LEWIS. R C. Division of Project t. Resident Programs. 93/03/23 
HANCOCK. J. A Florida Power Corp. 2pp. 19521 118. 24X 

Flche; 90-302. 83/03/23, 8307140414 


— 0307140416 Notice of violation from Insp on 830214-10 

• Region 2, Office of Director. 03/03/23. Ip. 19521:120 24X 

Flche 50-302, 03/03/23, 0307 140414. 


— 8307140421 IE Insp Rept 50-302/03-04 on 830214-10. Noncomp I lance noted 
failure of licensed personnel to read abnormal !. emergency 
procedures. 

SELISLE, 0. A. . DEDDAGE. A. G. . SKINNER. P.H Region 2, Office of 
Director. 83/03/18. 13pp. 19521 121 24X F le h e : 50-302, 03/03/23. 

8307140414. 


8307140265 Informs that Boise Interagency Fire Ctr contracted to 
perform surveys of rad lofrequency !< electromagnetic 
interference. Assistance requested 

VERRELLI . D. M. Division of Project 6 Resident Programs. 63/05/31 
UILOUS.U S. Florida Power Corp. 23pp. 19522:339 24X 

Flche: 50-302, 03/05/3 1 , 8307 1 40265. 


8307140294 Advises that review of Rev 2 to rad lo ) og lea 1 emergency 
response plon indicates emergency plan continues to meet 
10CFR90. 47( b ) planning stds 

OANCE,H C. Division of Project h Resident Programs. 83/06/22. 
HILOUB.W.S. Florida Power Corp. 2pp 19525 099 24X 

Fiehe. SO-302. 03/06/22, 0307140294. 


8307210240 Forwards IE Insp Rept 50-302/03-11 on 030426-0520. No 
nsneomp llance noted. 

DANCE. H C. Division of Project 6 Resident Programs. S3/07/01 
UtLOUSiW 8. Florida Power Corp. 2pp 19664 167. 24X 

Flche: 50-302. 03/07/0 1 , 030721 0240 


— 8307210275 IE Insp Rept 50-302/03-11 on 830426-0520, No none omp 1 1 ant e 
noted. Ha J or areas Inspected: plant operations, security, 
radiological con trol s, LERs U nonconforming operations repts 
h action on previous Insp Items. 

STETKAcT.F. Region 2, Office of Director PANCIERA.V. Division 
of Project !, Resident Programs. 83/07/01. 10pp. 19664:169. 24X 

Flche: 50-302, 03/07/01, 0307210240 


8307150333 Advises that Reg Guide 1.97, Rev 3. supersedes Rev 2 
referenced In Gonarle Ltr 08-33 lNUREG-0737, Supp 1 11 re 
emergency response capability. 

WESTAFER-C. R. F I or Ida Power Corp 03/07/12. STOLZ.J.R. Operating 
Reactors Dranch 4. ip. 19530.334 24X Fiche: 50-302, 03/07/12, 

8307150333. 


K. Utility Final Safety Analysis Report (FSAR) tr amends 


S. Reportable occurrences, LERs 6 related corroepondence 


8307190174 LER 03-OOS/OlT-O: on 030617. dur tng ref uel Ing, containment air 
radiation monitoring sys inoperable. Caused by failed sample 
pump due to blown fuse in data acquisition monitor circuit. 
Instrumentation repa Ired. U/030705 ltr. 

PAY.C.U. Uisconsln Electric Power Co. 83/07/09. KEPPLER.J.O. 
Region 3, Office of Director. 4pp. 19634:341. 34X 

Flche; 50-301, 03/07/05,8307190174. 


0307220210 LER 03-004/0 1 T-0: on 830409, dur 1 ng Type B & C leakage test, 
total as-found leakage eieeeded Tech Spec Unit. Valve 799A 
stuck open causing leakage. Fo 1 lowup valve maint did not 
identify cause of fal lure. U/83071 S ltr. 

PAY.C.U. Uisconsln Electric Pouer Co. 03/07/15 KEPPLER.J.O. 
Region 3, Office of Director. 4pp. 19604:071. 24X 

Flche; 50-301, 03/07/15, 0307220210. 


B307080275 Rev 3 to updated FBAR. W/030701 ltr 

WESTAFER.O. R. Florida Pouer Corp 03/07/01. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. i70pp. 19340:026 24X 

Flche: SO-302, 03/07/01 . 0307000275. 


P. Operating license stage documents 6 coii espondenco 


B307120495 Forwards updated FSAR Section 1 . 7, descr ib 1 ng quality program 
for operational phase, per lOCFRSO. 54 (a) (2) . Inf o will be 
incorporated Into next updated FSAR annual rev. Jus tl f i cat Ion 
one 1 . 

ME8TAFER, G. fi. Florida Power Corp. 03/06/10, O'REILLY, J. P. Region 
2. Office of Director. 7Bpp. 19424.205. 24X Flche. 50-302, 03/06/10, 

8307130495, 


8307110616 Monthly notice of amends to CLs Involving NSHC Issued since 
830523. 

CLARK.R.A, Operating Reactors Branch 3 83/06/14. 26pp. 

19391:152. 24X Flche ; 50-000, 83/06/ 14, 0307 1 10616. 
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8307060470 Denies util S3D331 Tech Spec Change Reguest S2« ertending 
intervals betueen surveillances for Circle S operation to 24 
months to correspond u/langer fuel cycle Reasons for denial 
discussed 

LAINASiG.C. Assistant Director for Operating Reactors 63/'06/20. 
UILOOS.U S. Florida Pouer Corp 3pp I929<?:121 34ir 
Fi Che: 50-302.83/06/20, 3307060470. 


8307070031 Application for Tech Spec Change Request 82 to License 
DPR-72. amending shutdown marg In. At tachmen t s C 6 E end, per 
830331 submittal. M/Certl ftcate of Svc. 

WESTAFER.S R. Florida Pouer Corp. 03/06/22. DENTGN.H.B. Office of 
Nuclear Reactor Regulation. Director 6pp 19293.266. 24X 

Fiche: 50-302.03/06/22, 3307070031. 


— 0307070033 Proposed Tech Spec changes re shutdown margin, 

» Florida Power Corp. 03/06/22. 73pp. 19293:271. 24X 

Fiche 30-302. 83/06/22. 8307070031 


0307060227 Notifies that submittal of generic program w/DiiVI Owners 
Group, In support of revised manual reactor coolant pump trip 
criteria per NUREG-0737. 1 1 em 1 1. K. 3. 5, d e laged until 030930. 

WESTAFER, 0. R. Florida Power Corp. 03/07/01. EISENHUT, D. 0. 
Division of Licensing. Ip. 19249:034. 24X Fiche: 50-302, 83/07/01. 

0307060227. 


8306270397 Oenerlc Ltr 83-26 to all applicants for OLs h holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impur i tg. Svc list end. 

EISENHUT, D. O. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp 19390:317. 24X 

Fiche; 50-000. 03/07/05, B306270397. 


8307060329 Generic Ltr 83-27 to all licensees 4i applicants for 
operating power reactors I, holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, 0. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. i6pp. 19669:254. 24X 

Fiche: 50-000. 83/07/06,8307060329. 


8307110447 Forwards addl info in support of Tech Spec Change Request B2 
re Cgde 5 operation u/reactor coolant pump pouer monitors 
(RCPPli) per 330701 requeet. Testing of all RCPPM strings 
prior to startup will consist of checking time delags. 

HESTAFER.G. R. Florida Power Corp. 83/07/06. OENTON.HR. Office of 
Nuclear Reactor Regulation, Director. I7pp. 19380:200. 24X 

Fiche: 50-302, 83/07/06. 8307110447. 


8307120370 Forwards record sheets I, justification for continued 
operation u/Four motor operated valves, DHV-5, DHU-6, DHU-34 L 
DHV-3S> assuri ng that plant can be safelg operated until new 
molars received & instal led. per 830520 commitment. 

UE8TAFER, 0. R. Florida Power Carp. 83/07/06. STOLZ-J.F. Operating 
Reactors Branch 4. 9pp, 19429:039 24X Fiche; 50-302, 03/07/06. 

0307120370. 


9307120552 Requests continuance of relief from test requirements per 
630701 telcon. Interim relief from testing until Refuel IV 
granted in Amend 61 mag be eitended until Refuel U or 
until approval of Raquest 105. 

WESTAFER, G. R. Florida Power Corp. 03/07/06. DENTONrH.R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19432:120. 24X 

Fiche: 50-302, 03/07/06, 6307120552. 


8307080169 Generic Ltr 03-26 to all licensees of operating reactors, 
applicants for OL 4> holders of CPs re required actions based 
on generic Implications of Salem ATWS events. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/08. Consotidatsd 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 50-000, 33/07/00,8307060169. 


8307100393 Notification of 630713 meeting u/util in Dethesda.MD to 
discuss licensee amend application re frequencg of ESF 
testing. 

HERNAN.R. Operating Reactors Branch 4. 03/07/12. STOLZ.J.F. 

Operating Reactors Branch 4. 2pp. 19641,284. 24X 

Fiche: 50-302. 83/07/12. 8307180393. 


8307200465 Forwards Amend 64 to License DPR-72 t safetg evaluation. 
Amend extends 10-month surveillance requirements to 24 
months to correspond to eitended core lifetime for Cgclc S. 
STQLZ.J F. Operating Reactors Branch 4. 83/07/12. WILGU0.M.S. 

Florida Pouer Corp. 3pp. 19672:006. 24X Fiche; 50-302, 03/07/12. 

0307200465. 


— 0307200469 Amend 64 to License DPR-72. eilend Ing IS-month surveillance 
requirements to 24 months to correspond to eitended core 
lifetime for Cycle S. 

STQLZ.J F. Operating Reactors Branch 4. 03/07/12 66pp. 

19672:089. 24X Fi c he . 50-302, 83/07/ 1 2, 8307200465. 


— 0307200471 Safety evaluation supporting Amend 64 to License DPR-72. 
• Office of Nuclear Reactor Regulatton, Director. 63/07/12. 
t7pp. 19672:156. 24X F 1 c h e ; 50-302, 83/07/ 12. 8307200465. 


83072S0471 Supplemental application for amend to License DPR-72, 
consisting of Tech Spec Change Request 105, re ESF actuation 
syt testing requirements. Proposed significant haiards 
evaluation and. 

UESTAFER. 0. R. Florida Power Corp. 03/07/14. DENTON, H.R, Office of 
Nuclear Reactor Regulation. Director. 7pp. 19701:234. 24X 

Fiche: 90-302. 83/07/14, 0307250471 


0307210209 Forwards conceptual des Ign, overal 1 schedule for engineering, 
procurement (i installation & NRC checklist for compliance u/ 
NURE0-0737. Item 1 1 . F. 2. App rova 1 of conceptual design *i NRC 
checklist requested bg 830902. 

UESTAFER. O. R. Florida Power Corp. 83/07/lB. DENTON, H. H. Office of 
Nuclear Reactor Regulation, Director. 43pp. 19665:066. 24X 

Fiche: 50-302. 83/07/10, 6307210209. 


0. Inspection reports, IE Bulletins t, correspondence 


8307140246 Informs that liquid samples spiked u/rad ionucl ides will be 
sent to Facility for radiochemical analyses as part of NRC 
conflraatory measurements program. Samples should be analysed 
for trltiua.Sr-89 fc Sr-90 content within 60 days. 

LEUISiR.C. Division of Project & Resident Programs. 03/02/07. 
KANCOCK.J.A. Florida Power Corp. Ip. 19523:051. 24X 

Fiche: 50-302.83/02/07. 6307140246. 


8307140414 Forwards IE Insp Rept 50-302/83-04 on 630214-18 b notice 
of violation. 

LEMI8.R.C. Division of Project t. Resident Programs. 83/03/23. 
HANCOCK.J-A. Florida Power Corp. 2pp. 19521:118. 24X 

Fiche: 50-302. 83/03/23, 8307140414. 


—8307140416 Notice of Violation from insp on 630214-18. 

• Region 2. Office of Director. 03/03/23. Ip. 19521:120. 24X 

Fiche: 50-302,83/03/23, 8307140414. 


—8307140421 IE Insp Rept 50-302/03-04 on 630214-18. Noncomp liance noted 
failure of licensed personnel to read abnormal b emergency 
procedures. 

BELISLE.e. A. . DEBBAOE. A. 0. . SKINNER, P.H. Region 2. Office of 
Director. 83/03/18. 13pp. 19521:121. 24X Fiche; 50-302, 83/03/23, 

8307140414. 


8307060319 Forwards full payment of fees as result of IE insps 
conducted from Har 1982 - Mar 1903 

UESTAFER. O. R. Florida Power Corp. 83/07/01. License Fee 
Hanageaent Branch. 2pp. 19239:177. 24X Fiche: 50-302, 83/07/01, 

8307060319. 


8307210240 Forwards IE Insp Rept 50-308/03-11 on 830426-0520. No 
noncoap liance noted, 

DANCEiH.C. Division of Project b Resident Programs. 03/07/01. 
H1LCU8.W.8. Florida Power Corp. 2pp. 19664:167. 24X 

Fiche: 50-302, 83/07/01 , 8307210240. 


—8307210275 IE Insp Rept SO-302/83-il on 830426-0520. No noncompliance 
noted. Major areas inspected ; p Ian t operations, security, 
radiological con trol s, LERs b nonconforming operations repts 
b action on previous insp items. 

8TETKA. T. F- Region 2, Office of Director. PANCIERA,V. Division 
of Project b Resident Programs. 03/07/01. lOpp. 19664:169. 84X 

Fiche; 50-302, 83/07/01, 8307210240. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN.E.L- Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. lS4pp. 19563:293. 24X Fiche: 50-000, 83/07/1 1, 8306270401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/(2. Consolidated Edison Co. of New 

York, Inc. i41pp. 19963:153 84X Fiche: 90-000, 83/07/12, 8306270404. 


8307250702 Forwards notice of granting relief from seven listed ASMS 
inservice insp code requirements, in response to 830314 b 25 
requests. 

STOLZ.J.F. Operating Reactors Branch 4. 83/07/13. UIL0US,U.8. 

Florida Power Corp. 6pp. 19720:143. 24X Fiche: 50-308, 83/07/13, 

8307250702. 


—8307250706 Notice of granting relief from ASME code Insirvice insp 
requirements. in response to 830314 b 25 requests. 

STOLZ.J.F. Operating Reactors Branch 4. 83/07/13. 2pp. 

19720:149. 24X Flch e: 50-302, 63/07/ 13, 8307250702 
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B306?70406 IE Info Notice 83-40> "Oaseous Effluent Releeses of 
Radioactive I-ISS & 1-131 in Eicees of NRC Liinits. '■ Svc list 
enc 1. 

TAYLDRrJ. M. Division of QAp Safeguards li Inspection Programs (Post 
530103). B3/07/14. Consolidated Edison Co. of Neui York< Inc 

I14pp. 19713:270. 24X F I c h e : 30-000, 53/07 / 1 4. 8306270406. 


H. Periodic operating raports !< related correspondence 


5307130085 Montfllg operating rept for Juno 1903. W/830711 Itr. 

DOOA5T,0. , WESTAFERr 0. R. Florida Power Corp. 83/07/11. 

OEYOUNOiR.C. Director's Office, Office of Inspection and 
Enforcement. 3pp. 19336.095. 24X Fiche 30-302, 03/07/11, 83071300BB. 


S. Reportable occurrences, LERs & related correspondence 


6307120249 LER 53-033/01 T-0: on 030613, fire damper FD-B6, in duct work 
between auilllarg bldg 6 control comp 1 e > , d i sc overed missing. 

Cause unknobin. Continuous fire uatch es tab 1 isiied. Evaluation 
underujag. M/B30627 Itr. 

BUFE,J.L-. HUSHES, P. 0. , MOORE, O.C. Florida Power Corp. 83/06/27. 
O'REIUUY, J. P. Region 2, Office of Director. 3pp. 19423:038. 24X 

Flche: 30-302, 83/06/20, 5307120249. 


5307230129 Updated LER a2-037/03L-l : on 020510 6 21, leak dtseovarad at 
weld penetration on MUV-292. On 020331, leak discovered at 
wald penetration on nUV-203. Caused bg vibration of makeup 
sgs. Supports/res traints added in sgs p ip ing. U/030706 Itr. 

THOMPSON, R . H. - WE9TAFEH. 0. R. Florida Power Corp. S3/07/06. 
O'REILLY, J. P. Region 2, Office of Director. 4pp, 19706:041. 24X 

Flche: 30-302. 03/07/06. 8307230129. 


B3O72SOI03 Updated LER 02-O13/O3L-1 : on 820226, leak discovered on 
pressure side of MUY-292 in heat affected area of weld. 

Caused bg vl bra t ion. Supports/res tra in ts added to makeup sgs. 
Vibration e I Imlnated. U/S30706 Itr. 

THOMPSON, R. H. . WESTAFER. <?, fi. Florida Power Corp. 83/07/06 
O'REILLY, J, P. Region 2, Office of Director. 4pp, 19703:334. 24X 

Flche: 30-302, 83/07/06, 8307230183. 


5307220234 Updated LER 83-016/017-1 : on 0304 1 3, p r e 1 tmi nary repts 
received from S(iH indicated 31 of 120 upper core barret 
bolts ui/u I trasonl c flaw ind lea t ions. Caused bg intergranular 
stress corrosion cracking. Dol ts rep laced. W/@3071S Itr. 
BUFEiJ.L., THOMPSON, R. H. , WESTAFER, 0. R. Florida Power Corp. 
03/07/12. 0 'REILLY, J. P. Region 2, Office of Director. 9pp 

19684:202. 24X Fi c h e : 30-302, 03/07/ 1 2, 0307220284. 


0307230483 Updated LER B2-002/03L- i . on 820)06, after removing HUP-ID 
pump casing bg MP-I26, discovered pump casing was seismic 
anchor, Caused bg failure of Procedure MP-126 to identify 
red^utred seismic eva lua t ion. Ma int procedure revised. 

BROWN.C.O. . WESTAFER, 0. R, Florida Power Corp. 83/07/13, 

O'REILLY, J. P. Region 2. Office of Director. 3pp. 19701:276 24X 

Flche: 30-302, S3/07/t3, 0307230483, 


0307290184 Updated LER 83-023/0IT-i ; on 830613, flro damper dlscavered 
ml s s Ing , Appro* 33 addl dampers 6 chase connecting control 
complex 108 1< 163 ft elevations degraded due to Incorrect 
fire rating. Caused bg personnel error. W/830720 Itr. 

BUFE.J.L,. HUOHES,P.O., WESTAFER, 0. R, Florida Power Corp. 03/07/20. 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 19822:032. 24X 

Flche: 30-302, 83/07/20, 8307290184. 


DOCKET 30-304 ZICN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency 6 fire protection plans 


0307120038 Releases public version of rev to emergency plan 
imp 1 etnent Ing procedure. 

FELTON, U. M. Division of Rules and Records. 83/06/24. Document 
Management Dranch, Ip. 19435:267. 24X Fi che . 30-304, 83/06/24, 

5307120030. 


•0307120064 Public version of Rev 4 to Emergency Plan Implementing 
Procedure EPIP 420-1, "Technical Support Ctr Quarterly 
Surveillance." W/S30SI9 Itr. 

NYRIRK, J. W. Commonwealth Edison Co. 03/03/17. DENTON. H. NRC - 
Ho Detailed Af f 1 1 la t i on Given. 6pp. 19433:260. 24X 

Flche; 50-304, 83/06/24, 0307120050 


8307000301 Recommends imposition of civil penalty In amount of *10,000 
for violations found during special safeguards Insp on 
030313. Util 030609 response provides no basis for further 
mitigation. Draft Itr to licensee end. 

SCHULTZ, W.H. Region 3, Office of Director 03/07/03. AXELRAD. J. A 
Enforcement Staff. 4pp. 19330:185. 24X Flche; 50-293. 83/07/03. 

0307090301 . 


8307110131 Confirms 830703 telcon between F Lenclne f> M Holzmer re 
830708 security enforcement meeting at Reglen III ofes to 
review 830613 breach of security event corrective actions 
to prevent recurrence 

KEPPLER, J 0. Region 3, Office of Director 83/07/03 REEDpC. 
Canmonwealth Edison Co. Ip. 19373:125 24X Fiche 50-295, 03/07/03. 

0307110131. 


0307120391 Notifies that reguest for license amends to clarify 
responsibility of licensee during emergencies withdrawn. 

Addition of Paragraphs « 6 y to 10CFR50. 34 provided 
necessary clarification 

LENTINE.F.O. Commonwealth Edison Co 83/07/06. DENTON, H R. Office 
of Nuclear Reactor Regulation, Director. Ip 19430 142 24X 

Flche- 30-295, 83/07/06, 0307120391 


0307200266 Forwards IE Insp Repts 30-295/03-09 ’/ 50-304/83-09 on 
030613-17 No noocomp I lance noted. 

PAPERIELLO. C. J Division of Emergenc; Preparedness t Operational 
Support. 93/07/12. REED,C. Commonwealth Edison Co. 2pp. 
I979I.34 1 24X F i c h e . 30-295, 03/07/ 12, 8307200266 


— B307280274 IE Insp Repts 30-293/03-09 t- 50-304/B3-09 on 530613-17. No 
noncompi iance noted. Major areas inspected: emergency 
preparednsse program, Inc lud ing licensee actions on 
previously identified Items. 

PHILLIPS. M. P. Region 3, Office of Director 83/07/05, 18pp 
19791:343. 24X F i e ho : 50-295, 53/07/ 1 2, 8307200266. 


B307290293 Releases public version of Rev 3 to emergency plan 
1 np I eaen ting procedure. 

FELTON. J.n. Division of Rules and Records. 03/07/19. Document 
Kanagement Branch. Ip. 19550:163 24X Fiche: 50-295, 83/07/19, 

8307290293 


-8307290299 Public version of Rev 3 to Emergency Plan Implementing 
Procedure EPIP 140-1, "Maint Director Emergency Plan 
taiplementlng Procedure." Receipt form t- 030621 Itr end. 

NVKIRK.J.U. Commonwealth Edison Co. 83/06/20 DENTON, H.H. NRC - 
No Detailed Affiliation Given. 3pp. 19038:164. 24X 

Fiche: 50-293. 83/07/19, 0307290293 


8307260010 Submits supplemental response to NUREG-0737, Bupp 1 1 (Generic 
Ltr 02-33). Description of parameter selection criteria to be 
aubaitted by 831231 Human factors (, safety parameter display 
eye verification to be performed w/ver i f ica t ion program. 

SWARTZ, E.D. Commonwealth Edison Co 03/07/20 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 2pp. 19727:177. 24X 

Fiche: 30-000, S3/07/20, 0307260010 


8307280347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
decisions end. 

PAPERIELLO, C. J. Region 3, Office of Director. 03/07/26. REED.C. 
Comaonuealth Edison Co. 10pp. 19709- 018. 24X Fiche: 50-000. 

03/07/26. 0307200347. 


0 Adjudicatory correspondence 


B307120S9S Advises that time for Commission to review Dl rec tor ' s 
Decision DO-03-8 exp Ired. Commiss ion declined review 
Decision became final agency action on 030703 

CHILK.S.v). Office of the Secretary of the Commission. 03/07/11. 
OUIOOiC. Pollution & Environmental Problems, Inc. Ip. 19433:076. 
24X Flche: 30-000, 03/07/1 1 , 8307120393 


K. Utility Final Safety Analysis Report (FSAR) Si amends 


0307010193 Forwards amends to updated FBAR far fadlltlcs. 

STIEDE.M.L. Commonwealth Edison Co. 53/06/29 DENTON. H.R. Office 
of Nuclear Reactor Regulation, Director. 2pp 19123.001. 24X 

Flche: 30-000. 53/06/29, 0307010193. 


— 0307010196 Rev 1 to updated FSAR for Zion Station I t, 2. 

* Conmonwealth Edison Co 02/12/31. 66pp. 19123.003. 24X 

Flche; 30-000. 53/06/29. 0307010193. 


P. Operating license stage documents con-espendenca 


0306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 6 holders of CPs for Westinghoose PMRs 
re safety evaluation of "Emergency Response Guidelines." 

Svc list encl. 

EISENHUT. D. 0. Division of Licensing. 53/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X Fiche: 30-000, 03/06/03, 

0306060070. 
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8307370343 Forujris reiiusst for addl info clarifying 630716 retponse rt 
ATWS Trip of main f«ed pumps will cause main turfrlfie to 
tr ip. ncuever> unc Lear exactly uhat loss of Feediuater events 
uould lead to ejrpine trip 

VAROA, S A. Operating Reactors Drench 1 . 63/06/33. FARRAR. A. L. 

Commonwealth Edison Co 3pp. 19003 343. 34K Flche 30-’399. 03/06/23. 

8307270343. 


3306270397 Generic Ltr 83-26 to all applicants for OLt h holders of 
CPs for pouer reactors re clarification of survei llance 
requirements for diesel fuel impurity. Svc list end. 

EISEMHUT. 0 . 0 . Division of Licensing. 83/07/03. Consolidated 
Edison Co of New rorki Inc. I 6 pp. 19390:317 24X 

Flche: 30-000. 33/07/05. 8306270397. 


0307060329 Cenerlc Ltr 33-27 to all licensees 6 applicants for 
operating power reactors i holders of CPs for power reactors 
re surveillance Intervals in &TS. Svc list end. 

EISENHUr, D. 0. Division of Licensing 83/07/06. Consolidated 
Edison Co of Neu York- Inc. 16pp. 19669.234 24X 

Fit hs: 30-000, 83/07/06. 3307060329 


0307120391 Notifies that request for license amends to clarify 
reap onsltil J 1 ly of licensee during emergencies ut thdraom. 

Addition of Paragraphs i 6 y to I0CFR30. 34 provided 
necessary clarification. 

LENTINE.F.O. Commonuea 1 th Edison Co. 63/07/06. DENTON.H.R. Office 
of Nuclear Reactor Regulation. Director. Ip. 19430.142 24X 

Flche: 30-299. 33/07/06, 3307120391. 


— 8307230274 IE Insp Repti 90-293/63-09 i 30-304/83-09 on 830613-17, No 
noncoapl lance noted. Major areas inspected: emergency 
preparedness program, inc lud Ing licensee actions on 
previously identified items. 

PHILLIPS., H. P, , LICKUS.R.M., AXELSON, W. L. Region 3, Office of 
Dlrectar. 83/07/08 ISpp. 19791:343. 24X FI c h e : 30-293. 83/07/12 

0307280266. 


S306270406 IE Info Notice 33-40. "Oaseous Effluent Releases of 
Radioactive 1-125 & 1-131 in Excess of NfiC Limits. " Svc list 
enc 1 . 

TAYLOR. J.H. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 63/07/14. Ceniolidated Edison Co. of Neu York. Inc 

Il 4 pp. 19715:270 24X FI ch e : 30-000. 33/07/ 1 4, 3306270406. 


9307200084 Confirms 830726 mgt meeting in Chicago, lU to discuss 
licensee regulatory performance 6 cofriihunlcatlon problems 
betwein NRC S< util. per 330715 discussion. 

NORELIIS. C. E. Division of Project t> Resident Programs. 83/07/22, 
AEECiC. Commonuealth Edison Co. 3pp. 19791' 169 24X 

Flche: SD-000, 03/07/22, 8307280084, 


— 8307380102 Confirms request for NRC t util senior mgt meeting on 830726 
In Chicago. IL to discuss licensee regulatory performance L 
relationship u/NRC. 

REED.C, Commonuiealth Edison Co, 63/07/11, DAVIS. B, A Rtglon 3 
Office of Director, Ip, 19791:171. 24X Flche; 30-000, 83/07/22, 

8307280004. 


3307030169 Generic Ltr B3-2B to all licensees of operating reactors, 
applicants for OL t- holders of CPs re required acttens based 
on generic implications of Salem ATWS events. Svc list end. 
EIBENHUT, D. 0 . Division of Licensing. 03/07/03. Censnlldated 
Edison Co of New York. Inc. 3Bflp. 19669:269. 24X 

Flche: 30-000. 83/07/0S, 3307000169. 


R. Periodic operating reports related correspondence 


6307180198 Hoflthly operating repts for June 1903. W/a3070B ltr. 
AUSTINiO.. ORAESSBR. K.. L. Commonwealth Edison Co. 83/07/0B. 
Director's Office. Office of Inspection and Enforcement. ibpp 
19553:193. 24X Fit h e : 30-295, 83/07/03. 6307 180198, 


8307200373 Discusses plans for upgrading core eilt thermaeouplesj 
supplementing 830319 response to Generic Ltr 82-23 re 
Inadequate core cooling instrumentation sys, Up grading of 
field cable S. ref junction boces under evaluation. 

L 6 MTINE.F.G. Commonue a 1 th Edison Co. 83/07/14. DENTON.H.R. Office 
of Nuclear Reactor Regulation. Director. Ip. 19796 104 24X 

Flche; 30-295, 33/07/14. 3307280373. 


8307280432 Forwards draft of revleui rept for Zion Probah i llstie Safety 
Study, Vols I S< II. Comments requested by 830312. W/o end. 

VAROAi 8 . A. Operating Reactors Branch I. 33/07/22. FARRAR.D.L 
Commonwealth Edison Co. 2 pp. 19026:046. 24X FI chi: SO-295. 83/07/22. 


O. Inspection reports. IE Bulletins & correspondence 


S, Reportable occurrences. LERs U related correspondence 




Involving problems w/dleiel-driven containment spray pump. 
Licensee unable to determine cause of problem. No further 
AEOD action necessary, 

ZUKOR.O, Roactor Operations Analysis Branch. 83/06/13. 

SEYFRIT.K. V. Reactor Operations Analysis Branch. lo 19026- 323 
24X Flche: 30-304, 03/06/13, 8307290272. 


“0307290280 ''Problems W/Dlesel-Drlven Containment Spray Pump." AEOD 
technical review rept. 

ZIMGR.D. Reactor Operations Analysis Branch. 83/06/13. 3 po, 
19026:326. 24X Flche; 50-304, 83/06/ 1 3, 8307290272, 


8307050155 Forwards response to IE Bulletin 82-02 re insp of threaded 
fasteners of closure connections. Insp revealsd no severe 
corroslon/eroston wastage or cracking affecting sys safety. 

BARNES, P. L. Commonwealth Edison Co. 83/06/24. KEPPLER.J O Region 
3, Office of Director. 4pp. 19199.330. 24X Fiehe : 50-304.83/06/24. 

33070501 35. 




— , Z ..L T i.y u i uyeii purge ran sn ran foi 

ninutes.then tr ipped. Caus ed by faulty aoxIUary contact In 
starting t Ircul t. Con tact rep laced. W/a30623 ltr. 

HOODSrd.T,. ORAESSERi K. L, Commonwealth Edison Co. 03/06/23, 
KEPPLEfliJ. Region 3, Office of Director. 2 pp. 19220:033 24X 

Flche: 30-304. 03/06/23, 3307030118, 


0307010103 Forwards requests for relief from Inservlco insp grooraai 
requlraments of ASMS Section XI Code. 1974 Edition through 
Summer 1973 Addenda, per IOCFR30. 33a I g ) < 31 . Revi ew requested. 
LENTINE’F.O. C ommonwa a I th Edison Co. 83/06/27. DENTON.H.R, afflee 
of Nuclear Reactor Regulation, Director. 37pp. 19168 157 24X 

Flche: 30-293. 83/06/27, 8307010103. 


aawrvowwea -UCK Bd-Ul0/OJL' 


■u:on ojuDci/ aiv.iteam generator 2 D steam 

flow channel 2F-533 observed spiking erratically, Caused by 
electronic clock circuitry in extractor out of alignment 
Hodule replaced. U/930624 ltr. 

CANTHEU-.P, F. I GRAEBSER. R. L, Commonwealth Edison Co. 03/06/24, 
KEPPLER. J.O. Region 3. Office of Director. 2pp. 19193:139 24X 

Fiehe; 50-304. 03/06/24. 0307030066, 


0307000301 Recommends imposition of civil penalty in amount of HO.OOi 
‘''''•‘"9 ^psclal safeguards insp on 
830313. Util 330609 response provides no basis for further 
mitigation. Draft ltr to licensee end, 

Dlrectar. 33/07/05 AXELRAD. J. A. 
83070 ^ 30 ^°*“^' 2“** Flche: 50-295.83/07/05. 


0307060334 PNO-n!-B3-OS6: on 830629, sacur i ty personnel found several 
rolled cigarette butts belloved to be marijuana. Visitors 
dented access to site & alleged controlled substances turned 
over te police for ana ly s 1 s, Ut i 1 awaiting results. 

CREED. 0 ., MILLER, J. Region 3. Office of Director, 83/06/30. Ip 
19234:141. B4X FI ch e : 50-293, 83/06/30. 6307060334. 


'i<='5e 1 ve Failures Degrade 

Sfray 9ubsystrm, " Svc list end. 

JORDAH.E-L. Division of Emergency Preparedness S. Englneerliio 
Response <Post 330103>. 83/07/lL ^h.olidated Edl^^ cS® of Ne 

York, Inc. lS4pp. 19363:293. 24 X FI c h e: 30-000. 83/07/ ! 1 . B30627040 


9307080020 PND II I -03-036; on 030701. bomb threat received from unknown 
raiaal* stating that bomb would go off in 10 minutes. 

Licensee security force put on alert status. No explosion 
eceurrad. Stats police not notified due to lack of time. 

HADEDA.T.. CREED, J. Region 3, Office of Director. 03/07/01. Ip. 
19331:216. 24X Fiehe; 50-293, 83/07/01, 0307000020. 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
"jonnlu Hydraulic Fluid " 9vc list end. 

lo ? nin*®" Emergency Preparedness 5. Engineering 
?!rs n 83/07/12. Consolidated Edison Co’ of Me 

York, tne 14lpp, 19363:153. 24X Fich e: 50-000, 83/07/12. 830627040 


®'^a306a3-f7''Sn“^'''** 50-295/83-09 L 50-304/03-09 on 

aj06l3-l7. No noncompliance noted 

sSpport‘'^“83/07/,o^''‘oirS r' '“''ep a redne , , 4 Qperatienal 

I 97 ei-mai o?v Commonwealth Edison Co. 2 pp. 

19791.341 24X Flthe:S0-295.83/07/12, 0307280266. ^ 


6307110131 Confirms 830705 telcon between F Lentine 4 M Holimer re 
030700 security enforcement mooting at Region III ofes to 
review 830615 breach of security event & corrective actions 
to prevent recurrence. 

KEPPLER. 0 . Region 3, Office of Director. 03/07/05. REED.C. 
CoaMonweal th Edison Co. ip. 19375:125. 24X Fiehe: 50-295, 83/07/05, 

6307110131. 
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6307110423 LER 83-0 19/03L-0: on 630608' d ur 1 ng norcnaL op t iorif 6 koirfsr 
for »t«ara jet air ejector gas monitor 2nE-0015 failed, 
resulting in lero floy. Caused bg depleted oil reserve. Olouer 
replaced J. gas monitor returned to svc.W/830705 Itr. 

KA8SNER. 0. . ORAESSER. K. L. Commonwealth Edison Co. 63/07/03. 
KEPPLER. J. 0, Region 3. Office of Director. Spp. 19382:270 24X 

Fiehe: 30-304. 83/07/05. 8307110423. 


8307260377 EN-83-02BA: on 830428. Comm i s s i on notified of intent to 
issue notice of violation tc proposed imposition of civil 
penalty in amount of SIO. 000. Notice issued 830726 re 
unauthorized entrg Into protected area. 

R68AN0.R.. AXELRAD. J. Director's Office. Office of Inspection and 
Enforcement. 83/07/26. Ip 19796 103. 24X Flche : 30-295, B3/Q7/26. 

8307280377. 


DOCKET 30-303 KEWAUNEE NUCLEAR POWER PLANT 


F. Securitg. medical, emergencg fi. fire protection plans 


0307110239 Forwards listed radiological emergencg response plan 
implementing procedures, per 10CFR50,App E. W/o end. 

OIESLER. C. H. Wisconsin Public Service Corp. 83/06/30. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19379;236 
84X Flche; 50-303. 83/06/30, 8307110239. 


8307270473 Releases public version of revised radiological emergencg 
response plan implementing procedures. 

FELTON, J, M. Division of Rules and Records, 03/07/19. Document 
Management Branch. Ip. 19788; 165. 24X Flche; SO-303. 83/07/19. 

8307270473. 


•8307270302 Forwards public version of revised radiological emergencg 
response plan Implementing procedures, inc lud Ing Procedures 
EP-AD-ll re emergencg radiation controls Si EP-ENV-3A re 
environ protection director actions. 

OIESLER, C.W. Wisconsin Public Service Corp. 03/06/30. 

DENTON, H R. Office of Nuclear Reactor Regulation, Director Spp 
19788; 166. 24X Pi c h #: 30-303, 83/07/ 1 9, 8307270473. 


— 0307270306 Public version of revised radiological emergancg response 
plan implementing proe adures, Ind ud Ing Procedures EP-AD-II 
re emergencg radiation controls & EP-ENV-3A re environ 
protection director actions. 

* Wisconsin Public Service Corp. 63/06/2: 7epp. 19786:168 

a4X Flche: 50-305, 03/07/19, 0307270473. 


K. Uttlitg Final Safetg Analgsls Report IFSARI 6 amends 


8307190063 Forwards revised pages to updated FSAR for Kewaunee Nuclear 
Power Plant. Rev due to minor tgpograph leal errors Si 
editorial e omments. Technical content unchanged. 

OIESLER, C.H. Wisconsin Public Service Corp. 83/07/15. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director, 6pp. I?63t.'2i2 
a4X Flche; 50-303, 83/07/13, 8307190083. 


•8307190086 Revised pages for updated FBAR for Kewaunee Nuclear Power 
Plant. 

» Wisconsin Public Service Corp. 83/07/01. a04pp. 19631:816 
24X Flche: 30-303, 83/07/13, 8307190083. 


P. Operating license stage documents 6 correspondence 


8306060070 Oenerlc Ltr 83-22 to all operating reactor licensees, 
applicants for OLs S, holders of CPs for Westinghouse PWRs 
re safetg evaluation of "Emergencg Response Ouldellnes." 

8vc lift enc 1. 

EI8ENHUT, D, 0. Division of Licensing. 83/06/03. Yante# Atomic 
Electric Co, 10pp. 17563:116. 24X Flche: 50-000. 83/06/03. 

8306060070. 


0307070232 Forwards sgnopsls of issues associated w/NUREO-0612 re 
control of heavg loads, as discussed in B306I7 telcon. 

Responses to open Issues must be provided within 30 dags of 
Itr date. 

VAROA.S.A. Operating Reactors Branch 1 83/06/21. OIESLER. C.H. 

Wisconsin Public Service Corp. 13pp. 19362:227. 24X 

Flche: 50-303. 63/06/21. 8307070232. 


0307270441 Forwards two remaining outstanding amend requests for 
f ac 1 1 1 tg. Sub sequent amend requests will be forwarded bg 
util upon submittal of application to NRC W/o end. 

ORDTENHUIS, M. Dperatlng Reactors Branch 1. 83/06/27. RIEDERER.C. 

Hlseansin. State of. 2pp. 19788:339. 24X Fiehe: 50-303. 63/06/37. 

8307270441. 


S30707000I' Describes interim con t a i rniienl venting procedure, to be used 
until mod to smaller diameter $gs completed Procedure will 
mlniniie possibilitg of valve closure problems t- assure 
containment isolation under LGCA conditions. 

OIESLER. C M. Washington Public Power Supplg Sgstem 83/07/01. 
VAROA.S A. Operating Reactors Branch l 2pp. 19293 223 24X 

Fiehe. 50-303. 63/07/01, 830/070002 


6307060329 Generic Ltr 03-27 to all licensees i, applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS Sve Use end 

EISENHUT.D 0 Division of Licensing 83/07/06. Consolidated 
Edison Co. of New York. Inc I6pp 19669 234. 24X 

Fiehe- 30-000.83/07/06-6307060329 


8307870443 Forwards SER re NUREG- 0737. Ac t ion Item 111 I) 3 4, "Control 
Room Habitabllltg. " Design acceptable 

VARGA, S A. Operating Reactors Branch 1 83/07/07 OIESLER. C.W. 

Mlsconsln Public Service Corp Spp 19B02:23S. 24X 

Flche. 30-303.83/07/07. 8307270443 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for DL It holders of CPs re required actions based 
on generic Implications of Salem ATWS events. Sve list end. 
EtSENHUT, D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co of New VoTk. Int. 3Bpp. 19669.269 24X 

Fiehe: 30-000. 63/07/08. 8307080169 


□307830488 Discusses commitment to perform 4B h test to monitor 
performance of auiiliarg feedwater pumps. per 830306 ltr. 

Similar test will be performed on turbine-driven pump 
during ne>t refueling outage. 

OtESLER.C.W- Wisconsin Public Service Corp. 83/07/20 VARGA. S A. 
Operating Reactors Branch 1. Ip. 19701:217. 24X 

Flche; 30-303. 83/07/20. 83072S04GB 


□. Inspection reports. IE Bulletins L correspondence 


8307070836 Forward e suppl to SER supporting util analgsls In respoiisi 
to IE Bulletin 80-04 re main stearallne break w/contlnued 

feedwater addition 

VARGA.B A. Operating Reactors Branch I 83/06/08. OIESLER, C.W. 
Wisconsin Public Service Corp 2pp. 19344.338 24X 

Fiehe: 30-305, 83/06/08. 0307070238. 


— 6307070848 Safetg evaluation supporting util analgsis in response to IE 
Bulletin 60-04 re main stcamllne break w/continued feedwater 

addition. 

* Containment Sgstems Branch. 63/06/08 2pp 19344 360 24X 

Flche 30-303. 03/06/08, 8307070233. 


B307060I07 Advises that revised response to IE Bulletin BO-II. •Seismic 
Qualification of Masonrg Walls." will be provided on 
840101. in response to findings in IE Insp Rept 50-303/83-03. 

OIESLER. C U. Wisconsin Public Service Corp. 83/06/30. VAROA.S. A. 
Operating Reactors Branch 1. Ip. 192S2 213 24X 

Fiehe: 30-305. 83/06/30. 8307060107 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Burry Recirculation Sprag Sobs g s term. " Bve list end. 

JORDAN. E L. Division of Emergency Preparedness 6 Engineering 
Response IPost 830103). 83/07/1 1. Consolidated Edison Co. of New 

York. Inc. lS4pp. 19363 293. 24X Fi c he : 50-000, 83/07/ 1 1 , 83062704 01 , 


B307I8087I Requests submittal of Tech Specs omitted from util 810713 
response to IE Bulletin 80-12 re DHR sgs Response requested 
(ilithin 60 days 

VARGA. S A. Operating Reactors Branch 1. 83/07/11. OIESLER. C.W. 

Utscansin Public Service Corp. 3pp 19566.206 24X 

Flche: 30-303. 83/07/11. 830/18027 1 . 


6306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list encl. 

JQRDfW, E L Division of Emergency Preparedness 6 Engineering 
Response IPest 830103). 83/07/12 Consolidated Edison Co. of New 

York. Inc 141pp. 19363:153. 24X Flche: 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 63-46, "Gaseous Effluent Releases of 
Radioactive 1-183 6 1-131 InEicess of NRC Limi Is. " Sve list 
end. 

TAYLOR. J. H. Division of GA, Safeguards IP Inspection Programs (Post 
830103 ) 03/07/14. Consolidated Edison Co of Neui York, Inc. 

tl4pp. 19713.870. 24X Fi c he SO-000, 83/07/ 1 4, 8306270406. 


Q307230296 Responds to IE Bulletin 82-02, "Degradation of Threaded 
Fasteners in RCPB of PWR Plants. " Indications found on 
stud sui face. Studs replaced No boric add corrosion wastage 

Found on fasteners. 

OIESLER. C.W Wisconsin Publ Ic Service Cnrp. 63/07/14. KEPPLER.J.O. 

Region 3. Office of Director. 6pp. 19705’3H 24X 

Fiehe; 30-303. 83/07/14, 8307230296 
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□307?S026n 8:i0309 conmiCnent r? perfornance -of surface eiaa on 

\00'ii of ueld over 40-gr periodrper util request for relief 
from performing volumetric eiems of reactor coolant pump 
uelds Sections of uelds luill be eiamined over 30-gr period. 

CIESLER.C VJ Wisconsin Public Service Corp. 93/07/19. 

EISENHUT, D.Q. Division of Licensing. 3pp. 19703. 301> 34X 

Ficne- 50-303. 63/07/J9. 03073 30206. 


r? Periodic operating reports U related correspondence 


S307120263 Monthlg operating repl for June 1903. M/03O7OS Itp. 

RDITER.C H. . CIESLER. C. W. Wisconsin Public Ssrvice Corp. 83/06/30. 

Director's Office. Office of Inspection and Enforcement. 5pp 
19423:240 24X Pi c h e 50-30 3 . 03/06 / 30. 0307 1 20263. 


Q307250340 "Heuaunee Nuclear Pouer Plant Cgcle 9 Startup Rept for June 
1903 •' W/030715 1 tr 

CIESLER.C W. Wisconsin Public Service Carp. 03/07/15. VAR6A.S.A. 
Operating Reactors Oranch 1. dlpp 19703 113 24X 

Fi cne- SO-305. 03/07/ 15. 0307250340. 


S Reportable occurrences. LERs related correspondence 


9307110277 LED B3-0S 5/031.-0: on 030606. dur i ng valve tlmltig test for TO 
auciliarg feeduiater pump.valve failed to elec t r ica 1 1 ip open. 

Caused bg faultg torque suiitcb h maladjusted tripper can. 

Valve operator rebuilt tc cam reset. W/S3070I Itr. 

BERNH0F7.S. L. . THQRGER SEN. J. 0 . GIESLEB.C.W Washington Public PoUbp 
S upplg Sgstem 03/07/01. KEPPLER.J. 0 Region 3. Office of 
Director 2pp, 19379 156. 24X Fi ch a : 30-305, 03/07/01 . 8307 1 10277. 


0307110204 LER B3-0t 4/031.-0: on 030603. uih i 1 e performing manthtg RKR pump 
& valve surveillance tes t. c on tainment sump 0 isolation 
valve SI-350D uould not cgcle closed Caused bg mechanical 
lnterlor.li sticking in open p osi t i on. W/830701 Itr. 

DERNH0F7, S. L. . THURGERSEN. J. 0 , GIESLER.CW Hi sc 0 nsi n P ub 1 tc 
Service Carp 03/07/01. KEPPLER.J. 0. Region 3. Office of Director. 

2pp 19379:149 24X Fl C h e . 50-305, 03/07/01 . 63071 10284. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F. Sscuritg. medical, emergencg 6 Fire protection plant 


8307050203 Foruiards table of schedular milestones to be negotiated 
during 030624 meeting re emergencg response capabilitg 
provided in util 830515 response to Generic Ltr 82-03. 

DIIANNI. D. C. Operating Reactors Dranch 3. 83/06/14 NliSOLF.D. H. 

Northern States Pouer Co. 3pp. 19263 216. 24X 

FUhe: 50-282. 03/06/14. 8307050203. 


0307060315 Foruards IE Imp Repts 50-282/03-07 t 50-306/B3-07 on 
830401-30 !• notice of violation. 

SHAFER.W D. Region 3. Office of Director. 83/06/20. LARSON. C.E. 
Northern States Power Co. 2pp. 19234 231 24)C 

Flche: 50-202,83/06/20, 0307060315. 


— 8307060324 Notice of violation from insp on 030401-30 

SHAFER.W. D Region 3. Office of Director. 03/06/20. 2pp- 
19234:233. 24X F i ch e . 50-282, 03/ 06/20. R30706031 S. 


—9307060328 IE Insp Reptt 50-282/03-07 «■ 50-306/03-07 on SDOdOI-aO. 
Noncomp 1 I iince n at ed : f a i 1 ur e to perform dailg check of main 
steam line radiation monitors monbtilg functional test for 
4-kV safeguards buses t. to varifi; valve position. 

FEIERADENO. C D. Region 3. Office of Director. 83/06/20. 9pp. 
19234 235 24 X Fi ch e : 50-282. 83/06/20. 030706031 5 


8307010178 Forwards Rev 5 to securitg f.irct- training ?. qualification 
plan. Rev withheld fref 10CFR73 21) 

MUSOLF. D M. Northern States Power Co 03/06/24 Office of 
Nuclear Reactor Regulation. Director 2pp 19172 261 24X 

F tehe: 50-000, 03/06/24. 8307010178 


8307180437 Advises that Rev 9 to securitg plan acceptable lu/exception 
of Page 21, Section 3. 2. 2. I requiring designated vehicles be 
limited in use to onsite functions 

CLARK. R. A. Operating Reactors Branch 3 83/07/07 tlUBOLF.D.M 

Northern States Power Co. 3pp. 19566 339 24X 

Riche: 50-202, 83/07/07.83071804 37. 


8307100109 f-orwards IE Safeguards Insp Repts 50-282/03-11 & 
50-306/D3-II on 830613-17. No noncompliance noted. 

MILLER, JR. Regions, Office of Director. 83/07/14. LAHSDN.C.E. 
Northern States Power Co 2pp 19557 027 24X 

Flche. 50-202. 83/07/14.8307100109 


— 6307180112 IE Safeguards Insp Repts 50-202/03-11 50-306/83-11 on 

030613-17. No noncompliance noted. Major areas inspected: 
securitg plan & implementing proc edur es. lac ks. kegs & 
combinations. Safeguards info deleted (ref 10CrR73.21). 

PlRTLE.e L. Region 3, Office of Director. 83/07/13. 2pp. 

19957 029. 24X Fl c h e : 50-282, 83/07/ 1 4 , 0307 180 109. 


0307220961 Responds to 830310 ltr re Rev 8 to phgsical securltg plan. 
Procaduras changed to establish lock rotation per Reg 
Oulde 9 12, "General Use of Locks in Pratectlan Control of 
Facilities S< SNM. " Plan will be revised. 

KUSQLF.D. Northern States Power Co. 83/07/15 Office of Nuclear 
Reactor Regulation. Director. ip. 19686:028. 24X 

Ftcha: 90-282.83/07/15. 8307220561. 


B307290632 Releases public version of revised emergencg plan 
imp leiaen ting proced urns. 

FELTONiJ.H. Division of Rules and Records 83/07/19. Document 
Hanageaent Dranch. Ip. 19718:144. 24X Flche: 50-000, 83/07/19. 

6307250632. 


--8307250642 Forwards public version of revised emergencg plan 
implementing proc edurss. Inc lud ing Procedures EPIP '1.1.1 re 
corporate emergencg response plan. EPIP 1.1.2 re 
notifications 6 EPIP 1.1.3 re public info. 

KARO.E.C. Northern States Pouer Co. 83/05/20. Region 3, Office 
Of Director. Ip. 19718:145. 24X Fi che: 50-000, 83/07/19, 

8307250632 


— 6307390690 Public version of revised emergencg plan implementing 
procedures, inciud Ing Procedures EPIP 1.1.1 re corporate 
emergency response plan. EPIP 1.1.2 re notifications 6 EPIP 

1. 1.3 re public Info. Rev 12 to table of contents end. 

HUDSON. 0.. MARD.E.C. Northern States Power Co. 03/09/20. t49pp. 
19710:146. 24X Flche: 50-000, 03/07/19. 0307290632. 


J. Insurance 6 indemnity Information 


B307260479 Forwards Endorsements 69 t< 66 to NELIA Policg NF-174. 
Endorsements 54 6 99 to NELEA Policg NF-197 6 Endorsements 
94 b 47 to rU^LU Policies MF-51 6 nF-6a. re sp ec 1 1 ve 1 g. 

JQKMSON.fi G. Northern States Power Co 03/07/18. DINlTZit. 
Antitrust b Economic Analgsls Branch (Utilitg Finance). 7pp. 
19731:196 24X F 1 Che : 50-000. 83/07 / IB. 0307260475. 


K. Utility Final Safety Analysis Report (FSAR) t. amends 


8307080190 Forwards Rev 1 to updated FS.AR 

KUSOLF.D. Northern States Power Co. 03/06/30. Office of Nuclear 
Reactor flegulattan. Director. 22pp. 19348:196. 24X 

Fit ho: 90-282. 83/06/30, 03O7OBO19S. 


— 6307080204 Rev 1 to updated FSAR. 

a Northern States Power Co. 82/12/31. 44app. 19348:219. 24X 

Fiche 90-282.83/06/30,0307000198. 


P. Operating license stage documents b c orrespondenee 


B307090342 Forwards safety evaluation re seismic qualification of 
auiiliary feedwater sgs. based on util 810714 b 820503 
responses to Generic Ltr 61-14 Sgs can withstand postulated 
safe shutdown earthquake. 

CLARK.R.A. Operating Reactors Dranch 3. 83/06/17. MUSOLF, D. M. 

Northern States Power Co. 2pp. 19263:295. 24X 

Fich e; 90-262. 83/06/ 17. 030709034 2. 


—6307090349 Safety evaluation re util responses to Generic Ltr 01-14 on 
seismic qualification of auilllary feedwater sgs. Aui i I larg 
feedwater sgs tan withstand postulated safe shutdown 
earthquake. 

• Office of Nuclear Reactor Regulation. Director. 63/06/16. 
lOpp. 19263:297. 24X Fi c he : 50-282, 83/06/ 1 7. 0307050342. 


6307010144 Forwards application for amend to Licenses DPR-42 b DPR-60. 
changing Tech Spec Section 3.10 resulting from new LOCA 
analysis. 

HUSOLF.D- Northern States Power Co. 83/06/24, Office of Nuclear 
Reactor Regulation. Director. Ip. 191/3.277. 24X 

Fiche- 90-282.83/06/24.8307010144, 


—8307010149 Application for amend to Licenses DPR-42 b DPR'60, ehang Ing 
Tech Spec Section 3. 10 resulting from new LOCA analysis. 

HUBQLF.D. Northern States Power Co. 83, '06/24. 3pp, 19173:278, 
24X Fiche; 50-282. 83/06/24, B307D10144. 


— 8307010193 Proposed changes to lech Spec Section 3. 10 resulting from 
new LOTA analysis. 

e Northern States Power Co. 83/06/24. 9pp. 19173:281. 24X 

Fiche: S0-2S2. 83/06/24. 8307010144. 
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—0307010157 "PrairlB Island Units I »: 2 Limiting Drealc LOCA-ECCS 
Analysis Using EXEM/PUR " 

TAHVILI.T. p KAYSERpH. V , CHANDLER, .1 C £««on Nuclear Co . Inc. 
(subs, of E»»on Corp ) XN-NF-S3-3e. 83/05/27. 56pp 19173 291 
24X Flche: 50-2S2, 03/06/24. 0307010144 


0307050092 Forwards application to amend Licenses nPR-42 t DPR-60. 
revising Tech Specs re containment sgs r ecnmb Iners. c on trol 
room air treatment sys «. ref to FSAR Table 7. 7-2. Changes do 
not constitute significant haiards consideration. 

MUSDLF.D, Northern States Power Co 03/07/01. Office of Nuclear 
Reactor Regulation, Director. Ip 19193.311. 24X 

Fiehe: 50-202, 83/07/01, 0307050092. 


— 830705009B Application to amend Licenses DPR-42 V DPR-60. rovi sing 
Tech Specs re containment sys r ecomb iners, con tro I room 
air treatment sys S> ref to FSAR Table 7 7-2. 

MUBOLF, D. Northern States Power Co. 33/07/01 6pp. 19193.312. 
24X Flche: 50-282. 83/07/01 , 8307050092 


'8307050102 Proposed Tech Specs re containment sys recomhiners. control 
room air treatment sys U ref to FSAR Table 7.7-2. 

• Northern States Power Co. B3/07/01. t4pp. 19193:310. 24X 

Fichei 50-202, 03/07/01. 0307050092. 


8306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity Svc list oncl. 

EISENHUT, D 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp 19390:317. 24X 

Flche; 50-000. 83/07/05, 8306270397. 


0307060329 Generic Ltr 83-27 to all licensees U applicants {or 
operating power reactors t> holders of CPs for power reactors 
re surveillance intervals In STS. Svc list end 

EISENHUT, D. 0. Division of Licensing. 83/07/06 Consolidated 

Edison Co. of New York. Inc. I6pp 19669 254 24kr 
Flche: 50-000, 83/07/06, 0307060329. 


8307080169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATUS events Svc list end. 
EISENHUT, D. 0. Division of Licensing 03/07/08 Consolidated 

Edison Co. of New York, Inc. 38pp. 19669.269. 24X 

Flche; 50-000, 03/07/00, 0307080169. 


0307290001 Notice of consideration of issuance of amend to Licenses 
DPR-24 6 DPR-60 8c proposed NSHC determination 6 opportunity 
for hearing re sodium hydroiide concentration in 
containment spray sys spray additive tank. 

CLARK, R. A. Operating Reactors Rranch 3 83/07/00 8pp. 19026 333. 

24X Fiche: 50-282, 83/07/00, 8307290001 


0307270203 Clarifies location of Roscmount transmitters classified as 
Category II. B items in util 830505 ltr to NRC. 

MUSOLFi 0. Northern States Power Co. 83/07/13. Office of Nuclear 
Reactor Regulation, Director. 2pp. 19769 031 24X 

Flche; 50-202, 83/07/13, 8307270283. 


0. Inspection reports, IE Bulletins t< correspondence 


0307060315 Forwards IE Insp Repts 50-282/03-07 6 50-306/03-07 on 
030401-30 !i notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 83/06/20 LARSDN.C.E. 
Northern States Power Co. 2pp. 19234:231 24X 

Flche: 50-282, 83/06/20, 0307060315. 


— 8307060324 Notice of violation from insp on 830401-30. 

SHAPER, U.D. Region 3, Office of Director. 03/06/20 2pp. 
19234:233. 24X Flche: 50-282, 03/06/20, 030706031 5. 


— 8307060320 IE Insp Repts 50-282/03-07 4, 50-306/83-07 on 830401-30. 
Noncomp 1 lance no ted : fa 1 lure to perform dally check of main 
steam line radiation monitors t< monthly functional test for 
4-kV safeguards buses {* to verify valve position. 

FEIERABEND, C. D. , WILLIAMS, D. L. , UACK1W,I.N. Region 3, Office of 
Director. B3/06/2O. 9pp, 19234:235. 24X F I c h e : 50-202, 83/06/20. 

8307060315. 


0307100102 Forwards IE Insp Repts 50-202/83-08 & 50-306/03-00 on 
030606-10. No noncompliance noted. 

PAPERIELLO, C. J. Region 3. Office of Director. 03/07/01. 
LARSON, C.E. Northern States Power Co. 2pp. 19557:010. 24X 

Flche: 50-282, 83/07/01, 0307180102, 


— 8307180107 IE Insp Repts 50-282/83-00 6 50-306/83-03 on 03O6O6-lO.No 
noncomp liance noted. Major areas inspected;radioIoglral 
environ protection program, Inc lud Ing mgt contro 1 s, QC 6 
implementation 4< confirmatory measurements. 

UANUSKA, A. G. , NICHOLSON, N. A. , SCHUMACHER, M. C. Regions. Office of 
Director. 03/06/30 7pp. 19557:012. 24X Fiche . 50-282, 83/07/01. 

0307100102. 


0307280190 Forwards IE Insp Rents 50-202/03-12 V 50-300/03-12 on 
830613-t7 No noncomp 1 lanc e noted 

STREETER J F Region 3, Office of Dnrctnr 03/07/03 LARSON. C E 
Northern States Power Co. 2pp 19791 359 34 X 

Fiche- 50-282. 83/07/08,8307200190 


— 8307280196 IE Insp Repts 50-203/03-13 50-306/03-12 on 030613-17. No 

noncouipliance noted Major uieas I’iSp ec led maint program 6 
inplementation of isaint program. 

CHOULES.N.C , KISH. J.N. . HAWKINS, F C Region 3. Office Of 
Director. 83/07/07. 7pp 19791 2fcl 24X Fiche 50-282, 03/07/00- 
0307280190. 


B3O6270401 IE Info Notice 03-4{,, "Cori<mor< Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list end 
JOROAN.E.L. Division Of Emergency Preparedness 4 Engineering 
Response IPost 830103 1 03/07/11. C ciisu 1 idateJ E.disor Co. of New 

York. Inc. I54pp. 19563.293 24X Flchc 50-000,03/07/11,8306270401 


8306270404 IE Info Notice 03-47. ''Failure cf Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list end 
JORDANiE L. Division of Emergency Preparedness *< Engineering 
Response (Post 0301031. 03/07/12. Consolidated Edison Co of New 

York. Inc. 14lpp 19563:153. 24X Flche 50-000,83/07/12,8306270404. 


8306270406 IE Info Notice 63-49, "Gaseous Effluent Releases of 
Radioactive I-I25 6 1-131 in Eicess nf NRC Limits " Svc list 
end. 

TAYUORiJ.M. Division of OA, Safeguards 4 Inspeitior Programs (Post 
8301031 83/07/14. Consolidated Edison Co. of New York, Inc 

il4pp. 19715 270 24X Fi ch e . 50-000, 03/07/ 1 4. 03062704 06. 


8307180109 Forwards IE Safeguards Insp Repts 50-282/0.3-1 1 4 
30'-306/G3- 1 1 on 830613-17 No none omp I 1 anc e noted 

KILLER. U.R. Region 3, Office of Director 03/07/14 LARSDN.C.E. 
Northern Statos Power Co. 2pp I95S7 027 24x 

Flche; 50-282. 83/07/14,8307100109 


— 8307180112 IE Safeguards Insp Repts 50-202/03-11 4 50-306/03-11 on 
830613-17. No noncomp I lance noted Major areas inspected 
security plan b Imp 1 ement ing procedures, lotks, keys 4 
combinations Safeguards info deleted <irf I0CFR73.21). 

PIRTLE.G.L., HNICELEY. J R. , CREED. J R Region 3. Office of 

Director. 83/07/13. 2pp 195SV 029 r4X Fi c h 0 50-202, 83/07/ 1 4, 

8307180109. 


R. Periodic opmrating reports 4 related correspondence 


8307150065 Monthly operating repts for June 1903 W/B3070S ltr. 

DUGSTAD.D . KUSQLF.D. Northern States Power Co. 03/07/05. Office 
of Resource Management, Director lOpp 19536- 196 24X 

Fiche: 50-282. 83/07/05, 0307150065 


8. Reportable occurrences, LERs 4 related : ori espundence 


8307060229 LER B3-014/01T-0 on 03061 3. c on ta I nmen t Insorvice purge 
supply isolation failed local leakage rate test. Caused by 
dirty valve seats. Valve seats c leaned. B 1 ind fUnges to be 
installed during next outage N/630627 ltr 

HUNSTAD, A. A. > HUSOLF, D Northern Slates Power Co 83/06/27 
Region 3. Office of Director. 2pp 19249 035. 24X 

Fiehe. 50-306, 83/06/27, 8307060229 


B307270057 Foriaards safety evaluation of 811216 spent fuel assembly top 
noiile degradation event Incident does not appear to have 
any generic implications re Fuel assembly design, 
fabrication, handling or storage. 

CLARK. R A Operating Reactors Branch 3 03/O//11 MUSQLF,D.M 

Northern States Power Co. 2pp. 19011108 24X 

Fiche- 50-282. 83/07/11. B30V270059 


—8307270072 Safety evaluation of 011216 spent fuel assambly top noiile 
degradation event Recom.nends that sulfate analysis be 
included in routine primary water 4 spent fuel pool water 
chemistry monitoring 4 analysis programs. 

• Office of Nuclear Reactor Regulation, Director 83/07/11. 9pp 
19811:190. 24X Fiche: 50-202. 83/07/1 1. 0307270059 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, eicitical, emergency 4 fire protection plans 


8307140163 Responds to util B10601 4 821216 Itrs re primary 4 backup 
emergency operations f aci 1 i ty . Pac 1 1 1 ty location acceptable 
Other features 4 approval will be determiiied during post- 
implementation appraisal. 

EISEWUT.DG. Division of Licensing 03/06/23. OARRITY.JH Maine 
Yankee Atomic Power Co. 2pp. 19540 010 24X Fiche . 50-309, 03/06/23. 

8307140163. 
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pub ] le var s i on- 


sed emergibcy plan 


8307110325 Beleasi 
inplefrtentiing 

lran=r’ ap^ '"l 938?' 331 Document Manag.cant 

=:pp 19384 331 341 P > c h d SO- 309, 83/06/24, B307 1 10339. 

efflBT 9 ency. • •• • ^ Siwe -area 

a4*''p:"bp;'5S-309:'a^?ol/2?rB307^0325''’"'"^ 19384:333. 

^''prio°du^'’oilngrrep“,'' PUn l^p 1 P,„ant I rv, 

FELT0N.3 M. Oivlsion of Hules and F!a 
Hanaflemont Branch ip 
83071B04OS 


.9641:231, 24. F. c b”w?309: 83/06/1?^"* 


; h, 7 i-d general e/nergen t g, respec t i ve Jy ^ 

Atcfliic PcuJBr Co B3/n*iyTi r\ •. 

Branch. ip I964l P 3 P pav ci ‘ Document Management 

■P 19641.232 24X Flche- 50-309, 63/06/24,8307180409. 

1 50.3 re site area emergency & ? 00 4 re 

general emer gent y , reap ec t ive Eg. ^ uo. 4 re 

* Maine Yanlee Atomic Power Co a 3 /OH /“>7 n.. ,o,.« .... 

Flche-50-309, 83/06/24.8307180405 ‘ ‘’^'”•*33. 24X 

f'^^lth.eoFety f. environ inpps 
*^^*8“erPe ,„ep, <10CFR170 24), per 

L?c^ir‘e ” M Co. 83/07/06 MILLER H O 

License Fee Manajement Branch. Ep. 19380 237 24» ILLER.W, 0. 

Fiche-50-309, 83/07/06,8307110450 


B3072S0057 Summary of 830620 meeting w/utll 
feedwater eye eva 1 ua 1 1 on. Fur them NHC guid 

HEIWER «'r °f App R-related Tech Specs. 

HEJTNER,K.L Operating Reactors Branch 3. 83/07/03 

Operating Reactors Branch 3. Spp. 19723 343 say 
Fiche: 50-309, 83/07/08, 8307290057^ 


DethesdaiMD re aurtliat 
111 be 


CLARK. R.A. 


50-309/83-09 on 830523-27 S. entice 

”rANDAZ2A,''j. Y^nk^e i c ®p*' Programs. 83/07/13. 

Flche: 90-309, 83/S7j?3, B3S72802lr .9790:I«. a« 

-^^?rer?0CFR7x‘2r>°' Ytolaticn frcm insp un 830923-27, Be ta . 1, siithheld 


- Region 1, Office of Director. 83/07/13 
Fiche 50-309,83/07/13, 8307280269 


19790: 167. 24* 


ticFR 73 '‘ 2 n. controlled ar e a . Por t i ons withheld 

7pp'’^''’l979o’ 169 *'''' pox' *' of Director. 83/07/11. 

/pp. 19790 169. 2 ax Fiche 50-309. 03/07/13, 8307280269 


8307190330 Submits distribution list for correspondence between NRC t. 
OfflJI'^nf'th. ‘=°- 03/07/11. CHILK,8.J. 

Fic6e:80-309,e3;o"u:LS7lSSy'’"’"‘“‘'"’' 24X 

Coa^sslnn 0^ *he Secretary of the Commission, 83/07/29 

‘P- >9749:342. 24X FI c h e: 90-309, 83/07/29, 

2*"®* documents & correspondence 

Maine' YankeB°Atom!'i'’2 SS/O*/!?, 0ARR1TY,J,H. 

natne Yankee Atomic Power Co. Spp. 19262-346 24X 

FHhe:30-309. 83/06/17, 8307090432 ‘ 24X 

™-f?””oi!’[ncT!dlnrar®''‘H‘“ submittal on shutdown margin 

■aroln r??L i ° '<>r verifying that shutdown 

: ibir2^;r::?rA?;rci:ra^^e;t::ir 

Fiche: 30-309. 83/06/21. 8307060373 ='»' 

'■'PP^rtln, util mods re shutdown margin 

:,=s 2'3„“ ="■ 

oildeestandlng that util can cemply w/r. vised version of 

E- i-"' 

Fl.«.:M-30T,03/06/a., aaOTHOasl l-ISSi. 17S. 211 

EISEMH™S’'I ‘'"Purity. Sve Usr?ncL"“ 

FIcfce: 30-000,83/07/05. 830627039?'^^ 9390.317, 24X 

CWSITV. J-H. Maine Yankee Atomic Power Co, 03/07/03 ci abw b a 

Operating Reactors Branch 3. 2 pp 1942S0S3 may CLARK.R.A, 
Fielie:«»-309.e3/07/05.e307l20496 =■’* 


NUREO-0737 ^ ^“dressing guidelines of 

«paSuItJ:®“‘“’' ‘ >-‘r B2-33> re em.rgency response 

OARRITViiJ H Maine Yankee Atomic Power Co 83/07/21 CLARK R A 

Operating Reactors Draiich 3. Ip 19734 163 24X '^'-ARK.R.A, 

Fsehe9n-309, 83/07/21.8307260471 '■"'’**=>• S'** 

7 Adgodicatory correspondence 

Keiatsd correspondence, 

83/06/30 *'^°",ic Power- Co OAD.R.K. Ropes 4< Gray 

83/06/30. Maine, State of. 19Spp 19253 276 24X ^ 

Fiche: 50-309, 83/06/30.8307060165 


B307(y603S7 Ge nettle l_tT 83-97 fn»ii 

operating power reactors t holder, of Cpt'Jor ?oweJ'"«to" 

re surveillance intervals In STS Sve list encl^ 

eiSENHUT. D. C. Division of Licensing. iLw/W Consn.ra . - 

Edison Co^of New York, Inc. 16ps, 19669"2S4 24X 

Fiche: 90-<K3D. 83/07/06, 8307060329. * 

8307110378 Advises that concerns raised in NRC 830301 Itr re neari e 
^Z: pressurlier heater, rev eweS " 

^eJg^neVh^""'”' ' 

OAHRITV.J.M. Maine Yankee Atomic Power Co. 03/07/06 Cl Aou o , 

r? l’3eO:3aS, 24X 

Fiche: 90-309, 83/07/06. 83071 10378 

B307OM169 Generic Ltr 83-28 to all licensees of operatina re,, s 
applicant, for DL «. holders of CP, re required a^^^l 

‘'"Mlcations of Salem ATW8 events, Svc ll^ encl 
EISENHI/T. 0. O. Division of Licensing. 83/07/08 ConsAii/i 
Edison Co. of New York, Inc. 3Bpp. 19669-269 24X °"*®* 

Fiche: SO-OOD, 83/07/08, 8307080169 
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'07390097 Suinrn^rij of G3062B meeting le/util in BetheedaiHD re auvillarg 
feedwater stjs eval ua t ion. f^ur t her NRC guidance will be 
provided in formulation of App R-related Tech Specs. 

HEITNER.K.L. Operating Reactors Branch 3. 03/07/08. CLARK. R. A. 

Operating Reactors Branch 3. 3pp 19723.343. 34X 

Flche: 90-309. S3/O7/O0. 0307280097. 


07190128 Application for Proposed Change 97 to amend License DPR— 36 
re fuel handling accident inside containment. 

FRIZZLE. C.D. Maine Yankee Atomic Power Co B3/07/14. CLARK.R A. 
Operating Reactors Branch 3. 3pp. 19636 093. 24X 

Flche; 80-309. 03/07/14. 0307190128. 


03O7I9OI3O Proposed Tech Specs re fuel handling accident inside 
containment. 

• Maine Yankee Atomic Power Co. 03/07/14. I7pp. 19636;086. 24X 

Flche: 80-309. 83/07/14. 8307190120. 


07260090 Rev 1 to Notification 83-81 of 830722 meeting ui/otti in King 
of PrufSla.PA to discuss unauthoriied attachment of lead 
shielding to safetg-related piping & effects upon sgs 
ope rab 1 1 i tg. 

KELLEYrO. Region 1. Office of Director. 83/07/15. Region 1. 
Office of Director. ip. 19786:221. 24X FI chei 30-309. 83/07/IS. 

0307260090. 


07290943 Accepts conclusions in licensee 830706 Itr that adeiiuats 
pressurlier heater capacltg available to maintain 
lufflclant heater capacltg for natural circulation 
cooldowns. No rev to Tech 8pec or further action required. 

CLARK, R. A. Operating Reactors Branch 3 83/07/19. OARfilTV. J. H 

Maine Yankee Atomic Power Co. 2pp. 19887:082. 24X 

Flche; 80-309. 03/07/19. 0307290343. 


D7390849 Forwards safetg evaluation re demonstration of purge S. vent 
valve operabllitg (B-24 ) . Oporab 1 1 i tg of 6-lnch pressure 
relief valve not get demonstrated. Long-term option of 
blocking 42-inch purge/vent valves acceptable. 

CLARK.R. A. Operating Reactors Branch 3. 83/07/19. OAHRITY.J.H. 

Maine Yankee Atomic Power Co, 2pp. 19887- 075. 24X 

i^iche: 30-309, 83/07/19, 8307290848. 


3307290380 Oafetg evaluation re demonstration of operabtHtg of AS-inch 
purge 6 O-lnch vent va 1 vei . Eigh t-lnch valve should be sealed 
closed 6 verified to be cloeed at least once everg 31 dags. 

* Office of Nuclear Reactor Regulation, Director. 83/07/19. 4pp. 
19897:077. 24X Fiche: 90-309, 83/07/19, 8307290340. 


77200317 Forwards Rev 2 to QA program, resulting from NRC 630319 
request for addi info, Two other revs Included to resolve 
Jnresolved Item 82-02-12 6 Violation S2-17-B. I. 

JARRITY.J.H. Maine Yankee Atomic Power Co. 93/07/20. MURLEV.T.E. 
legion 1, Office of Director. 2pp. 19709:217. 24X 

■Iche: 30-309. 03/07/20. 0307280317. 


3307280320 Rov 2 to QA program. 

* Maine Yankee Atomic Power Co. 03/06/10. 13pp. 19709:219. 24X 

Flche; 90-309, 83/07/20, 8307200317. 


Inspection reports. IE Bulletins 6 correspondence 


>7010038 Forwards IE tnsp Rept 80-309/83-08 on 830803-08. No 
ioncompllance noted. 

3TARO0TECKI. R, Division of Project «. Resident Programs. 83/06/17. 
(ANDAZZA. J. B. Maine Yankee Atomic Power Co. 2pp. 19169:017. 24X 
Meho; 80-309, 03/06/17. 0307010030, 


1307010047 IE Imp Rept 80-309/83-00 on 030803-08. No noncomp I lance 
noted. Major areas inspected: 1 icenseo actions taken to compig 
w/NURE0'0737. Item II. B. 2. "Design Review of Plant 
Shielding. " 

LAZARUS, M. J. . KELLY. E. Region 1. Office of Director. OALLQ.R.tl. 
Dlvliion of Project &; Resident Programs, 03/06/13. 7pp. 
19169:019- 24X Flche; 80-309. 03/06/1 7, 830701 0030 


)70S0347 Submits Conflrmatorg Action Ltr 03-08. veri fg Ing actions to 
te taken or planned due to potential overloading of 
laf a tg-ra lated piping t. supports caused bg unauthoriied lead 
ihlelding insta 1 lation. 

ITAR08TECKI, R. Division of Project U Resident Programs. 83/06/22. 
lANDAZZAi J. B. Maine Yankee Atomic Power Co. 2pp. 19263:339. 24X 

■ lehe; SO-309. 03/06/22. 8307080347. 


I7U0291 Forwards IE Insp Rept 50-309/83-11 on 830317-20 !< notice of 
'iolatlon. 

(ARTINiT. T. Division of Engineering 6 Technical Programs. 03/06/22. 
RANDAZZA. J. B, Maine Yankee Atomic Power Co. 2pp. 19374:272. SAX 
Hehe: 80-309. 83/06/22, 8307H08SI. 


I3071102SS Notice of violation from insp on 830917-20. 

* Region 1, Office of Director 83/06/22. ip. 19374:274 24X 

Flche: 30-309. 03/06/22, 03071 10281. 


— B3071I0265 IE Insp Rept S0-309/8J-11 On 830517-20 None omp 1 1 anc c noted 
failure to have plant operation review committee approve 

proc edur es 

TANG.JC.. PASCIAK.U. J. Region I, Office of Director. 03/06/16. 
6pp. 19374 278 24X F i che 50-309, B3 /06/22. B3071 1 0251 


Q307110450 Forwards fees foi- heal th. safe t.j b environ insps 
<10CFRI70 231 6 safeguards insps IIOCFRI'.'C 24),pef' 
tOCFRt70 12(g) 

GARRtTY.U.H Maine Yankee Atomic Power Co 83/07/06 MILLER. W.D. 
License Fee Managetsent Branch Ip 19380 217 24x 

Fiche - 30-309. 03/07/06. 83071 10450 


8307130617 Forwards inservice insp eiam rept for 020711-630234. Info re 
eiams performed, as-found conditions t- coii-ective actions 

taken discussed 

OARRITy.J-H. Maine Yankee Atomic Power Co 03/07/06 CLARK.R A 
Operating Reactors Branch 3 Ip. 19432.269. 24X 

Fiche; 30-309. 03/07/06. 0307120617 


— 8307120636 Inservice imp e«am rept tor 820711-830224 Info re eiams 
performed. as-found conditions It collective actions taken 

discussed. 

• Maine Yankee Atomic Power Co. 63/02/24 99pp. 19432 270 24X 

Flche: 50-309. 83/07/06, 0307120617 


B3063704O1 IE Info Notice 33-46. "Common Mode Valve Failures Degrade 
Surrg Recirculation Sprag Subsgstem " Sve !ist end. 

JORDANiE.L. Division of Emergencg Preparedness 4. Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 194pp. 19563 293 24X Fiche 50-000,83/07/11,8306270401. 


B306270404 IE Info Notice 83-47. "Failure of Hijdraulic Snubbers as 
Result of Contaminated Hgdraulic Fluid " Sve list end 
JORDANiE.L. Division of Emergencg Preparedness 4 Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York. Inc- 14Ipp. 19963.153. 24XFlcfie 30-000.83/07/12,0306270404. 


8307280369 Forwards IE Insp Rept 50-309/03-09 on 030523-27 4 notice 

of violation. 

MARTIN.T.T. Division of Engineering 4 Technical Programs. 03/07/13. 

RANDAZZA. J. B. Maine Yankee Atomic Power Co. 2pp. 19790:165. 24X 

Fiche; 90-309,83/07/13.0307280269 


— 8307280279 Notlcg of violation from insp on 830523-27 Details withheld 
(ref 10CFR73 21 >. 

* Region 1 , Office of Director. 03/07/13. 2pp. 19790: 167. 24X 

Flche; 50-309. 83/07/13. 0307280269 


— 8307280284 IE Insp Rept 50-309/83-09 on 830823-27 None omp 1 1 anc e noted 
failure to observe portion of Isolation cone 4 failure to 
maintain barrier to access controlled area. For t Ions withheld 
(ref I0CFR73.2I). 

BAILEY.R.J., OODV,A.T. Region I, Office of Director. 83/07/11. 

7pp. 19790:169. 24K FI c h e : SO-309, 03/07/ 1 3. Q307280269. 


8307280276 Forwards IE Insp Rept 50-309/03-07 on 830420-0630 4- notice 

of violation. 

BTAROBTECKIi R. Division of Project 4 Resident Programs. 83/07/13. 
RANDAZZA. J. B. Maine Yankee Atomic Power Co 3pp 19002:112. 24X 

Fiche: 90-309. 83/07/13. 8307280276 


— 8307280280 Notice of violation from insp nn 830420-0630. 

• Region 1. Office of Director. 03/07/13. Ip. 19602:119. 24X 

Fiche; 90-309. 83/07/13. 0307200276 


— 8307280290 IE Insp Rept 80-309/03-07 on 830420-0630. None omp 1 lane e 
noted: failure to report unplanned radioacLive gas idease 
within I h b installation of leak shielding on safetg- 
related piping u/o consideration to plant design criteria. 
8UETLAND.P.. COLLINS.S.. HOLDEN. C. Region 1, Office of Director. 
83/07/08. ispp. 19002:116. 24X F i c h e : 90-309. 03/07/ 1 3. D3072S0276. 


8306270406 IE Info Notice 03-40. "Gaseous Effluent Releases of 
Radioactive 1-1296 1-13! In Eicess of NRC Limits." Sve list 
end. 

TAYLOR/J.M. Division of QA. Safeguards 4 Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York. Inc 

114pp. 19715:270. 24X Fiche: 80-000. H3/07/14 . 0306270406. 


B30728D436 Submits addI response to IE llullebin 03-04. "Under vol tage 
Trip Function of Reactor Trip Breakers " New survelliance 
procedure will permit testing reactor trip breaker 
undervoltage trip coils independent of shunt trip coils. 
OARRITV.J.H. Maine Yankee Atomic Power Co. 03/07/20 MURLEV.T.E. 
Region 1. Office of Director. 2pp 19797 107. 24X 

Fiche: 90-309. 83/07/20. 0307200436 
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R. Periodic op^ratirx^ reports V. related covrespooderue 


a3030P046& Fopuards "Annual Rept of FaciSitij Changes & Relief & 
Safety Valve Failures & Cha 1 1 enges. 1903. " No challenges or 
failures of pressurlier or steam generator safety or relief 
valves occurred during 1932. 

OARRITV. J H. Maine Vanlee Atomic Power Co 03/04/23. ALLAN. J M. 
Region 1, Office of Director. 2pp. 1B362.1S4 24X 

Fiche: 50'309. 83/04/23. 8303090466 


3307220012 Monthly operating rept for May 1933.14/830607 Itr, 

B*^1’ERS0N. S. . GROCE. R.H. Maine Vankee Atomic Power Co. 83/06/07. 
Office Df Resource Management. Director 5pp. 19674 OS9 24X 
Fiche: SO- 309. 83/06/07, B307220012. 


8307220072 Notification of Significant Licensee Meeting 83-51 on 
B30719 in Region I ofc to discuss unauthorlied attachment 
of lead shielding to safety-related piping %, effects on 
sys Dperahillty. 

KELLV.G. Region 1. Office of Director. 83/07/14. Region 1, 
Office of Director. 2pp. 19691:346. 24X Fi c h e . 50-309, 03/07/ 1 4. 

8307220072 


8307220451 LER 03-O23/O3L-O: on B3061 4. opera 1 1 ons personnel removed 
train A valve HSI-M-41 from svc for malnt on valve operator. 

Train A of ECCS declared inoperable. Malnt activities 
completed ulthin 2 h.W/B30714 Itr. 

TIFFANY, r. A. . OARRITY, J. H. Maine Yankee Atomic Power Co. B3/07/14. 
HURLEY. T.E. Region I, Office of Director. 3pp 19606:083 24X 

Fiche. 50-309.83/07/14, 8307220451. 


B307120311 Forwards INFO, "Evaluation of Maine Yankee Atomic Pouer 
Plant fni 1983,’' from site evaluation conducted durine 
330116-23 * 

SRUNNERiE J. Division of Project L Resident Programs. 83/07/08. 
TAYLOR. J.M. Division of Reactor Programs iPre S3OI03>. CASE. E. 0. 
Office of Nuclear Reactor Regulation, Director Ip >9429*108 24X 

Fiche: 50-309. 03/07/03, 830712031 1 


— e307t20314 "Evaluation of Maine Yankee Atomic Power Plant for I9H3. 
• Institute of Nuclear Power Operations. 83/05/31 39pp 
19429:109. 24X FI c h e : 50-309, 33/07/08 , 8307 1 20311 


DOCKET 30-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 
F. Sacuriti;. medical, emergency I- fire protection plant 


8307210037 Application to amend License OPfi-75 adding 
conditions to ensure timely implementation of App R 
protection commitments. 

LIDEN.E.A. Public Service Electric L Gas Co. of New 
33/06/30, VARGA, S. A, Operating Reactors Branch 1. 
24X Fiche: 50-3 J I, 83/06/30, 8307210037. 


1 Icense 
fire 

Jersey. 

4pp. 19668:326. 


S. Reportable occurrences, LERs L related correspondence 


8307010006 RO: on B30505i c ons ta n t increase observed in real time 
computer-calculated containment weight of air parameter in 
monitoring sys. Caused by stuck Eiactel monitoring device 
Device replaced. 

OARRITY.J.H, Maine Yankee Atomic Power Co 83/05/27. ALLAN, J M 
Region I, Office of Director. 2pp 19169 066 24X 

Fiche; 50-309, 83/05/27. 8307010006. 


8307110444 LER 83-022/01 T-0: dor i ng survey of safety class piping, 
certain sections of ECCS piping found w/lead shielding 
installed w/o engineering evaluation of seismic 
^oal Ificatton Impact. Admi nistrative measures developed. 

WQDD.E.C. Maine Yankee Atomic Power Co. 83/06/21. MUHLEY.T E. 
Region 1. Office of Director. Ip. 19380.191 24K 

Fiche: 50-309.83/06/21. B3071 1044 4. 


8307110269 Updated LER 03-021 /OlT-0, re control rod drop analysis 
Procedure deficiency specified in 030610 Ur determined not 
reportah 1 9. Procedure changes will remain in effect. 

NDOD.E.C. Maine Yankee Atomic Power Co 83/06/23. HURLEY. T.E. 
Region I, Office of Director. Ip. 19374 257 24X 

Fiche: 50-309, 03/06/23, 03071 10269. 


B307U0299 Updated LER 83-020/017-1 : on B30607.HPCI line borgn 
concentration not ver 1 fled. Caused by inadeiiuate startup 
Pfotetfures will be revised by 830715.14/330701 

^ ' ■-AFLAMMEi S. J. Maine Yankee Atomic Power Co. 83/07/01 
MURLEY.T.E. Region I, Office of Director 3pn. 19374*357 24X 

Flche:5O-3O9.03/O7/Ol. 8307110299. 


B3071200B2 Updated LER 03-022/01 T-1 ; on 030621 , dur 1 ng survey of safety 
class piping, certain sections of piping identified on uiMch 
lead radiation shielding installed w/o engineering 
evaluation. Bhieldlng removed. U/030705 Itr. 

J. H. Maine Yankee Atomic Power Co. 83/07/0 
murleYpT.E. Region I. Office of Director 3pp 19423*086 24X 

Fiche; 50-309, 03/07/01,8307120082. 


8307070037 Forwards Affiend 1 to security contingency 
changes in internal communications. Amend withheld 
10CFR73. 21 >. 

LIDEN.E.A. Public Service Electric 4< Gas Co. of 
83/07/01- Region 1, Office of Director 2pp. 
Fiche: 30-272. 03/07/01. 0307070057. 


plan, reflecting 
(ref 

New Jersey. 
19293:347. 24X 


8307150264 Terminates actions required by 020010 Confirmatory Action 
Ltr 8S-22. per 030603 request S, IE Mgt Meeting Repts 
50—272/83—07 I, 50-31 1/83-06. Safeguards info deleted 
(raf 10CFS73. an. 

8TM1CSTECK1, R. Division of Project L Resident Programs. 03/07/11. 
UDERITZ. R. A. Public Service Electric L Gas Co. of New Jersey 3pp 
24X Fiche: 50-272. 03/07/11, B307150264. 


19330; OSS. 


8307200004 Corrects previous responses to Generic 
completion of Reg Guide 1.97 mods for emergency 
capabi 1 1 ty. Conf i rma t ion that proposed schedule f 
implementation acceptable requested. 

LIDEN.E.A Public Service Electric L Gas Co. of 
83/07/12. VARGA, S. A. Operating Reactors Dranch 
24X Flcbe: SO-272, 03/07/12, 8307200004. 


Ltr 82-33 re 

response 

or 

New Jersey. 

1. 2pp. 19647:127. 


8307250449 Provides supplemental Info re design of 
facility tEOFl.EncI depicts layout of ventilation 
located at training ctr. 

LIDEN.E A. Public Service Electric L Gas Co. of 
83/07/18. VARGA, S. A Operating Reactors Branch 
24X Fdehe: 50-272, 03/07/18. 3307250449. 


emergency 
sys. EOF 

New Jerssi 
1. 4pp. 


operatloni 


19702: 150. 


8307220423 Forwards request for addl info re safeguards regulatory 
effectiveness review rept. in response to 830323 ltr. Response 
on first item requested within 30 days. End withheld 
(ref 10CFR73 21) 


VAROA.8. A. Operating Reactors Dranch 1. 
Public Service Electric L Oas Co. of Neu 
24X Fiche: 50-272. 83/07/19, 8307220423 


83/07/19. UDERITZ. R, A. 
Jersey. 2pp. 19687:267, 


H. General correspondence 


0307120468 Updated LEft 8B-009/03' - 1 : on 020308, cont ro I room ventilation 
motor operator valve failed to close Caused by motor failure 
due to oil L dirt accumulation in motor hous I ng. Val ve motor 
operators will be reor i en ted. M/030701 itr. 
mmhPfv? c' J H. Maine Yankee Atomic Power Co. 83/07/01. 

MURUEY.T E. Region 1, Office of Director. 3pp. 19424*194 24x 

Fiche: 50-309. 33/07/01, 8307120468 ' 


6307140121 Responds to 830601 ltr expressing concerns re NRC decision 
to permit facility operation In light of serious incidents 
occurring In Feb 1983. NRC instituted augmented Insp program 
to monitor oc tlvl t i os. Plan t can be operated safely. 

OtRCKS. M. J. Office of the Executive Director for Operations. 
83/07/01. CASTLEiM. N. Delaware, State of. 2pp. 19539 354 24X 

Fiche: 50-272, 83/07/01. S307 1 40121. 


®^?ur3en?anre ; o h 830507, du P i ng routine ECCS hot monthly 

M ’■'ctre^lstlon stop valve 

SIA M-54 foiled to operate. Caused by mtchanical binding of 
valve stem. Stefr> I ubr Icated. W/830706 Itr. 

"kuhlIv^V'^f'^ fDwer Co. 83/07/0 

r.URLEV-T_E. Region 1, Office of Director, 3pp 19530 212 24X 

FI Che: 50-309. 03/07/06, 8307150233. i*7Fuv.mi.c. 


— 830714012? Submits comments on behalf nf concerned citizens re 
operation of fad 1 i ty . Plant should be shut down due to 
gross mismanagement causing serious health L safety risk. 

NRC should carefully scrutinlie operations. 

CASTLE, M.M. Delaware. State of. 83/06/01. PAULADINO. N J 
Comnlsskoners. 2 pp, 19539:356. 24X Fiche: 50-272, 83 / 07 / 01 . 

8307140121. 


S3-024/03L-0; on 830615, while phasing diesel generate, 
r '"“"‘'''v surveillance testing procedure, 
imoke detector in D0-1B cubicle alarmed, Probabl y caused 6u 
»"'0i4erlng. W/830714 ltr. 

MURLEy'^T^e* Maine Yankee Atomic Power Co. 83/07/ 

MJRLEY.T.E. Region I. Office of Director 3pp i9669 231 24X 

FlchB: 50 - 309 ,B 3 / 07 /l 4 . 83072 l 0006 ^ 


J. Insurance t< Indemnity information 




Endorsements 46 U 47 to MAELU Policy MF-90. 

flO-KN.II. P. Marsh L McLennan, Inc. 03/07/06. SALTZMAN, J. 
Assistant Director for State 6 Licensee Relations. Sod 19474*352 
&4X Fiche: 50-000, 83/07/06, 8307130240. 
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6307260407 Foryards Endoi-tamenta 61 U 46 to NELIA Policy NF-230 & KAELU 
Policy MF-90. raapoctlvaly. 

OOLDENiM.P. Har*h ti McLtnnan. Inc. 63/07/20. SALTZMANrJ. 

Asclstant Director for State & Licensee Relations. 3pp. 19797:349. 
24X Flche: 50-272.63/07/20.0307260407. 


0. Advisory Committee on Reactor Safeguards reports tc correspondence 


8307090095 Summarises 276th ACRS meetings on 630414-16 u/utili to 
revieu request for OL. Agenda for 630512-14 meetings end. 
EBER80LE. J. ACRS - Advisory Committee on Reactor Safeguards. 
63/04/29. PALLADIND. N. J. Commissioners. 3pp. 19366:056. 24X 

Fiche: 50-000. B3/04/29, 8307090095. 

\ 

P. Operating license stage documents (. correspondence 


8306060070 Generic Ltr 63-22 to all operating reactor licensees, 
applicants for OLs & holders of CPs for Mestlnghouse PURs 
re safety evaluation of “Emergency Response Ouidel ines. “ 

8vc list enc 1. 

EISENHUT. D. 0. Division of Licensing. 63/06/03. Vankee Atonic 
Electric Co. lOpp. 19563:116. 24X Fiche: 50-000. 83/06/03. 

6306060070. 


8307210037 Application to amend License DPR-7S adding license 
conditions to ensure timely Implementation of App R fire 
protection commitments. 

LIDEN.E.A. Public Service Electric tc Oas Co. of New Jersey. 

63/06/30. VAROA. S. A. Operating Reactors Branch 1. 4pp. 19668:326. 
24X Flche; 50-31 1. 63/06/30. 6307210037. 


8307210104 Modified application for amend to Licenses DPR-70 & DPR-7Si 
clarifying determination that N8HC Involved in 
implementation of proposed Tech Spec chages re ET8 Si 
administrative controls. 

LIDEN.E.A. Public Service Electric Si Oas Co, of Neu Jersey. 
63/07/01. VAROA. 8, A. Operating Reactors Branch 1. iipp. 

19668:219. 24X Fiche; 50-272. 83/07/01 , 6307210104. 


8306270397 Generic Ltr 83-26 to all applicants for OLs Si holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. 8vc list end. 

EtSENHUT. 0. 0. Division of Licensing. 83/07/05. ConsQifdatad 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Flche; 50-000. 83/07/05. 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees Si applicants for 
operating power reactors Si holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end. 

EI8ENHUT. D. 0. Division of Licensing. 63/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:254. 24X 

Fiche: 50-000. 83/07/06. 8307060329. 


8307060169 Generic Ltr 83-26 to all licensees of operating reaetorsi 
applicants for OL Si holders of CPs re required actions based 
on gentrlc implications of Salem ATU8 events. Sve list end. 
EISENHUTi D. 0. Division of Licensing. 63/07/08. Consolidated 
Edison Co. of New York. Inc. 3Bpp. 19669:269. 24X 

Fiche; 50-000. 63/07/08. B3070B0169. 


8307250427 Submits response to 830428 commitment re corrective action 
program mods. Proposed ATW8 rule in final stages of review 
prior to presentation for approve 1. Breaker shunt trip 
function will be Incorporated into automatic trip circuits. 

LIDEN.E.A. Public Service Electric Si Oas Co, of New Jersey. 

83/07/15. VAROA. 8. A. Operating Reactors Branch 1- 2pp. 19701:190. 
24X Fiche: 50-272, 83/07/15,8307250427. 


8307270402 Submits current status of conformance W/B30708 Generic Ltr 
83-28 re required actions based on generic implications of 
reactor trip breaker failures on 830222 h 25. 

LIDEN.E.A. Public Service Electric Si Gas Co. of Neu Jersey. 

63/07/22. VAR0A.8.A. Operating Reactors Branch 1. 4pp. 19767:111. 
24X Fiche: 50-272, 83/07/22.8307270402. 


— 6307270406 Rev 3 to Procedure AD-i6i "Post-Reactor Trip/Safety 
Injection Review. “ 

» Public Service Electric Si Oas Co. of New Jersey. 83/07/14. 
21pp. 19767:115. 24X Flche: 50-272, 83/07/22. 8307270402. 


0. Inspection reports, IE Bulletins S, eorrespandenee 


8307010007 Forwards IE Insp Repts 50-272/83-18 Si 50-311/83-17 on 
830517-24. No noncompl lance noted. 

MARTIN, T.T. Division of Engineering S, Technical Programs. S3/Q6/14. 
UDERITZiR.A. Public 6ervlea Electric Si Oas Co. of New Jersey. 2pp. 
19169:066. 24X Flche: 50-272. 83/06/14, B307010007. 


— 8307010012 IE Insp Repts 50-272/83-18 U 30-311/83-17 on 630517-24. No 
noncompl lance noted. Major areas Inspected: fol louup of 
previous insp findings re procedure revieu. test witnessing I, 
results evaluation of local U Integrated leak rate testing. 
PULLMII.S. V, , BETTENNAUSEN.L. Region I, Office of Director. 
83/06/09. 9pp. 19169:070. 24X Ft ch e : 50-272, 63/06/ 14. 6307010007. 


8307140232 Forwards IE Insp Rept 30-311/83-14 on 630417-16,21 Si 22 S, 
notice of violation. 

MARTIN. T.T. Division of Engineering S, Technical Programs. 83/06/28. 
UDERITZ.R.A. Public eervlce Electric Si Oas Co. of New Jersey. 2pp. 
19923:087 . 24X Fiche: 50-31 1. 83/06/26. 6307140232. 


— 8307140233 Notice of violation from insp on 630417-18.21 & 22. 

a Region 1, Office of Director. 63/06/26. Ip. 19523:089. 24X 

Fiche: 50-311.63/06/26,0307140232. 


— 8307140235 IE Insp Rept 50-311/63-14 on 630417-16.21 S. 22. Noncompl lance 
noted: fa 1 lure to implement engineering controls per 
lOCFRSO. 103. Section 5 Si failure to perform airborne 
radioactivity measurements per 10CFR20. lOSIa I (3). Bectl on 6, 
NINITZ.R.L., SHANDAKY.M. H. Region 1, Office of Director. 

83/06/06. 13pp. 19323:090. 24X F i ch e : 50-31 1 , 83/06/28. 8307140232. 


8307130306 Responds to 830505 notice of violation Si proposed imposition 
of civil penalties re 830222 k 23 ATMS events. Magni tude of 
civil penalty disputed. Events were isolated occurrences. 

BELOVERiR. E. Public Bervice Electric S, Oas Co. of New Jersey. 
83/07/06. DEYOUNO.R.C. Director's Office, Office of Inspection end 
Enforcement. 44pp. 19474:106. 24X Fiche : 50-272. B3/07/06. 

8307130306. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem." Sve list end. 

JORDANiE. L. Division of Emsrgency Preparedness Si Engintcring 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 154pp. 19363:293. 24X Fiche: 30-000. 83/07/1 1. 8306270401. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbere as 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDANiE. L. Division of Emergency Preparedness Si Engineering 
Rsiponie IPoit 830103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:133. 24X Fiche: 50-000, 83/07/12, 8306270404. 


e30i£70406 IE Info Notice 83-48, "Oastous Effluent Releasee of 
Radioactive 1-123 S. 1-131 in Esetss of NRC Limits." Bve list 
and. 

TAYLORi J. K, Division of QA. Safeguards Si Inspection Programs (Post 
8301031. 83/07/14. Consolldatod Edison Co. of New York. Inc. 

It4pp. 19719:270. 24X Flche; 50-000, 83/07/14, 8306270406. 


8307270462 Forwards proposed augmented insp plan for monitoring & 
evaluating util performance Improvement program Si Mgt 
Analysis Co final rapt. “Mgt Assessment ti Action Plan for 
laiprevemeist of Salem Stations i !■ 2 □peratlons. “ 

EISENHUTi 0. 0. Division of Licensing. 83/07/20. Division of 
Licensing. 2pp. 19602:154. 24X Fich t: 50-272. 63/07/20. 6307270462. 


--8307270464 Discusses proposed augmented Insp plan for monitoring ti 
evaluating util performance improvement program over neat 2 
yre. 

aTAR08TECKl.fi. Division of Project «< Resident Pregrane. 63/06/23. 

DENTDNiH.R. Dfflca of Nuclear Reactor Regulation. Director, 
DEYCHlNfl, R. C. Director's Office, Office of Inspection and 
Enforcement. HURLEY. T. Region 1. Office of Director, 7pp. 
t9a(ffi:lS6. 24X FtCht:50-S72.63/O7/2O.830727O462. 


•8307270466 "Hgt Assessment (• Action Plan for Improvament of Salem 
Stations 1 ti 2 Operations." 

• Management Analysis Co. 83/06/24. 73pp. 19602:163. 24X 

Ficho: aO-272, 83/07/20. 8307270462. 


6307280211 Forwards lE Mgt Meeting Repts 50-272/83-21 ti 30-311/63-21 
on 830918. 

8TAR08TECKI.R. Division of Project «i Resident Programs. 83/07/20. 
UKRITZaR. Public Sarvlcs Electric & Oas Co. of Ntw Jersey. 2pp. 
19794:004. 24X Flche: 50-272, 83/07/20, 830728021 1. 


— 8307280229 IE Mgt Meeting Repts 50-272/83-21 t< 50-311/83-21 on 830518. 
Major areas discussed: diagnostic objectives k initial 
findings of Mgt Analysis Co evaluation. 

JACOBS, R. Region 1, Office of Director. TRIPP, L. Division of 
Project b Resident Programs. 33/07/19. 4pp. 19794:006. 24X 

Flche; 50-272, 63/07/20, 630726021 i. 


8307290467 Notification of significant licensee 830722 enforcemant 
conference In King of Prussia, PA. 

KlSTERiH. B. Region 1, Office of Director. 83/07/20. Region I. 
Office of Dlncter. Ip. 19853:292. 24X Flche: 50-31 1, 83/07/20, 

8307290487. 
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9307270395 Suppls a3070i. r. spor.se to NPC 030505 notice of violation «. 
proposed imposition of civil penalties re 630222 & 2S events 
at Unit 1 Requests that civil penalties he eliminated in 
llqlit of reasons stated. , ,, 

SELOVER.R.G. Pgtllc Service Electric U Gas Co of New Jersey. 
93/07/22. DEVOUNG.B-C. Director's Office. Office of In^ecfeeonand 
enforcement. lOpp. 197£.7 201 34X F 1 che 50-272. 63/07/22. 

9307270375 


— B307270416 Submlte response to 630426 commitment to suhmlt detailed 
rept describing corrective action pvogiam mod s . Sorve 1 llance. 
malnt t insps Increased to ensure lel lab 1 1 i ty of reactor 

LIDEN*E*A. Public Service Electric «. Gas Co. of New Jersey. 
63/07/19. V/iRGA.S. A Operating Reactors Brancb I. 2pp. 

19767 .236 24X F I c h e . 90-272. 63/07/ 22. 9307270395. 


H, Periodic operating reports t/ related correspondence 


8307190105 Monthly operating rept 
MILLER. L. P. . ZUPKO.J.M Public 
Jersey. 83/07/10. Director's 
Enforcement. 21pp. 19936: lOd. 

9307190103. 


for Juno 1963. M/a30710 Itr. 
Service Electric 8i Gas Co of 
Office. Office of Inspection 
24)f Flche: 50-31 1.63/07/10, 


New 

and 


Reportable occurrences, LERs U related t orresp ondenc 


8307120243 LER 83-02 1 /OIP : on B30S29. vital Inslrument bus litverter 8 C 
taken out of svc for planned ma in t. rendering associated ac 
electrical bus train Inoperab ie. Containment air locks could 
not be closed during malnt. Investigation underway. 

ZUPKO. J. M- Public Service Electric & Gas Co. of New Jersey, 
83/09/26 ALLAN. J. Region 1. Office of Director. Ip. 

24X FI che; 50-311,63/09/26, 8307120243. 


19423; 194. 


3307120230 LER B 3 - 022 / 0 IP : on S30930, dor i ng routine Shutdown operation, 
loss of power occ urred . rend a r ing ac electrical bus train 
inoperable. Investigation in prog ress. Detal 1 ed rept will bo 
submitted within 14 days. 

ZUPKO. J M Public Service Electric *■ Gas Co. of New 

83/09/31 ALLAN. J. Region 1, Office of Director. Ip. 19423.200. 

24X FUhe: SO-3 1 1 , 63/09/31 . 6307120233. 


B307190I23 Corrected LER 83-023/03L-0- on 830117-04(6, seven containment 
isolatloi. valves experienced leakage rates greatpr than max 
range of test equipment- Total containment Type B l« C leakage 
could rot be demons t rated. Valves repa 1 red- M/B3071 1 Itr. 

FRAHMrR., ZUPKQ.J.M. Public Service Electric *. Gas Co. of New 
Jersey. 03/06/06. HURLEV, T. E Region I. Office of Director- 5pp. 
19636:046 24X F 1 e h e : 50-31 1 , 63 /06/00, 8307 1 90123. 


0307050025 LEN S3-026/04L-0: on 830529, diesel fuel oil storag* tants 

overfilled resulting in release of approx 200 gallons of oil 
Into Delaware River. Spill contained w/booms. Caused by 
operator error. W/a30622 Itr 

FRAHM,R.. ZUPKO.J.M. Public Service Electric 4 Gas Co. of New 
Jersey. S3/&6/1S. ALLAN. J. Region 1 , Office of Director. 4pp. 
19193:332. 24X F 1 c he; 90-31 1 , 93/06/ 1 5. 8307050023 . 


0307210112 Updated LER 62-076/01 X-I . on 020919, svc water leak discovered 
within centalnment. Caused by silt in svc water eroding 
iontaineient fan coil 25 motor cool er. Design Change Request 
2EC-0907 issued l> cooler rep laced. W/830707 Itr^ ^ 

FltAHH.R- . ZlffHO. J. «. Public Service Electric t. Gas Co. of New 
Jersey 63/06/29. ALLAN.J- Region 1, Office of Director. 9pp. 




04Y eirhi 


1 . a'^yo^/29e 6307210112, 


8307210134 Supplemental LER 02 - 070 / 01 X- 1 ; on 630009, 0 . 9 flP" »vc water 
leak observed on eontalninent fan coll 24. Caused by fai led 
doling coll resulting from silt erosion by particles in svc 

raAHfGR^^ZOPROr J. f1 Public Service Electric i> Gas Co. of New 
Jersey. 83/06/29. ALLAN.J- Region 1. Office of Director. 9pp. 
19666:099. 24X Flch e; 90-31 1 , 83/06/29. 8307210134. 

8307130255 Notifies that short-term items contained In corrective 
action program relating to reactor trip breaker failures on 
B30222 & 29 complete. , 

U1DEN.E. A. Public Service Electric 4 Oat Co, of New _ 

83/07/01. VAROA, 8 . A. Operating Reactors Branch 1. Ip. 19474.362. 
84X FIche; 30-311. 83/07/01.8307130235. 

8307220343 LER B3-029/99L-0; on 830617, test safety Injection actuation 
initiated «< charging pump 22 inadvertently left in svc. 
causing actuation of pressurixer *''* 

valves. Caused by delay In Initiating test, W/030714 Ur. 

FRAHH.R.. ZUPKO,J.rt. Public Service Electric 1. Gas Co. of New 
Jersey. K3/07/06. MURLEY.T.E. Region I, Office of Director. 4pp. 
19679:328. B4X Fi ch e : 30-3 1 1 . 83/07/06. 8307220343. 


B307220398 LER 83-030/03L-0; on 830620, dur Ing routine shutdown 
oeeratlon, infeed breaker 20 460-volt transformer tripped 
on timed overcurrent relay op era 1 1 on. Caused 
Investigation underway. Transformer replaced. W/B30714 itr. 
FRAHH.R . ZOPKO.J-M. Public Service Electric 4 Gas Co, of New 
Jersey. 83/07/06. MURLEY.T.E. Region 1, Office of Director. 
19686:066. 24X Fiefi e : 90-31 1. 83/07/06. 8307220958 


4pp. 


8307290045 Reviews AEOD final rept, AE0D/P301. "Rept on Implications of 
ATUS Events at Balem Nuclear Power Plant on NRC Programs for 
CoUietlon 4 Analysis of Operational Experience." Subj of 
reactor trip reliability well treated. ... ... 

DEMTONrH.R. Office of Nuclear Reactor Regulation, Director. 

83/07/21. HELTEMES. C. J. Director 's Off Ice. Ip. 19890:171. 
Ffeht;90-872. 83/07/21 . 8307290045, 


24 X 


—8307130129 Forwards "Rept on Implications of ATW3 Events at Balem 
Nuclear Power Plant on NRC Program for Collection t> Analysis 

«l?^5e^C.T‘ Office. 03/07/01. DENTON.H.R. Office 


a# Nuclear Reactor Regulation. Director. 
06 Bn/rk? /9 1 . af?n*79<9nn49. 


2pp. 


19058: 172. 24X 


8307280430 PN0-l-a3-07B; on 830722, startup commenced following first 
refueling outage on 830121. Zero power physics testing will 
be conducted for 2-3 days. Corrective actions per 830906 
order re ATW9 events verified. 

B«MJ«Ra.B.. JACQDS.H. , KISTER.H. Region I, Office o' 

nitnti’mn 1,. lo-rov-oaa 04X FI che: 90-31 1. 83/07/22. 0307280458. 


8307140196 LER e3-02B/03L-0: on 630607, d iscovered that auxiliary bldg 
ventilation sys charcoal absorber failed freon teat due to 
absorber degrade 1 1 on. Caused by refrigeration coolant leaks 
U leakage from freon decontamination unl t. W/a30628 Itr. 

FRANK.R-. ZUPKO. J.M. Public Service Electric fr Gas Co. of New 
Jersey. 83/06/22. ALLAN.J. Region 1. Office of Director, 4pp. 
19522:062. 24X FI che : 90-31 1 , 83/06/22. 83071 40 1 96 


8307280338 LER e3-03S/01P: on 030729. during lero power physics testing 
for Cycle II stertup. flux map results Indicated enthalpy 
hot channel factors would i# exceeded for operation at low. 

Nora conservative -control rod Insertion limits established. 

ZUPKO, J.H. Public Service Electric S< Gas Co. of New Jersey. 
03/07/26. HURLEY, T.E. Region 1, Office of Director. Ip. 

19789:239. 24X Flc he: 90-3 1 1, 83/07/26. 8307200399. 


6307140293 LER S3-O27/03L-0: on B306O4. d ur 1 ng tB-nionlh surveillance of 
fuel handline area ventilation sys. charcoal absorber failed 
freon teat Caused by saturation from water vapor due to 
humid fuel storage atmosphere Study underway. W/B30628 Itr. 

FRAKM. R. . ZUPKO, J.M, Public Service Electric tc Gas Co. of Mew 
Jartry. 83/06/22. ALLAN.J. Region 1, Office of Director. 4pg. 
19923:318. 24X Fiche; 90-31 1 . 63/06/22. 8307140293. 


8307260427 LER 83-036/01 P-0: on 830726. dur Ing startup, emergency core 
cooling aecuiMilator 23 level exceeded Tech Spec limit, 
rendering accumulator Inop erab le. Cause under Investigation. 
Accuauiator drained to restore level. 

ZUPKO>J.H. Public Service Electric 1. Ges Co. of New Jersey. 
83/07/26. MURLEY.T.E. Region 1. Office of Director. Ip. 
19799:312. 24X Flcho: 50-31 1 . 83/07/26. 8307200427. 


6307210003 Supplemental LER 62-077/01 X- 1 : on 820816. leakage discovered 
from containment fan coil 21 . Caused by erosion of copper 
nickel piping. Cooling coils replaced u/eroslon-resl s tant 
matl. H/e30707 Itr. 

FRAHM.R.. ZUPKO. J. M. Public Service Electric L Gas Co. of Mew 
Jersey- 63/06/29. ALLAN.J. Region I, Office of Director. 3pp. 
19666:185. 24X Fi c h e; 90-3 1 1 . 63/06/29- 8307210003. 


S307210009 Supplemental LER 82-024/03X-1 : on 620328. samp le results fro* 
boric acid storage tank 21 t. boron injection tank 22 
Indicated concentrations below Tech Spec limit Cause 
onknovn Boric acid added. W/830707 Itr. 

FHAHMift . ZCPKO.J.h. Public Service Electric U Qas Co. of New 
Jersey. 83/06/29. ALLAN.J, Region I, Office of Director. Spp. 
19669:249.' 24X F 1 C h e : 90-31 1 , 83/06/29- 83072 10009. 


DOCKET 90-312 RANCHO SECO NUCLEAR GENERATING STATION 
F. Security, medical, amergtncy «- fire protection plans 


107060376 Forwards draft findings based on review of end FEMA 
draft Itr »< evaluation of emergency response plan for 
Rancho Seen Nuclear Generating Station & on IE Insp Rept 
90-312/83-09. Corrective actions requested within “I ™onlhs^ 

MARTIN, J D Region S, Office of Director. 03/06/19, RODRIGUEZ, R. J. 

Sacramento Municipal Utility District. 4pp. 19236:298. 24X 

BXrha- nn-nia. bs/OA/I 9, 8307060376. 


8307060384 Evaluation of emergency response plan for Rancho Seco 
Nuclear Oeneratlng Station. Major deficiencies identified, 
a Federal Emergency Management Agency, 82/06/23. 78pp. 

19236:262. 24X Ft che: 80-312. 83/06/ 19. 8307060376, 
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S30706042a Forward* •>tmptlon from annual full-tcali ttnargancy 
praparadnaat axareiti riqulromant of lOCFRSO.App EiSaetlon 
IV. F. l>in Foipon** to B30303 raauast It 030331 luppl.Full- 
icalB *>trcia* l^outd bt conductad no latar than 040131. 

8T0LZ.J.F. Oparatlno Raaetors Branch 4. 83/06/19. ROSRIOVEZ. R. J. 

Sacramante Hunlclpal Utilitu Olttrlct. 4pp. 19299:399. S4X 
Flcha: gO-SISi 83/06/19. 8307060422. 


—8307060427 Examptlon fron 10CFR90.App E.Stctlon IV.P.l ra^utranant* 
for.annual full-aeala amargancg praparadnast aiarc Ita. tubj 
to llitad nod* l< condition*. 

PVRPLEiR. A. Dlvltlon of Llcanilng. 83/06/19. Bacrananto 
Municipal Utllitg Dlatrtct. 4pp. 19299:399. 24X 

Flcba: 90-312. 83/06/19. 8307060422. 


8307060021 Dl*cu**** raviaw of raiult* of Rav 19 to atnargancg plan 
aufenlttad bg 821217 Itr par App E of 10CFR90. Sac tlon 90. 47 << 

Ra| Oulda l.lOl.Rav 2 which andoraa* NUREO-0694. Oaf Ic lane la* 

• till' ail*t In anargancg plan. 

NORDERKAUO. L, R. Raglon 3. Off lea of Olractor. 83/06/20. 
ROORIOUEZ. R, J. Bacrananto Municipal Utllitg Olitrlet. 9pp. 
19891:048. 24X Flcha: 90-312. 63/06/20. 8307060021. 


8307280233 8uppl 1 to 030217 propoaad Anand 83 to Lleania DPR-84 ra 
NUREO-0737 Itan* t. fir* protactlon. 

ROORteUEZ.R, J. Bacrananto Municipal Utllitg Olitrlet. 03/07/18. 
ElSENHl/Ti D. 0 . Divlalon of Llcanalng. Ip. 19706:049. 24X 

Pleha: 90-312. 83/07/12. 8307290233. 


—8307880240 Propoaad Tach 8p*c* r* nuclaar ivc bu* aitandon* S< ftra 
protactlon. 

* Bacrananto Municipal Utllitg Olitrlet. 83/07/12. 7pp. 
19706:046, 24X Flcha: 90-312. 83/07/12. 8307290233. 


8307280449 Forward* eorractlv* action plan to addr*** amtrgancg 
praparadn*** doficlanela*. 

ROORIOUEZ.R. J. Bacrananto Municipal Utllitg Olitrlet. 83/07/19. 
HARTIN/U.B. Raglon 9. Offle* of Olractor. 11pp. 19797:311. 24X 

Flcha: 90-318. 83/07/19. 8307280449. 


8307260019 Forward! aitlnatad conplatlon data* for amarganeg raapon** 
capabititg upgrad* Itani h ravltad data* for Rag Quid* 1.97 
pofltlen i juttif Icatlon rapt*. In raipont* to NUREO-0737. 

Buppl t t< Oanarlc Ltr 88-33. 

ROORIOUEZ.R, J. Bacrananto Hunlclpal Utllitg DlatrUt. 83/07/20. 
aTO(.Z.J.F. Oparatlng Raaetor* Branch 4. 3pp. 19727:174. 24X 

Flcha: 90-312. 83/07/20. 8307260019. 


0. Adjudicatory corraapondanca 


8307190889 Notlfia* of VR Harding anplogmant at law flrn. Harding will 
net partlelpata In any caia currently pending before NRC. 

BAXTER. T.A. Shaw. Plttnan. Pott* b Trowbridge. BAXTER. T.A. 
Merananto Municipal Utllitg Olitrlet. 83/07/13. ROSENTHAL. A. s. . 
BUCK. J. H. I KOHLiC.N. Atomic Bafetg and Llcanilng Appeal Panel. Ip. 
19630:106. 84X Flcha: 90-318. 83/07/13. 8307190229. 


—8307190848 Notifia* of anplogmant at law flrm.VR Harding util not 
participate in ang eaaa pending before NRC. Sve Hat and. 

HAROINO. V. R. Shaw. Pittman. Pott* h Trowbridge. 83/07/13. 
ROSENTHAL. A. 8. I BUCK. J. H. . KOHL. C.N. Atomic Safatg and Llcanalng 
Appeal Panal. 2pp. 19630:107. 24X Flcha: 90-318. 83/07/13. 

8307190229. 


K. Utllitg Final Safatg Analgali Report (PSAR) I. amend* 


8307870433 Forward* Amend 1 to updated FSAR. 

RDDHIOUEZ. R. J. Sacramento Municipal Utllitg Olitrlet. 83/07/22. 
BTOLZ.J.F. Operating Raactora Branch 4. Ip. 19769:082. 24X 

Flcha: 90-312. 83/07/22. 8307270433. 


—8307270437 Amend 1 to updated FSAR. 

* Sacramento Municipal Utllitg Olatrlct. 83/07/31. 193pp. 

19769:083. 34X Flcha: 90-312. 03/07/22. 8307270433. 


P. Operating lieanae (tag* documanti I. cerratponJance 


8307380969 Notice of conddaratlon of Itvuane* of amend to Licenta 
OPR-94 tc propoaad N8HC datarminat Ion t< epportunltg for 
hearing r* change* In core dailgn for ilxth reload 
eyela. 

STOCZiU, F. Operating Raaetor* Branch 4. 83/06/17. 10pp. 

19690:299. 24X Flcha: 90-312. 83/06/17. 8307220989. 


8307060317 Forward* BAU-1784, Owner* Oroup Belting Talk Fore* 

eumaury Rapt of NRC/B6U Owner* Meeting on Raaetor Vaatal 
Inttrnal* Belting." Teat raault* aupport continued 
operation w/orlglnel lower core barrel bolt*. 

.RMWieUEZ. R. J. Baeremanto Municipal Utllitg Dlttrlet. B3/06/84. 
\EI8ENHUT. D. fl. Divlalon of Llcanalng. 3pp. 19237:243. 24X 

Flcha: 90-318> B3/06/84i 8307060317. 


B30706O43D Forward* lafatg evaluation of util proposed mod for storage 
of reactor cavity annular ring abovt reactor during 
aparattoii. PrspDied mod maats AISC b upgraded FSAR 
raguiranants 6 is accaptable. 

BTOLZ.J.F. Operating Reactors Branch 4. 03/06/24. RODRIQUEZ. R. J. 

Bacramanto Municipal Utllitg District. 3pp. 19300:000. 24X 

Flcha: 90-312.83/06/24. 0307060430. 


—8307060433 Safety evaluation of util proposed mod for storaga of 
reactor cavity annular ring above reactor during oparatlon. 

Hod will simplify shutdown oparatlon. Approval racommanded. 

• Opsrabing Reactors Branch 4. 83/06/24. 2pp. 19300:083. 24X 

Flcha: 90-312,83/06/24. 0307060430. 


8307080236 Forwards supplamental safety evaluation Input r* control 
room radiation monitor t. containment ventilation isolation 
aianual switches. Upgrad Ing control room radiation monitor to 
safety-grade I. design for manual Isolation acceptable 
8T0LZ..J.F Oparatlng Reactors Branch 4. 83/06/24. RODRIQUEZ. R. J, 

aacramento Municipal Utllitg District. 3pp. 19364:016. 24X 

Flcha: 90-312.83/06/24. 6307000236. 


— a307<m}290 Supplamental safety avaluatlon of ovarrid* of contalnmant 
purge 1 lolatlan. Upgrading control room radiation monitor to 
safety— grade 6 design provisions for manual Isolation 

acceptable. 

• NRC - No Datallad Affiliation Otven. 03/06/24. ip. 19364:019. 
24X Flcha: 90-312. 03/06/24. 8307000236. 


B307010034 Prsvldas rapt on reactor vessel metis surviillanea program. 
Tach Sped remain valid & limits will be modified befora 
aspiration to account for ongoing irradiation t. to aitand 
applicable •urveillanc* period. 

RODRIQUEZ. R.J. Sacramento Mun 1 c Ipa 1 Ut 1 1 1 tg District. 83/06/27. 
BTOLZ.J.F. Operating Reactors Branch 4. 2pp. 19169:026. 24X 

Flcha: 90-312, 03/06/27. 8307010034. 


8307070012 Forwards Class III fa* for review of 830106 request ra mods 
for storing raaetor cavity annular taalplate during 
operation. raquiit for air filter charcoal disposal mathods 
avaluatlon ti 830331 request for aiemptlon from ordar. 

ROmiOUEZ.R. J. Sacramento Municipal Utility District. 83/06/20. 
MILLER. H.O. Licanta Fa* Hanagamant Drench. Ip. 19293:229. 24X 

Flcha: 90-312, 83/06/28, 8307070012. 


8307070441 Raquaits ramittanc* of balance due for review of 830106. 
0213,0328 6 31 submlttale b 830217 application. 

HILLER.U.O. Llcani* Ft* Management Branch. 03/06/29. 

RDDRIOISZi R. J. Sacramento Municipal Utility District. Ip. 
19362:229. 24X Flcha: 90-312. 03/06/29. 0307070441. 


B30711023S Forwards suppl to proposad Amend 94 to License DPR-94 
ravislng callbr section of bases for Tach Specs Part 4.1. 
operational safety raviaw. No addl license fee required. 
ROORieUEZ.R. J. Sacramento Municipal Utility District. 83/06/29. 
EZ8ENHUT, 0. e. Division of Licensing. Ip. 19380:016. 24X 

Ftche: 90-312, 83/06/29. 83071 10239. 


—8307110237 Proposad Tach Spec changes, revls 1 ng callbr laction of bases 
from oparotional safatg review. Part 4.1. 

• Bacrananto Municipal Utllitg District. 83/06/29. Ip. 

19380:017. 24X Flcha: 90-312. 83/06/29. 83071 10239. 


8306270397 Oanarlc Ltr 83-26 to all applicants for OLi b holders of 
CP* for power raaetor* r* clarification of survellltnc* 
raqulranant* for dtasai fuel impurity. 8vc list and. 

EIBENHUT. D. e. Diviflon of Llcanilng. 03/07/09. Coniolldatad 
Edlion Co. of Naw York. Inc. 16pp. 19390:317. 24X 

Flche: 90-000. 83/07/09. 8306270397. 


8307060329 Oanarlc Ltr 83-27 to all llcansaes b applicant* for 
oporatlnt power reactors b holders of CPs for power reactors 
r* aurvelllancB Intarvals In STS. Bve list and. 

ElSEKBIUr. D. a. Division of Licensing. 83/07/06. Consoltdatad 
Edlion Co. of Nau York. tnc. 16pp. 19669:294. 24X 

Flcha: 90-000, 83/07/06, 8307060329. 


8307W0169 Oonarlc Ltr 83-28 to all llcaniaas of operating reactors, 
appllcanti for OL b holdari of CPs re required actions based 
on generic implications of Salem ATU8 event*. Bve list and. 
EISENHUT. D. a. Division of Licensing. S3/07/0S. Consolidatad 
Edison Co. of Naw York. Inc. SBpp. 19669:269. 24X 

Flcha: 90-000, 83/07/08. 83070B0169- 


8307180012 Updates status of low tamp overprassurliation protection 
controls. Ability to conplg u/submittal ichadul* contingent 
on rocalpt of acceptable 8ER by 840401. 

ROORieUEZ.R. J. Bacramanto Municipal Utility District. 83/07/11. 
STOLZiJ.F. Oparatlng Reactors Branch 4. Spp. 19960:292. 24X 

Flch*»8g-312.83/07/l 1,9307180012. 
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FteKt:a0-312.e3/07/t2,33072S0233. * ■'•/•uo. stX 


-8307850240 Proposed Tech Specs ri 
protectian. 

l970roir®'’^4A!J“2!‘i'’®' District. 03/07/18. 

19706 046. 24X P Ic h e: 50-312, 33/07/ 12. 0307230833. 


n^iclear svc bus extensions fc Uro 


7pp. 


MAortw^i^o"’ ^■t‘’ 4 ment<) Municipal Utllltg District 83 / 07/14 

'■* NUHEO-otst, Iten n K a 10 re 
anticipatory reactor trip sgs. In support of reauest for 

:i*:^!n"^e:s::tr appu.; opi« 

FlChe; 50-312. 03/07/20. 8307260173. *® 0 - 

fiO^IGl^Z.R, J. Saeranento Municipal Utility District 83/07/22 

Re-'tors Branch 4 7pp WSa^oiT 
Fiche: 50-318.03/07/22. B307260352. 17/33. 017. 24X 

t. correspondence 


*‘*’=‘'* implementation of electrical 

!u.!iP S Scotch insulation tape replaced by 

%<jaiiflcd Ravchem matl«. >• r« ^ 

8T0LzfIfF''’ n.. "‘'n It Ipa 1 Utility Olitrlct, 83/07/20. 

oUL£«JF. Operating Rtactor* Branch 4. 6 pp 19731* 1&9 24X 

Fleha: 50-312. 03/07/20. 0307260499. 

®“o?r!«.l^orS*a‘Il'‘,‘"*S *''■* assemblies that operated In 

fmin« 0-3 1«r ng Cycles 3.4 & 5 comp let.d. Lower end 

noti^ underwater video camera. No damage 

amz°lfF" n Municipal Utility District, 83/07/22. 

cJ k* Operating Reactors Branch 4. ip, 19795'277 24X 

Flehe; 50-312. 03/07/22. 0307280250. ^ ‘ 7 /YO, 8 //. 24* 

H. Periodic opiating reports^fc related correspondence 

®“Sas"“"oDBRE“S’J*"2® I’a3-W/830713 Ur. 

Sacramento Municipal Utility District. 

8pp 1^34 017*' S 4 x*r?^h*'sn P*" Inspection and Enforcement, 

opp. iV/34.017. 24X Fiche; 50-312. 03/06/30, B3072605S3, 

“?™^%o:::r3;rinS^u^.T:j:i 

containment 



8. Reportable occurrences, LEfis 6 related c 


orrespondenee 


M«TIN,J.B. Region 5, Office of Director 
Sacramento Municipal Utility District 
FIcfit : 90-31 2i 03/06/194 B307060376. 


acnths, 

83/06/15. ROCRieUEZ.R O 
app. 19236:258. 24x 


RODR^O^f'S ” o ’■ Director. 03/06/20 

19433 M 7 ?a! eT*C*"iS Municipal Utility District. 2 pp 
19433,227. 24X F 1 c her 50-312. 83/06/20. 03071205 11 . 

CAN?ER.RT.‘o”fiIEMr!* ‘ P-ntact.- 

33/06/17, ,5pp, 19433:229. , 

Fich.:50-312.83/i?/07:S30U90ol9, 

.6PP. 

KP iYaa3..-93. 24* Flche:50-000,83/07/ll. 8306870401. 

KK ITSOJ.ISJ 24X Fiche: 50-000.03/07/12,8306870404. 

-‘•"-r 

end. ' »« fc I 131 In Eicess of Nflc Limits. « Svc list 

n*PP, .9715:270. 24* Ti B3;62Xo"r 




^OMfiO. n. R, RODRIOUEZ. R J 

lARTIN.d, B, Regi .. 

24X Fiche; 50-312, 83/O4/2a.'03O7iaOOto!’ 


83/04/20. MARTIN. U.-r-;Reglon®*5rS?E?c‘E SrijiS^ior," 


R^rtS , “'“•‘"'O 830616. Cause under Investigation ® 

of Director! 2^" "l953n213^^'^a4nFl ♦' O'^lee 

PP. 19536,213. 84X Flche:50-312.a3/06/a0, 0307150111. 

fc returned to svc En 830601 .^ * ordered k engine repaired 

at tube support plate (TBP) is Tnn 'rack Indications 

statilUer rod frortSP IV ^ ^ incorporated 

Flche:SO-3!2,83/06/27, 8307060152, ‘P' t9a49;208. 24X 
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0307100240 HO 03-O2i; on 830623< air-operatod safety features valve 
8FV 66309 found Inoperable in open posi t ton. Caused by brolren 
plastic Inside control relay. During period valves 
Inoperable. fuel moved In reactor h Idg. vlolat ing Tech Specs. 
COWABD.O.A. Sacramento Municipal Utility District. 03/06/27. 
MARTIN. U.B. Region S, Office of Director. 2pp. 19339:264. S4X 
Flche: 30-312, 03/06/27, 0307100240. 


0307290043 Part 21 rept re speed settings on nameplate for E0B-13C 
actuator. Caused by binding nameplate for spare actuator. 

Actuator uilll be tested w/nameplate Installed & aligned. 

Purchase order of 011020 end. 

rWIEO, A. Woodward Oovernor Co. 03/06/29. COLLINS. J.T. Region A, 
Office of Director. 10pp. 19021:024. 24X Flche: 80-312. 03/06/29. 

6307290043. 


8307120921 LER 83-028/03L-0: on 030601, during records revleie. e f fluent 
sample on Release ERDF 03-36 discovered not performed. 

Caused by operator falling to notify chem-rad officer at 
onset of release. Procedure revised. W/330630 Itr. 

COLOMBO. R. W. . RODRIOUEZ. R. J. Sacramento Municipal Utility District. 
03/06/30. MARTIN. J.B. Region 3. Office of Dl rector. 2p. 

I9433;0as. 24X Flche; 30-312. 03/06/30, 8307120821 . 


0307190109 LER 03-026/017-0; on 830628, valve SPV 66309 found inoperable 
In open position. Caused by piece of plastic wedged in stab 
connection ti mlsatlgnment In relay contacts. Inplace field 
mods no longer performed. W/030629 Itr. 

COLOMBO. R. W. . RODRIOUEZ, R. J. Sacramento Municipal Utility District. 
63/06/30. MARTIN. J. B, Region 8, Office of Director. 3pp. 

19634:248. 24X FI che: 80-312. 03/06/30, 8307190109. 


6307210122 Interim Part 21 rept re 8-lnch uninsulated section of rod 
conductor. 3-conduc tor. 12-gauge wire shipped during 1980 to 
facility. Info obtained 830616. Condition under evaluation. 
ROBERTS.L.B. Drand-Re» Co. 63/07/01, Director's Office. Office 
of Inspection and Enforcement. 2pp. 19666: 193. 24X 

Flche: 80-312. 63/07/01, 8307210122. 


6307260393 LER 83-029/03L-0: on 630617. Ind I vidua 1 entered reactor bldg 
hatch from inside bldg t closed Inner door & then opened 
outer door causing Innir door to open. Caused by individuals 
not observing door position warning light. W/B3D714 itr, 

COLOMBO. R. U. . RODRIOUEZ. R. J. Sacramento Municipal Utility District. 
03/07/14. MARTIN. J, B- Rtgion 8. Office of Director. 3pp. 
19776:060. 24X Flche: 80-312, 83/07/14, 8307200393, 


8307200432 Rav 1 to RO 63-03; on 830610. once-through staam ganarator B 
tubae 78-13 ti 73-8 removed from ivc by erploslve plugging. 

Crack Indications found at 13th tube support plate (TSPl. 

Top plugs Incorporated stablllier rods from 14th T8P. 

RODRIOUEZ. R, J. Sacramento Municipal Utility District. 63/07/14. 
MARTIN, J.B. Raglan 8, Office of Director. Ip, 19797:120. 24X 

Flche; 80-312. 03/07/14, 0307280432. 


DOCKET 90-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency & fire protection plans 


0307120269 Notifies that Procedures 1408.16 <> 2408.16 "Electrical 
Panatratlon Fire Barriers." revised per 030408 Itr. 

Procedures reflect Insp requirements for barriers Instituted 
from App R analysis. Procedures Implemented after 030603. 

MARSHALL. J, R. Arkansas Powtr 6 Light Co. 03/03/31, 8EIDLE.W.C. 
Rtglen 4. Office of Director. 2pp. 19424:189. 24X 

Flche: 80-313, 63/03/31,8307120269. 


0307060202 Forwards IE Insp Rtpts 80-313/03-06 tn 80-368/63-08 on 
830918-22, No noncompl lanes noted. 

8EIDLE.U.C. Region 4. Office of Director. 03/06/29. ORIPFIN. J. H. 
Arkansas Power ti Light Co. 2pp. 19236:344. 24X 

Flche: 80-313. 83/06/29. 8307060282. 


— 0307060291 IE Insp Repti 80-313/83-00 & 90-368/83-00 on 030410-22. No 
noneemp 1 ianca noted. Major areas Inspaeted: sacurlty plan 6 
Implamanting procaduras U security program audit. Safeguards 
info withheld < 10CFR73. 21 ) . 

EVANS.C.A,. KELLY.J.A., JOHNSON. U. D. Region 4. Offlct of Diraetor. 
83/06/23. Ip. 19230:346. 24X Flche: 80-313, 03/06/29. 8307060282. 


B3071B0079 Advises that util will ctast further sxpedltad efforts to 
provide schedule per request for exemption from App R re 
barrier & suppression/detection sys k NRC 830617 Itr. pending 
receipt of addi NRC clarification. 

MARSHALL, J. R. Arkansas Power b Light Co. 83/07/12. BTOLZrJ.F., 
CLARK.R. A. Operating Reactors Branch 4. 3pp. 19860:263. 24X 

Fleha: 90-313, 03/07/12, 8307180079. 


B3071901SS Provides addl Info in support of 820729 schedular request 
for exemption from tOCFRSO. App R. in order to complete 
proposed mods to redundant safe shutdown equipment in Fire 
Zones 2100-Z b 2101-AA 

MARSHALL. J. R. Arkansas Power b Light Co. 83/07/13. BTOLZiJ. F. 
Operating Reactors Branch 4. CLARK.R. A. Operating Reactors Branch 
3. 2pp. 19636:232. 24X F i c h e : 50-31 3. 03/07/ 13, 83071901 88. 


K. Utility Pinal Safety Analysis Report <f8AR) b amends 


8307290492 Forwards Amend 1 to updated FSARs.W/o Unit 2 rept. 

MARSHALL. J. R. Arkansas Power b Light Co 83/07/15. NRC - No 
Detailed Affiliation Given. Ip. 19708:100. 24X 

Ft che; 90-313. 03/07/13. 0307230402. 


■B3D72804B6 Amend 1 to updated FSAR. 

a Arkansas Power b Light Co. 03/07/18. 1.000pp. 19700:101, 24X 

Fleha: 90-313,83/07/13, 83 07280402. 


P. Operating license stage documents b correspondence 


8307190366 Forwards safety evaluation supporting continued operation of 
PWRs u/Dresstr primary safety va Ives. Fad 1 ity operation at 
present valve settings acc ep tab le. NUREO-0737, Item Il.D. 1 
•valuation continuing. 

8T0LZ.J.F. Operating Reactors Branch 4. 63/04/27, ORIFFIN.J.H. 

Arkansas Powar b Light Co. 2pp. 19643:343. 24X 

Fiche: 30-313. 63/04/27, 8307 190306. 


B30S270018 Forwards seven revised ovsrslie drawings. Aperture cerds are 
available In PDR. Drawing transmittal list end. 

8HIVELY.C. Arkansas Power b Light Co. 03/03/10. NRC - No 
Detailed Affiliation Given. 2pp. 10630:181. 24X 

Flche; 90-313. 83/09/18.8309370010. 


8307220310 Forwards Rev 6 to QA program topical rept. "QA Manual 
Operations,’' Rav deletes procedural refs throughout text b 
changes organization of energy supply dept. 

HMSHALL. J. R. Arkansas Power b Light Co, 03/06/10, COLLINS. J, T. 
Region 4. Office of Director. 3pp. 19674:001. 24X 

Fiche: 90-313,03/06/10. 0307220310. 


—8307220314 Rev 6 to "QA Manual Operations." 

• Arkansas Power b Light Co. 03/06/10. 148pp. 19674:004. 24X 

Flche: 90-313. 03/06/10, 0307220310, 


0307060091 Responds to 830910 request for final submittals of 
radtotogical effluent Tech Specs. of f si te dose calculation 
manual b process control program within 30 days. Response 
plan to be submitted by 830930 based on ongoing activities. 
MARSHALL, J. R. Arkansas Power b Light Co. 63/06/29. STOLZ.J. F. 
Operating Reactors Branch 4. CLARK.R. A. Operating Reactors Branch 
3. 2pp. 19250:340. 24X FI che: 50-313, 83/06/29, 8307060051. 


B307090072 Application for amend to Licenses RPR-91 b NPF-6. ravl sing 
Tech Specs to ref ANSI/ASME □M4-I982 guidelines for 
functional testing. per safety-related hydraulic shock 
snubber operability requirements. 

ORIFFIN.J.M. Arkansas Power b Light Co, 03/06/30. STOLZ.J.F. 
Operating Reactors Drench 4. CLARK.R. A. Operating Reactors Branch 
3. 3pp. 19193:189. 84X FI che: 90-313, 83/06/30. 0307080072. 


— 8307090079 Prnposad Tech Specs referencing ANSI/ASME OM4-1982 
guidelines for functional testing. per safety-related 
hydraulic shock snubber operability requirements, 
a Arkansas Power b Light Co. 83/06/30. 22pp. 19193:162. 24X 

Flche: 90-313. 03/06/30, 8307080072, 


6307190369 THE EFFECT DP SOME DPERATIONS AND CONTROL ROOM IMPROVEMENTS 
ON THE SAFETY OF THE ARKANSAS NUCLEAR ONE, UNIT ONE, NUCLEAR 
PCWER PL^T. 

BELL. B. J. Battalia Memorial Institute. Columbus Laboratories. 
KOLBiO.J. Sandla Laboratories. FIN A-1241. NUREO/CR-3246. 

83/06/30. Division of Risk Analysis. 41pp. 19396:316. 24X 

Flche: 90-313. 03/06/30. 0307180363. 


8307080413 Requests extension until Aug 1903 for submittal of plans b 
schedules for rasolutlon of reactor coolant pump trip 
issue. Delay caused by late submittal of BbU Owners Group 
plan. 

HMSHALL. J. R. Arkansas Power b Light Co, 83/07/01. STOLZ.J.F. 
Operating Reactors Branch 4. Ip. 19347:278. 24X 

Ficha: 90-313, 83/07/01,8307080413. 


8306270397 Oentrie Ltr 83—26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requlranants for diesel fuel Impurity. Sve list end. 

ElSEimUT. D. 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New Yark. Inc. 16pp. 19390:317. 24X 

Flche: 90-000. 83/07/09, 8306270397. 
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^^oo^ratf ^11 J. applicants for 

operatlnj piouer reactors t holders of CPs for power reactors 
intervals in STS. Svc list end 

EISENHUT, D. Q. Division of Licensing 03/07/06 Consst idated 

‘*PP 1"?669:254 24X 

Flctie. 90-D0O, 63/07/06, 8307060329. 

8307130306 Advises that. based on review of S30126 6 0415 SERs re 

cUdtfi^d proprlet" "" 

MABSHiti I o t "* PPbllclg available. 

•'rtansai Power (. Light Co, 03/07/07. 5TOL2.J F 

EISEKHUt'd o""’ “! events. Svc list end. 

Fiche . SO -000 1 03/07/00. S3 07000 169. 


Q. Inspect ion reports, IE BuUelins 6 correspondence 

8307860094 Advises that addl info re IE Insp Rept 50-313/03-03 
830319"jB®utst* P''''''‘‘<ed bg 03O62O,peT NRG 

‘'ne'e, '-‘3'''= C®- 83/06/00. SEIDLE.W.C. 

Region 4. Office of Director Ip. 19738:341 a 4 x 
Flchc: 50-313/83/06/00, 0307860094. 

®^3Mm-3l''r*“I^* R*P'=s 30-313/03-10 I, 50-368/03-10 on 

8J0901-31 h nofctc« of violation. 

StOLE.W.C. Region 4, Office of Director. 03/06/15 OHIFFIN.J M 
Arkaneas Power fc Light Co. 2 pp, 19423:001. 84X 

Fleha: 30-313, 03/06/13, 8307120240 


03071^42 Notice of violation from Insp on 030501-31 

£■< t^iS" Director. 83/06/13. 3 pp 19423-003 

Ficht . 30-313, 03/06/13. 0307120240 lV4,iJ.OOJ. 


24 X 


®^?odro?’cir^ud?! schematic d 1 agrams/drawlng, showing 

oofAoI* circuitrg of emergencg feedwater pumps U valves. oer 
021026 renuBst. Drawings final. but minor changes mat tr 

HAHSHAtLVR^ rr“'® ■Jff'-ings. Aperture ca?d5 in PDR. 

HAHSHihLL, J. R. Arkansas Power t. Light Co 83/07/12 STDI 1 i ir 

Operating Reactors Branch 4. I p . 19630: 1 7^ ?« 

Ftche . 50-313, 03/07/ I 2, 8307190181. 


eOT7I80247 IE Insp Repts 50-313/82-10 t, 30-360/03-10 on 030301-31 
noted: failure to follow procedures for proper 
labeling of radwaste & use of Inadequate procedure to*^ ^ 
perform oonthlg maint. 

CALLAN.L.J., CUMMINS. J, E. , JOHNSON, W.D. Region 4 , Office of 
8 ^ 7120340 . l-?«3:O06. 24X Fiche: 30-313. 03/06/13. 


request for addl info re util BIHIB 
submittal on natural circulation c ooldowri. Op era tors trained 

ot.rtttrldlt '“'•"'aeion & recognition techniques. 

MARsSam t ft I v®"'" head bubble e.pansitii, 

MARSHALL. J.R. Arkansas Power 6 Light Co. 83/07/13 STOL 7 I f 
O perating Reactors Branch 4. 3pp. 19635-129 54 V ®tOLZ.J.F. 

Fiche: 50-313,63/07/13. 0307190065 ‘S’- 24X 

®^?s”antt ""r "°tlc. Of consideration of 

Nsnt 2 Licenses DPR-51 t npf -6 I, proposed 

NSHC 6 opportunitg for hearing re hgdr og«n/o«u gen 
‘n radwaste gts stt'" 

SIOLZ. J. F Operating Reactors Branch 4. 83/07/13 CLARK R & 

B OLZ.J.F^ Operating Reactors Branch 4. 83/07/13 GRIFFtm i m 

Fiche: SO— 3t3. 83/07/1 3. 8307270281 . 



OLARK.R.A. Gperatlng Reactors Branch 3. STDLZ.JF ao.r.n.,™ 
Reactors Branch 4. 83 / 07/14 rsiPFiw ■ m . ^ operating 

Co. 19PP 197ia-29T iav e Arkansas Power 3 Light 

PP- 19718.291. 24X Flche:50-3I3, 83/07/14.8307250663. 

"Br?d‘f^2dpUon‘’of‘sart*’‘ <»« 830715. 

Flche;80-3l3.g3/07/15, 8307210159 ^ 

8307210299 Withdraws two proposed Tech Soec chwnAsc . i 

03O7S7OO45 Atouesti ^ddl r>a « j i 

Fiche 30-313,83/07/13,8307270045. ^ 


30-313/03-00 & 30-368/83-08 on 
830318-22. Me nontompllance noted. 

ffl***^' S' '’•9*°" 4. Office of Director. 03/06/29. ORIFFIN. J M 
Artansas Power & Light Co. 2pp, 19238 344 24X 

Ftche; 30-313. 83/06/29, 8307060282 

Insp Repts 30-313/63-08 8 . SO-360/B3-O8 on 830418-22. No 
neneompllance noted. Major areas Inspected : secur 1 tg plan U 
implementing procedures 1 , security program aodi t. Safeguards 
info Withheld <iOCFR 73 . 21 ), * aroi 

'J°«^80N, W. D. Region 4, Office of Director 
83/06/23. Ip. 19238:346. 24X FI c h e ■ 50-313, 03/06/29, 0307060282 

'IS™--"""-"- 

• 154pp. 19563:293. 24X F 1 c h B : 30-000, 03/07/ 1 1 , 8306270401 , 

of Hydraulic Snubbers as 

JOTDM I I nf". ? *’’ Fluid." SVC list end, 

^urOANpS.L. Oivlilofi of Emergency Preperednesi l< Enainearinn 

..4„. 

7;!S^:"7t^5rr79os:roM.^^ 

S^Si^act^r^^-nc^T^ STOLZ.J.F, 

Fiche. 30-313.83/07/1 3. 0307210299. 

Flcht. 90^3J3 p 63/07/101 8307820912 

Fiehe;50-313,93/07/18, 0307220512 

replacing large amount':rc::b:n ded e'^ ItdnU^ 
lo-p spots'l^sy, 

□peratln, fleacto^s^S^anchT' CLArS^ a° 0 ®^'°d‘® ft 
3. app 19686:029. a4X F 1 ch e : 5O-3"3f03/o5;;B,*0SS722«6S^ 
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"l. rtport* t> related correspondence 


H. General correspondence 


‘ f t h dionthlg status rept on progress ol reguUtorv 
response fc commitment control programi for 030814 - 0614 . 

2!SIu?.''. *’Vi*''* tracking eipected by 030601, 

** BS/Ob/l^. C0UUIN9,J. T. 

Region 4i Office of Director. 2pp. 17727-102 24x 

Flche; 80-313. 03/06/14,6307260180 


83070701^ Requests that all correspondence addressed to officers of 
Mertcan Electric Pouer Svc Corp or Indiana & Michigan 
Electric Co te mailed to listed address, e f fee t Ive 83070S. 
ALEXICH.H.P, Indiana (c Michigan Electric Co. 83/06/27. 

D^TON..H.R. Office of Nuclear Reactor Reoolatloni Director. ip. 
17293:346. 24X FI ch e : SO-3 1 5. 83/06/27, 8307070097. 


^^MnnrnS^u W/B3061S Itr. 

^saETT^H^i*' Arkansas Power fc Light Co. 83/06/13. 

°*** Automellon U Management Information, 
lipp- 19684.162. 24X Flehe: 30-313. 03/06/13, 8307220278. 


8. Reportable occurrences, 


UERs & related correspondence 


8307IS027I LER 83-01 5/03U-0: on 030616, while In hot shutdown aftor 
reactor trlp.HPI control valve CV-I219 failed to open on 
demand from control room. Causa not determined. Operator (. 

*« switch settings chec ked. W/e30705 Itr. 

M 5' ’ marshall, J. fi. Arkansas Power «< Light Co. 83/07/03. 
86IDLE, H. C. Region 4, Office of Director. 3pp. 19338-077 S4X 
Flehe: 30-313, 83/07/03. 8307130271. 


K. Utility Final Safety Analysis Report iPBARl amends 


8307290162 Forwards F8AR 1983 update, con ta In Ing original FSAR li 84 
amends in support of application for OL & Oul 1982 FSAR 
update. Changes to Chapter 14, Unit 2 under review. 

ALEXICH.H.P. Indiana t, Michigan Electric Co. S3/07/22. DENTON, H, 8. 

Office Of Nuclear Reactor Regulation, Director. 3pp 19817- 109 
24X Fiche; 30-313, 83/07/22, 6307290162. 


— 8307290166 F9AR 1903 update. 

• Indiana 6 Michigan Electric Co. 03/07/31 
24X Fieho: 50-315. 03/07/22, 8307290162. 


I 300p p. 


17817: 112. 


8307130383 LER a3-014/03L-0: on 830609, eui 1 1 lary feedwater pump P-7S 
rendered Inoperable. Caused by supply piping seal break due 
ttPtis W/03O7O3*lt"**"*' replaced & realigned to reduce 

22?nfm'u'S‘' J. R, Arkansas Power & Light Co. 03/07/03. 

SEIDLEiW.C. Region 4, Office of Director. 2pp, 19339- 134 24 * 

Fleho:3O-313,03/O7/O3, 0307130303, * 


8307120074 PNO IV-B3-023; on 030708, reae tor shut down following 
indications that tube leak In steam generator A Increased. 
Preparations for steam generator tuba Insp made. Outage of 
2 wks aspected. v 

JOHNSW, H. D. , CALLAN-L.J. Region 4, Office of Director. 83/07/08. 
Ip. 19423:147. 24X Flehe: 30-313, 83/07/08. 8307120074 . 


DOCKET 30-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT I 
F. Security, madicel, emergency & fire protection plans 


8307110607 Releases public version of 
Imp Iftntnt Inp proc t dur*. 

FELTON, J. M. Division of Rules end 
Management Branch. Ip, 19391-130 
0307110607, 


revised emergency plan 

Records. 83/06/24. Document 
24X Flehe; 50-313. 83/06/24, 


8307110612 Public version of Rev 0 to Emergency Plan Implementing 
Procedure PMP 2001 EPP, 029, "Initial Core DaLge ’ 

Assessment." W/830601 Itr & receipt form. 

ti Michigan Electric Co, 83/06/01. aioo 
19391:131. 24X Flehe; 30-313, 83/06/24, 83071 10607, 


8307120600 Releases public version of 
Imp lamenting procedures, 

FELTON, J.M. Division of Rules and 
Management Branch. Ip. 19508-314 
8307120600. 


rev to emergency plan 

Records. 03/06/24. Document 
24X Flehe: 50-313, 03/06/24, 


-8307120607 Forwards public version of revised emergency plan 
lApltmenting procidurtf • Inc ludlng Procedures PMP 2081 
EPP. 014 re offsite dose assessments U PMP 2081 EPP. 004 re 
protective action guides. Procedure temporary sheets end. 

* Indiana t< Michigan Electric Co, 03/03/26. 0fiIME3. 8. NRC - 
Detailed Affiliation Given, Ip. 19300-316 24X 

Flehe; 30-313, 33/06/24. 8307120600. 


Public version of revised emergency plan Implementing 
procedures, Including Procedures PMP 2081 EPP, 014 re offsite 
EPP. 004 re protective action guides, 
^A08MAN,M.A, Indiana «> Michigan Electric Co, 83/03/26. ISoo 
19308; 317. 24X Flehe: 30-315, 83/06/24, 8307120600, 


8307230076 Summary of 030623 meeting w/utils U Bechtel In Bethasda,(1E 
re proposed exemptions from tOCFR30,App R on fire protection 
review of alternate safe shutdown analysis rept. 

MIGGINTON-D. Opereting Reactors Branch 1, 83/06/29. Operating 

‘9724:043. 24X Flthe: 30-313, 03/06/29, 

<b307Z9C/07o, 


P. operating license stage documents I, correspondence 


8306060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OLi 1, holders of CPs for Westlnghouse PWRs 
safety evaluation of "Emergency Response Guidelines " 

Svc list end. 

EIGENH^.p.O. Division of Licensing. 03/06/03, Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X Flch e: 30-000. 93/06/03. 

8306060070. 


a307{»028a Forwards safety evaluation re util responses to NUBEO-0737, 
Items II. F. 1.4. *Gonta Inman t Pressure Mon 1 tor. " 1 1 . F, 1. 3, 

■Cantolnnent Hater Level Monitor," (, II. F. 1.6, "Containment 
Hydrogen Monitor." Items resolved. 

VARGA.S.A. Operating Reactors Branch 1. 83/06/08. DOLAN. 0. 

Indiana 6 Michigan Electric Co. 9pp. 19363-304 a4X 
Fiche: 30-313, 83/06/00, 0307000200, 


notice of amends to QLs Involving NSHC Issued since 

030923. 

Operating Reactors Branch 3. 83/06/14, 36dd. 

19391:132. 24x Flc ha: 50-000, 03/06/14, 83071 10616 . 

6307230239 Requests eddl Info re reactor physics fc fuels, based on 
review of 8303U Cycle 8 reload analysis. 

VARGA.S.A. Oparatlng Reactors Branch I. 83/06/29. DOLAN, J. 

Indtana 6 Michigan Elactrlc Co, 4pp. 19720' 357 24X 

Flehe: 30-319, 83/06/29, 0307230239. 


Confirms 630628 conversation re result of recent unscheduled 
unit 2 outage. Estimated target date for having operational 
Monitori available extended to ul after plant returns to 
svc on 830707. 

ALEXICHiH.P. Indiana 6 Michigan Electric Co. 03/06/30. DENTON, H.R. 

Nuclear Reactor Regulation, Director. 2pp. 19234: 142 
24X Fiche: 30-313, 03/06/30, 0307060331. 


oauewfuifv/ Generic Ltt 


-- — oj-io to ail eppiicants for DLs e, 

CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity, Svc list end 
BISENHUT. 0. 0. Division of Licensing, 03/07/05. Consolld 
Edison Co. of New York, Ine. I6pp. 19390-317 24X 

Flehe: 90-000i 83/07/05, 0306270397, 


rioiQtrB or 


rOTWJrdi UCAP-I0230i 


u .--I =i-'e, "Kvaiuauon of Acceptability of Reactor 

Big, Reactor Vessel Internals Lift Rig. Load 
Cell 6 Load Ceil Linkage to Requirements of NUREG-0612‘' 6 
responses to NRC recommindetlons. 

ALEXtCH.H. P. Indians 6 Mlchlgen Electric Co. 83/07/05. DENTON, H. R. 

Nuclear Reactor Regulatloni Olractor. Soo i937a'aTS' 

24X Flehe:50-313,83/07/03, 8307110290. 


-odu/ijw4V9 "tvaluatlon of Acceptability of Reactor 


s>si nsaq wire 


Rig. Reactor Vessel Internals Lift Rig, Load Cell 6 Load Cell 
Linkage to Requirements of NUREO-0612. " 

SANBNERi H. H. . MARSHALL, V. fi. Westlnghouse Electric Coro. 
HCAP-10230. 03/04/30. ISOpp. 19370:334. a4X 

Fiche: 90-313. 83/07/05. 8307110290. 


8307200130 Forwards safety 6 safeguerds Imp fee for Mar 1908 - 
nar itRS. 

ALEXICHiH.P. Indiana 6 Michigan Power Co. 83/07/15. DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. Ip. 1965I-02I 24X 

Fleho:50-31S, 03/07/15. 0307200130. w-SA 


8307060329 Generic Ltr 03-27 to all licensees U applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervels In BT8. Svc list end, 

EI6ENHUT. D. G. Division of Licensing. 83/07/06. Consollda 
Edison Cq. of New York, Inc. 16pp. 19669:254 24X 

Flehe: 90-000, 83/07/06, 0307060329. 


ted 
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830705014.9 Generic Ltr 03-23 to all licensees operating reaetors, 
applicants for OL & fiolPers of CPs re required actions bated 
on generic implications of Salem ATHS everts Svc list end. 
eiSENHUT, D. 0 Division of Licensing. 83/'07/oa. Consolldatad 
Edison Co of Neu York. Inc 33pp. I964i9- 269 24X 

Fiche: 50-000, 33/07/0B, 3307050169. 


S307120400 Application far amend to lice 
Tech Spec Table 4.3-1 re reactor trip 
sorvelllance requirements. 

ALEKICH.M P. Indiana !. Kichlgan Elect 
Office of Nuclear Peactor Regulation, 
SAX Flche 50-315. e3/O7/'O0, 0307120400. 


nses DPB-30 t DPR-74 cltanglng 
sgs instrumentation 

nc Co- 03/07708. DENrorv.H. R. 
Director 3pp. 19430:319. 


--0307120401 Proposed Tech Spec Table 4 3-1 changing r 
instrumentation surveillance requirements. 

• Indiana !< Michigan Electric Co 03/07/08 5 pp 
247 Fiche; SO-31 5 , 83/07 /OS, 3307120400 


eactor trip ags 
19430: 234. 


3007250341 Supplemental application for amend to 
requesting addl Tech Spec changes for Cgcle 0 
ALEXICH,M.P. Indiana t. Michigan Electric Co. 

Office of Nuclear Reactor Regulation, Dlrecto 
24X Fiche. 50-315, 33/07/25. 0307230341 


License DFR-SB. 
opera tl srts. 

G3/07/2S. DElYTOhl. HR. 
r 4pp. 19709:036. 


H. Periodic operating reports J< related correspondence 


B30722D097 Honthlif operating rept for Mag 19B3. W/B30613 ltr. 

MIOKTrA.. SHITH.H-0., SVENSSON, B. A. Ind iana i Mi c h Igan El ic tr 1 c Co. 
83/06/13. Office of Resource Manegement, Director. lOpp. 
19683:314 24* Fi e he: 50-3t 5, 03/06/ 1 3, 8307220097 . 


S. Reportable octurrences. LERs U related torreapondenea 


8307030034 Forwards LERs 83-05i/03L-0 k B3-052/03L-0. 

SnlTH.U.e. Indiana & Michigan Electric Co. 03/06/22. KEPPLER.J-O. 
Regions. Office of Director. Ip. 19192:152 24X 

Fiche: 90-315. 03/06/22. B3070S0094 


— 8307050063 LER 83-051 /03L'0: on 030328, loop 1 uide range preiiure 
transmitter NPS-122 output drifted lou. Cause not stated, 
Transmitter reca I i Br . App 1 i cab le bistable procedures modified 
bg Icuiering administrative setpoint tolerances. 

PAUiER. R. A. Indiana 4< Michigan Electric Co. 83/06/22. Raglon 
Director. Ip. 19192:153. 24X Fiche: SO-315, 03/06/82, 


— 8307200344 Proposed Tech Spec changes for Cgcle 
♦ Indiana t Michigan Electric Co. 03/07/23 
24X Fiche. 5C-315, 03/07/2 5, 330720034 I 


8 operations. 

9pp 19769:040. 


Q. Inspection reports. IE Bulletins t correspondence 


--B307050069 LER a3-052/03L-0. on 830525, a. ial flu. difference target band 
Halt eicfred ed. C 4 use d 69 anal burnup d latpibotiofi/ large 
negative moderator temp coefficient k considerable rod 
uLbhdrawal required to overcome lenon buildup. 

PALHER.R.A Tndlana & Michigan Electric Co 83/06/22 Raglon 
3. Office of Director. 5pp. 19192.154. 24X Fiche: 50-315, 

83/06/32, B3070500 54. 


0307120266 Foriuards IE Insp Repts 5O-315/03-OB !. 50-316/03-09 on 
030427-29 !< 0503-06 S< notice of violation 

PAPERIELLO. C. J Region 3. Office of Director. 03/06/20 DQLAN.JE 
American Electric Power Service Corp DOLAN, J. E. Indiana & 

19424 136 24X Fiche:50-3t5,B3/06/38. 

6307 1 S026 6 , 


8307050019 LER B3-053/01T-0 on 3306 1 2. per f ormanc e of train D boron 
ingection tank inlet piping heat trace clrcuitrg questioned 
but train not declared inoperable until 330616. Hissed 
surveillance under Inves t iga t ion. W/B30624 ltr. 

KRAUSErD.F.. SMITH. U.O. Indiana k Michigan Electric Co. 83/06/24, 
HEPPLER, J. 6 . Region 3, Office of Director. 2pp. 19220 239 84X 

FicAe; SO-31 5. 83/06/24, 0307050019, 


“8307120271 Notice 
PAP6RIELL0. C J. 
19424: 133 34X 


Of violation from insp on 830427-29 & 0503-06. 

Region 3. Office of Director. B3/06/27 ip. 
Fiche: 50-315. 03/06/28, 0307120266. 


—8307120280 IE Insp Repts 50-315/83-00 !■ 50-316/83-09 on 830427-29 t, 
0503-06. Noncomp 1 1 anc B no t ed : f a i 1 ure to perform evaluation 
when whole Dodg vivo count data indicated esposure to 
flreater than 40 h control measure 

HUETER.L. J. , GREQER.L H Region 3, Office of Director. 83/06/23 
13pp. 19424:139. 24X Fiche 50-315.03/06/28,0307120266. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surrg Recirculation Sprag Subsystem." Svc list end. 

JORDAN , 0 U. Division of Emergency Preparedness !- Engineering 
Response iPost 830103). 83/07/11. Consolidated Edison Co. of Meu 

York, Inc 154pp. 19563 293. 24 X Fi c h e : 50-000, 03/07/1 1 . B3D6270401. 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. “ Svc list end, 

JORDAN, E.L, Division of Emergency Preparedness & Enaineertns 
Response (Post 8301031. 83/07/12 Consolidated Edison Co. of Hau 

Tori. Inc. I4£pp. [9563 153. 24X Fi c h e: 50-000, 33/07/ 1 2, B3C6270404. 


0306270406 IE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-125 k I-13I in Eicess of NRC Limits " Svc list 
end. 

^ Division of OA. Safeguards 6 Inspection Prograais (Post 
630103). S3/07/I4. Consolidated Edison Co. of New Yorl. Int. 

llApp. 19715:270. 24X F I che : 50-000, 33/07/1 4. 8306270406 


8307200269 Act receipt of 830701 
correct violations noted In IE 
50-316/83-03. 

STREETER, J.F Division of Engl 
American Electric Poiuer Service 
Electric Co. ip. 19640:061. 


ltr informing NRC of steps taken to 
Insp Repts 50-315/03-07 L 

nearing. 03/07/14 DDLANrJ.E. 

Corp, DOLAN. J E. Indiana fc nicAigan 
24X Fiche: 50-313. 03/07/14, B30720O269. 


—8307200273 Responds to NRC 930601 ltr re violations noted in IE Insp 
Repts 50-315/03-07 i 50-31 6/03-OS. Cor rec 1 1 ve actions: 
procedures 6 Instructions amended to Include descrtplien of 
master plant file vault 6 records policy statement. 

SMITH.H. 0 . Indiana I. Michigan Electric Co 03/07/01, 

KEPPLER, J. G Region 3, Office of Director. 2 pp. 19648 062 SAX 
Fiche 30-315,83/07/14,0307200269 lY64tf.U62. 34X 


8307030090 LER a3-D54/03L-0 : on 830526, fuel oil day tank level column 
high side Isolation found closed during diesel generator lAB 
valve lineup survell lance. Cause not determined. Documentation 
indicates valve restored to normal. W/B30624 ltr. 

KRAUSEiD.F., SMITH, H.G. Indiana 6 Michigan Electric Co. 03/06/24. 
KEPPLER. J.e Region 3. Office of Director. 3pp. 19199-334 24X 

Fiche; 90-31S, 83/06/24, 8307050090. 


8307060372 LEH S3-055/03L-0; on 830529, Mere 0 i d Corp west motor driven 
aiftiilary feed pump low suction pressure switches Mercold 
Corp triped. Cause unknown. Reset valves found out of spec 
Switches replaced. U/B30627 ltr 

FALHERiR.A., ailTHiU.G. Indiana & Michigan Electric Co. 83/06/27, 
KEPPLQI.J.e. Region 3, Office of Director. 3pp. 19236 217 24x 

Fiche: 30-315.03/06/27. 0307060372. 


8307U(K}33 Forwards LERs S3-036/03L-0 b 83-057 /03L-0, 
SlitTM.H.O Indiana fc Michigan Electric Co 83/06/29. 
Region 3, Office of Director. Ip. 19381 294 24X 

Ficbe: 30-313. 83/06/29, B3071 10333. 


KEPPLER, J, 0. 






valve NS-262 found I eaki ng. Caused by dirt buildup on valve 
seating surfaces. Chec k valve disassembled k cleaned. 

ROBINSON, 0 . Indiana 4. Michigan Electric Co 83/06/29 Region 
B307lfo333“' ‘ " ‘’361:292. 24X FI c h e : 50-3 1 S, 83/06/29, 


generator 4 faloudown containment Isolation DCR-340 failed 
c losed. Caused by ruptured diaphragm of valve operator 
Olaphragm replaced. Valve stroke limits adjusted. 

ROBINSON.D. Indiana k Michigan Electric Co, 83/06/29 Region 

'”3* 293. 24X Fiche: 50-315, 03/06/29. 






esntainmenb sump flow monitoring recorder ll-CS-001) not 
advancing Caused by holes In chart paper. Chart paper 
realigned on drive uhee 1 . M/a30706 ltr. 

K»PLER"i*r' ‘R'^laiva J. Michigan Electric Co. 83/07/06. 

KQ>FLER.J.G. Region 3, Office of Director. 2 pp. 19557 051 24X 

Fiche; 30-31 S. 83/07/06, 8307130140. 


6307200130 Forwards safety 4 , safeguards 
Mar 1983 

ALEXICH.M P. Indiana k Michigan Power 
Office of Nuclear Reactor Regulation, 
Fiche: 50-315. 03/07/13,0307200130 


insp fee for Mar 1982 - 

• Co. 63/07/15. DENTON.H.R 
Director. Ip. 19651:02k. 


24X 




involving freien Ice condenser intermediate de 
problens occurred while plant was new 1 , have d 
operational ekperlence gained. 

ZUKOAiD-J. Reactor Operations Analysis Oranch 
SEVFRfT.K.V. Reactor Operations Analysis Bran, 
24* Fiche -9D-D00. B3/07/H , 6307290320. 


numerous events 
doors. Most 
'eased as 

83/07/11, 

Spp. 19657:060. 
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“0307290377 "Froien Ice Condenser Intermediate Deck Doors." AEOD 
engineering evaluation rept. 

ZUKOR.D. Reactor Operations Analysis Branch. B3/07/1I. &pp 
19857:062. 2AX Flche: 50-000, 03/07/1 1 , 0307290320. 


0307220304 LER 03-059/031.-0: on 830624, duri ng normal operation, control 
room access Fire Door 412 failed to operate properly. Caused 
by failure of closure support arm. Closure arm repositioned 
it closing spring 1 1 gh t ened. W/030714 Itr. 

KQENIO. E. C. , SMITH, W.O. Indiana i. Michigan Electric Co. 03/07/14. 
KEPPLERrJ.O. Region 3. Office of Director. 2pp 19675'252 
Flche: 50-315, 03/07/14, 0307220304. 


34X 


DOCKET 50-3i6 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 
F. Security, medical, emergency 8. fire protection plans 


P. Operating license stage documents h correspondence 


0306060070 Oeneric Ltr 03-22 to all operating reactor llconsats, 
applicants for OLs & holders of CPs for Wcstinghouss PWRs 
re safety avaluation of "Emergancy Rttponse Ouldelinas ■’ 

Bvc list end. 

EIBENHinrD.S. Division of Licensing. 83/06/03, Yanket Atomic 
Elactrle Co. 10pp. 19563:116. 24X Fleha: 50-000, 03/06/03. 

8306060070. 


0307080200 Forwards safaty evaluation re util responses to NUREO-0737, 
Itaas tl.F. 1. 4. "Containment Pressure Monitor," II, F. 1.9, 
"Contalnaent Mater Level Monitor," 6 II. F. 1.6, "Containment 
Hydrogen Monitor. " ttams resolved. 

VAROAiS.A. Operating Reactors Branch 1. 03/06/00. DOLAN, J. 

Indiana Sc Hiehlgan Elactrle Co. 9pp. 19363:304 24X 

Fleha; 90-319, 03/06/00. 0307080280. 


9307110607 Releases public version of revised emergency plan 
Imp lament ing procedure. 

FELTON. J.M. Division of Rules and Records, 03/06/24. Docusant 
Management Branch, ip. 19391:130. 24X Flche; 50-319, 03/06/24, 

0307110607. 


0307110616 Mdnthly notice of amends to OLs Involving NSHC issued since 
030923. 

CLARK.R. A. Operating Reactors Branch 3, 03/06/14. 26pp. 

19391:192. 24X Flc h a: 80-000, 03/06/14. 03071 10616. 


— S307M0612 Public version of Rev 0 to Emergency Plan Implementing 
Procedure PMP 2081 EPP. 029, "Initial Core Damage 
Aisessment. " W/830601 ltr & receipt form. 

TOWNLBY. E, L, Indiana i Michigan Electric Co. 03/06/01. 2ipp. 
19391:131. 24X FI eh B ; 50-31 9, 83/06/24, 8307 1 1 0607. 


9307120600 Releases public version of rev to emergency plan 
implementing procedures. 

FELTON, J. M. Division of Rules and Records. 03/06/24. Document 
Management Branch. Ip. 19508:314. 24X Flche; 50-315. 93/06/24, 

0307120600. 


8307120607 Forwards public version of revised emergency plan 
implementing procedures, Ine luding Procedures PMP 2081 
EPP. 014 re offsite dose assessments & PMP 2001 EPP. 004 re 
protective action gul des. Procedure temporary sheets end. 

* Indiana t. Michigan Electric Co. 03/05/26. GRIMES, B. NHC - No 
Detailed Affiliation Given. Ip. 19508:316, 24X 

Flche: 50-315, 83/06/24, 0307120600. 


— 8307120610 Public version of revised emergency plan Implamanting 
procedures, Including Procedures PMP 2081 EPP. 014 re offsite 
assessments i, PMP 2081 EPP, 004 re protective action guides. 
CLASSMAN, M. A. Indiana 6 Michigan Electric Co. 03/05/26. 12pp. 

19500:317. 24X Flche; 50-315, 83/06/24, 8307120600. 


0307250076 Summary of 030623 meeting w/utlli & Bechtel In Bethesda, MO 
re proposed eiemptions from lOCFRSO.App R on fire protection 
& review of alternate safe shutdown analysis rept, 

WIGOINTON, D. Operating Reactors Branch 1, 03/06/29, Operatins 

Reactors Branch 1, Spp. 19724:043, 24X Flche: 50-315, 03/06/29, 

8307250076. 


B307200130 Forwards safety b safeguards Insp fee for Mar 1902 - 
Mar 1903. 

ALEXICH.M. P. Indiana b Michigan Power Co. 83/07/15. DENTON. H. H. 
Office of Nuclear Reactor Regulation. Director. Ip. 19651:021. 24X 

Flche: 50-315, 83/07/15. 8307200130. 


H. General correipondenci 


S307070089 Requests that all correspondence addressed to officers of 
American Electric Power 5vc Corp or Indiana b Michigan 
Electric Co be mailed to listed address, of fee tlve S3070S, 

ALEXICH.M. P. Indiana b Michigan Electric Co, 83/06/27. 

DENTON,, H.R. Office of Nuclear Reactor Regulation, Director. Ip. 
19293:346. 24X Flche; 50-315, 83/06/27. 0307070089. 


K. Utility Final Safety Analysis Report (FSAR) b amends 


9307290162 Forwards FSAR 1983 update, containing original FSAR b B4 
amends in support of application for OL b Jul 1982 FSAR 
update. Changes to Chapter 14, Unit 2 under review, 

ALEXICH.M. P. Indiana b Michigan Electric Co. 03/07/22. DENTON.H.H. 

Office of Nuclear Reactor Regulation, Director. 3pp, 19817:109 
24X Flche: 50-319, 83/07/22. 8307290162. 


— 8307290166 FSAR 1983 update. 

a Indiana b Michigan Electric Co. 83/07/31. 1300pp. 19817' 112 

24X Flche; 50-319. 83/07/22, 0307290162. 


83070603S1 Confirms 030620 conversation re result of recent unscheduled 
Unit 2 owtege. Eitlflia ted target date for having operational 
Monitors available extended to wk after plant returns to 
SVC on 830707. 

AL£XICH.f1. P. Indiana 4 Michigan Electric Co. 03/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19234:142 
84X Flche; SO-319. 03/06/30. 0307060391. 


030627039? Oeneric Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of survalllanci 
raqulraments for diesel fuel Impurity. 8vc list end, 

EI6EW1UT, D. 8. Division of Licensing, 03/07/09. Consolidated 
Edison Co. of New York. Inc, 16pp. 19390:317. 24X 

Flche: 90-000,83/07/05. 8306270397. 


8307110290 Forwards WCAP-10230, "Evaluation of Acceptability of Reactor 
Vessel Head Lift Rig, Reactor Vessel Internals Lift Rig, Load 
Coll 4 Load Cell Linkage to Requirements of NUnEO-0612'' 4 
responses to NRC recommendations. 

ALEX1CH>H.P. Indiana 4 Michigan Electric Co. 83/0'7/05. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. 2pe, 19370:338 
24X Flche; S0-3t9, B3/<f7/05, 0307110290, 


-0307110299 “Evaluation of Acceptability of Reactor Veseel Head Lift 
RtgiReaetor Vessel Internals Lift Rlg.Load Cell b Load Cell 
Linkage to Requirements of NUREO-0612. " 

SANDNERi H. H. , MARSHALL, J. R. Westinghouet Electric Corp 
HCAP-102a0. 03/04/30. 190pp, 19370:334. 24X 

Flche: 90-319. 83/07/05. 83071 10290. 


8307060329 Oeneric Ltr 03-27 to all licensees 4 applicants for 
operating power reactors b holders of CPs for power reactors 
ro surveillance intervals in STS. Bvc list end, 

EI8EIMJT. D. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Cd. of Now York, Inc. 16pp. 19669:254, 24X 

Fiehe; 90-000, 03/07/06, 0307060329. 


0307000169 Oeneric Ltr 03-28 to all licensees of operating reactors, 
applicants for OL 4 holders of CPs re required actions based 
on generic Implications of Salem ATUB events. 8vc list end. 
EISENHUT. D. a. Division of Licensing. 03/07/08. Censolidated 
Edison Co. of New York, Ine. 38pp, 19669:269, 24X 

Ficho: 90-000. 03/07/00. 8307000169. 


8307120400 Application for amend to Licenses DPR-9a b DPR-74 changing 
Tech Spec Table 4.3-1 re reactor trip sys Instrumentation 
surveillance requirements. 

ALEXICHiM.P. Indiana b Michigan Electric Co. 03/07/00, DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. Spp. 19430:219. 
24X Fiehe: 50-319. 03/07/08. 8307120400. 


■0307120401 Proposed Tech Sptc Table 4.3-1 changing reactor trip eyt 
instrueientatlen surveillance requirements. 

e Indiana b Michigan Electric Co. 83/07/00. 9pp. 19430:234. 
24X Flche: 50-319, 03/07/08. 8307120400. 


B30712044S Forwards add! info In response to 030502 ltr re seismic 
qualification of mercold pressure switches b switchgear 
coaponanto. 

ALEXICH.N.P. Indiana 4 Michigan Electric Co. 03/07/00, DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp, 19426:039. 

24X Fiehe: 50-316, 83/07/00, 0307120449. 


■8307120491 "Seismic Simulation b Radiation Test Program on Seven 
Pressure Switches. " 

THaRIOERRYi R. kjyle Leboratories. 44209-1. 78/10/26. 52pp. 

19426:042. 24X F tche: 50-316. 83/07/00, 0307120445. 
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0. Intpictlon r«port«i [E Bullctlni t> corrpspondenc* 


S30706013I FoTU4rdc IE ln«p R»pt S0-316/83~04 on 930101-0214 4> 

0426-09E0 t> nottcp of violation. 

SHAFEfl.W.D. Rtplon 3, Office of Director. 93/06/80. DQUAN.J.E. 
American Electric Power Bervlce Corp. DOLAN, J. E. Indlene t> Michigan 
Electric Co 2pp. 19291:209. 24X Flche; SO-316. 93/06/20, 9307060131. 


— 9307060134 Notice of violation from Inep or 930101-0214 ti 0426-0520. 
SHAFER, W.D. Region 3, Office of Director. 93/06/20 3pp 
19881:260. 24X Flche: 80-316, 83/06/20, 9307060131. 


—8307060139 IE Inep Rept 80-316/93-04 on 930101-0214 1, 0426-0520. 
Nsncetnp 1 ianee noteil: failure to meet Inep re^ulremente fa 
fellUTt to prepare fa follow preop erat 1 anal teit procedure* 

SMANSON, E. R. . H0L2MAN, H. (1. , BOYD, 0. C. Regions. Office of 
Director. 93/06/20. 13pp. 19281:263. 24X Fie he: 80-316.03/06/20. 

930706DI31. 


9307120266 Foruiardi IE Imp Rept* 80-318/83-09 fa 30-316/93-09 en 
930427-29 fa 0803-06 & notice of violation. 

PA.PERIELLO, C. J. Region 3, Office of Director. 93/06/28. ODLAN.O.E. 
American Electric Power garviee Corp. DOLAN, J. B. Indiana fa 
Michigan Electric Co. 2pp. 19424:136. 24X FI che: 90-315, B3/06/2S, 

9307120266. 


•8307120271 Notice of violation from ln*p on 830427-29 fa 0503-06. 
PAPEHIELLO, C. J. Region 3, Office of Director. 83/06/27. Ip 
19424:130. 84X Flcfie: 30-318, 03/06/29, 9307120266. 


S. Reportable occurrineei, LERe t< related eorreepondance 


0307080007 LER 83-OSO/OlT-O; on 030416, dur Ing review of Sampling fa 
analg*lt date for ua*te pas sgt oiggen fa hydrogen 
concentrations. 12 h sampling regulrtment discovered not met. 

Caused by personnel error. U/B3062e Itr. 

PM-HERiR. A. . SMITH, M. 0. Indiana fa Michigan Electric Co. 03/06/20. 
HEPPLER. J.O. Region 3, Office of Director. 3pp. 19381:241. 24X 

Flche; 80-316, 93/06/29, 9307080007. 


8307110193 Forwards LER B3-081/03L-0 fa updated LER B3-03S/03X-1. 

8MITK,H.<i. Indlane fat Michigan Electric Co. 03/06/29. KEPPLER, J. 0. 

Region 3. Office of Director. ip. 19379:234. 24X 
Flche: 80-316, 83/06/29, 8307110193. 


— 8307110200 Updated LER 83-03S/03X-1 : on 830319, trip function Of 
prorlaitg switch mede inoperable for rep lacement, result ing 
from failure of main turbine stop valves en 630312. Caused by 
relay In solid state protection dropping too much voltage. 

PALMER, fi. A. Indlane fa Mlchlgen Electric Co. 83/06/29. Region 
3. Office of Director. Ip. 19379:231. 24X Flche; 30-316, 93/06/29. 

B307I10193- 


— 8307110209 LER 03-OSI/O3L-O; on 830604,reset function for proximity 
evitch on stop valve C, train B. failed to operate Immediately 
fa mede Inoperable for rep lac ement. Caused by Input bay relay 
In lolld state protection sys dropping too much voltage. 

PALMER, fl. A. Indiana fa Michigan Electric Co. 63/06/29. Region 
3, Office of Director. 2pp. 19379:232. 24X Flehe; 80-316, 

83/06/29, 6307110193. 


"S3071202B0 IE Insp ReptS 30-313/83-09 fa 30-316/83-09 on 830427-29 fa 
0803-06. Noncomp 1 ianee noted : fal lure to perform evaluation 
when whole body vivo count data indicated exposure to 
than 40 h control measure. 

HUErER,L. J. , OREOER.L.R. Region 3, Office of Director. 83/06/93 
13pp. 19424:139. 24X Flehe ; 50-315, 93/06/29, 8307120266. 


6307190104 RO:on 830704, during routine tour of containment, leak 
discovered In nonessentlel svc water sys. Written rept will 
be forwarded within 14 deys.per IE Bulletin 80-24. 

SMITH.H.O. Indiana fa Michigan Electric Co. 93/07/08. KEPPLER, J.O. 
Regions, Office of Director. Ip. 19587:019. 24X 
Flche: SD-316, 93/07/05,8307190104. 


8306270401 IE Info Notice 93-46. "Common Mode Valve Failures Daerede 
Surry Recirculation Spray Subsystem." Svc list end. 

JORDAN. 6. L. Division of Emergency Preparedness fa Enpineerlng 
Response (Post e30103>, 03/07/U. Consolidated Edison Co ef New 

Yori. tnc 134pp- 19563:293. 24X Fiche: 80-000. 63/07/11,8306270401. 


9306270404 IE Info Notice 93-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JDRDANjE. L. Division of Emergency Preparedness fa Engineering 
Response (Post 830103). 63/07/12. Consolidated Edison C*. of Mew 

York, Inc. 14lpp. 19563:133. 24X Fl c he: 80-000. 83/07/12. 6306270404. 


6306270406 IE Info Notice 03-46. "Oaseous Effluent Releasee of 
Redloactlve l-12S fa I-13J in Excess of NRC Limits." Svc list 
end. 


TAYLOR. J.M. Division of OA, Safeguards fa Inspection Proorao! 
6301031. 83/07/14. Consolidated Edison Co. of New York. I 
114pp. 19718:270. 24X Flch e: 50-000, 63/07/ 14 . B306270406. 


IPosb 


8307290320 Forwards AEOD enlgneerlng evaluation of numerous events 
Involving frojan ice condenser Intermediate deck doors. Most 
problems occurred while plant was new fa have decreased as 
operational experience gained. 

ZUKOR.D.J. Reactor Operations Analysis Branch. 93/07/11. 
SEYFRIT.K.V, Reactor Operations Analysis Branch, 2pp. 19B37-060 
24X Flche: 80-000, 63/07/11, 8307290320. 


-8307290377 "Froien lee Condenser Intermediate Deck Doors," AEOD 
engineering evaluation rept. 

ZUKOli 0. Reactor Operations Analysis Branch. 63/07/11. 6pp 
19887:062, 24X Fl c h e ; 80-000, 63/07/ 1 1 . 8307290320. 


8307220403 Forwards LERs S3-083/03L-0 fa 03-OS4/O3L-O. 
SMITHiH.O. Indiana fa Michigan Electric Co. 63/07/14, 
Region 3. Office of Director- Ip. 19607:384, 24X 

Flche: 80-316, 03/07/14, 8307220403 


KEPPLER. J. 0, 


8307200269 Ack receipt of 930701 Itr informing NRC of steps talan to 
correct violations noted in IE Imp Rapts 80-318/83-07 fa 
80-316/83-08. 

BTREETER, J. F. Division of Engineering. 83/07/14. DOLAN, JE 
American Electric Power Service Corp, DOLAN. J.E. Indiana & Hichloi 
Electric Co. ip, 19649:061, 24X Fiche: 50-31 8. 83/07/14. 8307200269. 


—8307220410 LER 83-053/03L-0; on 830520, during surveillance log 
containment air lock 3-day door teets not performed by 
rci|ulred time. Caused by personnel misunderstand ing. Test 
iBaedlatelv performed satisfactorily. 

PALMER. R.A. Indiana fa Michigan Electric Co. 93/07/14 
^ Office of Director, 2pp. 19697:355. 24X Flche; 30-316, 

83/07/14, 6307220403 


review. 


Region 


-0307200273 Reiponds to NRC 630601 Itr re violations noted In IE Inaa 
ReptS 80-318/63-07 fa 50-316/83-08. Corrac tlve actions: 
procedures fa Imtruetiens amended to Include description of 
*'i*'** •‘•cords policy statement. 

BnITH.H.O, Indtina fa Michigan Electric Co, 83/07/01, 

KEPPLERiJ.e, Region 3, Office of Director. 2pp. I964S-062 24X 

Flehe; 30-315, 63/07/14. 9307200269. 


8307220426 LER a3-084/03L-0; on 830623, d ur i ng normal operations, Fire 
Door 366 between Quad 2 & NEBW valve gallery failed to 
latch properly. Caused by bant latch plate. Plate removed, 
straightened fa relnitalled- 

Michigan Electric Co, 63/07/14. Region 
8307220403 ‘P' ‘’637:387. 24X Flche : 80-31 6, 83/07/ 1 4, 


8307200130 Forward! safety fa safeguards 
Mar 1983. 

ALEXICH.M.P. Indiana fa Michigan Power 
Office of Nuclear Reactor Regulation, 
Flche: 50-313, 83/07/15, 9307200130. 


Insp Fee for Mar 1982 - 

Co. 83/07/18. DENTON, H.R. 
Director. Ip. 19631:021. 


84X 


DOC KET 30 -317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 1 
^ emergency fa fire protection plans 


R. ^Periodic operating reports fa related correspondence 


Monthly operating rept for May 1963.14/930613 Itr 
M/oI/^'^' ' ®VEMSS0N. B.A. Indiana fa Michigan Electric Cl 

R»*«urce Management. Director. 8pp. 
19674:031. 24X Flch §; 30-316, 83/06/13. 6307220006, 


EfiPirAao n. Implementing Procedure 

ERFIP App D- Ir Index of Equipment Checklist. " W/030627 Itr 
« receipt form. 

HELCH’’B'‘''Dlr «- El'ctrlc Co. 03/06/22. 

44De”'®iw?ifnu Inspection and Enforcament. 

44pp. 19293,189. 84X FI c h e : 50-31 7, 63/06/22, 63070701 90, 


lmole«nlin«“’*‘ 5“*“' version of rev to emergency plan 
tmpieaentlng procedure. ’ 

n 03/06/24. Document 

8307120031 Flche; 80-317, 63/06/24, 
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’ °f Rev 9 to Einer^enty Pier. r,«p I e«Bnt , ng 

Proeodure ERPtP 4 1.21, "Persoiinol Assembly " w/a30527 Itr 
$f receipt P orm 

”cLARK^n‘‘A‘’ ««« '' Electric Ca, 03/05/23 

19439'34^ K "sector Regulation. Director I4pp 

19439 .345. S-IX F i c h e : SO-31 7. 83/06/24 , 8307 1 20039 

° ^ revised emergency response plan 
inip i emen ta t i on procedure ^ ** 

FELTON, J M. Division of Rules and Records 33/06/24. Document 
B307J200SO. “* ‘■^‘'^5 208 24X Ficbe 50-317.03/06/24. 

—8307120083 Public version of Rev 2 to E.mergency Response Plan 
Implementation Procedure Erpip 4 4 7 6, "P os t-Ae c 1 dent 
miPQn r®i X® *■ Analysis. ■■ W/830616 Itr f. receipt form, 
won Baltimore Gas «, Electric Ca 83/06/01 CLARK. R A 

NRC - No Detailed Affiliation Given 3app. 19433-209 24X 

FI Che 30-317, B3/06/24. 0307120000 

B307190484 Advises that Class III f, 1 fees remitted ui/e30223 
application for eiemptlon from certain fire protection 
scheduler requirements leill be applied to alternate safe 
shutdown portion of 810319 request. 

KILLER, W.O. License Fee Management Dranch. 33/07/00, LUNDVALL.A C 
Baltimore Gas U Electric Co. 2pp. 19656:165 24X 

Fiche: 50-317, S3/07/0B, 0307190484. 

Confirms current use of C-E Owners Group generic emergency 
? r lescrxbed in B30415 response to SuppI ® ^ 

"^"'e''98'' = V Response Capability." 

LUNDVALL.A^E. Baltimore Gas 5 Electric Co 83/07/15. CLARK.R A 
Operating Reactors Dranch 3. Ip 19651 020 24X 

Fiche: 30-317. 83/07/15, 8307200135. 

K. Utility Final Safety Analysis Report (FSAR) t, amends 


Forwards Rev 2 to updated FSAR. per I0CFR50. 71. 
LUNDVALL, A. e, Baltimore Gas V Electric Co 
Operating Reactors Branch 3 6pp 
Fiche; 50-317, B3/07/18, 0307210013 


03/07/13 
19661 296 24X 


19661:301 24X 


8307210017 Rev 2 to Calvert Cliffs updated FSAR 
* Baltimore Gas t Electric Co. 83/07/10 830pB 

Fiche: 50-317, 03/07/18, 0307210013. 

P. Operating license stage documents t correspondence 


^’^oleraMnn’^nrpnD® evaluation supporting continued 

operation of PWRs u/Drosser primary safety valves, until 
final resolution of NUnEG-0737, I tern II. D 1 
CLARK, n, A. Operating Reactors Branch 3 03/05/03 

Balcimore & Electric Co. 2pp 19656 OSS? 5<tX 

Fiche; 50-317, 83/05/03, 8307190376. 


LUNDVALL. A. E 


0307190303 Safety evaluation supporting continued operation of PMRs 
NUR"ES“?S7ri;ri..'^^r’' .■.solution of 

Tt of Nuclear Reactor Regulation, Director 83/04/10 

13pp. 19656:034. 24X F i c h e : 50-31 7, 83/05/03, 8307 190376. 


8307190001 Mpftthly notice of amends tc, 01 s involving NSKC 
CLARK.R A Operating Reactors Drancfi 3 03/06/07 1 5p p 

19641 349 24X F 1 ch e. 50-000. BJ/ 06, 1 b, 0307 1(304 46 

B306270397 Generic Ltr 03-26 to all applu-ents fc. OLs ?. holders of 
CPs for power reactors re c lai i f ica 1 1 on of surveillance 
requiraments for diesel fuel impurity Eve list end 
EISENHUT.D G Division of Licensing 03/07/05 Con s o 1 1 1) a t ed 

Edison -.o of New Vorl, Inc :6pp 19390 317 2.tx 

Fiche 50-000. 83/07/05. 0306270397 

B307O60M9 Generic Ltr 83-27 to all ii/.nsces V -applicants for 
operating power reactors fc holders of cPs for power leactors 

re surveillance intervals m STS S-. c i,st end 

•’‘''•S'O" of Licensi,„j 83,07/06 ConsbUdated 

Edison CO of New York, Inc I6pp 19669 254 24/ 

Fiche 50-000.03/07/06. 8307060329 

of operating reactors, 

applicants for OL fc nolden of CPs re required actions Lsed 
“f Salem AIiyE events Sve list end. 

Idiso^r ‘-'oonsing 83/07/03 Consolidated 

Edison Co of Nour yorka Inc. 3Bpp 19669 ?69 

P i c h e aO-GOOf Q3/07/00. 03O7OSO \ 69 

B30727O303 Forwards safety evaluatiun of util 811113 response to 
Generic Ltr Bl-21. "Naturol Circulation Cooldown " Upper 
head voiding does not pose safety cot, con, for facilities 
Procedures will he reviewed ppi TMI Item I c i 

CLARK.R A Bparating Reactors Drench 3 E3/07/00. LUNDVALL. A E 

Baltimore Gas fc Electric Co 2pp 19812 024 24x 

Fiche; 50-317, B3/07/0S, 8307270303 

—8307270313 Safety evaluation of util 811113 response to Generic Ltr 
Bl~2l. Natural Circulation Cooldown " upper head voiding 
not sarety concern provided that oporatov equipped 
ui/adequate training t< procedures 

BegoUtion, Director. 83/07/00. 6pp. 

I9BI2.0..6 34X Fiche 50-31 7. 03/07/08, 8307270303 

0307280100 Discusses results of review of inridonco of personnel error, 
in perfciroianca of saf ety-rclatod activities Electrical maint 
personnel training program should he li.iluuteU at earliest 

practicable data 

CLARK.R A Operating Reactors Branch 3. e3/OV/OB. LUNDVAlL.A E 
OaltiAiore Gas fc Electric Co. 2pp 19812 348 241 

Fiche. 50-317. 03/07/09. 03072.30108 

8307210190 Nlthdraws 030224 request fr.r amend (Charge 9) re fuel uil 
tank sui veil lance. Review continuing Request may be 
resubmitted later. ' 

LUNDV^l-.A E Raltimore Gas fc Electric Co 83/07/11. CLARK.R A 

Operating Reactors Branch 3. \p. 19*6? Oal PAx 

Ficha 50 -317. 03/07/1 1 , Q307:?1 0 1 9a 

description f.ir resolving 7M1 Action Plan 
Item ii.K.3.5. Automatic Trip of HeatCoi Coolant Pumps " 

Generic portion scheduled for completion b,i end of yr 
LUNDVALL. A^E. BalUraore Gas fc Electric Co 83/07/2S CLARK.R A 
Operating Reactors Branch 3 fcpp. 19791 241 24X 

Fiche. 50-317, 03/07/25. 8307 280199 


nieeting w/Hcensee fc C-E in Dethesda.MD re 
resolution of Unresolved Safety Issue A-47. "Safatu 
Implications of Control Sys, " 

SZUKIEWWICZ.A, Generic Issues Dranch 83/06/14. KNIEL.K Generic 
030710034^ S'** '^‘che.S0-317.a3;06>,4. 

—0305250564 Confirms proposed recommendations for improving PMC task 
action plan for Unresolved Safety Issue A-47, "Safety 
Implications of Control Sys." Approach would mlnimlie 

engineering resources Meeting requested 
D?RCKi’'J^'^'‘' mar ^ Electric Co. ”93/04/“ 

°1967o'om' Director for Operations. 4pp 

19670 011. a4X Fiche; 50-317, 03/06/14, 8307200344 

P>-9P9S4l re participation In activities 
concerning Unresolved Safety Issue A-47, "Safety 
Implications of Control Sys." Proposal mor I tor 1 ous. Meet! no 
^iorur.'i®®i = planned for 830523 in Bethesda.MO. 

Off!'® of the Executive Director for Operations 
foAOm'^itn POINDEXTER, C. H. Baltimore Gas fc Electric Co. aSpp 
19670.015. 24X F 1 c h e : 50-31 7, 83/06/ 1 4. 8307200344. 


®'>''t.nued opevatian of facilities during 
installation of automatic trip of main foedwalev sys pumps ” 
upon containment high pressure not undue risk he public 

saPetij.Hods Will Oe completed 8131117 ' 

*0^ Baltimore Gas .V Electric Co 03/07/25. CLARK.R A 
Operating Reactors Branch 3 4pp 19797 ?52 24X 

Ficho- 50-317,83/07/25. 8307200430. 

Q Inspection reports, IE Bulletins fc t or ie,pundenc« 

B30711062/ Notification of significant licensee 330701 enforcement 
conference w/util In King of Prussia, PA 

OREENMAN.E 0^ Division of Project fc Resident Pr,;grams. 83/06/27 
Division of Project !. Resident Prggr.ims Ip 19391-352 24x 

Fiche: 5(>-.3l7,83/06/27,8307J10627. P ‘ 9i jui.. 24X 

‘?®‘’ 5O-317/03.15 fc 50-310/83-15 on 

83052S-060I. No none offlp 1 1 anc e noted 

= t «■ Pssident Programs. 03/06/27. 
LUNDVALL.A E Baltimore Gas fc Electric Co. 2pp 19536- 103 •’4X 

Fiche. 50-317,03/06/27,9307150089 


= ® of to OLs involving NSHC. 

UNHTO^B p °f Nuclear Reactor Regulation, Director. 83/06/15 
UNRIG, R E. Florida Power fc Light Co, 2pp 19641 347 24* 

Fiche: 50-000, 03/06/15. 8307100446 


8307I50W9.1 IE Insp Repts 50-317/03-13 fc 30 -3 10 /Qg- 1 s on 830325-0601 No 
noncompllance noted. Major ..raas inspec ted : iso la t ion of salt 
water to ECCS pump room air coo 1 ers. rosu It ing in potential 
inopei ah il I ty of ECCS fc containment spray sys 

^ ' ^'’•'^O'-E.D.C Region 1, Office of Director 
a3/06/.,7. jpp. 19536:105 24X Fiche 50-317,83/06/27,8307150089 



126 


DOCKETED ITEMS 


83070fcO29£ ^loiirad insfi of rate sf contrsl element dssemblij 

fretting wear K ability ta acnieve Jeaign lifetime Util uilt 
eddy cuvienl teat five esaemblies from known tiigji-wear 
locationa boring I'efueling outage after Cycle b 

UUNDUfkLL.A E Baltimore Oas t Electric Co 83/06/30. CLARK, A. 
Operating Reactors DrancJi 3 3pp l'?233 342 24)1 

Fiche. SG-3I7, 23/06/30, 0307060292. 


S307120399 Responds ta 330623 request for statistical evaluation of 
actual mail str engths for containment tendons, per IE 
Sulletin 80-04 Significant containment loads lulll not be 
transfeircd until after reinforcing steel approached 
HONTOanSRY.D S Baltimore Gas L Electric Co 03/07/01. CLARK. R. A. 
Operating Reactors Branch 3 Ip 19433 0Q7 l24)t 

Fiehe 50-317,83/07/01.0307120539 


0306270401 IE Info Matice 03-46, '‘Common tlode Valve Failures Degrade 
Surrg Recirculation Spray Subsystem " Sve list end. 

JORDAN, E t Oivislon of Emergency Preparedness >b Engineering 
Response (Post S30103I 03/07/!! Consolidated Edison Co. of Neu 

York, Inc. I54pp 19563 293 24* Ficho 30-000. 03/07/1 1 . 8306270401 . 


8307150101 Act receipt of 030613 ttr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-317/03-11 Jt 
50-313/03-1 1 

aTAROSFECK I . R Division of Project 4 Resident Programs. B3/07/H. 
LUNDVALl., A E. Baltimore Oas 4 Electric Co 2pp. 19530:074. 24X 

Fiche 50-317. 83/07/1 1. 03071 50101. 


— 8307150110 Responds to NRC 830516 Itr re violations noted In IE Insp 
Repts 30-317/63-11 U 50-310/83-11 Corrective actions: togs 
will be required to name individual receiving grab sample 
info >■ air filter test performed on affected filters. 

LUNDVALL.A.E Baltimore Gas 4 Electric Co. 83/06/13. 

STARdSTECIil , n Division of Project 4 Resident Programs. Spf ■ 

19530 076 24X F 1 c h e ; 30-31 7 , 83/07/ 1 1 . 8307 I 5010 1 . 


6306270404 1C Info Notice 03-47. '■Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Sve list enci 
JORDAN, E.L Division of Emergency Preparedness 4 Engineering 
Response (Post 630103). 03/07/12 Consolidated Edison Co. of Neai 

York. tnc. 14I.pp 19563 153 24X Fl ch e 50-000. 03/07 / 12. 8306270404. 


6306270406 [E Info Notice 63-40. "Gaseous Effluent Releases of 
Radioactive 1-125 & 1-131 in Eicess of NRC Limits. " Sve list 
enc 1. 

TAYLOR. J hi Division of GA. Safeguards U Inspection Programs (Post 
830103) 03/07/]4. Consolidated Edison Co of Neu York. Inc. 

Il4pp I'971S 270 24)i Fiche. 50-000,83/07/14.0306270406. 


8307200307 Forwards IE Insp Repts 5O-3I7.'03-I3 4 50-310/63-13 on 
830510-0614 I. notice of violation. 

STAROSTECF I , R Division of Project t Resident Programs. 83/07/14. 
LUNDVALL. A £ Caltlmore Gas 4 Electric Co 2pp. 19796:027. 34X 
Fiche- SO -317, 83/07/14, 6307280307. 


— 6307260310 Notice of violation from insp on 830510-0614. 

» Region 1. Office of Director 83/07/14. 2pp. 19796:029. 24X 

Fiche 50-317.83/07/14, 8307200307. 


— 8307260315 IE Insp Repts 50-317/83-13 f, 50-318/83-13 on 830510-0614. 
None emp ] lance no ted . f al 1 ure to properlg implement 
surveillance requirements for electiic motor driven flra 
suppression water sgs pump 

ARCHirZGL. R. E. . TR irtDLE. D C- . HIGGINS, J. Region 1, Office of 
Director. 83/07/13. ISpp 19796.031. 24i< F i c he : 90-3t 7. 83/07/14. 

8307200307 


8307200343 Ac k receipt ef 830615 Itr Informing NRC of steps taken to 
correct violationt noted in IE Insp Repts 50-317/63-00 L 
50-310/03-00 

MARTIN. T T Division of Engineering l> Technical Programs. 63/07/21 
LUNDVALL. A. E. Baltimore Gas h Electric Co. 2pp. 19709:032. 24X 

Fiche. 50-317, 83/07/21. 0307200343 


— B3O7230352 Responds to NRC 630520 Itr re violations noted in IE Insp 
Repts 50-31 7/03-08 )!• 30-318/03-08. Corrective ac 1 1 one : out si <te 
lab contracted to perform future strontium analyses. Samp I Ing 
geometries procedure will be revised. 

LUNDVALL. A E Baltimore Gas h Electric Co.. 63/06/15. MARTIN. T.T. 

Oivlsinn of Engineering U Technical Programs. 2pp. 19789:034. 

24 X Fiche: 50-317, 83/07/21. 0307200343. 


R Periodic, operating reports i related carrespondence 


8307120264 "Semiannual Effluent Release Rept for Calvert Cliffs Nuclear 
Potoer Plant. Second Half - 1982 ' W/B30301 Itr. 

LVNDVALL, A £. Baltimore Gas f- Electric Co 83/03/0) HAVNEB.R.C. 
Region 1. Office of Director I9pp. 19424:116. 24X 

Flthe; 50-317. 33/03/01.6307120264 


6307200169 Monthly operating repts for Juno 1 993. W/0307! 5 Itr. 

LOTITC.E. Baltloiore Gas It Electric Co. 03/07/14. Director's 
Office. Office of Inspection and Enforcement. lipp 19647.280. S‘ 
Fiche - 50-317. 83/07/ 14, 8307200169. 


S. Reportable oecurremces, LERs & related correspondence 


0307110443 Updated LER a3-O22/03X- 1 : on 03033 1 . oy s ter samples collected 
during First Quarter 1903 from Camp Canoy location showed 
Ag-llOm to be 464 plus/minus 41 pCi/kg (wet). Caused by 
oysters to bloconcen trat 1 ng environ s i I ver . U/030623 Itr. 

BRQBST.G E. . RUSSELL. L.O Baltimore Gas & Electric Co. 83/05/05. 
HURLEY. T. Region 1. Office of Director. 2pp. 19300:189. 24X 

Fiche: 50-317. 03/05/05, 8307110443. 


8307120479 LER 83-028/017: d n 830324 L 25.ECCB pump air cooler 12 
Isolated to facilitate salt water draining from piping. 

Research in progress. Comp 1 ete rept will be provided. 

RUSSELL.L.D. Baltifliore Gas it Electric Co. 03/05/21. ALLAN, J. M 
Region 1. Office of Director Ip. 19425;'054. 24X 

Fiche: 30-317. 83/05/27, 8307120479. 


0307010076 Updated LER 03-OO2/O3L-2: on 830106 . c on ta i nmen t sump valve 
Hav-S462 would not operate. Caused by eicesslvelg worn worm 
gear. Gear replaced M/930616 Itr. 

UAeiEHSKI. J. S. . UNKLErT.J.i RUSSELLiL.B. Baltimore Gas & Electric 
Co. 83/06/16. ALLAN), J. 11. Region 1, Office of Director. 3pp. 
19124-342 24X FSc h e : 50-31 7, 83/06/ 16. 6307010076. 


0307010003 LER 83-026/031.-0: on 830521 , er r a t i c metrascopa Indication 
for CEA 186 metrascope associated alarms received when 
reed switch position transmitter stack failed. Cause under 
investigatian. U/S306t6 Itr 

PIDIINGER.P. A. . RAYNOR. J.M., RUSSELL.L.D. Da 1 1 Imore Gas t, El ec tr i c 
Co. 83/06/16. AU.AN.J.K. Region I, nffice of Director. 2pp. 
19134:348. 24X F lc6 e : 50-3 1 7, 63/06/ 1 6. B3070 10063. 


8307010142 LER e3-032/03L-0: on 830523. enn tatnmen t Isolation sya D 
logic module mould not ac tuate . Caused by defective Vitro 
Labs std logic module. Mod u le replaced. Fa i 1 ed module returned 
to Vitro Labs far repair b tee ting. 14/630616 Itr. 

JUNSE.H.A,. 9ASaa,L.F. , RUSSELL.L.D. Baltimore Gas 6 Electric Co 
03/06/16. ALLAN. J.M. Region 1. Office of Director. 2pp. 
19169:257. 24X Fiche : 50-317. 83/06/16. 6307010142. 


B307OI0I60 LER e3-030/03L-0 : on 8309 19, d ur I ng normal opera t Ions, p lant 
computer taken out of sve to replace defective fan. Caused 
by bdaring fan failure. Fan replaced it computer returned to 
SVC.H/03O616 Itr. 

PORTEfl.R.J.. RAYNOR. J.U.. RUSSELL.L.D. Baltimore Oas tc Electric Co. 
03/06/16. ALLAN. J.H Region 1. Office of Director. 2pp. 

19170:099. 24X Fiche: 50-31 7, 83/06/16. 0307010160. 


0307120144 Updated LEK 61 -0e0/03X-l : on 51 1 U6. dl scovered weep from 
cracked weld on spent fuel cooling pump discharge vent line 
13 Caused by inadequate support of vent line. Support 
assembly Installed M/830623 Itr. 

LACIENSHl. J. 8. I FARRELL, E. V. , RUSSELL.L.D Baltimore Gas (.Electric 
Co. 83/06/22 HURLEY, T. Region 1, Office of Director 3pp. 
19423:166 24K Fiche : 50-31 7, 83/06/22, 8307120144. 


6307110456 LER B3-O29/03L-0: on 630524 , dur 1 ng normal operation, 
surveillance teitlng indicated neither spent fuel pool 
eihaust fans il or 12 would maintain required negative 
pressure. Caused by clogged IIEPA f i 1 ters. U/B30623 Itr. 

FIERINOER.P . RAYNOR. J., RUSSELL.L.D. Baltimore Gas it Electric Co. 
83/06/23. HURLEY. T. Region 1. Office of Director. 2pp. 19300:122 
24X Fiche: 50-317, 33/06/23. 8307110456. 


S307II0427 LER 83-034 /03L-O: on 83032SiECca pump room cooler 12 taken 
out of SVC for maint % declared inoperab 1 a. render ing ECCS 
subsgstein inoperab 1 e. Caused by debris in saltwater supply 
piping 6 strainer. Pip 1 ng i. strainer c I eanod. U/830624 Itr. 

JUNGE.H-A,. DRANT.K.T. , RUSSELL.L.D Ilalttmoro Gas L Electric Co. 
83/06/24. HURLEVjT. Region I. Office of Director. 3pp. 19382:265 
24X Fiche; 50-317. 83/06/24, 8307110427. 


0307180107 LER e3-03i/03L-0: on 63D604, T hot signal to channel A reacto 
protection sys failed low. Caused by broken 120-volt ac 
input lead to temp channel power supp I y. Longer lead 
Installed U/e30701 Itr. 

PORTER.R.J,. ftAYNOR.J M , RUSSELL, L □ Baltimore Gas 6 Electric Co. 
83/07/01. HURLEV.T Region 1. Office of Director. 2pp. 19555:203 
24X Fiche; 50-317. 83/07/01. 8307 180167 


8307181^7 LER ea-025/03U : on 830602,1 hot signal to channel A reactor 
protoction sys failed lew. render ing auComablc trip units for 
high power, thermal nergln/lou pressure ft axial power 
distribution l-noparab le. Uni ts rep laced . M/830701 Itr. 

RAYNOR.J.W.. PORTER, R.J, I RUSSELL, L D. Baltimore Oas *, Electric Co. 
83/07/01 HOSUEVrT. Region E, Office of Director. 2pp. 19555:109 
24X Ficho. 50-317, 83/07/01. 0307 180207 
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S307180245 l.Efl G3-036/0 1 T--0 on 83061 8, S ur i n g s ts 3 d ij -s tate operation 
at e3y. power, reed switch position indication lost #or all 
control element assemblies. Caused bg overloaded power 
supp ly. Transmi t ter will be r ep lac ed. U/'S3070l Itr 

PIERINOEn.P , RAVNaR.J. W , RUSSELL. L R naltimore tfas J. Electric Co 
03/07/01 HURLEY, T Region I, Office of Director 
19S35 233 SAX Fiche 50-317,83/07/01,8307180245 


3pp 


P. iJtilitv Final isafeiy Ai.alasi. Hepuit it-L/fi; amcrjs 


0307210013 Forwaras Rev 2 to upasled F5,’,fi.>er lOCfRSO 7! 

LUNDVALl..* E Ilaltlaore Gad •, Electric Co eO/Ol'ciH CLARIS. fi A 
Operating Rifactors Branch 3 6pp IRCil .796 SAX 
Fiche 50-317. 83/07/ IB. B307?IO.-|l 3 


0307210283 LER 83-035/03L-0 on 8306 1 0. d ur i iig normal power oper at ian, ESF 
actuation sgs channel 20 steam generator level tripped 
Caused by failed Vitro Isolator modulo Hodule replaced W/ 

830708 Itr 

PORTER, R J , BASSO, L F , RUSSELL, L D Balt imore Gas t, Electric Co 
83/07/08 HURLEY, J. Region I, Office of Director. 2pp 17664 20S 
24X Fiche. 50-317, 83/07/08, 8307210285 


0307210287 LER 83-033/03L-0 on 830603, fire detection instrumentation in 
containment southeast electrical penetration determined 
Inop erab 1 e. Ropai r impossible due to i nac c essab i 1 i ty of 
Prolecto wire. W/030708 Itr. 

JUNGE,M A . BASSO, L F , RUSSELL. L E Baltimore Gas *< Electric Co 
83/07/08. HURLEY. T. Region 1, Office of Director 2pp. t?664 204 
24X Fiche: 50-317. 03/07/08, 8307210287. 


U. Cong re 5 3 i ona 1 /E* e c ut i ve Correspondence 


0307270047 Forwards monthly FR notice of cons i dera t lort of Issuance of 
amends to GLs involving NSHC determination t, appartunitu 
for hearing. 

DENTON. H R. Office of Nuclear Reactor Regulation, Director. 
83/06/22. STAFFORD, R. T. . SIHPSON, A. Senate. Environment St Public 
Works. UDALL.M. K. House of Rep . Interior 6 Insular Affairs. 5pp 
19811.018. 24X Fiche. 50-000. 83/06/22. 0307270047 


8307270050 Monthly notice of consideration of issuance of anvends to OLs 
involving NSHC determination t, opportunity for hearing. 

CLARK, H. A Operating Reactors Branch 3 S3/06/07. ISpp. 

19811:020. 24X F I c h e ; 50-000, 83/06/22, 8307270047, 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency f, fire protection plans 


— GBOTaiOOli Hev 2 to Calvert 1 i f f s upjateo l••SAP 

« Baltiinnre Gas h Electric Co 3i 0’ 13 rlB'lpp 19661 30 1 24X 

Fiche 5':— 317. 03/07/10. B3072lUOi:i 


P. Operating liAense stage docu.ments 1 , ^ , i s scon den,, e 


0307190376 Foruards generic safety e^jluiriiu' suppcxtiny lontinued 
operation of FWRs u/Oresser piirnary safety . u 1 ve s . u n 1 1 1 
final resatutson of NUReO-0737. I tern II |; | 

CLARK. R A Operating Reactors Branch 3 e^/OJ/OB L UNPVAl.L ■ /. £ 
Baltimore Gas r. Electric Co 2ee 19656 052 24' 

Fiche. SO-317. B3/OS.'03. 8307 190376 


8307200344 Summai'M of 830601 meeting w/licensee ’ C-E in Dethesda.HD r 
resolution of Unresolved Safety Issue A-47, "Safety 
Implications of Control Sys " 

S2UKIEUHICZ. A Cencric Issues Urarcti (3:i/06,'l4 KNIEL.h Generic 
Issues Drench. 4pp 19670 007 24/ Fiche 50-317,93/06/14, 

8307200344 


--8305230364 Confirms proposed i ec ommendst i oris For improving NRF task 
action plan for Unresolved Bafety Issue ,'-47. 'Safety 
Implications of Control Sys " Approach would mmimiie 
adverse impact on engineering resources Heefing requested 
POINOGXTERiC H Baltimore Gas t- Electric Co f33/04/14 
DIHCKS.U.J Office of the Eistutlve Divectoi for Operations 4pi 

I9670.cn. 247 F iche . 50-3! 7. B3/06 1 4 , S30720i:34 4 


-B3032S055S Responds to 830414 proposal re par t i c ipa 1 1 on in activities 
concerning Unresolved Safety Issue A-47, "Safety 
Implications of Control Sgs " Proposal meritorious Heeling 
to discuss proposal planned for Q30323 in Dethes,)a,HD 
OIRCKS.U.J. Office of the Eiccutive Direcloi fur Operations 
83/03/16. PQINDEXTER.C H rialtiooie Gas V Electric Co SOpp 
19670 015 24X F i c he . 50 -3 1 7. 83,'U6/ 1 4, !i307rO0344 


0307070180 Rev 10 to Emergency Response Plan Implementing Pracedure 
ERPIP App 11. I, "index of Equipment Checklist " (4/830627 Itr 
h receipt form. 

RUSSELL. L. D. , RAYBURNiC R Baltimore Gas ?■ Electric Co 83/06/S2 
WELCH. S Director's Office. Office of Inspection and Enforcement 
44pp. 19293:159. 24X Fiche 50-317,83/06/22,8307070180. 


H307120039 Releases public version of rev to emergency plan 
Implemontin^ procedure 

FELTON. U M. Division of Rules and Records 83/06/24. Document 
Management Branch. Ip. 19439.344 24X Fiche 50-317.83/06/24. 

8307120039 


-8307120043 Public version of Rev 9 to Emergency Plan Implementing 
Procedure ERPIP 4 1.21, "Personnel Assembly ' W/B30327 Itr 
i, receipt form. 

RUSSELL, L.B , RAYBURN, C R Haltimare Gas t Electric Co. 83/03/23. 
CLARK, R. A. Office Of Nuclear Reactor Regulation. Director I4pp- 
19439:345. 24X F l c h e . 50-3 1 7 , 83/06/24 , 8307 1 20039. 


3307120000 Releases public version of revised emergency response plan 
imp I enien ta tion procedt/re. 

FELTON, J.H. Division of Rules and Records 33/06/24 Document 
Management Branch |p. 19435:208 24X Fiche 50-317.83/06/24. 

0307120080 


•0307120083 Public version of Rev 2 to Emergency Response Plan 
Implementation Procedure ERPIP 4 4.7.6, "Pos t -Ac c idant 
Sampling Sys *. Analysis " W/S30616 Itr 6 receipt form. 

RUSSELL. L.B. Baltimore Gas tr Electric Co 83/06/01. CLARKiR.A. 
NRC - No Detailed Affiliation Given 36pp 19435 209 24X 

Fiche: 50-317, 83/06/24, 8307120080. 


1307190484 Advises that Class III f, 1 feee remitted u/a30223 
application for eiemption from certain fire protection 
schedular requirements will be applied to alternate safe 
shutdown portion of 810319 request. 

MILLER. W.O License Fee Management Branch 03/07/08 LUNDVALL.A E 
Baltimore Gas J. Electric Co. 2pp 19656 165 24X 

Fiche: 50-317. 83/07/08, 8307190404. 


'307200135 Confirms current use of C-E Owners Group generic' emergency 
procedure guidelines described in 030413 response to Suppl 
I to NUREO-0737, "Emergency Response Copabillty." 

UUNOVALL, A. E. Baltimore Gas V Electric Co 03/07/15 CLARK. R. A. 
Operating Reactors Branch 3 Ip 19651 020 24x 

Fiche: SO-317. 83/07/15, 8307200135 


R307I8O446 Foriuards monthly FR notice of a.nenus to OLs involving NSHC. 
• Office of Nuclear Reactor Regulation, Diiector 83/06/15 
UHRIO.R. E Florida Power !. l ight Co 2pp 19641 347 24X 

Fiche. 50-000. 83/06/15.0307 190446 


—0307190001 Monthly notice uf amends to fJLi involving N9HC 
CLARK.R.A Operating Reactors Branch .1 83/06/07. I5pp 

19641 349 24X Fiche SO 000. 83/06/ 1 5, U.707 1804 46. 


0307110129 'Reactor Containmenl Bldg Inteyv.ited leakage Rate Test 
Rept. " W/G30701 ttr. 

LUNDVALL.A. E lla 1 T. iisor e Gas 1/ Electric Co 83/07/01. CLARK. R A 

Operating Reactors Branch 3 hSpp 19379 182 24X 

Fiche: 50-31B. 83/07/01.0307110129 


0306270397 Generic Ltr 83-26 to all appli;r.nis for OLs holders of 
CPs for power reactors re clan i f ica 1 1 oi: gf surveillance 
requirements for diesel fuel impurity Sve list enc 1 
EISENHUT.D.G Division of l.icensm-j H3/IV/05 Consolidated 
Edison Co of New York. Inc 16pp 19390 .117 ?4x 

Fiche SO-COO. 83/07/05,0306270397 


0307060329 Gt-nei sc Lti 83-J7 to all lici.iisues I app 1 1 c uri t s for 
operatiiiq power reactors h hnlderg nf CPs for pnuei leactors 
re surveillaiue intervals in STS. Sve list unci. 

EISENHUI.D.G Division c* Licensing Q3/07/06 C.mso 1 1 da t ed 
Edison Co of tJew Vsi-li. Inc 16pp 19669 254 24/ 

Fiche 30-CC0. U3/O7/06. 0307060329 


0307080169 Generic Ltr 83-28 to all lic»ni,-..s of operai.iiy reactors, 
applicants for Ql. q, holders of CPs re pi.^uired actions based 
on generic implications cf Ouiem AIU3 evonls 5vc list end 
EISENHUT.HG Division of Licensing RD/O',', 'OU Consolidated 

Edison Co of New York. Tnc 3Spp 1946'’ 269 24/ 

Fiche 50-000.03/07/08. B30708U169 


0307270303 Forwards safety evaluation of utii 811113 response to 
Generic Ltr ni-3l, "Natural Circulation Cuoldown ’ Upper 
head voiding does not pose safety .oiirprt, for Facilities 
Procedures will be reviewed per TM1 llc-m I C i 

CLfWK.P A Operating Reactors BvaiKh j 83/07/08 LUNDVALL.A E 
Baltimore Gas t, Electric Co 2pp 19(112 .524 24< 

Fiche 30-317. 03/07/08. 8307270303 
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B3C‘727C-3 1 3 SS«*v-iv Svali^atior of tt.! resoonse to Senepic Llr 

gi--ri. 'Notuial Circulation CoalJo'-'ii •• Ufroer hear) voiding 
not sofpty concern proviSeci mat uf-praCor equipped 
•u/adequatG ti'aining t procedurea 

• Office of iJuclear Fleaclop FJegu I a 1 1 on. DirectOP B3/O7/08. Asp 
I^aia- Oilfi Fiche 50-3 I 7. S3.'C7/0B. 0307270303 


aj(M>27O40& IE Info Notice a3-r)£(,. "Gaseous Effluent Releases of 
Jtadioactive 1-125 *: I-13I m Eicess of NftC Limits " Svc list 
enc ) . 

TAYLORi J. Id. Division of QA. Safeguards 4. Inspection Programs (Post 
630103) B3/07/I4 Consolidated Edison Co of New York. Inc 

ll4pp 19715.270. 24X F i c h e . 30-000. B3/07 / 1 4, 8306270406 


□30/..a010B Discusses results of revieu of incidence of personnel errors 
in performance of safety-related activities Electrical maint 
personnel training progi'am si.ould be inslitiited at earliest 
practicable date 

CLARk.R A Operating Keactors Branch 3 e3/07/C>F LUNOVALL.A E 

Saltimiire Oas t- Electric Co i'pp 14312 34 B 24* 

Fiche SO -3 I 7. 33/07/08, 8307280108 


8307210190 Wilnaraus 830234 request for amend (Change 9 ) re fuel oil 
tank sur ve 1 1 1 anc e Review ; on t i nu l ng . R e q ues t may be 
resubmitted later 

I.UHDVALI.. A. E Baltimore Gas 4. Electric Co 83/07/11 CLARK. R A 
Operating Reactors Branch 3 tp 1966? 061 24X 

Ficne . 50-317, 33/07/ 1 ] . 830V2 HU 90. 


8307280199 Forwards prasram description for resplviitj TMI Action Plan 
Item 11 K. 3 5 , "Automatic Trip of Reactor Coolant Pumps." 
ueneric portion scheduled for completion by end of yr 
LONDVALL.A e Daltimore Gas 6 Electrsc Co. 83/07/35. CLARK.R.A. 
Operating Reactors Branch 3. 6 pp 19791 241 24x 

Fiche. 50-517, 33/07/25, 0307230199. 


0307280430 Reaffirms that continued operation of facilities during 
I ns tal la t iDii of automatic trip of mam feedwater sys pumps 
upon cor, t ainm.in t high pressure not onoue risk to public 
health »• safety. Mods will be completed by 331117. 

LONDYALL.A £, Baltimore Gas ft F-Iertric Co 33/07/35 CLARK. ft A 
Operating Reactors Branch 3 4pp 19797 252 24* 

Fiche SO- J17. 83/07/25, 83072B0430 


Q Inspection reports. IE Bulletins f correspondence 


Q307110627 Notification of significant licensee 830701 enforcement 
conference w/utll in King of Prussia. PA 

GREENMAM-E G Civision of Project ?- Resident Programs. B3/06/27 
Division of Project I. Resident Programs. Ip 19391 352 24x 

Fiche SO-317, 03/06/27. 8307110627 


8307150039 Forwards IE insp Repts 50-317/B3-I5 '■ 50-310/33-15 on 
33052&~0&OJ No n 0 n c anip M dne e noted 

STAROSTl-CK I , R Division, of Project 6 Resident Pro’jrams 33/06/27 
LUNDVALu, A. C. Ddltimore Gas 6 Kleclrn Cu 2 pp I9S36 103 34X 
Fiche 50-317, 83/06/27. 6307150089 


-8307150093 IE Insp Repts 50-317/03-15 50-318/83-15 on 830525-0601 . No 

noncompliance noted Major areas iiispecled isolalichn of salt 
water to ECCS pomp room air c oo lers, re so I t mg in potential 
mop ei ab i 1 1 ty of ECCS fv. containment spi-ay sys 
ARCHIT/EL.R 8 , TRIMBLE. P C Region I, Office of Director. 

S3/ei6/,c7 5pp 19536.105 34J Fi.-he 50-317,83/06727.8307150039 


0307120^9 Responds to 030623 request f r.r statistical evaluation of 
dccuaj r»atl strengths for c onta J ncneri t tefidcns* p er IE 
Dulletiii 30-04 Significant cnntjinment laads will not be 
traiisfeired until after reinforcing steel approached 
MONTGOMERY. □. E. DaltmiDre Gas 6 Electric Co. B3/07/01 CLARK, R A 
Operating Ueactoi-s Branch 3. Ip. 19433 087 i' 4 X 
Fiche. 50-317, 83/07/01, 8307120059 


3307280307 Forwards IE Insp Repts 50-317/83-13 4, 50-318/83-13 on 
030310*0614 |« notice of violation 

STAROSTECKI > R Division of Project Resident Programs 83/07/14 
LOMDVALL. A. E. Baltimore Gas 4. Electric Co 2 pp 19796 027 24X 
Fiche. 30-317. 83/07/14, 3307280307 


3307280310 Notice of violation from insp on 030510-0614. 

Region 1 , Office of Dlrectov. 33/07/14 2 pp 19796 029 
Fiche. 50-317, B3/07/I4, 3307280307 


24X 


— 8307230315 IE Insp Repts 30-317/83-13 4- 50-318/83-13 on 830510-0614 
Nonconipl lance noted failure to pioperly implement 
surveillance requirements for electric motor driven fire 
suppression water sys pump. 

ARCHITZEL.R. E , TRIrtQLE.D. C , HIGGINS, J. Region I, Office of 

a3''0’’/'t3 ISpp. 19796 031 24X F I c h e . 50-3 1 7, 83/07/ 1 4, 


BJ072S0343 Ac k receipt of 830615 Itr informing NRC of step' 


ca R en co 


correct violations noted In IE Insp Repts 50-317/83-08 6 
30-318/83-08. 

Oivasion of Engineering 4, Technical Programs. 83/07/21 
LUNDVALL. A. E. □elttraorc Gas 4, Electric Co. 2 od 19789 032 24* 

FichB:50-317.a3/O7/21. 8307200343 


-owurwoi/jot rtespanos to NRC 030320 Itr re violations noted in IE Inso 
Repts 30 317/93-08 4< 50-3 18/S3-0S. C or r ec 1 1 ve ac t i oos : ou t s i d e 
lab contracted to perform future strontium ana lyses. Samp 1 Ing 
geometries procedure will be revised. 

LUWVAl.L.. A. £ Daltlmorc Gas b Electric Co 03/06/15. MARTIN, T.T 
Division af Engineering 4. Technical Programs. 2 pp 19789 034 

24X Fiche; 50-317.83/07/21, 0307280343 


R^ Periodic operating reports 4. related correspondence 


□307120264 '•Semian nua 1 Effluent Release Rept for Calvert 
Pouer Plant. Second Half - 1932 " 14/630301 Itr 
LUNOVALL.A E. Baltimore Gas 4, Electric Co 83/03/01 
Region I. Office of Director. 19pp. 19424 ii 6 24X 

Fiche: 50-317, 83/03/01 . 3307120264. 


Cliffs Nuc) sar 
HAYNES. R, C. 


tiwRivHjij operating rept-s tor June 1983 W/03( 
LOTITO.E. Baltimore Gas 4, Electric Co. 83/07/14. 
OPfice. Office of Inspection and Enforcement llpp 
Fiche: 50-317. 33/07/34, 3307200169 


D 1 rec tor's 
19647: 280. 


occorrencos. LERs 4. related correspondence 




2.185 psia & pressunier level decreased to 128 inches 
Caused by closed hydraulic dampener bypass valves on turbine 
bypass control valves Valves opened W/B306i5 Itr 
JUNCE.K.A Baltimore Gas U Electric Co. 83/06/15. ALLAN. J M 
Region 1, Office of Director 2pp 19168 354 24x 

Fiche: 50-313. 83/06/ l 5, 3307010124. 


3306270401 IE Info Notice 83-46, "Commoi, Muds Ya 1 ve Fsi 1 ures Degrade 
Sorrv Recirculation Spray SubsystBir^ ' Svc list end 
JORDAN, F. L Division of Emergency Pi' ,.,pai edmess 6 Engineering 
Response (Post B30S031. 33/07/11 Consolidated Edison Ca of New 

York, Int I54pp 19563:293 _ 24X Fiche 50-000,83/07/11.8306270401 


uwu/viuwck/ LCR B3-U2//0aL- 


tPTiii 1 fnt, n ~~ - v.i ojuae-ei, power-dependent insertion limit 

tPDlLI for Oroup 5 rods found i nop erah I e, render I ng control 

motion inhibit i noperab I e. Caused by failure 
of FOIL auc tlone er 1 ng card semiconductor 11/830616 Itr 

S. Electric Co. 

33/06/16. ALLAN. J.M. Region 1 , Office of Director 2 od 
19124 353 24X F it h o : 50-3 1 3. 63/06 / 1 6 . S3070 10087 


S30715010I AeV receipt of 830613 Itr inforiung NRC of steps taken to 
‘f* J"SP Rept‘ 50-317/S3-II 6 

Plvisien of Project 4 Rev.. dent Programs 83 / 07 / 11 . 
LUNDVALL, A t. Baltimore Gas Elecint (o spp 19530 074 24X 

Fiche 50-317.83/07/11.6307150101 

S305I6 Itr le v.o'etions noted in IE I„sp 
Repts 50 31//8J-U 4 50-316/83-11 Currvcctve actions logs 
will be required to name individual receiving grab sample 
‘ performed on .iffected filters, 

LUNDVALL, A E Baltimore Gas 1, Electric <0 63/06/13 

l 953 o'’i/A“'’"av Resident Programs 2pp 

19530 076 24X F 1 ch e 50-31 7, 83/ '77 / I f , Hgc-7 1 50 1 01 

'^^Rt?u?r'*-‘r ck Hydraulic Snubbers as 

ResuSt or Ctin t a ml na t ed Hydraulic Fluid " c list end 

JORDAN.C L. Division of Fmergency H r :■ p a.e.J nes I 4 Eng peer. na 

u^ted of New 

• J41pp I9w63 153 24. f-irh,. 50-000.83/07/12.6306270404 


3307160193 LEE 83 031/03L-0 on 330606 , c on ta 1 nmen t cooler 21 failed te 
start in slou speed upon containment spray actuation test 
signal. Caused by failure of low speed c on tac t s. Rep lacemen t 
relay to be installed U/B307O6 itr 

J1^E,H-A . HAVNOH.J. w. . RUSSELL, L B Baltimore Gas 4 Electric Co 
83/07/06 MURLEV.T, He g i on I . Of f i c e 0 f D . r e c t or Dp^ l5555 l66 

24X Fiche 30-318,33/07/06,6307180193 

3307220509 LER a3-032/O3L~0 : on 8306 1 1 . dur i ng MSIV surveillance testing, 
cold leg temp esceeded Tech Spec limit Caused by Improper 
liskt switch orm pos j t i on. Sui fcch arm ad juiVed. W/ 83070 B Ifcr 
WENDEBLICH.R L.. BASSO. L. F, . RUSSELL, L.B. Ba 1 1 Imo^e ‘I' E, eP tr 1 c 

MURLEV-T. Rogion I. Office of Director. 3 pp 
19665:272 24X F i c h e . 50-31 3. 33/07/08, 3307220509 
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U. Congress I onsl/Eiecutive CoirssponJence 


B307270047 Forwards monthly FR notice of c orn i de ra t ion of issuance of 
amends to OLs involving NSHC determination it opportonity 
for hearing 

DENTON. HR. Office of Nuclear Reactoi Regulation. Director. 
83/06/22 STAFFORD, R. T Senate, Environment i-.Pi.6Uc Works. 
OTTINGER. R. L. House of Hep , Energy f, Commerce 2pp 1?B11 018 
24X Fiche 30-000, 83/06/22. S30727004 7 


-83O727OOS0 Monthly notice of consideration of issuance of amends to OLs 
involving NSHC determination 6, opportunity for hearing 
CLARK. H A. Operating Reactors Dranch 3 B3/06/07. 13pp 

19911.020. 24X Fiche. 30-000, 83/06/22, 8307270047 


DOCKET 30-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 
F. Security, rredtcal, emergency f/ five protection plans 


0307100330 Releases public version of rev to emergency plan 
adml n 1 s tra t i ve procedure 

FELTON, J, M. Division of Rules and Records. 83/06/24 Document 

Management Dranch. Ip. 19S65i337. 24 X Fl che 50-320, 83/06/24. 

0307180330. 


— 03O7JBO332 Public version of Rev 1 to Emergency Plan Administrative 
Procedure 1056, "Emergency Planning Training. " 

KANOA. D. K. General Public Utilities - GPU Service Carp. 83/C3/27. 
I4pp. 19565 338. 24X F i c h e : 50-320, 83/06/24, 8307 1 00330. 


8307190429 Advises that resolution to NRC comment on General Project 
Design Criteria Section 2.5 "Mini DHRs" ?. new wording for 
Section 3.4. Ill) on App R criteria should be incorporated 
into Rev 3. 

SVNOER, B. J. TMI Program Office. 83/07/07 KANGA, 0 K. General 
Public Utilities - GPU Service Corp 2pp. 19636.043 24X 

Fiche: 30-320, 83/07/07, 83071904 29 


8307250327 Memorandum cin status cf NR'J 7MI-1 io:-tart review, per ASI.AU 
830616 7, 0706 orders Ccmpletion of fjRC review of open 
issues f- formulation of NRC position c)n .ngf integrity 
rea I IS t ica 1 1 y appear to be many months ..luia.i 

GOLDBERG..-' R. Hearing Ut-anch 2 8pp 19703 023 24X 

Fiche 30-289. 03/07/21 , 8307350327 


—8307230334 Heeponds to regi.est for iiifii ru natuie ’■ current status of 
NRC review of QPU vs D«-H lauiuil douum.'nts As of 830720. 
screening review approi 75;4 complcu- 

RU5SELL.W r NHC - No Detailed Af f i J i a 1. 1 o.i Given 83.07/20 
OOLOBERG.J. Hearing Branch 2 Ip 19703 O.fl 2*U 
Fiche 50-209.83/07/21. 8307250327 


— 8307250344 Defines s c op e . pur p os e t. app'o.ich re NFti; i-evieui of GPU vs BbU 
lawsuit documents Review comprises a.jd i t revieoj similar to 
normal NRC safety review Completion by Isept 1983 should be 

scheduled 

OENTON. H II. Office of Nuclear Reactor Regi.Jation, Director 
83/07/1 1 EI6ENHUT .DC Division of I icori sing SPEIS, TP 
Division of Safety Technology VCt.l.MEP.Is H Division of 
Engineering. 4pp 19703.032 24X Firhe 50-289.03/07/21, 

8307330327. 


B3072SO347 Statement of Comfiiission Cl.I -83-20, out M or i i i ng issuance of 
notice nf violation I. proposed impnsiiicn of i v 1 1 penalties 
in amount of *140.000 re failurt, t;i i.np I .•men t leti.iining 
program properly l< matl false statements 

CHILKi S. J Office of the Serretary of th,' Comirnssion 33/07/22 
13pp 19703-259. 24X Fiche 50-2QV, H .T/OV / 22. 8 :i07250.14 7 


H Ooneral correspondence 


-8306100004 Foroiards BEIR rept. -"Effati. on Top u la t i on of Eiposure to Low 
Levels of loniiing Ra-diation," in lesptmse to 830411 I'eguast 
for info re health impact esli.nate W/u ei.cl 

SNyDER. D J. TMI Program Office n:i/06/0n HUIlKl-J. A f f i 1 i .i 1 1 1) n 
Unknown 3pp. 1B815 324. 24X Fi.-he 30-320.13:1/06/06,8306100004 


9307270031 Forwards Rev 18 to security plan Rev withheld 
(ref 10CFR73. 211. 

HUKILL.H. D. General Public Utilities - GPU Service Corp. B3/O7/20 
DENTON, H.R, Office of Nuclear Reactor Regulation. Director Ip 
19749:360. 24X F 1 c h e : 30-289, 03/07/20, 8307270031 


0. Adjudicatory correspondence 


8307190259 Notifies of VH Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

RIDOWAV. D. A. Shaw, Pittman. Potts (■ Trowbridge. 83/07/13 

WOLF, J. F. , PARIS, O.H., SHON, F. J. Atomic Safety and Licensing Boarj 

Panel. Ip. 19629:276. 24X F 1 c he : 50-320, 83/07 / 1 3. 8307 190259 


8307270017 Responds to c ons t i tuenh » O'Neil ElOfllR I t r eipiessing 
concern re cleanup.Ofc of loves t igaf ici.s is investigating 
allegations re polar crane saTeliy 1, cleanup issues First 
phase to be completed in Aug 1983 

DIACKSiM J. Office of the Executive Divuctoi for Clpcrations 
83/07/13. SPECTER, A Senate 5pp I9till 012 24X 

Fiche. 50-320. 83/07/13. 830/270017 


— 8307270019 Requests findings »- vlowi on . x-ii v 1 1 tuo r t 11 O'Neil end 
830419 Itr re cleanup V alleged s-,foly violations 
SPECTER. A Senate 83/04/19 Offic,' of T uixg r e I s i cine I Affair 
2pp. 19811 016. 24X Fiche ?0-32(', 03 / 07 / 1 :i, eOO/iUOO 1 7 


P Operating license stage documents J- i, i irs p on, lento 


■0307190263 Notifies of employment at law firm VR Harding will not 
participate in any case pending before NRC.Svc list end. 

HARDING. V.R. Shaw, Pittman, Potts t Trowbridge. 83/07/13. 
WOLF.J.F., PARIS, O.H., 3H0N, F. J. Atomic Safety and Licensing Board 
Panel. 2pp 19629:277. 24K Fiche 50-320,83/07/13,8307190259 


0307210248 Notifies of Vfl Harding employfiisnt at law firm. Harding will 
not participate in any case currently pending before NRC. 
SILBERG.J.E. Shaw, Pittman, Potts t- Trowbridge 03/07/13 
PALLADIND, N. J. , GILINSKV.V., AHEARNE.JF Commissioners. ip 
19664:061 24X F I c h e ; 50-000, 83/07/ 1 3, B3072 1 0248 


•8307210231 Notifies of employment at law firm. VR Harding ultl not 
participate in any case pending before NRC. Sve list end. 
HARDING, V.R. Shaw, Pittman, Potts f< Trowbridge. 83/07/13 
PALLADIND. N. J. . GILINSKY,V.. AHEARNE.JF. Commissioners Sop. 
19664.062, 24X Fl c h e : 30-000, 03/07/ 1 3. 830721 0248. 


8307190198 Discusses concerns expressed in 830602 Ur re eheeting on 
operator qualifying eiem, safety of TMI-2 cleanup t, operator 
competence ?< integrity at TMI. Final decision on restart will 
not be made until outstanding concerns addressed. 

PALLADIND. N. J, Commissioners. 83/07/14. THORNBURGH. R. 
Pennsylvenla. Commonwealth of.. 2pp 19630 109 24x 

Fiche; 30-289. 83/07/14,8307190198. 


B307230263 Responds to 830629 memo posing question on NRC action 
util falsification of leak rata tests. Pact that Hartman 
allegations referred to DOJ was not withheld from public. 
DIRCKS.W J Office of the Executive Director far Operations. 
03/07/19. GILINSKYpV. Commissioners 3pp. 19703' 279 24X 

Fiche: 50-289. 03/07/19,8307230263 


8307070149 Forwards responses to NRC 8into:' Iti re un.lerhead 
charac tenia t ion SEAsApproi nine vol e i i.hniig., s per day 
would occur under reactor vessel hp.id w/vpjucity in H-0 

aianipulaior of I ft/s. 

KANGA, 8 K General Public 'Utilities - CPU service Gorp U’J y 0 b ' r'.‘/ 

BARRETT, L H. TUI Program Office 12pp 1929.1:240 24X 

Fiche. 50-320, 83/06/29, 8307070149 


B3070B0008 Forward* Rev 3 la polar cv.iiit- V.uidiniial description for vso 
in evaluating refurbishment of polar crane 

KANOA, B.K General Public Utilities - GPU Service Corp. a'J/OA.nO 
BARRETT.L H TMI Program Office 2pi> I9:j5i i!.-}4, L'dx 
Fiche - 50-320, 03/06/30. 0307080008 


0307120004 Forwards Page 3 la polar trai.a Sflv describing rolncaling 
Internals indexing f u tur e, assemb ly of test !o, id. load tost 

& dl sasseiPblii of test load. 

KANGA, B R. Ooneral Public Utilities - OPU Service Corp Q3/Q6/:iO 
BARRETT.L. M. TN] Program Office. 2pp 19423 188. 24X 

Fiche. 50-320. B3/O6/30. B307120004. 


8306270397 Generic Ltr 83-26 tu all .vpp 1 ic .,r.Ls fi.r CH.s >.• holder;, of 
CPs for power reactors re c let - 1 f i cal ion n f our vu i 1 I anc e 
requirements for diesel fuel impurity Bve list one I 
EISENHUT.B. e. Division of Licensing SIT' '-.V/OD Ccni so 1 i dal od 

Edison Co of New Vork. Inc I6pp 19.190 3J-/ ;'4 » 

Fiche: 50-000.83/07/03, 8306270397 


0307060329 Generic Ltr 83-27 tr, all 1 1 c .-nsce f. applicants for 
operating pnuer reactors 6 iiolduis 'jf CPs fur powur rcatlors 
re surveillance intervals in STS Sve list end 

EISENHUT.D. G. Division of Licensing 0J.'r,v/06 Consolidated 

Edison Co. bf Nebj York, 16pp. 

Fiche. 90^000. 83/07/06. B307060'J2^ 
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^oru'drdfi payment; tf Itcerstn^ ft-L-*? required by JOCFRS^O 3P 
fcr pre/io^)&ly submiitted requeat-s 

HAN'SA.D 1' ijeiioral Pub I I r UtiJltior. - CPU Servite Corp. B3/07/06. 
MILLER. U 0 License Fee Msnejenient Orertrl. 2pp 19555 240 24X 

Flche 50-320. 33/07/04), 030715014)4) 


0007190310 Proposes oeelitig in Par s i p p aity . NJ to train NHC ipeeibers in 
use of t;PU c ompu ter 1 t oe record sys in order to access GPU vs 
D7/Ut lauiSL'Lt documents from De to e sd a. Mil ofci. Info generated 
uipuld be placed in PDR 

DElfTOMi H R Office of IJoclear Reactor Regulation) Director 
03/O7/Oc aRmol.Dj P C General Pi'blic ucilities - GPU Service Corp 
Ip 194)54) 174 2ni Ficbe 50-289. 33/07 .'04). 03l>719O31O. 


03O712O34.C Foi-u-ii-ds application for imi-r.d to License DPR— 73> cons i st i ng 
of Tech Spec Change Request 42 re temporarily deleting ref 
tp require me I) ts for monitoi'ing.initruO'enlation ^ valves. 

ARNOLD. R C General Public Utilities •- GPU Service Corp B3/07/07 
SVNDER.B u. THI Program Office Ip 19425 093. 34X 

Fl Che 50-320, B3/07/07, 8307 1 20342 


--0307120347 Application for amend to License DPR-73> cons 1 sting of Tech 
Spec Change Request 42 temporarily dcletirg ref to 
require menti for nionitci*ing,instrumentaCioii U val vos . 

ARMOLD.R L General Public Utilities - GRU Service Corp 
03/07/07 4pp 19425:094. 24X Fiche 50-320.83/07/07.8307120343, 


— S307120352 Terfi Spec re monitoring, i n st *' umeiita 1 1 on t* valves. 

e General Puolic utilities - GPU Service Corp 83/07/07. 23pp. 

19423 098 24X F i ch e 50-320, 03/07/07 , 8307 120342. 


0307190429 Advises that resolution to NRC loirment on General Project 
Design Criteria Section 2 5 "Mini DHRs" u non. uiording for 
Section 3 4. lil) or App R criteria should Be incorporated 
Ir. to Rev 3 

5YMDER. B J TMI Program Office S3/07/07. KANOA, B K. General 
Public Utilities - GPU Service Corp. 2pp 19656 043. 24* 

Fi Che: 50-320, 83/07/07, 8307190429. 


3307000169 Generic Ltr 83-23 to all licensees of operating reactors> 
applicants for OL b holders of CPs le required actions based 
on generic implications of Salem ATUS events. Svc list end 
EISENHUT.D G Division of Licensing 03/07/08- Consolidated 
Edison Co of Neu Yorl. Inc. 3Gpp 19669 269 247 

Fiche: 50-000, 03/07/08, 0307000 1 69 


83071901 19 Enfornie that last EPICOR II prefilter shipped 630713. ahead 
of schedule. per 021215 Itr 

HAMGA.3.K General Public Utilities - GPU Service Carp. 63/07/12. 
BARRETT, L. H TMI Program Office Ip 19636 045 24X 

Fiche: 50-320. 83/07/12, 0307190119 


6307250164 Motification of contract e i ecut i on. Mod 2 to ‘'Reanalgsls of 
Eiisting D.sta From Survey re TMI " Oontrac tor- Natl Inst of 
Mental tiealth. 

SILUIS.P H Technical Assistance Cc-ntracts Qranch FIN B-S&3I 
03/07/12 DEMTON.H R. Office Of Nuclear Reactor Regulation. 
Director REGAN. W H NRC - Mo Detailed Affiliation Give-n. ]p 
19725:355 24X F j c h e : 50 -209, B3/07 / 1 2, 83072501 6B. 


— 0307250176 Mod 2. eitendlng period of performance to 830430. to 
"Reanalgsis nf Existing Data From Survey re TMI 

• Health J. Human Services, Dept of, GUSIAVf.R.P. Division of 
Contracts FINtI-8621. 83/07/12 ip 19725-356. 24X 

Fiche 50-289.83/07/12,0307250160 


8307150159 Submits proposal to change leserve lani reqii I pement to 
maintain min of 100,000 gallons freebo.-si-d betuieen tants 
until approval of 030527 Amend Request 3 

WANGA, D h General Public Utilities - GFU Service Corp. 83/07/13. 
BARRETT. L H. TMI Program Office L’pp 19533 234, 24X 

Fiche. 50-320. 83/07/13, 0307150159 


0307270026 Discusses safety ev.slufltiors far reactor vessel underhead 
character liotipii study Environ l.mpacts from proposed 
operation fall utthin scope of activities previ ous I y 
conside-ied in p rogran.-na 1 1 c EIS 

BARRETT, I . H. TMI Program Office. 03/07/13 KANCA.B.H. General 
Public Utilities - CPU Service Corp 4pp 19B11.242 24X 

Fiche 50-320. 03/07/ 13, 6307270026 


0307290542 Comments o-n manuscript "Progress in Cleanup of TKI 2.“ 

List of refs should be ijcpanded Paper acceptable for 
publication. 

SNYDER. B J TMI Prpgram Office [13/07/13 COTTRELL. H 0 Oat Ridge 
National Laboralory. 2pp 19857 084. 24X Fiche 30-320.63/07/13. 

0307290542 


8307200164 Notifies of minor venation in ciitena for preparation of 
submerged demmcral i ler sys Liner DlOOll for shipment. 

Uohnson Screen & fill piping to be filled to 9SX capacity 
to maintain control of rad loly t h 1 cal gases 

KANOA.D K. General Public Utilities - GPU Service Corp. 03/07/15. 
BARRETT. I..H TM! Program Office 2pp 19647 275 24X 

Fiche. 90-320. 83/07/15. 8307200164 


8307370032 Concurs u/proposod plan to remove upper V lower tank farm 
from required reserve waste water tankage, in response to 

830713 Itr 

DARRETT.L.H. TMI Pr o g 1- am Of f 1 c 0 03/07/15. KANGA.R.K. General 

Public Utilities - GPU Service Corp. 2pp 19011.246. 24X 

Fiche- 50-320. 03/07/ 15. 0307270032. 


830727003? Responds to 030715 Itv requesting variation of catalyst 
addition criteria for submerged demi tiera 1 1 ler sys Liner 
OlOOII Adequate recombiner matl present to control any 
potential combustible radiolytic gases 

BAHHETT.L.M. TMI Pr og ram Df f I c o . 83/07/15. KANOA.D.R. General 

Public Utilities - GPU Service Corp 3pp 19811.257. 24X 

Fiche: 50-320. 03/07/ 1 5, 0307270039 


8307290331 Forwards Rev 2 to "TMl-2 Core Debris Grab Samples Safety 
Evaluation." Core debris sample program can bo accomplished 
u/o undue risk to public health (. safety 

KANOA.e.K. General Public Utilities - GPU Service Corp. 83/07/20 
BMIRETT.L H. TMI Prog ram Of f 1 c e . Ip. 19703.013. 24X 

Fiche: 50-320, 83/07/20, 0307250331 


— 8307250336 Rev 2 to "TMI-R Core Debris Grab Samples Safety Evaluation," 
» General Public Ullliblos - GPU Service Corp. 03/07/20. 9pp. 
19703:014. 24X F! c h e ; 50-320, 03/07/20, 030725033 1 . 


8307250454 Forwards response to NRC 030615 request that util provide 
adequate justification for each instance Tech Spec 
surveillance involed due to occupational eiposure 
CDiislderatlons. 

KANGA.D.K. General Public Utilities - GPU Service Corp. 83/07/20. 
SNVOER.Q.J. TMI Program Office. 23pp 19702:041. a4X 
Fiche 50-320. 83/07/20, 0307250454. 


8307260474 Forwards Rev 1 to "Containment Ali- Control Envelope." 
technical evaluation rept h design c r I ter la. Fee enci 
KANGA. 8. K General Public Utilities - GPU Service Corp. 03/07/22 
BARRETT.L.H. TMI Pr og ram Of f 1 c e . Ip. 19734:090. 24X 

Fiche 90-320. 83/07/22. 0307260474 . 


--8307260477 Rev 1 te "Containment Air Control Envelope, technical 
evaluation ropt. 

a General Public Utilities - GPU Service Corp 03/07/31. 30pp 
19734-091. 24X Flc he: 90-320, 03/07/22, 61307260474 


8307280357 Forwards evaluation of reactor bldg roflood options. 
Disadvantages of full or partial roflood far outweigh 
benefits Present mode will be continued. 

KANGA, B K. General Public Utilities - GPU Service Corp. 03/07/26. 
BARRETT.L.H. TMI Pro g ram Of f I co. 6pp 19796:316. 24X 

Fiche: 90-320, 83/07/26, 0307200357. 


Q. Inspection reports, IE Dulletlns b c or i-ospondenc e 


8307010117 Forwards responses to IE Bulletins 79-19,82-02 b 02-04 IE 
Bulletins 02-01.02-03 t, 02-04 inapplicable 

KANGA. 8. H. General Public Utilities - GPU Service Corp. 83/06/13, 
ALLAN. J.n. Region 1. Office of Director. 0pp. 19169:249. 24X 

Fiche: 50-320. 03/06/13. 0307010117, 


8307110392 Forwards IE Insp Rept 90-320/83-07 on 030902-30. No 
noncomplianee noted. 

STAROSTECKl. R. Division of Project t. Resident Programs. 03/06/23. 
KANGA.O K. General Public Utilities - GPU Boi-vlce Corp. 2pp. 
19380-296 24X Fi c h e : 90-320, 03/06/23. 0307 1 1 0392, 


•e307ll03?& IE Insp Rept 90-320/83-07 on t):-l0902-30. No noncomplianee 
noted. Major areas inspected: licensee action on previous insp 
findings, routine plant op oral ions. LERs, routine malnt. health 
physics I. environ review b reactor Dldg entries. 

UIEDE.U. > DARR.K. , M05LAK, T. Region 1. Office of Director, 
63/06/22 9pp. 19300:298. 24X Fi c h e : 90-320. 83/06/23. 83071 1 0392, 


0307190432 Requests stress analyses t dntallecl plans for corrective 
action required for undorsiied welds discovered during 
6306ra insp of head lift t r 1 pad. Compai-l son of proposed 
plans w/actlons taken for other BbU reactors requested. 
BARRETT.L.H. TMI Program Office. 83/07/00. KANGA, B, K, Genera! 
Public Utilities - GPU Service Corp 3pp. 19696:067. 24X 

Fiche: 90-320.83/07/00. 0307190432. 
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S307230403 ForuarOs IE Insp Rept 50-320' 83 -06 on 830404-0337 *• notice 
of violation 

STAROSTECKI . n. Division Of Project RosiJenV Programs Q3/07/OB 
KANOA. B K. General Public Utilities - GPU Service Corp. 2pp 
19703:168 24X F 1 c h e • SO-330. 83/07 /08, 8307250403 


--83073S0406 Notice of violation from insp on 830404-0537 

« Region 1. Office of Director. 83/07/08 2pp J9'703 170. 347 

Fictie. 50-330, 83/07/00, B307350403 


—0307350413 IE Insp Rept 30-330/03-06 on 830404-0327 Noncompliance 
no t ed . f a 1 1 ure to adhere to administrative ?. rad >o t ogi cal 
control procedures re congestion of uork areas ui/eLcess 
metis 

0'NEILt.,B p MOSLAK. T. , BARR, M Region 1, Office Of Director. 
83/07/05. 37pp 19703.173. 24X Ficne 50-320,03/07/03.8307230403 


3306270401 IE Info Notice 03-46, ''Common Nude Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list end 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 03/07/11. Consolidated Edison Co. of Neu 

Vork. Inc. i54pp. 19563:293. 24X F i c he 30-000. 03/07/ i t. 3306270401 . 


3306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svc list encl 
JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 8301031. 83/07/12 Consolidated Edison Co. of Neu 

York, tnc. 14lpp. 19563. IS3 24X Fiche 30-000,83/07/12.8306270404 


3306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 6 1-131 in Excess of NRC Limits " Svc list 
encl. 

TAYLOR. J.M. Division of QA. Safeguards L Inspection Programs (Post 
330103). 03/07/14. Consolidated Edison Co of Non; York. Inc. 

114pp. 19715 270. 24X F i c he : 50-000. 03/07/ 1 4 , 8306270406. 


1307230447 Informs that end list of IE bulletins not applicable to 
facility in present post-accident cond i 1 1 on. Bui le t ins 
classified as restart ull) be reevaluated when restart 
cons i dered. 

KANOA. B. K. General Public Utilities - GPU Service Corp. 33/07/21. 
MURLEY.T. E. Region I, Office of Director 3pp 19797:308. 24* 

Fiche: 30-320, 33/07/21. 8307280447. 


). Periodic operating reports 6 related correspondence 


1307290327 Foruierds TMI Program Ofc ueekly status repfc for uk of 
830710-16. 

BARRETT.L.H. TMI Prog ram Of f 1 c a 03/06/18. DENTON.H.R. afficc of 
Nuclear Reactor Regulation. Director. SNYDER, B. U. TMI Program 
Office. 11pp. 198S7;134, 24X F i c h 0:50-320.63/06/18,8307290527- 


1307100410 Forwards TMI Program Ofc weekly status repfc for uik of 
030619-23. 

BARRETT.L.H. TMI Program Office. 83/06/27. DENTON, H B. Office of 
Nuclear Reactor Regulation. Director SNYDER, B J. TMI Program 
Office. lOpp. 19641:238. 24X FI che : 50-320, 03/06/27. 83071S0410. 


1307180412 Forwards TMI Program Ofc WBel,ly status rept for uk of 
830626-0701. 

BARRETT.L.H, TMI Program Office 03/07/01. DENTDM.H fi. Office of 
Nuclear Reactor Regulation, Director. SNYDER. B.J. TMI Program 
Office. 12pp. 19641:246 24X F i c he : 50--320. 83/07/01 , 8307 1804 1 2. 


I3070B0223 Forwards groundwater monitoring da ta. me lud I ng individual 
computer graphs of tritium concentrations 6 water levels 
through May 1963. 

KANOAi D. K. General Public Utilities - GPU Service Corp 83/07/03. 
BARRETT.L.H. TMI Program Office. 40pp 19332:052. 24X 

Fiche: 50-320, 03/07/03. 8307000223. 


307180413 Forwards TMI Program Ofc weekly status rept (or wk of 
330703-09. 

BARRETT.L.H. TMI Program Of f i c c . 33/07/11. DENTON.H.R. Office of 

Nuclear Reactor Regulation, Director. SYNDER.B.J. TMI Program 
Office. lOpp, 19641:236, 24X Fiche 50-320,83/07/11,3307130413 


. Reportable occurrences. LERs 6 related correspondence 


307220337 LER B3-004/03L-0: on 830218. air intake tunnel sump level had 
risen such that there was standing water on 1/4 of floor. 

Caused by deluge leaks due to heat tracing fa i lur c. Leak s 
repaired. heat tracing & detectors replaced N/330321 Itr. 

CHAPLIN, S, D, . KANGA. B. K. General Public Utilities - GPU Service 
Corp. 83/03/21. HAYNES, R.C. Region 1, Office of Director. 4pp. 
19606:033. 24X FI che: 50-320, 83/03/21 , 3307220337. 


8307010059 Updated LEH 33-01 4/031. - 1 on 6, i i r uitalv tunnel Ha I on 

sys ac tua ted. taus 1 ng aetuatluii uf delt.ge ..ys .' trip of 
auiiliary 5 fuel handling bldgs supply b ntidust Fans Caused 
by short in actuation leads Sys repan-ed W/83061C Icr 
CHAPLIN. S. D. - KANGA. D K General Public Utilities - GPU Service 
Corp 83/06/17. MURLEY.T £ Region 1. Offifi of Director 4 dp 
I 9I69 237 24X Fi che : SO- 320. 03/06/ 1 7, 030 /0 1 0059 


8307110441 LER 83-O17/03L-0 on P30527, r oj t t or bldg wjber level 
instrumentation indication unchanged all wi despite addition 
of 24.000 gallons of water Caused t.y impiopar seating of 
level instrument equaliiing valve. U/B30627 itr 

CHAPLIN. S D . KANGA. B.K General Fntii-: Utilities - GPU Service 
Corp 83/06/27. MURlEY. T. E Region 1. Crfice of Director. 3pp. 
193BO 186 24* Fiche. 50-320. 03/06/2/. 63071 1044 1 


0307110448 LER 83-01 S/OSL-O: on 030327. one Halon bcttla found w/leu 
pressure {- low weight during surveillance of air intake 
tunnel Halon sys Caused by deve 1 op.Tien t of leak in battle or 
fittings Dottle replaced U/030627 Iti- 

CMAPLIN.S D . KANGA. B.K. General Public Urilicies •• GPU Service 
Corp 63/06/27 MURLEY.T E Region I. Office of Director 4pp 
19300 192 24* Fiche 50-320. 83/06. 27, (LiOV 1 I044f( 


8307180178 LER a3-OlB/03L-0 on 830603, r up tui a disc on inboard flange of 
reactor bldg containment penetralion P96I breached Caused by 
high pressure hose rupture due to line pressure pulsing Hose 
6 rupture disc replaced. W/830705 Ur 

NELLS. ft.. KANOA. B. K. General Public tUiliCics - GPU Service Corp 
83/07/03 MURLEY, T.E. Region 1. Office of Director. 4pp 
19535 063 24X Fiche 50-320.03/07/05.0307100178 


8307220327 LER a3-020/03L-0 on 83061 0. f I owra t e for auiiliary bldg 
eahaust fans AH-E-B/D decreased belou Tech Spec limit 
Caused by vortei damper linkage prohlo.ms Parts ordered to 
repair linkage U/83071! Itr 

NELLS, fl . KANGA. D.K General Public IHilitlos - GPU Service Corp 
83/07/11. MURLEY.T £ Region 1. Office t, f Director 4pp 
19685: 176 24X Fiche: SO- 320. 83/07/11, 0307220527 


8307220556 LER B3-022/O3L-O. on 830609. while Dailey 055 computer out of 
svc for checks, loop A T-hot instrument declai fd inoperable 
Caused by inadvertent removal of ins ti umeii ta 1 1 on fuse Fuse 
replaced U/830711 Itr 

KANGA. B. K General Public Utilities - GPU Service Corp. B3/07./11 
MURLEY.T E Region I. Office of Director 3pp. 19606 063. ?4X 

Fiche. 50-320. 83/07/11. 830 /220556 


B307220S6S LER e3-019/0IL-0 on 8306 1 0, c onto i nmen t isolation valves 
D8A-V-004 6 005 discovered opened L closed for decon 
evolutions u/o valid procedure between 030215-0610 Caused 
by personnel error. New procedure issuuo N/03071 1 Itr. 

CHAPLIN.S D . KANOA. a. H Oeneral Public Utilities - GPU Service 
Corp. 83/07/11, MURLEY, I. E Region I, Office of Director .Ipp, 
17686.001 24* Fiche. 50-320. 83/07/11. 8307220565 


U30722OSS0 Updated LER B3-004/03X- 1 - on 03G2I6. while performing 
surveillance on fire ays valves. air intake tiinnul sump water 
level rose approi 1/4 on air intake tunnel floor Caused by 
failed heat trac ing. Leaks repaired W/830713 Itr 

CHAPLIN.8. D. . KANOA.B.K. General Public Utilities - GPU Service 
Corp- 83/07/13 HURLEY. T.E. Region l. Office of Director. 4pp, 
19686' 051. 24X Fiche- 50-320- 83/07/13. 0307220550 


8307210202 LER B3-021/03L-0- on 830616, while performing 12-month 
surveillance of Flreuail-50 fire bairier seals. nine seals 
found to be nonfunct ional . Caused by dehydration cracking, no 
conduit seals. open pull boies & def DT-md 1 1 un. k)/8307 le Itr 
CHAPLIN.5.D . KANGA. B K. General Public Utilities - GPU Service 
Corp 03/07/10. MURLEY.T E Region 1. Office of Director 4pp 
19664.206 24* F i Che: 50-320. 83/07/ 18. H 3072 1 0282 


8307260364 EN-B3-045. on 830722, no 1 1 c e of viol.stion 5 proposed 
Inposttion of civil penalties will be issued in amount of 
4140. 000. Action based on submittal of metl false state, rent t. 
violation re operator requa I i f I ca 1 1 on pi-ogram 

ROSANQ.R , AXELRAD.J- Director's Office, Office of Inspection and 
Enforcement. 83/07/22. Ip. 19733 005. 24x Fiche. 50-209. 83/07/22- 

8307260364 


8307280381 PNa-THl-33-006: on 030727. -util iikformed TMI Program Ofc thal 
R Parks 6 Bechtel reached selllement on R Parks Dept of 
Labor complaint Neither party will make further public 
comaent other than simultaneous pruss annciuiicemencs. 

BARRETT.L THl Program Office 83/07/27. Ip 19796 099. 24* 

Fiche. SO-320. 83/07/27. 830/280.361 


U. Congressional/Eiecutlve Correspondence 


8307060439 Informs that five lists of documents re IICI-2 accident will 
be compiled per 830607 request 

PALLADINO. N. J. Commissioners. 83/06/24 UDALL.I1 K House of Rep 
Interior 6 Insular Affairs 4pp. 19300 153 24x 

Fiche: 50-289.B3/OA/24. mATfSAndoo 
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-•-B3070i04J3 Ack recffiot of NRC d305;V‘, 
for ii»fa Ip forthcortirq detision -a 
SPU tiiil r pcarfl. Coii'Du 41 on mijori 
inappropr i a te 

UDALL. M K. HOIJ40 of fi«p , Jntprio 
PALLADINQ.N J, C cio'ui 54 j oner 4 Ip 
F^c^e -0-2B9, B3/0&/3a. 6307060439 


ilr lesponding to 830427 request 
r- Il'il-l restart fc a«,u vs 
In tetponse to 830427 Itr 

r ?- Insular AfFolra 63706/07. 
19300 157. 24 X 


— B307I40476 le Jnsp Repts 50-321 /B3-13 50-366/S3-13 on 830326-0423 

Noncomp 1 lani: e no C ed : h a 1 o g eiia t ed hydrocarbon {. carbon not 
sdnipleil foHoujjng etCenslve control room mods 
CRLENJAK. R. V. , HOLMES-RAV, J. Region 2 , Office of Director 
BROHNLEe.^L, 0. vision of Project «- Resident Programs. 83/03/16 
4pp l^SStOieOR. 24X Flche: 50-321, 83/06/27, 8307140467 * 


V Operacoi 8 «aminations 


8307270327 Advises that revised procuduie 
requirenients imposed by 830426 partial 1 
STOLZ.J F Operating Reactors Dvaiich 4 
General Public Utilities - GPU Service C, 
Fiche S0-iS9, 83/07/13, 8307270327 


e coivtrel 
>1 1 lal dec 1 
33/07/13. 
,rp. 3pp 


of eiams meets 
Sion. 

HUKILL.H D. 
19812:018. S4X 


DOCKET 50-321 EDWIfd I HATCH IIUCLEAR PLANT, UNIT 1 

f'l-e piatoct.on plans 


a.n//ueiuj<i6 ACR receipt 


aJ06l6 Itr informing NRC of steps taken to 


correct violations noted In IE Safeguards Inso Rests 
50-321/83-12 *1 30-366/63-12 

C. Division of Project >, Resident Programs 
KELLV.R vl. Georgia Power Co. ip 19234 17S 24X 
Flche • 30-321 , 83/06/30, 6307060346 


—8307060392 Responds to NRC B305t7 Itr re violations noted In IE 
SaPeguards Insp Repts 50-321/83-12 4' 30-366/63-12. Cor rec tlve 
actions ulthhe Id (ref 10CFR73. 211 

63/06/16. 0-REILLY,J.P. Region 2, 
^7060346 24X F I c h 0 30-321 . 83/06/30, 


9307140225 Forwards FEHA Region ru 
821208-09 emergency eaercise t 0 
response. Encourages continued uo 
necessary to resolve open issues 
O'REILUY. J P Region 2, Office 
Georgia Power Co. 25pp 19573 
3307 I 40225 


rept of observation results from 
eorgia Emergency Hgi Agency 
rk w/of#iite agencies as 

of Dlrs-tci- 63/03/25. KELLY.R. J. 
126 24X fiche 50-321,83/03/25, 


capability, Clarifying pos i t Ion re schedule for "“P*”** 

Implementation of guidance In Reg Guide 1.97, Rev 2 Schedule 
idill be devolopcd per NUREG-0737, 9upp 1 1 

BECKHAMrJ^T. Georgia Rawer Co. 83/07/10, STOLZ, J. F. Operatlno 
MOZaSoSor^" 24X Fiche: 50-321, B3/07/lI 


8307060237 Forwards IE Safeguards Insp Kepis 
50-366/63-12 on 830424-28 >.■ notice of viola 
violation withheld (ref 10CFH73 21) 

LCWIS.R C Division of Project 4 Resident 
KELLV.R, J Georgia Power Co. 2pp 19238 
Flche. 50-321. 83/05/17, 8307060287 


50-321/93-12 i, 
tion Notice of 

Programs. 83/09/17. 
297. 24X 


83D729D914 Releases public 
imp lenient 1 ng procedures. 
FELTON, vl. H. Division of 
nanagenent Branch. Ip 
8307290914. 


version of revised emergency plan 


Rules and 
19857: 174, 


Records. 63/07/19. Document 

24X Fiche: 50-321, 83/07/19, 


--8307060299 
830424-26 
.dccess coi 
HALL, n U 
Gffie'r 9 eff» c g 
19333 599 


IE Safeguards Insp Repts 50-321/83-12 t 5a-36*/83-l2 on 
Noncomp] iance noted in area of personnel 
ntrol Details withheld (ref 10CFR73 21) 

Region 2, Office of Director MCGUIRE, D. R, Division 
Preparedneas t Materials Safety 83/05/16 tp 
24X Fiche. 50-321, 63/03/17, 330/060287 


of 




Impledienting proc ed ure a, inc lud ing Procedures HNPMS30 re " 
alert - operations supervisor S: HNP-a002 re radiation 
eipoaure limits. Transmi tta 1 sheet sncl 

Riol.Vmts Co. 83/06/28.' Office of Nuclear Reactor 

M07290514.' 19857 175. 24X F 1 c h e 50-321 , 83/07/ 19, 


6307110173 Releases public versicin of 
c ro s s -re Per e ncs procedure 
FELTOM, J M. Division of Rules and fi 
Manageraenl Branch Ip. 19306 008 
8307110173 


revised emergency plan 

erords 83/06/24 Document 

24« Firho. 50-321,83/06/24, 


—0307290530 Public version 
precedures, including Pro 
operations supervisor & 
llnl ts 


of revised emergency plan implementln 
endures HNP-45ao re alert - 
HNP-8002 re radiation exposure 


9 


NIX, H. C. . 
198S7. 177. 


ROGERS, W. H. Georgia Power Co. 83/06/29 
24X Flche: 50-321 , 03/07/19, 8307290514. 


49pp. 


-3307110176 Public version of Rev I to 
Procedure GPND 13. Receipt form end 
GUCHA, L T Georgia Power Co eO/Ofi 

Reactor Regulation, Director 3pp 

Flche. 50-321 , 03/06/24,83(771 10173. 


Emergency Plan Cross-Reference 

'■10 Office of Nuclear 
19386: (309 24X 


8307180249 Releases public 
change to emergency plan 
FELTONj'U rt Division of 
Management Branch in 
S307180249 


version of tran 
iir.p lemen t i iig pr 
Rules and Fee cr 
19567 336 241 


smittal sheet notifying of 
ocedure 

ds. 83/06/24 Document 

Fiche 50-321. 83/06/24. 


— S307180251 Forwards public vd 
deletion of Emergency Plan 
MIX.H C. Georgia Power Co 
Regulation. Director 2dd 
8307180249. 


rsicn of trai 
Implementing 
83/03/27. 
193*7. 337 


ismittal sheet notifying O'f 
PiQiedure HMP-aS33 

Office of Nuclear Reactor 
24X Flche: 50-321,83/06/24. 


.^ ***‘ ^^ Final Safety Analysis Report (FSAR) 6 amends 


B307270033 Foruards Rev 1 to updated FSAR for 
Units t 2. 

BECKHAK, J. T. Georgia Power Co. 63/07/32 
Reactors Oranch 4 2pp 1977S 264 24X F 

8307270039. 


El Hatch Nuclear Plant. 

STOLZ, J.F. Operating 
iche: 50-321, 83/07/22. 


—8307270030 Rev 1 to updated FSAR for El Hatch Nuclear Plant, Units 


* Georgia Power Co. 83/07/31. 1142pn 

Flche. 50-321. 03/07/22, 8307.270035 


19775:266. 24X 


1 U 


P. Operating license stage documents t- co 


I espondence 


^“5 ° ^ S306I6 Itt infcrmihg NRC of step, take.. 

50-366/03-13*^''"'* noted m IE Insp Rc-pts 50-321/33-13 6 

KEI^/y'S Division of Project V Resident Programs 83/06/27 

KELLY, fl.j Georgia Power Co Ip !9520'203 24)1 

Fiche: 50-321,83/06/27,83071404*7 ..4X 


8307140376 Act receipt of S30202 It 
safety i-elief valve test program 
testing. Ad justnent of Unit 1 test 
w/Unlt 3 acceptable 
LEWIS, R C. Division of Project 6 
0ECHHM4, U T. Georgia Power Co 
Fiche- 90-3at.S3/O3/lS, 6307140376. 


r advising of preliminary results 
tr plans to continue 
frequency to be consistent 

Resident Programs. 83/03/16 
Ip. 19523:329. 24X 


of 




—8307140473 Fo 
830326-0423 
LEWIS, R C. 
KELLY, ft J, 
Fiche 50-32 


rwards IE Insp Repts Se-321/fl3-| 
6 notice of violation. 

Division of Project 1 Resident 
Georgia Power Co. 2pp I 9 r,-u 
1, 83/06/27,8307140467. 


3 1 . 50-366/83-13 on 

P ro g r ams. 03/03/20 
206. 24X 


-8307140474 Notice of violation from 
* Region 2, Office of Director 

Fiche: 50-321.03/06/27,0307140467 


I'ISP Citi 830326-0423 
fi3,-05.';;o Ip, 19520:208. 


24 X 


awu/u/uu6V Foraiards 
Rate Test Aept. '■ 


•i-rimary Heactor Contai 


enc integrate 


o Power Co. 83/06/16 DENTON.H.R. Office of 

'^eeulation. Director. Ip. 19268:304 24X 

Fiche; 90-321. B3/06/16, 8307070069. 


- 6307070072 ’Frimary Reactor Containment 
Kept. *' 

* Bechtel Corp. 83/02/28 106pp 

Flche; 90-321 . 03/06/16. 8307070069 


Integrated 
19268. 305. 


Leakage Rate Test 
24X 


0307070594 Foruiards confirmatory order 
pernansiit scraai discharge sys mods by 
Tech Specs also end 

STOLZ. J.F Operating Reactors Branch 
Georgia Power Co. 2pp. 19300 267 
8307070994. 


re commitment to install 
83 1 231 . Pi oposed model 

4 83/06/24. BECKHAM, J, T. 

24X Fiche: 50-321, 83/06/24, 
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•630707055'/ Order confirming licensee commitments to install mods to 
scram discharge si^s bg 631231. 

EISENHUT. D. G. Division of Licensing e3/0b/3A Georgia Power 
Co. a^pp. 19300:269 24X F i c h e . 50-32 1 , 63/06/24. 0307070554 


6307140359 Approves 830606 renuest to delag submittal of QA program 
description until 030630. 

LEWISiR C. Division of Project tt IJesiflent Programs. 83/06/24 
GUCWA. L. T. Georgia Power Co Ip. 19525-227 24X 

Pi Che: 50-321. 83/06/24, 6307140359 


6307030553 Advises that requirements of TMI Item It.K 3 13. '•HPCI/RCIC 
Initiation Level" met. Item resolved 

STOLZ.J.F. Operating Reactors Branch 4. 63/06/27. BECHHAH, J T 

Georgia Power Co 4pp. 19365 035 24X Fiche 50-321,63/06/27. 

8307080533. 


0307060270 Requests mod to NRC 830330 order confirming licensee 
commitments on pos t-TMl-rela ted 1 ssues. a 1 1 owi ng extension 
for implementation of NUReG-0737, 1 1 em II. B 3. "Post-Accident 
Sampling." to 630901. 

GUCWA, L.T. Georgia Power Co. 83/06/28 STGLZ.J F Operating 
Reactors Branch 4. 2pp. 19239:166. 24X FI cha: 30-321. 83/06/28. 

6307060270. 


8307120014 Advises that return piping for reactor water cleanup sgs an 
both units rerouted via feedwater piping to feedwater 
noitles.per Section 4.2 of NUREO-0619. Frac ture mechanic 
analysis per Generic Ltr 81-11 expected by 030729. 

BECKHAM, vl. T. Georgia Power Co. 63/06/30 STDLZ.J. F. Operating 
Reactors Branch 4. 2pp. 19423:133. 24X Fi c ha: 50-321 . 63/06/30, 

6307120014. 


6307270170 Forwards revised 830330 order re commitments to Implement 
NUREG-0737 1 terns, ex tend I ng completion date for Item II. B. 3, 
"Post-Accident Sampling," to 830901 

STOLZ, J. F. Operating Reactors Branch 4 83/07/01 DECKHAK.J T. 

Georgia Power Co. 3pp. 1981 1 146 24X Fiche . 50-321 , 03/07/01. 

8307270170. 


— 0307270179 Mod of order confirming licensee commitments on post-TMI- 
related I ssues, ex tend Ing completion date for Item tt.Q.3. 
"Post-Accident Sampling," to 830901. 

EISENHUT, D. G. Division of Licensing. 93/07/01. Georgia Power 
Co. 5pp. 19011:149. 24X F I c h e 50-32 1 , 63/07/01 . 6307270170 


6306270397 Generic Ltr 63-26 to all applicants for Ots 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list enci 
EISENHUT, D. 0. Division of Licensing. 63/07/OS. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 50-000, 63/07/05, 6306270397. 


6307060329 Generic Ltr 63-27 to all licensees h applicants for 
operating power reactors ti holders of CPs for power reactors 
re surveillance intervals in STS Svc list end. 

EISENHUT, D. 0. Division of Licensing 63/07/06. Consolidated 
Edison Co. of New York, Inc. I6pp. 19669:254. 24X 

Fiche: 50-000. 03/07/06, 0307060329 


8307090169 Generic Ltr 63-26 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATU5 events. Svc list end. 
EISENHUT, 0. 0. Division of Licensing 63/07/08. Consolidated 
Edison Co. of New York. Inc. 38pp. 19669:269. 24X 

Fiche: 50-000. 63/07/08. 8307060169 


6307160424 Notification of 630713 meeting w/util, consultants 6GE in 
Dethesda.HD to discuss util arguments re NRC request for 
Tech Specs assuring operability of plant high water level 
trip & turbine bypass sys. 

RIVENBARK.O. Operating Reactors Branch 4. 63/07/11. STOLZ.J.F. 

Operating Reactors Branch 4. 2pp. 19566.351. 24X 

Fiche: 50-321, 63/07/11, 0307160424. 


Q. Inspection reports, IE Bulletins b correspondence 


6307140292 Requests that liquid samples spiked w/rad lonuci ides .be 
analyzed for trl t ium, Sr-89 6 Sr-90 content within 60 days of 
receipt of samp 1 es. Sp 1 ked samples will be sent annually as 
part of routine insp program. 

LEWIS, R.C. Division of Project t> Resident Programs 63/02/07. 
KELLY. R.J. Georgia Power Co. Ip. 19525.134. 24X 

Fiche: 50-321, 83/02/07, 8307140292 


8307060207 Forwards IE Safeguards Insp Repts 50-321/63-12 & 
50-366/63-12 on 630424-26 6 notice of vi o I a t ion. No 1 1 cc of 
violation withheld <ref 10CFR73 21) 

LEWIS, R.C. Division of Project & Resident Programs. 63/05/17, 
KELLY, R.J. Georgia Power Co 2pp. 19230. 297 24X 

Fiche: 50-321. 83/08/17, 6307060287. 


— 8307060299 IE Safegoerds Insp Repts 50-3^1/03-12 L 50-366/83-12 on 
630424-20. None oaip 1 lane e noted in ai'ea cf personnel 
access control Details withheld (ref 10CFK73 211 

HALL-B.L. Region 2. Office of Director MCGUIRE. D R. Dlvisioxi of 
Emergency Preparedness 6 HeCerials Safety 83/05/16 Ip. 

19238-299. 24X Fi che 50-321 . 03/05/ 1 7 . 830 7060207 


B3O7140S43 Responds to IE Bulletin 60-25. "Operating Problems W/Target 
Rock Safety Relief Valves at PWRs." High pressure relief 
valve 6 high pressure alarm sys installed dripwell 
pneumatic sys pressure switches reset 

BECKHAM, J. T Georgia Power Cn 83/06/24 0 'Rf I LLY. J. P. Region 3, 

□ffice of Director. 2pp 19523 061 24X Fiche 50-321,63/06/24. 

8307140243 


8307140467 Ack receipt of 830616 ltr inrovnnng NRC uf steps taken to 
correct violations noted in IF J-nsp Repts 30-321/33-13 L 

S0-366/B3-13. 

LEHIS.R.C. Division of Project t- Resident Programs. 83/06/27 
KELLY.R- J. Georgia Power Co. ip 19520 203 24x 

Fiche: 50-321,83/06/27. 8307140467 


•8307140472 Responds to NRC B30520 ltr re violatiOTis noted in IE Insp 
Repts 90-321/63-13 Zi 50-366/83-13 Corrective ac 1 1 on s : car b on 
filter replaced h criteria for carbon filter testing being 
evaluated. Results 6 schedule will be available by 830714. 

OUCWA.L T Georgia Power Co 83/0&/16 C 'RE 1 LL. Y, J. P. Region 2. 
Office of Director. 2pp. 19520 204. 24X Fiche 50-321,83/06/27. 

B30714O467 


— 8307140473 Forwards IE Insp Repts 50-321/03-13 t- 50-366/83-13 on 
B30326-0423 6 notice of violation. 

LEHIS.R.C. Division of Project t Resident Programs 93/05/20. 
KELLY.R J. Georgia Power Co 2pp 19520.206 24X 

Fiche- SO-321. 83/06/27, 8307140467 


—8307140474 Notice of violation from insp on 030326-0423. 

• Region 2. Office of Director. 83/05/20 Ip. 19320.206. 24X 

Fiche 50-321.83/06/27. 8307140467. 


•8307140476 IE Insp Repts 50-321/03-13 50-366/03-13 on 830326-0423. 

Nancompl lance noted : halogcna ted hydiocarban 6 carbon not 
sampled following eitensive control ronm mods 
CRLENJAK. R. V. , HOLMES-RAY. J Region 2. Office of Director 
BROUM.EE.V L. Division of Project b Resident Programs. 93/05/16. 
4pp. 19520:209. 24X F 1 c he . 30-32 1 , 03/06/27 , 8307 1404 67 


8307060346 Ack receipt of 830616 ltr informing NRC of steps taken to 
correct violations noted In IE Safeguards Insp Repts 
90-321/83-12 & 50-366/93-12 

OANCE.H C. Division of Project b Resident Programs 83/06/30 
KELLY.R J. Georgia Power Co Ip W2J4 178 24X 

Fiche; 90-321.83/06/30, 830'/060346 


— 8307060392 Responds to NRC 830517 Ur ve violations noted In I E 
Safeguards Insp Repts 50-321/63-12 b 50-366/93-12 Corrective 
actions withheld <ref 10CFR73 21). 

GUCWA.L.T. Georgia Power Co. 83/06/16. O'REU.LY. j P. Region 2, 
Office of Director. Ip. 19234.179. 24X Fiche . 50-321 . 83/06/30. 

8307060346. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem Svi list end 
JORDANiE L. Division of Emergency Preparedness t Engineering 
Response IPost 630103). 63/07/11. Consolidated Edison Co. of New 

York. Inc, 154pp. 19563.293. 24X Fiche 30-000,03/07/1 1.9306270401 


8306270404 IE Info Notice 83-47, "Failure of )-)ydrauIic Snubbers as 
Result of Coniaminated Hydraulic Fluid " Svc list unci 
JORDANiE L. Division of Emergency Prepaiedness b Engineering 
Response (Post 630103). 83/07/12 Consolidated Edison Co. of New 

York. Inc 14!pp. 19563.153 24X Fiche 50-000,83/07/12,8306270404 


8306270406 IE Info Notice 83-48. "Gaseous Fffluerit Releases of 
Radioactive 1-125 6 l-]31 in Excess of NRC l.imits '' Svc list 
end. 

TAYLOR. J. H. Oivlsion of GA, Safeguards t Inspection Programs (Post 
830103 1 83/07/14. Consolidated Edison Co of New York, Inc. 

H4pp. 19715:270. 24X Fic h e 50-000, 83/07 / 1 4 , 8306270406 . 


fl. Periodic operating veporls l< related con osp ond once 


8307190006 Monthly operating repts for June 1983. W/6307 1 0 ltr 

NtX.H.C-, REDUfdlZ.F J. Georgia Power Co 83/07/10 Director's 

Office. Office of Inspection and Enf oi cemer, l . 42pp 19635:059. 24X 

Fiche: 50-321.83/07/10, 8307190006 
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f— occurrence*, LERi J. relatea ccrresponde 


8307120579 LER G3-0 56/-031.-0 on B30523 5 0609. HCfC trip 
*‘3"^' ■^^'■‘"9 Procedure 

nw 1 3415. Caused component failure Trip 6 t 
lubricatmo st&m W/H3061* Itr 
TIPPS.S & , MX,H.C. Oeorgsa Power Co 03706/ 
Office of Director. 3pp 


dure 

6 throttle 


tf throttle 


Ficher 50-321.63/06/16, R3071 20579 


03/06/16. Q’RerLLY. J P 
19432 156. 247 


riPPS.a.D . NI*,H.C. Oeorgla Power Co 63/06/31 n’ocrijv id 

Caused bv torque switch f ai I ure . Swi tc h replaced W/83062a 

Georgia Power Co B3/06/2B Q'BEILUY.J P 

Plc;e"=o:32[r6^^o:/2^,‘S^S^r5012^^ 

coiril KrrelJ'wir'^^'’"? 1=<J personnel liftinj wi.re frL 

TIPPS, S. D-. NIX.H. c/ Power^cr ‘aLo7/Oa O-REILt-V J P 

Region 2, Office Of Director 4pp 19705 271 24 X '^• 

Fiche: 50-321. 33/07/03. B307250293 ® 

lE*7:rH - 

Caused bi, blown power supply fuse. Fuse r..p l ac ed. W/a307ll ' 

llZfr.%' OFHce^f ^ J 97of 35^ ‘ ^47° 

Flcl.9:S0-321. 63/07/12, 3307230191 

component f ai lure. Pi l o t assemblies replaced for valves A & K 
TIPPS I r NIX o" B.H/B30714 Ur. 

Reg.^nV ofyiJe'o^ Oi^::;?;^ XV 

FichB:S0-321, 33/07/14.0307250214 '^ <■’337 ..47 

V. Operator EiaminaUons 

Fiche: 50-321. B3/06/24, 8307140319. 


M7CLEAR POWER STATION 

document”!, correspendence 





pregram PrSsenteS N rcpncern re b^a! "“T 

SMITH, J.L Lono Island 1 ? ^? leakage resolved, 

of Nuclear ReaUp^ Be"2la fon’'’D.r° r DENIQn.rr, 

Ficha: 5 - 322 . 83 /oL 2 ;* 03 O 7 Xo 4 "‘^'' l•^l^V: 07 Y. 247 


SHITH,J.L. Long Island Lighting Co 33/06/28. DENTON, H R Office 
of Nuclear Beactor Regulation, Director Sipp 19221 300 sax 
Flche:50-32a.S3/06/2B, B30705009I. 19221.300. 247 


ants for OL 6 holders of 
TMI Task Action 
Training 


3306270395 Generic Ltr 03-24 to all BUR appl 
□Ls for Grand Golf, LaSalle K< Sus<iuehanna r 
Plan Item J.G. 1 , "Special Low Power Testin 
b Recommendations for BURs. " Svc list end 


‘ Design Re vi ew, Sh or e ham Nuclear Power 

“rWc;s'^ a3/.o2/ir'''R ‘ Teledgne Engineering 

BM7oJSu6 ® ‘■’■^8:301. 247 F i c he • 50-322, 83/0^89, 


°^?niectlon‘^v2Jv“'r conceptual design for mod to core spray 

infection valve low pressure p erni i ss i ve, per 330218 ^ ^ 

cammltaent. Hod should resolve NRC concerns re 

*93 piping. 

nP c Lighting Co 83/06/29. 

oF Nftlear Reactor Regulation, Director 4pp 

Fiche:50-322.B3/O6/29. B3070S003B 


DENTON, H. R. Of f ICi 
19220:314. 247 


submtttal included in Aug 1983 amend 

Flehe: 50-322, B3/06/30, B307070066 19293.106. 24X 


8307070094 Forwards draft revs to FSAR Chapters 13 1,13 4 *. 17 
"ti'flna? changes , Re vs will he in orporated 

iug I9« * = '=“<’1 load date In 

^ Lighting Co 83/06/30 DENTON H R 

Of Nuclear Reactor Regulation, Director. 53pp 19269^^3 
Fiche: 30-322, 83/06/30, B307070094 19^69.033, 


Office 

247 


09O7O6O3?@ Discusser evdlu^tion nP ^/encmes 6j 

'‘?r 

le acuv-aj-253A on low Dou>er OL Pnr 

ShorehaA «c Al.AD-714. Pp J- 0 . ° 

• Commi9%i9ti9rs. 03/06/30 i2DD 19364 hav 

FicAe: 50-322. 83/06/30 1 8307080361 * 

SKirH,J.L Long Island Lighting Co 83/07/01. DENTON, H R Office 
h Director 2pp. 19293 226 247 

Fiche. 50-322,83/07/01, 8307070015 «;9J,226. 247 

FARLfJ a c ‘® Related correspondence. 

Ci Board Panel. 43pp I93S1’356 247 

Flche:50-322.S3/07/05. 3307080184 
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3307060329 Guneric Uti' B3-27 t,i .ill tucnsts; applicants for 
Gpcratltty poueT' reactors ^ holaei'S or CPr for pouier reactors 
re surveillance intervals in SITE Sve list enc I 

EISENHUT.D G Division of Licensing 33/07/06 Consolidated 

Edison Co of Neu Vork, Inc lopp 1964,9 234 24 1( 

Fiche SO-000, 63/07/06. 630/060329 


8307080169 Oeneric Ltr 63-2B Vu all liceTisc-es of operating reactors, 
applicants foi OL ?< holders of CPs re I'egnired actions based 
on genet'ic implications of Balem ATUB events Sve list encl. 
EISENHUT, D Q Division of Licensing 33/07/09 Consolidated 
Edison Co of New York. Inc 3Bpp 19669 269 24 X 

Fiche 50-000. 63/07/08, 9307080169 


B30714020C1 Forwards Vols 1-4 to final Pfl/. rept PRA logic model will be 
maintained in state reflectitig curic-nt plant design t> neu 
technological developments in field of PDA teelirviiiues 
f, data base ap p 1 1 ca t ions. 

SMITH, J L Long Island Lighting Co B3/07/11. DENTON. H.H. Office 
of Nuclear Reactor Regulation, Director 4pp S9S14.2S9 S4X 
Fiche 30-323, 63/07/1 1, 8307140200 


B30714O2O6 Vols 1-4 to "Final PRA.Shmeham Nuclear Posier Station. 
Unit 1 . " 

a Science Applications, Inc SA I -5 /2-83-PA-O I 63/06/24. 

203QpR 19514 264. 24X F i c h e . 50-322, B3/C7/ 1 J . 83071 40200. 


G3071403S6 Advises that util has signed contract w/DOE per Seneric Ltr 
03-07 re requirements of Nuclear Waste Policy Act 

SMITH, J L. Long Island Lighting Co 63/07/11 DENTQH.H.R. Office 
of Nuclear Reactor Regulation, Diroctoi- 2pp. 19S23'223. 24* 

Fiche; 30-322, 83/07/ 1 1 . 8307 1 403S6 


6307260316 Forwards memo desci'ibing actionf taken to resolve UH Conran 
differing prof opinion re sgs intovaction (Unresolved Safety 
Issue A-17) f, safety classification 

DENTON, II R Office of Nuclear Reactor Regulation. Director. 

83/07/11 CONRAN. J H Reliability t- Risi Assessment Branch. 2pp 
19783 241 34* F i c h e . 30-000, 03/07/ I 1 . 03073603 16 


--830726003S Forwards NT Russell 630623 .iiemn providing independent 
assessment t, recommeiida t iotis to lesolve vlH Conran differing 
prof opinion re sys interaction (Uinosulved Safety Issue 
A-17) !' safety c lass 1 f i c<i 1 1 on Re; iimmenda 1 1 ocis adopted. 

DENTON, H.R Office of Nuclear Roactor Regulation. Director 
B3/07/11. SPEIS.T.P Division of Safety Technology. 4pp. 
19782 243. ;’4X Fiche: 30-000, 63/07/1 1 , 0307S603J6. 


— 8307110305 Informs that independent a f. se s smciit of issues raised in 
JH Conran differing prof opinion cunduc ted, per 630415 
request Issues A ?• B essentially same f uiidamental issue — 
mgt of unresolved Safety Issue A-17 

RUSSELL, W T. Systematic Evaluation Program Branch. 83/06/22 
DENTON, H.R. Office of Nuclear Reartur Regulation. Director 7pp 
19782 247. 24X F 1 d h e : 30-000, 03/ 07/ 1 1 , 8307260516. 


--83060800179 Submits statement of differing prof opinion re certain 
aspects of eiistlng policy t. practice in areas of sys 
interaction safety c lass 1 f i cat i un Ficcrpt from statement 
of mgt views to Shoreham board encl 

CONRAN, U H Reliability t< Risk Assessment Branch. 83/03/31 
COFFMAN, F. 1) Reliability I- Risk Assessment Branch. 53pp. 

19782 254. 24* F i c h e SO-000, 83/07 M I , 8307260316. 


— 8307260340 Forwards transcript of presanlation to /imericasi Stds Assoc 
ad hoc committee on nuclear rese.irch re NRC statistics. 
RUaiNBTEIN.D. Applied Statistics Branch BI/02/04. ASRAMSON.L. . 
BASSETT, H., ABELL. T. NRC - No Det.uled Affiliation Given. Bpp- 
19782- 317. 24* Fiche; SO-000, 83/07/11 . 8307260316. 


--B30726054S Draft "Random Thoughts un One er to knt i es, Ri sk Analysis 6 
Nuclear Regulation. 

RUBINSTEIN, D. NRC - No Detailed Affiliation Given. Bt/!0/26. 
12pp 19762 325 24* F i c h o : SO-000 . 83/(.T7/ 1 1 , B307260516. 


--B304140030 Forwards OH Conran B30331 memo 6 attachments re differing 
prof opinion Memo forwarded to ASLB hearing Contentien 7D. 
niffaiing prof opinion should be eipedlted per Manual 
Chapter 4123. W/o encl, 

SPEISiT.R. Division of Safety Technol,,gy. B3/04/Q9 DENTON.K.R. 
Office of Nuclear Reactor Regulation. Director tp. 19783 014. 
24* Fiche: 50-000. 63/07/11, 6307260516. 


— 8304200084 Concurs w/t. supple F Coffman comments on JH Conran 8303311 
differing prof opinion re Unresolved Safety Issue A-ST-fieu 
A-17 program plan adequate basis for proceeding ui/sys 
Interaction issue 

SPEIS, T P Division of Safety Ti'chnology ROWSOME. F. H. Assistant 
Director for Technology Review. THADANl.A. Reliability it Risk 
Assessment Branch 63/04/14 DENTON. H R Office of Nuclear 
Reactor Regulation. Director 4pp 19783;(>15. 24X 

Fiche- 50-000. 63/07/ 1 1 . 6307260516. 


— 8305050085 Comments on JH Conran 830331 differing prof opinion CDP(3) 
re sys interaction pi-ogram, topic of Uriresolvcd Safety Issue 
A-17. 

COFFMAN. F D. Reliability t. Risk Assbssment Branch. 53/04/13. 
THADANl.A C. Reliability L Risk Assessment Branch 4pp. 

197B3 019 24* Fiche 50-00(3,33/07/11.8307260516 


— 8305060655 Comments on JH Conran diffci'ing prof opinion on Issue C, 
"Insufficient Priority Given to Resolution of Known Safety 
Classification Problems Addl action needed to resolve 
issue generically. 

MATTSON, tt. J Division of Systems Integration (post 6I1003>. 
VOLLKER.R.H Division of Engineering B3/04/13. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19783:023. 
24X Fiche. 50-000, 03/07/11, 6307260316. 


— B30726D563 Designates UT Russell responsible manager for Independently 
assessing issues raised by JH Conran differing prof opinion 
Assessment should be completed by 630304. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 

63/04/15 RUSSELL, M T. Systematic Evaluation Program Branch. Ip. 
197B3 026 24X F I c h e 50-000, 63/07 / 1 1 , 83072603 16. 


— 8304270394 Requests written comments on manager views eipressed in 
830413 t, 14 memos re 630331 differing prof opinion by 
B3042S. Relevant documents also requested. 

RUSBELL.H.T. Systematic Eva 1 ua t i on Pr ogvam Branc h . 83/04/!S 

CQNRANiJ.H. Reactor Risk Branch. Ip. 19783:027. 24X 

Fiche. SO-000. 83/07/ I I. 83072605 9 6 


■8306080383 Recooimend s board notification be issued re JH Conran written 
statement of differing prof opinion on sys Interaction 
issue 

PUNCHES. J.L Planning t Program An.nlysis Staff. 83/04/21. 

EIBENHUT. 0. G. Division of Licensing. Ip. 19783:028. 24X 

Fiche- 50-000, 83/07/1 1 , B30726051 6 


— 8307260572 Forwards Conran differing prof opinion re sys Interaction 

issue 6 related inf o. Cogn i lant boards will be notified 
through board notification p racedur e. W/o oncl 
OENTON.HR Office of Nuclear Reactor Regulation, Director. 

83/04/26. COTTER. D P Atomic Safety and Licensing Board Panel. 
ROSENTHAL.A S. Atomic Safety and Licensing Appeal Panel. Ip. 
19783:029 24X Fiche: 30-000. 83/07/1 1 . 6307260516. 


— B30SO30330 Forwards relevant documents per 830418 request re differing 
prof opinion of JH Conran re Unresolved Safety Issue 
A-17 6 NUREO/CR-1321 

COFFHAN.F.D. Reliability ’., Risk Assessment Branch. 83/04/28. 
RUSSELL. U.T. Systematic Evaluation Program Branch. 8pp. 

19783-030. 24X F Ic h B : 30-00(3, 63/07/ 11 , R30726O51 6. 


—8303260333 Comments on status of differing prof opinion. NRR decided to 
provide Boards, via usual notification process. of J Conran 4, 

NRR Views. 

RUSSELL. U.T. Standard I la 1 1 on ^ Special Projects Branch. 63/05/03. 
CONRAN.J.H. Reliability h Risk Assessment Branch. Ip. 

19783:032. 24X F 1 ch e' 50-000. 83/07/ 1 1 , 63072603 1 6. 


■8304290048 Requests that Commission recipients of Board Notifications 
83-17 (c 83-44 be provided w/Suffnlk County 830323 testimony 
on Contention 70. 

LETSCHE.K. J. Kirkpatrick. I.ackhart. Hill. Christopher 6 Ph 1 1 1 1 ps. 
LETSCHE.K. J. Suffolk County, NY. 83/04/21 RAWSON.R.J. Hearing 
Branch 4. 2pp. 19763:295. 24* Fiche 30-000,83/07/1 1,8307360316. 


—8306080369 Forwards comments on mgc views /,■ positions on sys 
interaction per differing prof opinion, in response to 830418 
b 0303 (semes. Excerpts from Suffolk County 830509 submittal b 
proposed request for addl info re Byron/Oraldwood encl. 
CONRAN.J.H. Reliability 6 Risk Assessment Branch. 83/03/23. 
RUBSELL.W.T. Systematic Evaluation Program Branch. 74pp. 
19783:033. 24X Fiche 50-000. 63/07/ 1 1. 8307260516. 


— 8306080373 Comments on prediction Intervals per J Ahearne 821102 memo. 
Prediction intervals da not provide panacea to risk analysis 
problems. yet merit exploration as tool In limited arsenal of 
risk assessment me thodolog l es. Re la ted info encl. 

RUBINSTEIN.D- Reliability t, Risk Assessment Branch. 83/03/09. 
DUSLIH.A. Reliability !< Risk Assessment Branch. 39pp. 19783:203. 

24* Fiche: SO-000, 83/07/11 , 8307260516 


— 83060803B7 Discusses 830421 ltr based on belief that Board Notification 
03-44 constituted violation of 10CFR2. 780 re ex parte 
communications. NRC does nob consider board notification to 
be in violation. 

RAH90N.fl.J. Office of the General Counsel. 63/05/11. 

LETSCHE.K.J. Kirkpatrick, Lockhart. Hill, Chrl stopher b Ph i 1 1 ips. 
tp. 19783:297. 24* F u h e • 50-000, 03/07/ U , 83072603 16. 
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"B30i0a0390 n^spondi to 630421 request for eiplenation of tuo sentences 
contained in Doard flot 1 f ica 1 1 on 33-44 ve UnresolveiJ Issue 
A-17 re s«s interactions. 

EISENHUT. J). G. Division al Licensing 83/03/06. LETSCHE.K J 
Kirkpatrick, Lockhart. Mill, Chrsslopfier t- Phillips. 3 pp. 

19703:301. 24X F I c he : SO- 000 , 33/07/ 1 1 . 6307260516. 

— 83060B0394 States reason for declinins to concur ui/Congress(nan Downeu 
Itr re schedules «. resource allocation to Unresolved Issue 


4- 17. Slgnl f leant differences eelst betusen personal views 
!> vieus of ReliaSllitg *, Risk Assessment Branch. 

CONRAN, J.H. Bellabllitq t- Risk Assessment Branch 
COFFMAN, F. D. ReUafrUity t Risk Assessment Branch 
19783:304. 24X F 1 c he ; SO- 000 . 03/07/ 1 k . Q30726051 6 . 


83/04/23 

if 


-0307190401 Forwards documents tantainlng history of resources assigned 
to Unresolved Safety Issue A-1 7, inc 1 ud mg organ t lat I ana I 4 
personnel changes. per 030616 1 tr. HI s tor i c a 1 summary of 
program planning also end. 

□ IRCKSpW. J. Office of the Eiecutive Director for Operations. 
03/OS/lO. DDNNEYrT.J. House of Rep. 5pp 197B3-303 24X 

FI Che • 50-000. 83/07/1 1, 3307260516. 


NRC Safety Evaluatian Repji-t (30R). suppl. c ovresp ondenc i 


8307030256 Forwards monthly sistvi of 
balance of plant *• NSSS equipmor.t ti 
dgnamic qual 1 f i cat isn 

SMITH. J.L Long Island Lighting Co 
of Nuclear Iteactoi' Regulation. I)i 
Fl Che: SO-322. 83/06/27, Q30 7000256 


s y u I E, OK I 

I e s f, 1 , 1 


t summary 1 1 s t , i ncl ud 1 ng 
3FP Issue 8 re 


83 'f>a/37 

ctuv 5.rpp 


8307200141 Forwards Rev 5 to "Etwiraii Oualificati 
Equipment for Shoreham Nuclear Power Station Ur 
effort to resolve SKR Outstanding Issue '? 

SMITH. J.L Long Island Lighting Cr, 133/06/27 
of Nuclear Heactor fiogulation. Director 
Fiche- 50-322, 83/06/27, 9307200141 


2 pp 


I'ENION, H R 
19197 159. 


Kept for Class IF 


DENTON, H. R. Off ici 
19648. 155 24X 


—8307200145 Rev 5 to '-Environ Qualification Rept for Class IE Equipment 
for Shoreham Nuclear Power Station Unit 1 " 

• Long Island Lighting Co e.3/06/27. 571pp 19648 157 •■4x 

Flche. 50-322, 03/06/27. 8307200141 


—8307260501 Discusses Board Notification 83-44 re differing prof opinion 
concerning safety interaction (Unresolved Safety Issue 
A-17J.A11 boards U Commission considered concerns raised in 
830209 affidavit resolved, 

CQNSAN.U. NRC - No Detailed Affiliation Given. B3/04/SO. 

COFFMAN. F. NRC - No Detailed Affiliation Given. Ip. 19763 294 
24X Flche: 50-000, 03/07/11, 8307260516. 


8307050031 Forwards info completing les.ilution of three generic items 
of concern re Outstanding Issue 8 of 8 up[,l 3 to StH covering 
balance of plant equi pmen t , f a 1 1 gue testing ». Cotogory I 
equipment change records. 

SHITH.J.L Long Island Lighting Co 83/06/28 DENTON. H.R. Office 
of Nuclear Reactor Regulation, Piru.itor 114pp 19193 197 ■’qv 

Flche: 50-322,83/06/28, 8307050031 


—8303260339 Requests 30-worllng day eitensjon to 830707 to complete 
independent assessment of issues raised in JH Cenran 
differing prof op t nion. De lay doe to JH Conran request for 
addi time to prepare written response. 


RU5SELL.W. T. 
DEMTQNtH. R. 
19783: 310. 


Standardiiatlon t Special Projects Branch. B3/0S/23. 
Office of Nuclear Reactor Regulation. Director |a 
24X Fiche: 50-000, 83/07/11, 3307260516 


8307050274 Forwards revised rpspaiise^ to Ruquostc 112.6,112 9. 223 lOL 
223.69 re dynamic qual 1 f lea t i on test rpiults/pump 5 valve 
aperability tests to resolve SfR Outstanding Issue 8 . 

Rev will be included in neit FSAR rev eipocted Aug 1983. 

SHITH.J.L. Long Island Lighting Co. 83/06/29 DENTON, H. R. Office 

of Nuclear Reactor Regulation. Director 35pp 19220 067 "’q* 

Fiche; 50-322. B3/06/29. 8307050274. 


— a30p6()594 Approves request for 30-day eitension to complete evaluation 
Of •JH Conran differing prof opinion. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 

'’WSSELL, W. T. Bystamatic Evaluation Program Branch. Ip 
>9703:311. 24X Fl che : 50-000, 83/07/ 1 1 , 8307260516. 

8307190002 Forwards HR Denton 830711 memo resolving JH Conran differing 
prof opinion re potential safety slgnlFjiance of lack of 
progress in resolving Unresolved Safety Issue A-17, "Sus 
Interact i on, ■’ ’ 

, ^**'■‘''9 Branch 3. 63/07/14 QRENNER. L. . MORRIS, P. A., 

CARPENTER, J. L. Atomic Safety and Licensing Board Panel. Ilpo 
19635:036. 24X F I ch e 50-322, 83/07/ 14 , 8307 1 90002. 

8307200012 Confirms agreements reached during 330622 telcon re cables 
for low energy lighting f 1 < turei . Redundant circuit 
protection device (fuse) will be sized t located to ensure 
no credibli faults can damage Class IE cables. 

SHITH.J.L. Long Island Lighting Co. 83/07/14, DENTOW.HH. Office 
Of Nuclddr Reac(:or Re 9 utation< Director 3 od ]*?& 47 'I >49 9 Av 
F iche: 50-322, 83/07/14, 8307200012. 


8307080269 Forwards justification for intevin, opevation for 
equipment which may rot be fully qualified at 830 S 31 
scheduled fuel load per BER Outstanding Item B 
SHITH.J.L. Long Island Lighting Co 83/06/30. DENTON, H.R. 
of Nuclear Reactor Regulation, Director 16pp 19352 092 
Fiche: 50-322, 83/06/30, 830/000269. 

F. Security, medical, emergency t, fiie praloclinn plans 

8307270034 Forwards Rev 6 to security plan Ryv withhold 

(ref 10CFR73. 21 ). 

HUSELER.M J. Long Island Lighting Co 03/07/19 
Office of Nuclear Reactor ReyulatlDr, Dnartor 
24X Flche 50-322. S3/07/19, Q307270034 


Off id 
24X 


DENTON, H R. 

Ipp. 19749:324. 


83072G007S Forwards preliminary detail 
program plan, per 630414 commi tfnsiit 
SHITH.J.L- Long Island Lighting Co 
of Nuclear Reactor Regulation, D 
Fiche. 50-322. B3/07/20. 8307200075 


■..'iitrol toorr, design review 


ct 


33/07/20. 

ir 2pp 


DENTON.H.R, Office 
19790 249. 24X 


0307200089 Feriuards ends to Teledyne Engineering Sves 830712 Itr to 
NRC re Independent design verification pi ogram. Ene 1 s 
unavailatle when Itr sent on 8307 1 2. Cer 1 1 f ica te of Svt end 
BORDENICK, D. M. Hearing Branch 3. 83/07/18. DRENNER.L , 

FERGUSON. 0. A. , MORRIS.F, A. Atomic Safety and Lie en s mg' Beard Panel 
40pp. 19647:075. 24X F k ch e 50-322, 83/ 07/ 10, 8307200039. 

8307250392 Notification of 830720 meeting ui/util in Mading Aiver.NY to 
discuss applicant staffing *. qual 1 f i cat ions 

CARUSO, R. Licetistng Branch 2 . 83/07/18. SCHHENCER.A. Licensing 

Branch 2 . 4 pp. 19718:069. 24X F 1 c h e ; 50-322. 83/-07/IB, 8307250592, 

1 ”tripti 6 n of moos to portion of reactor vessel 
water level measurement sys 6 ECCS initiation looic.based on 
Agr«effiBnt r«ached dur*n 9 ASLD haanngs. 

SMITH'J.L. Long I 5 1 and LI gh 1 1 n g Co . 83/07/19. DENTOM.H.R, Office 

of Nuclear Reactor Regulation, Director. 6 pp. 19701201 34 X 

Flche: 30-388, 83/07/19.8307250477. 

^^Rlnrifprusl^^pi*?" V, -noting w/utll !, Suffolk County iu 
cracktng^ discuss emergency diesel cylinder head ^ 

MCCABE, E_ Region 1 . Office of Director. 03/07/19. Region I, 
a 3072 a 0?27 24X Fiche: 30-322,83/07/19. 

8307280100 Advises that util 830630 Ur re Tech Spec trie setosHnts 

number. Correct nSmb er’"^’ 

SMITH, J.L Long It I and U I gh ting Co. 83/07/20 DENTON, h R nfcsrp 

k director 2pp, 1979 um 24? 

Flche; 30-322. 83/07/20, B3O720Qi;(JO. ■r/Nl. itfj, 24X 


B3D72800B1 -Detailed Control Room Design R.iview Program Plan for 

SfiDr6hAif) station. '* 

• General Physics Corp 83/07/19 Long Island Lighting Co. 
69pp 19790:«.31 24X Ficho 50-322, 8.1/ 07 /20, 8307280075. 


squesbing FEMA 


8307260049 Forwards NRC 830601 4- 17 Itrs to FEIIA 
findings t determinations on amorgencu ploits. 

BORKNICK. 0 .M Hearing Branch 3. 83/07/25. LATHAM, 3 R, Twomey, 

03O726OP49 *‘’^27:351. Of » F i c h e 50-322, 83/07/25, 

8307290008 Forwards NRC S30722 Ur to REMA re util transition plan U/o 

BORKNICK,BH. Hearing Branch 3 B3/07/;'Q. CATHAM.SD Twomey, 

B3O729OQ0O 19815:355. .i4x P I c h e 50-322, 83/07/28, 

0 . Adjudicatory correspondence 

8306130383 Reply to Suffolk County 030531 response to NRC 4 util 
oppositions to County 830302 motion 4 830510 addendum re 
proposea emergency diesel genei-ator ccntontian Certificate 
Of Sve 9ne 1 . R« laCed correspondence 

Lighting Co IRNIN.D.P, Hunton 4 Williams. 
Safety and Licensing Board Panel, 27pp. 
18847-204. 24X Fl c h e : 50-322. 83/06/09, 8306 1 50383, 


opposition to utli motion 


B3O705O1B0 Adopts Suffolk County answer 4 
For low-pouer OL 4 contentions. 

Latham 4 Shea. LATHAM.S.U. Southampton, NY. 
83/06/37 fSlRRlS, P. A. , C ARPEN TER, J. H. , BRENNER. L. At om 1 c Sa f e ty and 
a»7030iao*'**’*** Panel Ip 19198:362 24X F i c h o : 50-322, 83/06/27, 
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9307030361 Requests ta submit written limitej dpp&ar-ance statenent for 
prehearing conference. 

PRICE. W C Affiliation Unknown G3/06/38. MRC - Mo Detailed 
Affiliation Given Ip IRl'fT.lAa iM*. FlcHe 30-332.93/06/29. 
8307030261. 


0307030366 Joint compilation of settlement agreement obligations per 
930201 request. List of obligations made under settlement 
agreements f< resolution of Phase I emergoncg planning 
contentions enc I . Cer 1 1 f I ca t e of Svc end. 

REPKA. D. A. Hearing Branch 3. IRWIN, D P Long Island Lighting Co. 
LETSCHE. K J. Suffolk Countg. NY. 83/06/38 39pp. I9I97. lOA. SdX 

Fiche. 30-322, 83/06/28, 8307050366. 


8307030046 Motion to defer Commissior, action on certified question re 
emergencg planning until views of parties heard Since no 
adequate offsite emergencg preparedness eiists or planned^ 
low-power OL Issuance f ut i 1 e. Cer ti f i ca t e of Svc end. 

DYNNER.A.n, Suffolk Countg, NY. DYNNER.AR. Kirkpatrick. Lockhart. 
Hill, Christopher t Phillips 83/06/29 Commissioners- lipp. 
19192: 164. 24X Fiche: 30-322. 83/06/29, 8307050046. 


9307050067 Opposes NRC proposed issuance of order permitting util to 
operate plant at low power w/o workable offsite emergency 
response plan. 

CQHALANpP.F. Suffolk Countg, NY. 83/06/29. PALLADINQ. N. J. , 
OILINBKY.V. r ASSELSTINE, J. K. Commissioners. 3pp. 19192‘ 147. 24X 

Fiche: 30-322, 83/06/29, 8307030067. 


8307060220 Requests to make limited appearance statement at 830714 
hearing in Hauppauge, NY. 

RICHARD, M E. Affiliation Unknown. 83/06/29. Office of the 
Secretarg of the Commission. Ip. 19239 361. 24X 

Fiche: 30-322, 83/06/29, 8307060224. 


8307070203 Response opposing Citliens for Ordertg Energy Policg.Inc 
830614 petition to 1 n tervene. Cr 1 t er la for late filing not 
me t . Sub s tan t 1 ve interests can be protected through limited 
appearance s ta temen ts. W/Cer t i f i ca t e of Svc. 

LATHAM, S.B. Southampton, NY. 83/06/29 Atomic Safety and 
Licensing Board Panel 14pR. 19269 294. 24X F Iche. SQ-332. 83/06/29. 

8307070203. 


0307010068 Forwards list of specific mods to draft cmergencii planning 
contentions which might eliminate portion of redundancij. 

Enel listing does not address propiietg of contentions, 
defects in form or other possible objections. 

REPKA, D. A. Hearing Branch 3. 83/06/30 LETSCHE. K. J. . MCHURRAY. C f1. 

Kirkpatrick, Lockhart, Hill, Christopher >, Phillips OOUGHERTV. J. 
Doughortg. J. B. 6pp. 19171 121. 24X F i c h e : 30-322, 93/06/30. 

9307010068. 


0307030113 Order CLI-e3-17, acc ep t Ing ASLB Q30420 cer t i f Icat I on of issue 
re issuance of low-power OL. Uncer taint g le uttJ cocfipliance 
w/emergeneg planning requirements does not bar issuance of 
low-power OL. 

CHILK.S. J. Commissioners. 83/06/30 0pp 19220:025 24X 

Fiche: 30-322. 63/06/30, B3070S01 15. 


8307050192 Answer opposing util 630629 motion to defer Codsnisslon 
action. Moves to strike PF Cohalon Itr. notion is mere 
detaglng t ac t i c. Cer 1 1 f 1 ca t e of Svc end 

REVELEY.W. T. Long Island Clghtihg Co. REVELEY.W. T. Hunton t. 
Williams. 83/06/30. Commissioners 8pp. 19199- 189. 24X 

Fiche: 30-322, 33/06/30. 8307030192. 


8307060167 Requests to make limited appearance statement at B307I3 U 14 
prehearing conference in Hauppauge, NY. 

LATHAM. K.L. Af f 1 1 1 a 1 1 on Unknown. 83/07/01. Office of the 
Secretary of the Commission Ip. 19249 139. 2 qx 
Fiche: 30-322, 83/07/0 1 . 8307060 1 67. 


8307070192 Forwards util requests for relief from ASME Section XI 
inservlce testing program requirements for check valves. 

Nature of rel 1 ef , jus t i f i ca 1 1 ons ?./or alternate testing 
provided for each request. Re la tod correspondence. 

FLANAOAN, D. 0. Hunton i Hllllams. 83/07/01. BRENNER. L.. 

MORRIS, P. A.. CARPENTER. J. H. Atomic Safetg and Licensing Board Panel 
24pp. 19269:176. 24X F I c h e : 50-322, 83/07/01 , 830707CH 92. 


8307080164 Forwards aiecutlve summarg of final rept. "Independent 
Design Review for Shoreham Nucler Power Station. " Final rept 
wilt be available end of Jul. Related correspondence. 

EARLEY, A. F. Hunton 6 Williams. EARLEYpA.F. Long Island Lighting 
Co. 83/07/05. BRENNER, L., CARPENTER, J. H. . MORRIS, P. A. Atonic 
Safety and Licensing Board Panel 43pp. 19351 356 24X 

Fiche: 30-322, 83/07/05, 8307080184. 


8307080194 Proposed schedule for resolution of omergeacy diesel 
generator cylinder head cracking issue per ASLB 830622 
memorandum !, order. Long-term effects of vibration will be 
resolved Inf orma 1 1 y. Cer tl f i cate of Svc end. 

EARLEY, A. F. Long Island Lighting Co. 83/07/06. 6pp, 19351-390 
24X Fiche; 50-322.83/07/06,8307080194 


8307090423 Concurs iu/propo50d S30722 target date far determining 
whether diesel generator bead cracking issues amenable to 
settlement or requires litigation 

REIS.E J Hearing Branch 3 83/07/06. BRENNER. L . MORRIS, P A . 

CARPENTER. J. L. Atomic Safety and Licensing Board Panel 2pp 
19347 267 . 24X P i c h e . 50-322, 83/07/06, 8307080425 


8307110296 Submits schedule rept re contention on cylinder head 

cracking 

DVNNER.A R. Kirkpatrick. Lockhart, Hill, Christopher 6 Phillips 
DYNNER.A R Suffolk County. NY 83/07/06 BRENNER, L J. , 

CARPENTER. J. L. , MORRIS, P. A Atomic Safety and Licensing Board Panel 
3pp. 19374-360. 24 X Fiche 30-322,03/07/06,8307110296. 


83071I03S8 Request for leave to reply to Suffolk County 830627 answer 
opposing util 830609 motion for low power OL Arguments 
opposing motion could not be anticipated 6 recent 
developments need to be addressed Certificate of Svc end 
CHRISTMAN. J. N. Long Island Lighting Co 83/07/06, Atomic Safety 
and Licensing Board Panel. Spp 19380 220 24X 

Fiche; 50-322.83/07/06. 9307 110359 


8307110039 Response to Suffolk Count y , Shorenam Opponente Coalition t 
Town of Southhampton draft emergencg planning contentions 
which were consolidated lu/Noi-th Shore Committee contentions 
Certificate of Svc enc 1 

REPKA. D.A. Hearing Branch 3 83/07/07 Atomic Safety and 

Licensing Board Panel. 43pp 19375.253 24X F 1 r he ; 30-322, 83/ 07/07 , 

8307110039 


8307110042 Response opposing Citnens for Orderly Energy Policy 830623 
draft contentions supporeirg util offsite emorgoneg plan. 

Contentions unnecessary to support intervention of party 

supporting license application W/Cer t i f ic a t e of Svc 

REPKA, D. A. Hearing Branch 3 03/07/07 Atomic Safety and 

Licensing Board Panel. Bpp 19375 309 24X Fiche 50-322. 03/07/07. 

0307110042 


8307110315 Order granting util 830706 metier for oitension until 
930709 to respond to intervenor revised emergencg planning 
contentions. Response must be served by COB on S30708 Good 

cause ^hoitin. 

LAURENSON. J. A Atomic Safety and Licensing Hoard Panel 83/07/07 
Long Island Lighting Co. 2pp 19381 262 24X 

Fiche; 50-322.93/07/07. Q3071 10315 


93071I03I9 Order granting otil 830706 requrst fer leave to reply to 
Suffolk County answer opposing util motion for low power DL. 

Reply due B30719.NnC may file reply on same date Courtesy 

notification end 

BRENNER, L. Atomic Safety and Licensing Board Panel 03/07/07 
Long Island Lighting Co. 3pp 19301 275 24X Fiche: 50-322. 

93/07/07.8307110319 


8307110336 Menioranduni ti order setting dioiol generator cgntontlon 
schedule. Courtesy notification end 

BRENNER. L Atomic Safety and Licensing Hoard Panel. 83/07/07 6pp. 
19381:295. 24X F I c h e ; 50-322, 83/07/07, 0307 1 10336 


8307110363 Advises that draft con ten 1 1 ors , f i led by Citiiens for Orderly 
Energy Policy, Inc on 830623. should be considered final 
contentions. 

SWARTZ. L L. Pacific Legal Foundation tiWARrZ.L L Affiliation 
Unknown 93/07/07 LAURENSON, J A , KLINE, J R. Atomic Safety and 
Licensing Board Panel. Ip. 19380.260 24X Fiche 50-322,63/07/07. 

9307110363. 


8307120350 Foriuards final c ansol i dated emergency planning contentions 
LETSCHE.K J. Kirkpatrick, Lockhart, Hill, Christopher h Phillips. 
LETSCHE. K J. Suffolk County. NY LETSCHE, K.J Nontb Shore 
Committee Against Noclear Thermal Pollution 83/07/07. 

LAURENSON. J. A. . KLINE. J.R , L I V I NGSTON, Id S Atomic Safety and 
Licensing Board Panel Ip. 19426 31B 24x Flc he 50-322, 83/07/07, 

8307120350. 


•0307120367 Final consolidated emergency planning contentions. 
Certificate of Svc encl. 

LETSCHE. K.J. Suffolk County. NY DOUGI-IERTV, J B Shoreham 
Opponents Coalition SHAPIRO, R North Shore Committee Against 
Nuclear 6 Thermal Pollution. 83/07/07 Atomic Safety and 
Licensing Board Panel. 204pp 19426.319 24X 

Fiche 50-322,93/07/07,8307120350 


8307120593 Forwards util motion for summary disposition of diesd 
generator cylinder head cracking issue Related 

correspondence. 

EARLEY, A. F. Hunton U Williams EARLKy.a F Long Island Lighting 
Co. 93/07/07. BRENNER, L Atomic Safety and Licensing Board Panel 
Ip. 19433:017. 24X F I c h e : 50-322, Q3/07 /07, 8307 1 20593 
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-•'8307120596 notion for aummiirii fl i 5 p o s 1 1 1 an of Suffolk County dtS'Sel 
generator c ori t e n t j on No genuine issue of matl fact eilsts 6 
util entitled to favorable decision Statenenfc of matl Pacts 
enc 1 . 

EARLEVrA F Long Islanfl Lighting Co. • Mtititon ti Uilliams 
83/07/07 Atomic Safetg and Licensing Doard Panel SCpp 
19433:0]e. 247 F i c h e . 50-322. 83/07 /07 , 8307 1 20393 


8307140439 Faruiards Teledgne Engineering Sves 830629 Itr to NRC ro 
independent design verlFlcatior Rrogram. Cer 1 1 f lea t e of Sve 
end. 

BORDENtCK.. B. M Hearing Branch 3. Q3/07/12 BRENNER, L.. 

CAHPEMTEn. J- L. , NORRIS. P. A Atomic Safety and Licensing Board Panel 
4pp. I9S20-33B. 24X F 1 C h e . 50-322, 83/07/ 1 2. Q307 1 40439. 


9307520601 Affidavit of EJ Vojngliiig re diesel generator cracks. 
Beasoiiaol* assurance erists that no addl cracks or leaks in 
remaining cyLinCer heads uill occur due to 600 h operation. 
V0UN3LING. E. J Long Island Lighting Co. 63/07/07. 9pp. 
19433.038. 24* F i ch e 50-322, 93/07/07, 8307 120593 


6307120606 Affidavit of RA Pratt re diesel generator cractlng. 
Reliability record of 1 mp ro ved, c urr en t prodcution cylinder 
heads provides addl assurance cylinder heads free from 
costing imper f ec 1 1 ons, Prof qualifications encl. 

PRATT. fl. A. Long Island Lighting Co PRATT. R. A. Transaraer 1 ca 
Oelaval, Inc. 83/07/07. 27pp. 19433:047. 24X 

FlChe. SO-322, 83/07/07,8307120593 


— 8307120616 Advises that final PRA completed t, sent to NRC b Suffolk 
County ASLBs. Other parties ujill not be served due to expense 
of reproducing multi-vol PRA 

EARLEV.A.F. Hunton b Williams. 63/07/07. BRENNER, L.. 

LAURENBON, J. A. Atomic Safety and Licensing Board Panel. 2pp. 
19433 074. 24/ F 1 c h e : 50-322. 93/07/ 07, 8307120S93. 


8307150290 Affidavit of RA Pratt re cracks in cylinSer heads of diesel 
generators. Reasonable assurance exists that casting 
imperfections unlikely In original model cylinder heads. 

Related correspondence. 

PRATT, R. A. Trane Co. 93/07/07. I6pp. 19532 177 24X 

Fiehe: 50-322. 83/07/07, 0307150290. 


6307120391 Objections to intervener 030705 draft consolidated eaergency 
planning contentions. Contentions lengthy, uordy.ropetitive 
b not sequentially numbered Certificate of Sue end. 

MCCLESKEv, K. E. Long Island Lighting Co. hlCCLESKEV. K. E- Hunton & 
Williams. 63/07/08. Atomic Safety and Licensing Board Panel. 

72pp. 19426:094. 24X F I ch e 50-322, 83/07/08, 9307 120381. 


—8307120426 Prehearing conforonce order re S20720 prehearing conference 
re proposed contentions on util emergency plan. 

BRENNER, L., MORRIS.P.A.. CARPENTER, J. H Atom 1 c Sa fety a nd LI censing 
Board Panel. 82/07/27. 43pp 19426.166 24* 

Fiche: 50-322, a3/'07/OB, 8307120381 


G30714O442 Advises of cornmencemen t of NRC insp of diesel generator 
vendor, by Region IV. Region lulll attempt to erpedite insp. 

Written rept to be issued approi 30 days after insp 
completion. 

8DRDENICH, G. (1. Hearing Branch 3 83/07/12. BRENNER, L., 

KDRRIS. P. A. . CARPENTER, 0. L Atomic Safety and Licensing Board Panel 
3pp. 19330:343. 24X F i c h e : 50 -322. 03/07/ 1 2, 8307 1 40442. 


8307140444 Forwards Suffolk County response to util objections to 
interveiior consolidated emergency planning contentions i NRC 
response to draft emergency planning contentions. 

KILLER. n.S. Kirkpatrick, Lockhart, Hill, Christopher t. Phillips 
HILLER, H.S. Suffolk County. NY. 83/07/12. LAURENSON. J. A. , 
KLIfiEiJ.A . LIVINGSTON. M. S. Atomic Safety and Licensing Board Panel 
Ip. I95a>:37l. 24X F 1 c h e : 50-322, 83/07/ 1 2, 8307 1 40444. 


— B3O7140448 Response to util 830708 objections to intervener 
consolidated emergency planning contentions & NRC 830707 
response to draft emergency planning con tent I ons. Cer ti f 1 cat e 
of Sve enc 1 . 

MILLER. H.S. Suffolk County, NY. MILLER. M. 8. Kirkpatrick. 
Lockhart. Hill, Chr l s t opher t, Ph i 1 1 1 ps, B3/07/12. Atomic Safety 
and Licensing Doard Panel. 42pp. 19521272. a4X 

Fiche: 50-322, 03/07/12, 8307140444. 


8307140446 Responds to 830700 informal document request re diesel 
genara^'or cylinder head cracking c on tent ion. NRC sent portion 
of documents on 8307 12. I ssuance of Energy Consu 1 tan 1 5 , Inc 
rept leuninent. 

BORDENICK, G. M. Hearing Branch 3 93/07/12 DYNNERiA R 

Kirtpatrick. Lockhart, Hill, Christopher t, Phillips 2pp 
19531:254. 24X Fich e: SO-322, 03/07/ 1 2, 0307140446. 


8307140470 Cross-reference for emergency planning c on ten 1 1 ons. between 
Suffolk Countii.Shoreham Opponents Coalition b Town of 
Southhaaip ton 830623 separate draft contentions 4 , Intervener 
B30707 final c qn t ont i ons. Cer 1 1 f 1 c a t e of Sve end. 

REPKA.O. A Hearing Branch 3. 83/07/12. Atomic Safety and 

Pane* 13pp 19520:270 24X F 1 c h e : 50-322, 83/07/ 12, 


B3071205S4 Answer opposing Suffolk County 830627 motion frr leave to 
file contentions re onsite emergency preparedness. 

W/speclfic objections to contentions L Certificate of Sve. 
CHRISTMAN, J. N Long Island Lighting Co CHR ISTrtAN, J. H. Hunton U 
Williams 83/07/08 Atomic Safety and Licensing Board Panel. 

52pp. 19432:075 24X F 1 c he 50 -322 , 93/07/ OS, 8307 I 20554 . 


8387150308 Citizens for Orderly Energy Policy. Inc reply to NRC 030629 
opposition to Cltiiens petition to 1 n torvene. Par t i cu lar I led 
Injury demons tra t ed, pe 1 1 1 1 on timely b contentions within 
scope of proceeding Certificate of Sve encl. 

SWARTZ. L.L. Pacific Legal Foundation. 03/07/12. Atomic Safety 
and Licensing Board Panel. 12pp, 19532:329 24X 

Fiche: 30-3a2i 83/07/12, 8307150300. 


8307200222 Affidavit of EJ Youngling re Suffolk County diesel generator 
contention. Three leaking Delaval cylinder heads replaced. All 
heads to be replaced as soon as practicable Related 
correspondence. 

VOUNQLINC, E. J. Long Island Lighting Co 83/07/08. 9fin, 19648-096 
24X Fiche. 50-322, 63/O7/0S. 8307200222. 


B3071S02I3 Cispotes alleged 830707 agreement not to request addl time 
to revise response to 830623 cont en 1 1 ons. Re la t ed 
c or ros ponds nee. 

MCLESKEYiK.E Hunton tc Williams. 33/07/12 UETSCHE, K J 
Kirkpatrick. Lockhart. Hill, Chr 1 s topher b Ph 1 1 1 ip s. 3pp. 

19595:106 24X Pi c h e: SO-322. 83/07/12, 9307IS0213. 


3307150299 Opposes granting of low power QL 

LATHAM.K.L Af f 1 1 i a 1 1 on Un k nown . 03/07/09. Atomic Safety and 

‘P 19532:21? 24X F , c h e . 50-322, 83/07/09, 

0<Jv ' 1 sOWtG , 


be complete by Aug. 
lead uf i H no t te 


0307140447 Advises that plant const will 
Administrative work necessary for fuel 
complete until Sept. 

MlUiams REVELEV.W T. Long Island Lighbin 
Co B3/0yil BRENNER. L . CARPENTER, J. H , HQRRIS.P.A, Atonic 
faafeCy and Licensing Board Panel, in, 195SI 24S* 24X 

Fiche: SO-322, 03/07/1 1. 6307140447. 


^^bJrkenhfifr^i” Certificate of Sve end 

Lqm^h«rf”^2M 1 County, NY. B IRKENHEIER , J. Kirkpatrick. 

'•'''istopl’f'' Phillips 83/07/il. 4pp, 19520-266 
24X Fiche 50-322,83/07/11,0307140471. nucu.^coc. 


Expresses shock at recent NRC action re '■entitlement" of 
despite e.lsting uncertathtles 
re Offsite emergency planning Current regulaticms absurd, 
cuoSII’m^’h®'’ M** Careful consideration urged. 

CUOND.M M Ne^ VoTk, State of. 83/07/11 COTTER. P. Atomic Safel 
and Licensing Board Panel 2pp. 19560 266 24* 

Fiche: 50 -322. 93/07/1 1 , 8307 1 00082 


8307150314 Answer opposing Suffolk County B30627 motion for leave to 
file contentions re onsite Braorgency p lann I ng. Mo t ion 
Involves matters dismissed from b stipulated out of 
proceeding t. is un t Ime 1 y . Cer t i f lea t e of Sve encl. 

REIS.E.J. Hearing Graneh 3. 03/07/13, Atomic Safety and 

Licensing Board Panel. 31pp. 19532:341. 24X F Iche: 50-322, B3/07/13. 

8307130314. 


8307190002 Forwards HR Denton 830711 memo resolving JH Conran differing 
prof opinion re potential safety significance of lack of 
progress in resolving Unresolved Safety Issue A-17i "Sys 
Interaction. " 

RAWSOMiR.J. Hearing Branchs. 83/07/14. BRENNER. L., MORRIS.P.A,, 
CARPENTER > J. L . Atomic Safety and Licensing Board Panel, llpp 

19635:036. 24X F I c he : 50-322, 83/07/ 1 4, 0307 190002. 


830720^10 Confirms discussions at 830713 prehearing conference re 
providing Town of Southhampton b other emergency planning 
parties ui/ccrrespondence between NRC b FEMA on FEMA review 
of util interibi offsite emergency response plan. 

LATHAH.S- Tiwomey, Latham b Shea. 83/07/14. BORDENICK, 0, H, Hearing 
Branch 3 PERRV, B, Federal Emergency Management Agency. 2pp 
19648:028. 34X Fic he: 50-322, 83/07/ 1 4, 0307200210. 


8307180134 NRC schedule estimates for const completion b readiness for 
fuel loading, per 830707 r eques t. Fi na 1 site SER aipectod by 
end of Aug 19B3. C I oseou t of open items anticipated to 
support proposed Oct 1983 fuel load date 

BORDENICK, G. II. Hearing Branch 3. 83/07/15. 4pp. 19557:064. 24X 

Fiche: 30-322, 83/07/15. 8307180134 
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B307150231 Ordor rulirxg Suffolk Countg motiori for Comraission ruliriQ on 
plan for emergencij preparedness is precluded Ptj NRC rules. 

□bjocCiOMS should be presented to ASLAD ui/motio'i far 
directed c er t i f i ca t i on. W/Commi ss i oner Gilinskg dissent. 

CkflLKi 8 J Office of the Sccrotarg of the Cairrr 1 ss i on. 83/07/15 
3pp 19335:093. S4X Fiche 30-322.03/07/15,8307180231. 


8307250270 Forwards NRC response to util oiotion for sumioarv dispositii 
of Suffolk Countu diesel generator contertion 80 Oreenman 
esecuted affidavit forthconing 

BORDEtdICK. B. H. Hearing Branch 3. 03/07/22. BRENNER, L., 

FEROUSON.G A . HORRIS.P. A. AtOdiic Safety and Licensing Board Panel. 


2pp 


19705 295 24X Fiche 50-322,03/07/22,6307250270 


S307190325 Reaffirms ASLB commitment to adjudicatory r e s p ons lb 1 1 i t i esi 
in response to 030711 Itr. ASLB decisions based solely on 
record free from eiternal influences 

COTTER, D.P Atomic Safety and Licensing Board Panel 83/07/15 
CUOnD,M. M New York, State of 2pp 19632.110 24X 

Fiche: 50-322, 83/07/15, 0307190323 


8307200009 Forwards eticls to Teledync Engineering Sves 830712 Str to 
NRC re independent design verification program Encls 
unavailable when Itr sent on 83071 2. Cert l f lea te of Sve end. 
aOROENICK, D. M. Hearing Branch 3. 03/07/18 BRENNER, L , 

FEROUSON. 0, A , MORRIS. P. A. Atomic Safety and Licensing Board Panel. 
40pp. 19647:073. 24X FI c he : 50-322, 83/07/ 1 8, 8307200009. 


8307200102 Response to Suffolk County answer opposing util 930629 
motion for low power OL. Re 1 1 era t es conditional support of 
motion. AddI findings must be made by NRC before low power OL 
1 ssued . Cert i f lea te of Sve encl. 

BORDENICK, D. H. Hearing Branch 3. 83/07/13. Atomic Safety anil 

Licensing Board Panel. 10pp. 19647:146. 24X Fiche : 50-322, 83/07/18. 

8307200102. 


B307210164 Response to Suffolk County 830627 opposition to applicant 
830600 motion for low power QL. County answer attempts to 
reopen questions resolved by ASLB & Comml ss i on. Cer t t f ica te 
of Sve encl. 

CHRISTMAN, H, T, Long 1 8 1 and L i g h fc i ng Co. CHRISTMAN, U. T. Honton «e 
Uiltiams. 83/07/18. Atomic Safety and Licensing Board Panel 
23pp. 19669:112. 24X Fi che: 50-322, 03/07/ IB. 8307210164. 


0307260096 Staff requirements memo re 830714 aff irmat ion/di sciission Si 
vote approving rev to 10CFR71 U order dismissing Suffolk 
County motion for Commlsston to reject licensee emergency 
plan. 

CHILKiB, J. Office of the Secretary of the Commission. 83/07/10. 
DIRCKS.W.J. Office of the Eiecutlve Director for Operations. 
PLAINEiH.H. Office of the General Counsel. FDUCHARD. J. J. Office of 
Public Affairs. 2pp. 19786.219. 24X Fi c h e : 50-322. 83/07/18, 

8307260096. 


8307260302 Motion to compel discovery of documents identified in 
8uffolk County 830708 request to u t i 1 . Five-day eitensidn 
requested to decide on head cracking conlentlon due to 
util tard iness. Car t i f I cat e of Sve encl 

OVNNERiA.fi. Suffolk County, NY. DYNNEfi.A.fi. Kirkpatrick. Lockhart. 
Hill, Christopher & Phillips. 83/07/19. Atomic Safety and 
Licensing Board Panel. 50pp. 19726:232. 24X Fiche: 50-322. 83/07/19. 

8307260302. 


0307220357 fiesponse to util NfiC 830700 t. 13, respect ively, appositions 
to Suffolk County 830627 motion for leave to file 
contentions re onsite emergency preparedness. Contentions 
allege inadequacy In util p Ian. Cer 1 1 f 1 cate of Sve end. 

LANPHER.L.C. Suffolk County. NY. LANPHEfi.L.C. Kirkpatrick. 
Lockhart, Hill, Christopher 6 Phillips 33/07/20 Ateiklc Safety 
and Licensing Board Panel. 25pp. 19675: 149. 24X 

Fiche: 50-322, 03/07/20, 0307220357. 


8307220366 First prehearing conference order re 030713 prehearing 
conference in Hauppauge.NY & notice of 830809 second 
prehearing conference in fi iverhead, NY. In t orvener s ordered to 
file redrafted contentions by 830726. 

LAURENSON, J. A. Atomic Safety and Licensing Board Panel. 83/07/20. 
6pp. 19676:090. 24X FI che : 50-322, 83/07/20, 8307220366. 


0307220369 Memorandum *, order denying Suffolk County 030719 motion for 
deferral of 030722 date to respond to util motion for 
summary disposition re cracks In diesel generator cylinder 
heads. 

□RENNER. L. Atomic Safety and Licensing Board Panel. 83/’07/20. 
Suffolk County, NY. 5pp. 19676:104. 24X F I c h e : SO-322, 83/07/20. 

0307220369. 


8307250140 Advises that NRC will forward future correspondence betieeen 
NRC i FEMA re FEMA review of util interim offsite 
radiological emergency response plan to estent 
correspondence otherwise available In PDR. 

□ORDENICK. B. M Hearing Branch 3, 63/07/21. LATHAM, S. D. Tuamey. 

Latham t, Shea. 2pp. 19706:099. 24X Flc he: 50-322, 03/07/21. 

B307250I40. 


0307260411 Advises that util will Issue Rev 1 to plant local offsite 
radiological emergency response plan by end of Jul.Rev will 
Include response to FEMA review & will address Suffolk 
County comments ti minor inconsistencies. 

MCCLE8KEY, K. E. Hunton t. Williams. 03/07/21. LAUHENSON. J. A. . 

KLINE, J R , LIVINGSTON, M. S. Atomic Safety and Licensing Board Panel. 
2pp, 19733:133. 24 X FI c he : 50-322. 03/07/2 1 , 03072604 1 1. 


— 8307250279 Response supporting util 030707 motion for partial summary 
disposition of Suffolk County diesel generator content i on. No 
issue of aatl fact eitsCs.EG Greenmar uneiecuted affidavit t< 
Certificate of Sve end 

BORDENICK, B M Hearing Branch 3 83/07/22 Atomic Safety and 

Licensing Board Panel. 8pp. 19705 297 24X Fichs 50-322, 

83/07/22. 0307250270 


8307260347 Forwards Suffolk County answer t, opposition to util motion 
for partial summary disposition of Suffolk County diesel 
generator contention re cylinder head cracking. W/o end. 

DYNNER.A.R. Kirkpatrick. Lockhart, Hill, C h r i s toph sr t. Ph 1 1 1 i p s. 
OYNNER.A.H. Suffolk County, NY. 83/07/22. BRENNER. L.J. Atomic 
Safety and Licensing Board Panel. Ip 19726:001 24X 

Fiche: 50-322. 83/07/22. 0307260347 


8307260409 Forwards EJ Youngling uneiecuted affidavit re questions 
raised in ASLB 830720 memorandum t, order on diesel 
generators. Prior to fuel loadiutil will implement commitment 
to replace cylinder heads Certificate of Sve encl. 

EARLEY. A F. Hunton 6 Mi 1 1 1 ams 83/07/22. BRENNER, L., MORRIS, P. A., 
FERGUSON. C. A. Atomic Safety and Licensing Board Panel. llpp 
19733:191. 24X FlChB 50-322, 83/07/22, 8307260409. 


8307260049 Forwards NRC B30601 t 17 Itrs to FEMA requesting FEMA 
findings 6 determinations on emergency plans. 

BORBENICK. B. H. Hearing Branch 3 03/07/25. LATHAM, 5. B. Tuomey, 

Latham !■ Shea. 4pp. 19727 35! 24X Fiche 50-322, 03/07/25, 

8307260049. 


8307270140 Advises that util requested to send ASLB final PRA.Four vDl 
set will be shipped separately 

EARLEY.A F. Hunton 6 Williams EARLEY. A F Long Island Lighting 
Co. 83/07/25. BRENNER, L Atomic Safety and Licensing Board Panel. 
Ip. 19749:341. 24X F 1 C he . 50-322, 03/07/25 , 8307270140. 


0307290154 Forwards revised emergency planning contentions t< memorandum 

TB rtvlSBd contentions. 

LETSCHE.KJ. Kirkpatr i c k . Lockhart, Hill, Chrl s topher I- Ph i 1 1 ips 
LETSCHE.K.J. Suffolk County. NY. LETSCHE.K.J. Southampton, NY 
83/07/26. LAURENSQN. J. A . KLINE, J.R . LIVINGSTON, M S. Atomic Safety 
and Licensing Board Panel. Ip. 19S2I 162. 24X 

Fiche; 50-322. 03/07/26. 0307290154 


--8307290159 Hemorandum re revised emergency planning contentions. 
Contentions sequentially number sd. redraf ted to eliminate 
repetition t, redundancies t, reorganlied per new subj matter 
categories. Certificate of Sve encl. 

LETSCHE.K.J. Suffolk County, NY DOUGHERTY. J B. Shoreham 
Opponents Coalition. SHAPIRO, R North Shore Committee Against 
Nuclear t. Thermal Pollution 03/07/26. Atomic Safety and 
Licensing Board Panel. 200pp. 19021:163 24X 

Fiche: 50-322. 83/07/26, 03072901 54. 


0307200039 Forwerds EG Greenman eiecuted affidavit supporting util 
motion for summary disposition of Suffolk County diesel 
generator contention. 

aORDENICH, B n. Hearing Branch 3. 83/07/27. BRENNER. L., 

FERGUSON. G. A. • MORRIS. P A. Atomic Safety and Licensing Board Panel. 
2pp. 19791:190. 2flX Fiche 50-322, 83/07/27, 0307280039. 


— B3072B0043 Affidavit of EG Greenman supporting util motion for partial 
summary disposition of Suffolk County diesel generator 
contention. Imposition of Tech Spec i cquirementi is adequate 
safeguard against loss of offsite power consequences. 

GREENMAN. E. 0. Division of Project 6 Resident Programs. 03/07/25. 
3pp. 19791.192. 24X Fiche : 50-322. 03/07/27, 0307280039. 

8307290000 Forwards NRC 030722 Itr to FEMA re util transition plan. W/o 
encl. 

BORDENICK. B. H Hearing Branch 3. Q3/07/2S. LATHAM, S D. Twomoy. 

Latham 6 Shea. 2pp. 19015:355 24X Fir he: 50-322, 03/07/20, 

8307290008. 


K Utility Final Safety Analysis Report (FSAR) amends 


8307200002 Amend 40 to application for OL. consi sting of Rev 30 to FSAR, 
correcting discrepancies identified by plant conf igui a t ion 
review program 

SMITH.J.L. Long Island Lighting Co. 63/06/30. DENTQNiK.R. Office 
of Nuclear Reactor Regulation, Director. 4pp. 19652:001. 24X 

Fiche: 50-322. 83/06/30, 8307200002. 


— 8307200003 Rev 30 to FSAR 

a Long Island Lighting Co 03/06/30 749pp. 19652*006. 24X 

Fiche- 50-322. 83/06/30, 8307200002. 
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Operating license stage Doci/ments con 


esponient i 


rsqu iremer t s 
EISENHUT, Tj. •0, 


nr diesel fuel impuntg Svt list end 

Edsonco. d u."\iiv: v.c'-'rair 

FlCfie 50-000,83/07/03.3306270397'^^ 3=?0 317. Sqx 

Dolletins t correspondence 


^^correcfv^oLl*”*'’* ^ MRC of 
MfRTIM T J rV”® f’eP': 50 - 322 /S 2 - 

"pDLLOCk'm's Etigineering t Technical Pr 


steps taken to 
J-04 

i-ograns. B3/06/I4 
19169 OS4. 34X 


— 3307010043 Resooiids rn abi n .. 

IE Insp nept 30-323/82-04 Re tf uc d 0.7 i n” M L" ll"' 
on pgaL: pressure after DBA n.^i 7* 

to sprag actuation ^ ^ assure Is reached pi-tor 

"PCL^OCK.M S.^'L^rislanrUa^r^V Technical Rrograpis. B3/06/t5. 

FSche. 50-323, B3/06/l733S7O^io?7 ^ 

B307010031 IE Insp Rept 50-323/B3-15 an BtnBiu, .o 

noted. Major areas Inspected It^nsee afdnn* ^incompliance 

f ind ing^i orBoo»Tua n 1 u *. ens&e a-ctioh -cjn prevLOuc insa 

status^ ?n 1 ta ?: 7 *,777:7:'' 

NICHOLAS, H.K , BE TTENHAUSf 77 revieu. 

03/06/15, llpp [^JadGln**- 0.7?!“:: *' Director. 

PP 19124 32... aOX Flche: 30-322,33/06/15.9307010014. 

POLLOCK. M s. ”'Ling°IsUnd''Li:nu:7c^' Technical Program,. 93/06/34- 

process !. ef f lued 75 Testing of area, 
raduaste sy, r^ licensee are “"‘tors.aotid.li qul d !r gaseous 
NIKIT2,F? 7, 5HANDAKV M M 7 ?” Collet, n 03-10. 

03/06/22. 0p7 ?937? na, *2577 ' ^ c e d Director. 

PP 19374.^47. 39X Fiche 30-323,63/06/24,8307110200. 

resolve item ^ ' ' * * ^ Comm, tmen ts should 



smJn^ 7^7::ri:7nr77H‘ r.:rr.:r 

1. Office of Director, ?l 29 :: I -f _ ^RtEV.T.e, Region 

8307070121 . 19294 U 5 . «, 4 X F i c he : 50 - 332 . 83 / 06 / 30 , 

noncompli^^r^tHd^ 5D-322/a3-10 on B30S3I -0603, Mo 

Fiche: 30 - 32 r,S 3 / 07 / 06 .a 3 S 727233 ® l'? 669 : 199 . 24 X 

1777577:777777777^^'^""^ -ncomp.ian.a 

7777 : 777:757 Fv-‘- 

RICHARDS, S , ANDERAniJ^r 7 involvement. 

5PP .9669 301. 2'lx'nche7o72787777:7S7!o7": 

BTAROSTECKJ.B Dlvliifn It f 50-332/83- 1 0, 

PQLLOOl, M. s. Lcno sla^d Ll^d:: r 7“'®"* '’'■“S’’®"’*- BSW/OB 
Fiche: 50-322. 83 /o7oM3077o 37® Ip. 19523:092. 34* 


^“™ 5 o- 3 ^i:B 3 do c 7 :: 77 f 77777 e 777 ‘°'’ 7 '"’‘®'' *'’ 

— - 777 : 77 : 727 ^ ^777 7 r 

9?t^:o;,"o7pr::77':‘R7l757R7p77s STAROSTECKI.R. 

Flche: 30-333, B3/07/0a. 9307140339. ^ 19525:093. 24 * 

“777w7r:;“^'’‘'® 50 - 322 / 83-7 on S 305 .O-O 621 . n„tic, 

Et^A 7 ££'i; 7 £'£ - irr'” 

HI 66 INS. J. C. , PETRGNE.C D , MCCARF F r □ , 



York, Inc. I54pp 19563-293 pay I<'4led Edison Co. of ffiu 

PP. 19363.393. 24X Fl c h e : 50-000. 33/07/ 11 . 8306270401 . 

?: 7 .“ 77 .‘" 747 p"r’°?: 563 " 7 rlx ;"F“-d 7 t 7 "E 77777 of mou 

Pp. 19563 . 153 . 24X Fiche: 50 - 000 , 83 / 07 / 12 , 8306270404 . 

i-fi 5 ^ 773 r-: 7 .:::r 77 ^r 7 : 7 s 77 :: 7 i:: 

a™>:^-” 93 /o 77 :.‘°'’ 77 ^ 7 .f 777 “ 77 s" -nspecuon Programs .Post 
IMpp. 197,5:270. P i c h e ^ 

civil pinaitB^in^mc^:::':: »4o7oo'*7:7d ■'"paaltlon of 

:::;:%t 7 ’i-:r:e:r: 7 ::ta 7 c:“ 7 r‘--' i::: 7 : 7 nr- 

KLIHCLER.G. , AXECHAD J satisfied. 

Enforcement. BS/oT/'ls! Ip 79632- lor‘^'’24?7J7 Inspection ani 
0307190321. ^ 196J2. 109. 24X F I c h e : 50-322, 83/07/ 1 5, 


operating reports b related c 


orrespondence 


8307060429 Provid 
of 


C^tIrIS; o:“c 7‘:? N77::r%eadoTRr 1 CAS6.E.D., 

19300:079. 24x Fl eh e : 50-322, 83/06/24 , 930706042S Ip. 


, 8307060428. 

L^rI’d F* Tg 83073^" 

Office of MPc!ear'He7c7o:7::dd7n"D‘'®’f B3/06/30. DENTON, H.R, 

Flehe. 50-322.83/06/30,^07010091 ‘>>''»cTPT. Ip, 19168:250, 24X 

w 2 ^M™ 2 -h ;9 83 /i 7:?3 *• '’®*‘<'®nt Programs. 

SfP. 19550:111, S'.X Fiche: 50-322: 8377/13:^307*82^3,*®'’""’’ “■ 

it B306P9 meetin97t R^gi^nTd:: comment, 

HCMiEieg 03/07/12. 

Flche 50-32a.e3?o;:,7’a3o7B0203 *'’• ‘””:113. 24X 
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-“0307100222 "Test Rev i euji Dd td AndlijsiS t- Revieu of Emergency Diesel 
OeneratDi- Operat 1 ona l/fle I lab i li ty ProOJe.ns at Shoreham. Uni t 
I - " final rept. 

KUNKLEpG.L. Eneppij Consultants. Inc. NFIC-05-S3-2.49. 03/07/12. 

97pp. 19555:114. 24X F i c h e : 50-322, 83/07/ 1 3. 8307 1 00203. 


0307290160 Foruards Books 1-3 of "Independent Design Review for 
Shoreham Nuclear Power Station." final technical rep6. 

LANDERS, D. F. Teledyne Engineering Services 83/07/26. DENTON. H.R 
Office of Nuclear Reactor Regulation, Director. Ip. 19823-122 24X 

Fiche: 30-322. 03/07/26. S307290160. 


•0307290163 Docks 1-3 of "Independent Design Review for Shoreham 
Nuclear Power Station," final technical rept. 

• Teledyne Engineering Services TR-5633-4. 03/07/26. ISOOpp 

19023:123. 24X F I che : 50-322, 83/07/26. 0307290 160. 


S. Reportable occurrentes, LERs t. related correspondence 


0307280300 Interim deficiency rept re failure of L Iml torque teifs 
between motor pinion gear t> motor shaft of two motor 
operated valves in RHR sys. Initially reported on B30617>in 
response to IE Info Notice 01-00. Keys replaced. 

SMITH. J.L. Long Island Lighting Co. 03/07/18. MURLEV.T.E. Region 
I, Office of Director. 3pp. 19789:194. 24X FI c h o: 50-322. 83/07/18. 

0307200300. 


0307250333 Part 21 rept re potential defect In high pressure fuel 
Injection line of DSR or DSRV standby diesel generator. 

Removal of random sample of lines to be internally borescope 
Inspected recommended. 

BOYER. R.E. Transamerlea Delaval. Inc. 03/07/20. Director's 
Office. Office of Inspection and Enforcement. 2pp. l?703:01t. 24X 

Fiche: 50-000. 03/07/20. 0307230335. 


0307250461 Part 21 rept re defect in component of D5R-4B standby diesel 
generator. Improved design jacket water pump assembly 
retrofitted to all facility engines in Nov 1989. Assemb ly 
proven successful during several hours tested. 

DOVER, R.E. Transamerlea Delaval, Inc. 83/07/20. Director's 
Office, Office of Inspection and Enforcement. 2pp. 19701:221. 24X 

Fiche: 30-322, 03/07/20. 8307230461. 


T. Hearing transcripts on non-an 1 1 trust matters 


8307030440 Transcript of Commission 030628 a f f Irma t lon/dlscusalon Ic 
vote In Washington. DC re SECY-B3-190A on review of ALAB-6a7 
ti BECY-B3-215A on low-power OL for Shoreham. Pp 1-7. 

* Commissioners. 03/06/20, 10pp. 19262:336. 24X 

Fiche: 30-322, 83/06/28, G3070S0440. 


8307180078 Transcript of 830713 hearing in Hauppauge, NY. Pp 1-HB. 
* Atomic Safety and Licensing Board Panel. B3/07/13. 120pp. 

19360:008. 24X Fiche: 30-322, 03/07/13. 8307180078, 


8307190160 Transcript of B307I4 hearing in Haoppauge. N¥. Pp 119-314. 
Supporting documentation end. 

< Atomic Safety and Licensing Board Panel 83/07/14. 206pp. 

19633:321. 24X F 1 c h B : 30-322, 83/07/ 1 4. 0307 190168. 


0307230082 Transcript of 830714 aff Irma t ion/d iscuss ion 6 vote In 
Wash Ing ton. DC re SECY 83-240 on Suffolk County motion on 
emergency planning S> SECY 83-232 on I0CFR71. 

• Commissioners, 83/07/14. 6pp. 19720:320. 24X 

Fiche; 30-322, 83/07/14, 0307250082. 


D3072S0I1B Informs of Commission determination to withhold 
transcript of 830413 closed Commission meeting from 
pub lie disc losure. 

CHILK.S.J, Office of the Secretary of the Commission. 83/07/20. 
Public Document Branch. Ip. 19812:346. 34X Fiche: 30-322. 83/07/20. 

83072801 18. 


.0307280122 Advises that Commission has not objected to proposed 
withholding of 830413 meeting transcript. Transcript leill not 
be released. 

CHILK.S.J. Office of the Secretary of the Commission. S3/03/23. 
PLAINE.K.H, Office of the General Counsel. Ip. 19812:347. 24X 

FI chi: 30-322, 83/07/20, 0307200110. 


8307200468 Informs of Commission determination re public diS'Ciosure of 
63040S br 1 ef 1 ng, Transcr Ip t should be withheld. 

CHILK.S.J, Office of the Secretary of the Commission. 83/07/20. 
Public Document Branch. Ip. 19826:044, 24X Fiche: 50-3224 83/07/20. 

0307280468. 


--8307200469 Advises Chat Commission has not objected to proposed 
withholding of 830403 meeting transei ii’t Transcript will rot 
be released. 

CHILK.S.J. Office of the Secretary of the Commission. 83/05/23 
PLAINE.H.H. Office of the General Counsel. Ip. 19826 045. 24X 

Fiche 50-322,03/07/20.8307280468 


6307230235 Forwards 830713 1. 14 prehearing 3 limited appearance 
transcripts, per verbal request W/o end 

BORDENICK. G. H. Hearing Branch 3. 83/07/21. GLASS. S. Federal 

Emergency Management Agency ip 17705 336 24X 

Fiche- 30-322. 83/07/21. 8307230255 


DOCKET 30-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A. App 1 1 ca t i on/ c onstruc ti on stage docu,rents correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants far OLs U holders of CPs for Uestinghouse PURs 
re safety evaluation of "Emergency Response Guidelines." 

Sve list end. 

EISENHUT. 0. 0. Division of Licensing 83/06/03. Yankee Atomic 
Electric Co. lOpp 19363 116 24X Fiche 30-000,83/06/03. 

8306060070. 


6307260379 Forwards proposed change to FSAR Chapter 17 re company OA 
erganliatton. W/one oversite figure. Aperture card is 
available in PDR. 

SCHUYLER. J. C. Pacific Gas t Electric Co 83/06/10. MARTIN. J.B. 
Region 3. Office of Director. 22pp. 19731:173 24X 

Ficho; 50-2794 03/06/10. 8307260379. 


S307130278 Forwards "Final Rept on Evaluation of Spot-Welded Matls 
Used in Support Sys for Electrical Conduit & Cable Trays at 
Diablo Canyon Power Plant." supplementing Bechtel rept 
transmitted by PGt,E 830225 ltr. 

SCHUYLER4 J. 0. Pacific Gas & Electric Co 83/07/01 EISENHUT. D 0. 
Division of Licensing Ip. 19474:006. 24X Fi c h e : 50-273. 83/07 /01 , 

8307130278. 


■8307130281 "Final Rept on Evaluation of Spot-Welded Matls Used in 
Support Sys for Electrical Conduit t Cable Trays at Diablo 
Canyon Pawor Plant. " 

* Bechtel Corp. 03/07/01. 19pp. 19474 007. 24X 

Fiche. 30-273,83/07/01. 0307130270. 


— 8307130^6 "Outline for Samp 1 ing. Prepara t ion fc Testing of Spot-Welded 
Superstrut Members for Diablo Canyon Power Plant." 

» Dechte) Corp. 0072C/0109. 83/06/02. 12pp. 19474:026. 24X 

Fiche- 30-273, 03/07/01, B30713027B 


--8307130291 “Statistical Analysis of Bheaf Strength Data for Support 
Strut Spat Welds. Diablo Canyon Power Plant." 

• Jack R. Denjamln b Associates. Inc. 113-090-11-01. 03/06/30. 

18pp. 19474:038. 24X FI c h e ; 30-273. Q3/07/0 1 , 8307 1 30278. 


—8307130298 Forwards "Investigation of Matls Used in Support Sys for 
Electrical Conduit & Cable Trays at Diablo Canyon " 

Superstrut spot-welded members meet design requirements I, 
may be Installed. 

CRANE.r.A. Pacific Sat J, Electric Co 83/02/23. ENCELKEN, R. H. , 
MORRILL.P.e. Region 5. Office of Director. ip 19474:036 24X 

Fiche: 30-273, 03/07/01. 8307130270 


— 8307130302 "Investigation of Matls Used in Support Sys for Electrical 
Conduit If Cable Trays at Diablo Canyon " 
a Decntel Corp. 03/02/23. 39pp 19474:037. 24X 

Fiche- 50-273- 83/07/01 . 8307130278. 


8307130441 Requests assessment of factual circumstances surrounding 
independent design verification program Interaction ui/utll 
at 830614 meeting, per encl Ctr for Law in Public Interest 
B30623 ltr. 

EISENHUT, 0. 0. Division of Licensing. 83/07/05 COOPER, U.E. 
Teladyne Engineering Services. 3pp 19340- 208. 24X 

Fiche: 90-279. B3/07/03. 8307130441. 


8307060329 Oeneric Ltr 83-27 to all licensees U applicants for 
operating power reactors L holders of CPs for power reactors 
re surveillance intervals In STS. Sve list encl. 

EISENHUT. D. 0, Division of Licensing. B3/07/06. Consolidated 
Edison Co of New York. Inc. I6pp 19669:254. 24X 

Fiche; 30-000. 63/07/06. 8307060329. 


8307080169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants For QL t. holders of CPs re required actions based 
on generic implications of Salem ATWS events. Sve list end. 
EISENHUT. D. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co. of New York. Inc. 3Spp. 17669:269 24X 

Flehe; 30-000. 33/07/00, 8307080169 
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0307120533 Notification of 030710 aigru 
in Ualnut CropkiCA to Oiscutt license 
fiLping min teal! thickneia f^genaa encl 
MORRILL. P,0 Region S. Office of Dir 
Division of Llcensins- DUCKLEV.B C 
Nuclear Reactor Regulation. Director. 
Ft c fie. 50-27 5. 93/07/08. 8307120533. 


cant licensee meeting u/utll 
presentation on RCS 

tor 83/07/06- EISENHUT. D. G. 
SCHIERLtffS. H. E. Office of 
Spp 19433:317. EHX 


0307190171 AOvises that Joint Interveners charged that independent 
design verification program (IDVPl ijieldeo to util pressure 
5. util seeling to dlluts tDVP t ndependenc e. Di sputes charges. 
SCHUYLER, J 0. Pacific Gas ».< Electric Co 63/07/14. OEHrON.H 
Office of Nuclear Reactor Regulation, Director 3pp 19634' 167 
24)< Fiche 30-275.03/07/14,0307190171. 


6307190044 Advises of 030721 meeting in San Francisco. CA to discuss 
rupture rastraint program Agenda Included. 

•caOPER-W E . CRAOIN.J.Q Teledyne Engineering Services. B3/G7/I9. 
DENTON, M R Office of Nuclear Reactor Regulation. Director. la. 
19633:135 24X F 1 c h e : 30-275 , 83/07 / I 9. 6307 190044 


8306270419 Board Notification a3-077A forwards iimmary of evaluation of 
allegation re release of NRC draft rept. nasis for allegation 
inaccurate. 

EISENHUI . D. 0. Division of Licensing. 83/07/20. PALLADIND. N. J. . 

OIL [NQU'V. V. . ROBERTS, T M. Commissioners 5pp. 19819-338 24X 

Fiche. 90-2/3. 63/07/28, 03062704 19. 


F. Security, medical, emergency L fire prctectj-on plans 


O. Ad jud lea t ary correspondence 


83O7O30S42 Response to 820610 First set of in torr oga t or ies re design 
QA. Car tif 1 cate of 5vc encl. 

REVNDJ-OS. J. R. Joint Intervenors-Diablo Canyon. REYNOLDS, J. R. 
Center for Lau in the Public Interest. 63/06/17. Pacific Oas b 
Electric Co. 13pp. 19197:265. 24X F I c h e : SO-279, 63/06/ 1 7, 

B3O709Q242. 


030705(^41 Response te first set of in terroga tor i es. Personal 
qualification statement of RD Hubbard & Certificate of Sve 
end. Related correspondence. 

DURDIK.S.L- CBllfornla, State of. 83/06/27. Pacific Oas Sc 
Electric Co. 91pp. 19197:214. 24X Fiche: 90-279, 83/06/27, 

0307050241. 


0307090075 Objects to Norton 030624 proposed schedule for reopened 
bearings on design GA. 

STRUNWASSER. H. California, State of. 83/06/23, MOORE, T. 8. Atom' c 
Safety and Licensing Appeal Panel. 3pp. 19199:317. 24X 

Fiche: 90-275, 03/06/20, B307090073. 


0307410119 Proposes alternate schedule for reopened hearing an design 
QA. Factors affecting schedule Include NRC SER issuance 
schaduled for late Jul 1903 6 hearing on motions to reopen 
record planned for 830719-22. 

CHAMDl^R, L. J. Hearing Branch 2. 03/06/30. MOORE. T.S.. BUCK, J. H, , 

JOlRdSm.M. R. Atomic Safety and Licensing Appeal Panel. 3pp. 
19160:330. 24X Fiche; 90-279, 03/06/30, 03070101 19. 


0307120912 Forwards IE Insp Repts 90-279/83-19 f, 50-323/83-19 on 
630501-28. No noncompltance noted. 

BISHOP. T.N. Region 5, Office of Director. 83/06/24. SCHUYLER. J. 0. 
Pacific Cas !< Electric Co. 2pp. 19433:216. 24X 

Fiche. 50-273. 03/06/24. 0307120512, 


8307060437 Notice of correction to 030627 response to util first set of 
Interrogatories. 

REVNOLOS, J. R. Uolnt I n ter venors-Di ab lo Canyon. REYNOLDS, J. R. 

Center for Loui in the Public Interest 83/06/30. 2pp. 19239-337 
24X Fiche: 50-275, 03/06/30, 8307060437. 


— 8307120922 IE Insp Repts 50-279/83-19 !. 50-323/03-15 on B3O3Ol-20.No 
noiicomp 1 i ancB noted. Major areas i napec t ed : p Ian t operations, 
surveillance t es t ing , ira i iit. TMI Item 13 B 2. emergency 
preparedness. preoperatlonal testing & plant tours. 

CARLSON, J.n. Region 5. Office of Director. 83/06/24. 7pp. 
19433.220. 24X Fl c h e : 90-279. 03/06/24, 0307 1 209 1 2. 


0307060170 Forwards "Procedures Generation Package," in response to 
Qonerlc Ltr 82-33, Suppl I to NUflEG-0737 re emergency 
response capabl I ity. 

SCHUYLER. J. 0. Pacific Gas «. Electric Co. 03/07/01 EISENHUT. P. G. 
Division of Licensing, Ip. 19249:246. 24X F i ch e: 50-279. B3/07/0I. 

□307060178. 


--03O7O6OISO "Procedures Generation Package. ‘ 

SEXTON. U. A. Pacific Gas & Electric Co. 83/06/24. 37pp. 

19249:247 24X F l c h »: 90-275. 83/07/01 , 83070601 73. 


S3O7290-132 Releases public version of revised emergency plan 
Implementing procedures. 

FELTON. J.M Division of Rules and Records. 83/07/19. Document 
Management Branch. Ip. 19738:172 24X F Iche: 50-275. 03/07/19. 

8307250132. 


— 0307290139 Forwards public version of Rev 0 to Emer gency Plan 
Implementing Procedure HP QP-dA re loss oF electrical power 
6 Rev 0 to Procedure EP 0P-4D re loss of all ac power. 

CRANE, P. A. Pacific Oas & Electric Co. 03/05/10. MARTIN.J.B. 
Region 9, OffUe of Director. 2pp. 19738:173. 84X 

Fiche 50-279, 83/07/19, 0307290132 


-3307250156 Public version of Rev 0 to Emergency Plan ImgleBdnting 
Procedure EP QP-4A r« loss of electrical power & Rev G to 
Procedure EP DP-dB re loss of all ac power. 

TllORNBERRV, R. C. Pacific Oas & Electric Co. 33/04/07. 109pp. 

19733:173. 24X Ft c h e ; 50-27 5, 83/07/ 19. 0307290 1 32. 


6307270166 Releasos public version of revised emergency plan 
implementing oroceduras. 

FELTUNi J. M. Division of Rules and Records. 83/07/19. Docunent 
Management Branch. Ip. 19811:103 24X Fl c he : 30-279, 03/07/19. 

83072701B6. 


— 8307270195 Forwards public version of Rev 3 to Emergency Plan 
Implementing Procedure EP OP-ll le loss of component oaoling 
water L Rev 4 to Procedure EP 0P-3a re anticipated tranaient 
u/O ti'ip.H/o Procedure EP 0P-3B. 

SCHUYLER, J □ Public Service Electric (■ Gas Co. oF New Jersey 
83/07/01. MARTIN, J.Q. Region 5, Office of Director. tp. 

1901 1 . 104. 24X FIcbe: 90-279, 03/07/ 19, 8307270196. 


-6307270201 Public version of Rev 3 to Emergency Plan Implementing 
Procedure EP OP-ll re loss of component cooling water. 

SCHUYLER. J.O Public Service Electric 4- Oas Co. of N«w Jersey. 
83/06/10. 26pp 19011-109. 24X F 1 c h e ; 90-273, 03/07/ 1 9, B3072701B6. 


“0307060441 Verification t> corrected Page I to 030627 responses to util 
first set op interrogatories. Certificate of Sve encl. 
a Joint Intervenors-Diablo Canyon. 03/06/29. Pacific Oas & 
Electric Co. 4pp. 19239:339. 24X Fiche : 90-279, 83/06/30. 

8307060437. 


0307060397 Requests confirmation of State of CA understanding re NRC 
inap repts on const OA, to be entered into record. 

KAUFMAN.P.H, California. State of. 03/07/01. MOORE. T. S. Atomic 
Safety and Licensing Appeal Panel. 2pp. 19239:324. 24X 

Fiche: 90-273. 03/07/01, 8307060397. 


■0307060405 Forwards application for subpoena directed to VK Tennyson. 
OUABIN.S.L. Californlai State of. 63/07/01, MOORE, T.S. Atomic 
Safety and Licensing Appeal Panel. Ip. 19239:326. 24X 

Fiche: 50-273. 03/07/01, 0307060397. 


— 8307060415 Application For Issuance of subpoena directing VH Tennyson 
to testify at S307I? hear Ing s. Proposed subpoena 4< 

Certificate of Bve encl. 

OURDIN.S.L. CaJlFornia. Statu of. 03/07/01. 9pp. 19239:327 
24X Fiche; 50-275. 03/07/01, 0307060397. 


0307070235 Subpoena directing VH Tennyson lo appear on 030719 In Ban 
Lulu Obispo. CA. 

HOORE.T.S. Atomic Safety and Licensing Appeal Panel. 03/07/09, 
TENNYSON, V. H. Affiliation Unknown. 2pp. 19294:078, 84X 

Fiche: 90-273. 83/07/05, B30707023 3, 


0307000209 Requests removal of listed names 6 firm from referenced 
docket SVC li st. Cer 1 1 f i cate of Sve end. 

LANPHER.L.C. Kirkpatrick, Lockhart, Hill, Chris lopher L Phi 1 1 ips. 
03/07/09. 4pp. 19331:340. 24 X F i c h e : 30-275, 83/07/09, 0307000209. 


0307070201 Motion to present evidence. not contained in CA Governor 
& Joint Interveners 330606 mot lens. to reopen record. Info 
includes Doard Notifications 83-S3 t> 63-89. unava 1 lab I e when 
NRC 030606 response Fi 1 ed. W/Cer 1 1 f 1 cate of Sve. 

CHANDLER. L. J. Hearing Qranch 2. 03/07/06. Atomic Safety and 

Licensing Appeal Panel. 4pp. 19269:193. 24X Fl the: 90-273, 03/07/06. 

a307(}70201 


0307070210 Forwards IB Insp repts re const QA, per ASLAB 030620 order. 
H/o ends. 

CHANOLER.L. J. Hearing Branch 2, 03/07/06. MOORE, T.S.. BUCKiJ.H., 

JDHNSONiM. n. Atomic Safety and Licensing Appeal Panel. 2pp. 
19293:357. 24X F l Che : 90-279, 83/07/06, 8307070210. 


0307080464 Order advising that scheduling conference to discuss 
milestones for reopened proceeding on design OA will be held 
at concluslan of hearing on motions to reopen record re 
cons t QA. 

SHOEKMiER) C. J. Atomic Safety and Licensing Appeal Panel. 63/07/06. 
2pp 19346:304. 24X Fi c ho : 50-279. 03/07/06, 8307080464. 
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3307080469 Order clarifying B3062B order scheduling 630719 oral 
argument on motions to reopen record on const QA. NRC U util 
should provide uitnesses to testify re Doard Notification 
63-09 & PN0-V-83-022A. 

SHOEMAKER. C. J. Atomic Safety and Licensing Doard Panel. 63/07/06. 
2pp. i9346:320. 24X F i c h e . 30-275. 83/07/06. 0307080469. 


S30712OS71 Suppl to Joint Interveners 630310 motion to reopen record on 
const OA. Documents submitted are PNO-V-03-O22Ai not 1 ce of 
violation t> IG Insp flept 50-275/83-20. Cer t i f i cat e of Sve 

end. 

REYNOLDS, J. R. Joint In tervonor s-D i a b I 0 Canyon. REYNOLDS. J- H 
Center for Lain in the Public Interest 33/07/06 Atomic Safety 
and Licensing Appeal Panel. 4pp. 19433; 149. 24X 

FI Che : 50-275. 03/07/06, 3307120371. 


8307120605 Order oitendlng time until 830808 for Commission to act to 
review ALAB-72S. 

CHILKiS, J. Office of the Secretary of the Commission. 83/07/09. 
CommlBSioners. Ip. 19432:268 24X Fi che. 50-273, 83/07/06, 

6307120605. 


6307130072 Second set of interrogatories propounded to independent 
design verification program contractors. 

DURBIN.B.L. California, State of. 83/07/06. 20pp. 19474:227. 24X 

Flche: 30-275, 83/07/08. 8307130072. 


— 6307130074 Second set of Interr oga t or les. Cer t i f t ca te of Sve end. 
KAUFMAN, P.H. California, State of. 83/07/08. Pacific Oas ti 
Electric Co. 19pp. 19474:247. 24X Flche: 50-273, e3/07/08i 

6307130072. 


G3071SO3S7 Second set of interrogatories propounded to independent 
design verification program contractors. 

DURBIN, S.L. California. State of. 83/07/08. 20pp. 19939:110. 24X 

Fiehe; 50-279, 83/07/00, 8307150357 


— 8307150361 Second set of interroga t or 1 es. Cer t if lea t e of Sve end. 
KAUFMAN, P.H. California. State of. 83/07/08. Pacific Oas & 
Electric Co, 19pp. 19539:130. 24X Ft che ; 30-275. 83/07/08. 

6307130337. 


6307130225 Response to Joint Intervenors 830706 suppl to 830910 motion 
to reopen record on const QA per ASLAB 830628 order. No 
objection to suppl record, provl ded insp rept I, cover Itr 
Included w/notlce of vio la t ion. Cer t i f 1 ca te of Sve end. 

CHANDLER, L. J. Hearing Branch 2. 83/07/11. Atomic Safety and 

Licensing Appeal Panel. 6pp 19463:254. 24X Flche: 90-879, 83/07/1 1, 

3307130225. 


6307130218 Response to motions to prosont addl evidence by rettuestlng 
acceptance of transmittal Itr t> "Rept on Investigation of 
Reactor Coolant Pipe Meld Thldness at Diablo Canyon." H/o 
Itr & rept. Certificate of 3vc end. 

CRANE. P. A. Pacific Oas it Electric Co. 83/07/11. Atomic Safety 
and Licensing Appeal Panel. 4pp. 19337:333. 24X 

Flc h a; 50-273, 83/07/ 1 1 , 8307130218. 


6307130070 Response to NRC. Joint Intervenors it CA governor motions to 
present addl evi dance. Rep t re reactor coolant pipe weld 
thickness investigation should be admitted. M/o rept. 

Certificate of Sve end. 

CRANE, P. A. Pacific Oas it Electric Co. 83/07/11. Atonic Safety 
and Licensing Appeal Panel. 4pp. 19360: 137. 24X 

Fiche: 30-273, 83/07/11,8307180070. 


8307200203 Motion to compel California Oovernor Deukmejian answers to 
830610 interroga tories. Cer ti flea to of Sve ond. Related 
correspondence. 

NORTON, 0. Pacific Oas & Electric Co. NORTON.B. Norton. Durke. 
Berry U French. 83/07/12. Atomic Safety and Licensing Appeal 
Panel. 15pp. 19648:119. 24X Flche: 50-275, 83/07/12, 8307200203. 


S307200311 Motion to compel Joint Intervenors answers to 630610 
Interrogatories. Joint Intervenors totally disregarded 
discovery responslb 1 1 1 1 1 es 6 seek to undermine preparation 
for hear ing. Cert i flea te of Sve end. Related correspondence. 
NORTON.B. Pacific Oas & Electric Co. NORTON, Q. Norton. Durke. 
Barry 6 French. 83/07/12. Atomic Safety and Licensing Appeal 
Panel. 24pp. 19648:071. 24X Fiche: 50-275, 83/07/12, 830720031 1. 


6307130022 Notice of appearance in proceeding Certificate of 8vc end. 
MCOURREN, K. J. Hearing Branch 1. 63/07/14. 3pp. 19960:194. 24X 

Fiche; 30-275, 83/07/14, 8307100022. 


6307190153 Suppl to independent design verification program Initial 
responses to first set of in terroga tori es. Cer t i f I ca te of Sve 
end. Related correspondence. 

RASKIN, D.B. Lowensteln, Neuman, Reis, Aislrad ft Toll. 83/07/19. 
STRUnUASSER, M. California, State of. REYNOLDS, J. R. Center for Law 
In the Public Interest. 16pp. 19636:216. 24X Fiche: 90-279, 

63/07/19, 83071901 53. 


8307200122 Response to first document production r eques t . Ce r 1 1 f i c a 1 1 on 
of counsel end. 

DURBIN. S L. California, State of 83/07/13. Pacific Oas i 
Electric Co. Bpp. 19643.336 24X Fi che 50-275, 83/07/15, 8307200 122. 


8307260253 Response to 830610 first document production request 
Certificate of Sve encl Related correspondence. 

HAVIAN.E. Joint In terv e nor s -D 1 a b 1 o Canyon HAVIAN.E. Center for 
Law in the Public Interest. 83/07/'lS Pacific Gas 6 Electric Co. 
6pp 19727:094 24X F 1 ch e 50-273. 83/07 / 1 5, 8307260253 


8307260275 Motion to compel production of documents by Governor 
Oeuknejian. Correspond enc e. notes i other gubernatorial 
documents clearly fall within licensee request. Cer t If i cate 
of 3vc end. Related corresp endence 

NORTON.B. Pacific Gas i Electric Co NORTON, H Norton. Burke. 
Berry & French. 83/07/20 Atomic Safety and Licensing Appeal 

Panel. I2pp. 19726:193. 24X Flche 50-273.83/07/20.0307260275. 


8307270147 Answers to second set of interrugatories Certificate of Sve 
encl. Related correspond enc e. 

LOCKE.R.F. Pecific Gas S Electric Co. 03/07/25. California, 
State of. 66pp. 19763:263. 24X Fi c h e ; 50-275, 03/07/23, 03072701 47. 


H. General correspondence 


9307180169 Eipresees concerns re erosion problems on Pecho Ranch as 
result of Oct 1982 fire. Info re IE procedures requested. 

Listed pages of addendum to FES for clarification on 
licensing requirements encl. 

BRUNO. G.E. Affiliation Unknown. 03/07/11 DENTON. H. Office of 
Nuclear Reactor Regulation. Director 7pp 19555:086 24X 

Flche: 50-273. 83/07/1 1, 8307180169. 


8307100269 Responds to 830701 Itr requesting ASLAB consider concerns. 
ASLAB cannot consider concerns due to Commission rules of 
practice. Ltr forwarded to NRR Director. for consideration. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 03/07/14. 
RJNK,D J. PiSTBO Beach. CA. Ip 19556 194. 24X 

Fiche: 30-279.83/07/14, 8307180269. 


— 8307100272 Forwards City of Pismo Reach. CA S30701 ltr eipressing 
concerns re San Luis Obispo County emergency response plan. 

Ltr referred for consideration. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. 
03/07/14- DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. Ip 19596:199. 24X Flche 30-273, 03/07/14, 0307 180269. 


“8307180274 Eipresses caneern re plant 1 i cons ing. Def i c i enc ies in San 
Luis Obispo County emergency plan should be considered. 

FUNK'D. J. Pismo Beach. CA 83/07/01 MQRRE. T. Atomic Safety and 
Licensing Appeal Panel. 16pp. 19556:196. 24X 

Fiche; 50-279. S3/07/14. 6307 180269. 


P. Operating license stage documents i. correspondence 


6306270397 Generic Ltr 63-26 to all ,ipplicants for OLs (, holders of 
CPs for power reactors re c lar i FI ca t lan of supvalllance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUT. D. 0. Division of Licensing 63/07/05. Consolidated 
Edison Co. of Neu York. Inc. 16pp 19390.317. 24X 

Fiche; 90-000. 83/07/05. B3O6270397. 


O. Inspection reports, IE Bulletins i, correspondence 


8307120312 Forwards IE Insp Hepts 50-273/03-19 6 30-323/83-15 on 
630901-26 No none omp 1 lane e noted. 

DISHOP,TM. Region 5, Office of Director. 83/06/24. SCHUYLER. J. 0. 
Pacific Gds li Electric Co. 2pp. 19433:218. 24X 

Flche; 90-279,63/06/24, 8307 1 205 12. 


— 8307120522 IE Insp Ropts 50-275/83-19 6 30-323/03-15 on 830501-28 No 
noncompi iance noted. Major areas inspec ted : p lent operations, 
survel 1 lance testing, malnt.TPlI Item 11. B. 2, emergency 
preparedness, preopera 1 1 ana 1 testing S< plant tours 
CARLSON, J. 0. . MENDDNCA.M.M , KIRSCH.D.F. Region S. Office of 
Director 83/06/24. 7pp. 19433 220 24X Flche; 50-275, 63/06/24. 

8307120912. 


8306270401 IE Info Notice 83-46, "Common Mode Ualve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list end. 

JOROAN.E.L. Division of Emergency Preparedness it Engineering 
Response iPosl 630103). 03/07/11 Consolidated Edison Co. of New 

York, lot. 134pp. 19563:293. 24X FI che: 50-000, 03/07/1 1, 0306270401 


8306270404 IE Info Notice 83-47, "Failure of )-(ydraulic Snubbers as 
Result of Contaoilnated Hydraulic Flui,). " Sve list end 
JORDANiE.L. Division of Emergency Preparedness V Engineering 
Response (Pest 030103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19963:153. 24X FI che; 50-000. 83/07/ 12, 3306270404. 



144 


DOCKETED ITEMS 


0306370406 le Info Notic* 03-40, "Gaseous Effluent Release* of 
fladtoective I-iSS 6 1-13! jo Eicess of NHC Limits." Sue list 
end. 

TAYLOR, J.M. Division of OA, Safeguards >. Inspection Programs (Post 
030103) 03/07/14 Consolidated Edison Co. of Neu V«rfc> Inc 

lldpp 19715 S70 S4X Ficte. 30-000. 03/07/14, B306S704OA. 


S. fteportatle flccurrencesp LERs 1; related c arresp ondejic e 


B307I305B? Interim defidency rept re malfunction of Lialtoroue valve 
operator. Initially reported on 030536 Investigation 
continuing to confirm estent of problem h determine 
corrective action. Final rept to tie submitted by fuel load. 

SCHUYLER, J 0. Pacific Gas !■ Electric Co. 33/06/27. ItARTIN. J B 
Region 5. Office of Director. 2pp 19432 131 24 * 

Fiche 30-333. 03/06/27, 0307120502. 


T. Hearing transcripts on tion-an 1 1 troa t matters 


— B3071I0SB? Pub 
BOVER, L. E. 
19391: 035. 


lie version of Rev 8 to emergency response p 
Carolina Power «> Light Co. 03/03/04. 70pp. 
24X Fiche: 50-334, 03/06/24, 03071 10S70. 


Ian. 


0307260034 Clarifies info re penetrations in reactor ft sve water bldos. 
per 030711 telcon.Safe operation assured during time * 

reiiulred to perform alternate shutdown capability analysis, 
establish fire-area boundaries ft implement subsequent mod. 

HOHEiF.M. Carolina Power «. Light Co. 03/07/21. VA8SALL0, D 0 
Operating Reactors Branch 3. 2pp. 19727-307 24X 

Fiche: SO-324, 03/07/21, 0307260084 


0307270435 Provides clarification of 030502 commitments concerning 
alternate shutdown capability analysis Si proposed mods 
to comply u/10CFfi30, App fl. 

ZIfIflERHAH. 8 R. Carolina Power S, Light Co. 83/07/21 MACKAY, S D 
Molainanf 24X FI che: 30-324, 03/07/31, 


0307260532 Transcript of 030719 hearing in San Luis (Obispo, CA. Pp 1-225. 
# Atomic Oafety and Licensing Appeal Panel. 03/07/19. 226 do 

19732:107. 34 X Fl Che : 50-275. 03/07/19, 0307260332 


0307270003 Transcr 
226-490 

» Atomic Safety 
19748 210. 24X 


ipt of 830720 hearing in San Luis Obispo. CA. Pp 

and Licensing Appeal Panel. 93/Q7/20 273pp 

Fiche; 50-275, 03/07/20.8307270003, 


Transcript of 830721 hearing in San Lois Obispo. CA.Pp 

•4t7”760 

e Atomic Safety and Licensing Appeal Panel 83/07/21. 270pD 

19745:242. 24X F 1 c he : 50-275 , 03/07/31 , 830727002 1 . 


K. Utiltby Final Safety Analysis Report (FSAR) «• amends 


8307350197 Forwards Amend 1 to updated FSAR. 

UlLEV.E. F. Carolina Power ft Light Co 03/06/20 
Office of Nuclear Reactor Regulation, Director 
Fiche: 30-324. 03/06/20, 0307250197 


DENTON, H. R. 
Ip. 19706:119. 


24 X 


— B3073S0211 Amend 1 to updated FSAR. 

a Carolina Power S< Light Co. 03/07/20. 3t4pp 
Fiche- 50-324, 03/06/20, 0307250197. 


19706:120, 24X 


P. Operating license stage documents ft corresponden' 


e 


8307270024 Transcript of 030722 bearing In San Luis Oblspo.CA-Pp 1-54. 
» Atomic Safety and Licensing Appeel Pa-nel. 83/07/22. SSop 
19749:204 24X Fi Ch e ; 50-27S. 03/07/22, B307270024 . 


DOCKET SO-324 DRJJNSWICK STEAM ELECTRIC PLANT, UNIT 2 
F. Security, medical, emergency 4 fire protection plans 


Discusses understanding of 030303 4. 31 itrs & 0415 telcon rt 
BJ0517 full-scale emergency exer e i se . Ei ere ue objectives b 
scenario description coordinated w/Stste of NC. 

t5‘Ytsion of Emergency Preparedness *• Materials Safety 
83/04/20, HDWE.P, H, Carolina Power 4, Light Co. Ip, 19322-066 
24K Fl the: 30-324, 03/04/20. 0307140194, 

'■•Ho sys * antenna to be installed by util 
per 630323 meeting. Plans will be developed to permit high 
Frequency communications between site 4 Region 11. 

aa/na/u/ Preparedness 4 Materials Safety. 

93/04/25. UTLEY. E.E. Carolina Power 4 Light Co. 4pp. 19523 2^ 

24X Fiche. 50-324.83/04/25. 0307140357. 

0307140161 Advises that Boise Interagency Fire Ctr util conduct first 
radio frequency t electromagnetic interference site survey 
on 830606-00 to develop communications design 4 deployment 
plans 4 conduct propaga t lonal analysis. 

>5‘vlslQn of Project 4 Resident Programs. B3/OS/31 
U LlsY.E.E. Carol Ina Power 4 Light Co. 23pp, 17523:103 24X 
Fiche: 50-324. 03/03/31, 030714016! . 

details to IE fnsp Repts 50-324/33-16 b 
50-325/03-16 on 830517-10. No noncorap I I ance noted. Major areas 

emergency organl la 1 1 on. 

unFv^F^p^' Project 4 Resident Programs. 03/06/19. 
Hittr.t t Carolina Power 4 Light Co. lOpp. 19522003 24X 

Fiche: 50-324. 83/06/15. 0307140214. 


Releases public version of revised emergency plan & 
emergency plan Implementing procedures. 

FELTON. J.M, Division of Rules and Records 83/06/24, Document 
B307 mSI5o " 21X Fiche; 50-324, 03/06/24. 


NUREe-0737.1tem II..K. 3. 10, "Mod of Automatic response 

Oepressurliatlon Sys Logic. ..." Two acceptable options 
include elimination of high drywell pressure permissive. 

VASBALUO, 0. D. Operating Reactors Oranch 2. 03/06/03 UTLEY, E E 

Carolina Power 4 Light Co, 2pp. 19320- 338 84X 

Fiche; SO-324, 03/06/03, 0307140138 


8307140137 Advises that requirements of TMI Item II. K, 3. 
Initiation Level, " met. Item resolved. 

VASSALLO. D. B. Operating Reactors Branch 2. 83/06/17. 

Carolina Power 4 Light Co. 2pp. 19529:359 24X 

Fiche: 30-324. 83/06/17, 8307140137. 


13, "HPCl/fiClC 
UTLEY, E. E. 


2; -ii ‘'rom certain requirements of Section 

90.44(c}(3Mlli re combustible gas con tr o 1 , ex tend Ing date 
for compliance to 831 231. Rev! ew of permanent exemption 
request nearly complete 

VASSALLO. 0. D. Operating Reactors Branch 2. 83/06/21 UTLEY, E E 

Carolina Power 4 Light Co. 2pp. 19528:356 24X 

Fiche: 30-324, 83/06/21 , 8307 140126. 


0307140135 Exemption from certain requirements of Section 
SO. 44<c ) (31 ( 11 ) re combustible gas con tro 1, e x tend Ing date 
for compliance to 831231. 

pSENHUT.O. 0. Division of Licensing. 03/06/21. Carolina 
8^7140126' 1^528:350, 24X Fl c h e : 50-324, 83/06/21 , 


Power 


830^70397 Generic Ltr 83-26 to all applicants for OLs 4 holders of 
CPs For power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list encl. 

EISENHUT, 0. G. Division of Licensing. 03/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390 317 24X 

Fiche: 30-000, 03/07/05, 0306270397. 


^OTufa^ds n 


CO ojusii 


rur aooi 




NUREO-0737. Item II. K. 3. 23, "Qua 1 1 f 1 ca 1 1 o'n of Automatic 
Depressurixatlon Sys (ADS) Accumulator Sys." Accumulator 
leakage is of negligible concern. 

ZIHMERHAKi B, R. Carolina Power 4 Light Co. 83/07/05. VASSALLO, 0. B. 
Operating Reactors Branch 2, IBpp. 19294- 138 24X 

Flcho: 30-324. 03/07/05, 8307070128 


ilvfZL^ * public version of Rev 8 to emergency response p 

‘"'Plb^bntlng procedur e t. 1 nclud ing 

PEP l a > re initial emergency action, 4 ® 

control director. 

Q'fiFrrrC"'i®u”' 4 Light Co, 03/06/0-1. 

B, u f^^Sion 2. Office of Director. 2pp 1939I OIO 2 

Flche:50-324, 83/06/24,0307110570 ^ tJVl.OlW. 


'®^pro«du^^5iZ5 ^-"9'-9ency plan implementing 

procedures, including Procedures PEP-02. 1 re initial 

dTr^Hor" *■ Tadiologlcal control 

1939L013 83/05/04 23pp. 

19391.012. 24X F 1 C he: 50-324. 83/06/24, 0307 1 1 0370. 


0307060329 Generic Ltr 33-27 to all licensees 4 applicants for 
operating power reactors 4 holders of CPs for power reactors 
ee surveillance Intervals In STB. Sve list encl. 

EISENKUr, D. 6. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669-254 24X 

F Iche : 50-000. 83/07 /06, 8307060329. 


0307140251 Confirms schedule for 030700 mgt meeting at Ralel gh-Durham 
Airport. Ral eigh. NC to discuss status of outstanding 
regulatory Issues. Proposed meeting agenda encl. 

O'REILLV. J. P. Region 2, Office of Director. 83/07/06. UTLEY. E.E. 
Carolina Power 4 Light Co. Ip. 19523:044. 24X 

Flcher90-(300, 03/07/06, 8307140251. 
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83070G0169 Seneric Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions baseit 
on generic implications of Salem ATUS events Svc list end. 
EISENHUT, D. 0. Division of Licensing 83/07/08. Consolidated 
Edison Co of Neu York, Inc. 38pp. 196«<?:269. 24X 

Fiche: 30-000. 83/07/08. 8307080169. 


0307290293 Requests 830811 meeting w/NRC, Frank I in Research Ctr b BNL 
in RaleighiNC to discuss NRC 830414 request for add! info 
re loads evaluation of plant-unique analqsis rept. Responses 
will be submitted bg 830826. 

ZltiMERMANi S. R. Consumers Pouer Co. 83/07/13. UASSALLO. D. B. 
Operating Reactors Branch 2 2pp 19703:322. 24X 

Fiche: 30-324. 83/07/13, 0307250295. 


8307260498 Application to amend License DPn-62i revising Tech Specs re 
supresslon chamber water level monitoring instrumentation 
per NUREO-0737, Item II. F. 1.3 

HdPfE. P U. Carolina Power U Light Co 83/07/22. VASSALLO. D. B. 
Operating Reactors Branch 2. 3pp 19731 329. 24X 

Fiche: 30-324, 83/07/22, 8307260498. 


— 0307260304 Tech Spec Tables 3. 3. 5. 3-1 b 4.3. 3. 3-1 re post-accident 
manitorlng instrumentation 2 , post-accident monitoring 
instrumentation surveillance requirements.respectivelif. 

• Carolina Power b Light Co. 83/07/22. 2pp. 19731:332, 24X 

Fiche: 50-324, 83/07/22. 8307260498. 


9307290090 Requests review of util 830317 submi t tal . MRC 830603 Itr & 
c larif lea 1 1 on re whether NRC request concerning Till Item 
II. K. 3. IB. "Automatic Depressurization Sgs Logic nods.'' 
appropriate. 

ZIMMERMAN. S. n. Carolina Power b Light Co. 83/07/26. VABSALLO. D. B. 
Operating Reactors Branch 2. 2pp. 19822: 149. 24X 

Fiche.- 30-324. 03/07/26, 8307290090, 


0. Inspection reports. IE Bulletins 6 correspondence 


6307140392 Informs that liquid samples spiked u/rad lonuc 1 Ides will be 
sent to facilities for radiochemical analgscs as part af NRC 
conflrmatorg measurements program. Samp 1 es should be analgied 
for tritium, ar-89 & ar-90 content within 60 dags. 

LEUISiR.C. Division of Project t> Resident Programs. 03/02/07. 
JONES. J. A. Carolina Power b Light Co. Ip. 19323:394. 24X 

Fiche: 30-000. 03/02/07. 8307 1 40392. 


6307220204 Forwards IE Insp Repts 90-324/82-20 b 90-329/82-20 on 
020712-14 ti 20-22. Enforcement action arising from insp 
addressed in 830218 Itr. 

UEUI8.R.C. Division of Project b Resident Programs. 83/02/22, 
UTLEY.E.E. Carolina Power b Light Co. 2pp. 19684:041. 24X 

Ftche: 30-324, 83/02/22. 8307220204. 


— 8307220209 IE Insp Repts 90-324/02-28 b 50-325/82-20 on 820712-14 b 
20-22. Noncomp 1 lance no ted : fai lure to perform surveillance 
tests, to prepare surveillance procedures b to take 
corrective action. 

HARDIN, A. K,. MYERS, D. 0. , DARNER, L.W. Region 2, Office of Director. 
02/00/23. 9pp. 19684:043. 24X F i c h e : 30-324. 83/02/22. B30722O2O4. 


0306140100 Confirms IE enforcement meeting on 030426 to discuss util 
actions b statements re Q-llst equl pment. Proposed meeting 
agenda end. 

O'REILLY, J. P. Region 2, Office of Director. 03/04/19. UTLEY.E.E. 
Carolina Power b Light Co. 2pp. 18839: lOI. 24X 
Fiche: 30-324, 83/04/19, 8306140100. 


8307140214 Forwards details to IE Insp Repts 50-324/83-16 b 
30-329/83-16 on B30S17-lG.No noncomp 1 lane e noted. Major areas 
insp cc ted: exerc 1 se scenario U emergeneg organization. 

VERRELLI. D. M, Division of Project 6 Resident Programs. 83/06/19. 
MILEY, E. E. Carolina Power b Light Co, lOpp, 19522:003. 24X 

Fiche; 30-334. 83/06/15, 8307140214. 


B307I30247 Forwards order Imposing civil monetarg penalties for FR 
publ 1 cation. U/o end. 

AXELRAD.J.A. Director's Office. Office of Inspection and 
Enforcement. 83/06/29. Docketing b Services Branch. ip. 
19474:360, 24X FI che : 30-324, 83/06/29, 8307130247. 


8307220202 Forwards IE Insp Repts 50-324/83-13 b 30-323/83-13 on 
6304 1 9-051 3. No noncomp 1 lance noted. 

VERRELLI, 0. M. Division of Project b Resident Programs. 83/06/29. 
VTLEY.e.E. Carolina Power b Light Co, 2pp. 19684:116, 24X 

Fiche; 50-324. B3/06/29, 0307220202, 


— 8307220207 IE Insp Repts 30-324/03-15 b 50-323/83-15 on 83Q41S-03I4. No 
none omp 1 lance noted. Major areas inspoc ted: opera t ions safety 
ver if Ication, malnt, surveil lance b LER b plant transient 
revl tw. 

MEYERS, D, 0. . DARNER, L.W., HARDIN, A. K. Region 2, Office of 
Dlreelor. 83/06/21. 9pp. 19684 118, 24X Fl che: 30-324i 03/06/29. 

8307220202. 


8306270401 IE Info Notice 83-46. "Commni, Mode Valve Failures Degrade 
Surrg Recirculation Sprag Subsgstem " Svc list eiicl 
JORDAN. E L Division of Emergeneg Preparedness b Engineering 
Response IPost B3D103) 83/07/11 Consolidated Edison Co. of Neu 

York. Inc ISdpp. 19963.293. 24X Fl c h o 50-000. 03/07/ 1 1 . 8306270401 


8306270404 IE Info Notice 83-47. ‘Failure of Hgdraulic Snubbers as 
Result of Contaminated Hgdraulic Fluid " Svc list cncl. 

JORDAN, E L. Division of Emergeneg Preparedness b Engineering 
Response IPost 830103) 83/07/12. Consolidated Edison Co. of Neu 

York, Inc. 14!pp 19563 133 24X Fiche 50-000,83/07/12,8306270404. 


8307220294 Ack receipt of 830624 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/83-03 b 

30-323/83-03. 

LEWIS, R C. Division of Project b ResiOent Programs 83/07/13. 

UTLEY.E.E- Carolina Pouer b Light Co Ip 19683 233 24X 

Fiche: 90-324.83/07/13, 8307220294 


— 8307220298 Responds to NRC 830523 Itr re violations noted in IE Insp 
Repts 30-324/83-03 b 50-325/83-03. Conrec t ive ac t i ons . Plan t 
Procedure FH-11 rc control fuel movements revised Co require 
control rod insertion prior to moving fuel. 

UTLEY.E.E. Carolina Pouer b Light Co 83/06/24. D 'REILLY, J. P. 
Region 2, Office of Director. Spp 19683:234 24X 

Fiche. 50-324,83/07/13, 8307220294 


— 8307220301 Forwards IE Insp Repts 50-324/83-03 b 50-329/83-03 on 
821213-830215 i, notice of violation. 

D'REtLLY. J. P. Region 2, Office of Director. 83/03/23. UTLEY.E.E. 

Carolina Power Sr Light Co. 2pp. 19683:239. 24X 

Fiche: 50-324. 83/07/13, 8307220294. 


— 8307220307 Notice of violation from insp on 821215-830215 

• Region 2, Office of Director. 83/05/29. 2pp. 19683 241. 24X 

Fiche: 50-324, 83/07/13. 0307220294 


“8307220317 IE Insp Repts 50-324/83-03 b 50-325/03-03 on 821213-830215. 
Noncompliance noted: fai lure to adoquatelg review procedure 
change, promptlg Isolate reactor water cleanup b implement 
refueling operation procedures. 

HYER8.D.a. > DARNER, L.W. Region 2, Office of Director. BEM15.P. 
Division of Project b Resident Programs. 83/05/24 16pp. 

19683:243. 24X F 1 c h e : 50-324 , 83/07/ 1 3. 8307220294. 


8307220962 Ack receipt of 830624 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-324/83-10 b 
90-329/03-10. 

LEHIS.R, C DWislon of Project b Resident Programs 83/07/13. 

UTLEY.E.E. Carolina Power b Light Co. Ip 196D4 309. 24X 

Fiche; 90-354. 83/07/13, 8307220562 


--830722O966 Responds to NRC 830523 Itr re violations noted in IE Insp 
Repts 90-334/83-10 b 30-325/83- 1 0. Cor r ec 1 1 ve actions: 
adnini strst ive Instructions for proceduial rev being 

rewritten. 

DIETZ, C.R. Carolina Power b Light Co. 83/06/24. O'REILLY, J. P. 
Region 2> Office of Director 2pp. 19684.310. 24X 

Fiche: 50-334, 83/07/13, 8307220962. 


— 03O722OS69 Forwards IE Insp Repts 30-324/03-10 b 50-323/03-10 on 
830319-0415 b notice of violation 

LEMIS.R. C. Division of Project t. Resident Programs. 83/05/23. 
UTLEY.E.E. Carolina Power b Light Co. 2pp. 19684.312. 24X 

Fiche: 90-324,83/07/13, 8307220362. 


— B307220S71 Notice of violation from insp on 830315-0415. 

• Region 3, Office of Director. 83/05/23. Ip. 17684:314. 24X 

Fiche: 90-324. 83/07/13, 8307220562 


— 0307220576 IE Insp Repts 50-324/83-10 b 50-325/83-10 on 830313-0413. 
Noncompliance noted' fai lure to establish 6 implement 
procedure for tracking temporarg procedure changes 
HYERS.D.O.> GARNER, L.W. Region 2, Office of Director. BEMIS.P. 
Divieion of Project b Resident Programs. 83/05/20 10pp. 

19684 319. 24X Fl £h e : 90-324, 83/07/ i 3, 8307220562 


0306270406 IE info Notice 83-48, "Daseous Effluent Releases of 
Radioactive 1-125 b 1-131 in Eicess of NRC Limits." Svc list 

enc 1. 

TAYLOR, J.H. Division of OA, Safeguards b. Inspection Programs (Post 
030103). 83/07/14. Consolidated Edison Co. of Now York, Inc. 

114pp. 19719:270. 24X F 1 che : 30-000. 83/07/ 1 4, 8306270406. 


0307190042 Forwards response to IE Bulletin 83-02, "Stress Corrosion 
Cracking in Large-Diameter Stainless Steel Recirculation Sgs 
Piping at BWR Plants " Ultrasonic sgs leak tests indicate no 
Inniedlate c Dncern, Cont Inued operation justified 
HOWe.P.M. Carolina Power b Light Co 83/07/14. VABSALLO. D. B, 
Operating Reactors Branch 2. 2pp 19635 136. 24X 

Fiche- 90-3S4. 83/07/14, 8307190042. 
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reports t related cor, ssporO, 


B307130212 tlonthlij operating repts 
HARRISON, F. , DIETZ. C.n Carolin. 
OEVaUNO.R C. Director's Office. 
Enforcement. 12 pp 19308 05 S. 
B3071302I2, 


For June 19B3. U/B307Oi Itr 
Power t. Light Co. 63/^07/06- 
OFfice of Inspection and 
S‘IX Ficho:50-3ad. 83/07/06. 


Reportab 1 1 


_occurrences, LERs & related correspondence 


have RTGD position control rod 26-19 die not 

D-REILLV. J P, RlaVon^a. 0 f ^ “c s "o F^r" t ‘ ‘ S3/O6/05 

Picbe: 30-32-J, B3/06/03, B3071302d2. ^pp I 953 l; 093 . 24 X 


8307120129 LER a3-054/03L-0 on B30330 reart 

Indicators 3-CAC-Lt-2601-l * 2601-3 .h Senerator board 

bv deposit blockage oF instrumant “’’P''®*' P®®* input. Caused 
POl/LK,H.H., DIETZ?C R ‘cl^ VT I i n« . H/a 30701 Itp. 

D'REILLV.J, P. Region 2. Off!ce^nr“n®'' *'.,'-‘5'''= 03^07/01. 

Fiche:50-334,B3/07/OI.B307lfo432 '’382:245. 24X 


'■^PPl/nuJbokrd 

a'REiLLy,j:;.“‘Rlg;^n'’a, §?ncro/S''*"‘ 

Fiche; 30-324. 83/07/06. 8307150024 ^ Director, Spp 19530:072. 


24X 


«. 34 . No TadiHlorha^rd at Sample Stations 33 ' 

frenoency increased ®«P®® 9 ro to pob 1 i c. Samp ling 

min%" OFFu^^r Director P. 

P.cbe: 50 - 324 .a 3 /O 7 ;iB,‘ 83 S-/l 60496 ‘^‘^ '’ 733 : 254 . 24 X 

PASTVA.M.J., D?ETZ n “>■. 

O'HEILLY, J.P, Re^on 2 . 0 ?firl''n* t B 3 / 07 / 19 . 

Flche:S0-324. 83/07/19,8307260404 2PP- 19733:061. 


24X 


Qperatlon5°generated'fortwrflrB‘’ioors“in'r “7“*"® conditions far 
bldg. Two fire doors derla^.a generator 

codnt_erbalanPe‘’:PnS*r:?:^.:Sn-::r‘^ ^9 broken 

Regiori 2 , OFflce ^F^D^relto? O'RFILLV. J. P. 

Ficbe: 50-324, 83/07/2?.'8;55|;o,32^'’- 

Operator Eiamt nat i ons 

8307140248 Forwards list of t.a..h i 

elkernates for opeiitor t senior ooort'*'^ candidates 4. five 
eiams.per B304I5 Ur s®Pi«>r operator regual i flcatlon 

Car^'ln^Pa^er %7lgb t^CD°^ 83/06/15, HOME. J, P 

Fiche:5O-324,a3/O6M5,‘a§S7.40lS8. 

technUal''ad““or r i^ eiSonj '‘'p ’ Je j''? ‘ ® ■ "-P® Ung shift 

Oper^^ing Relc^o^s'arancl 2 ‘■'Is! WSSALLD.O 0. 

Flche:50-324,83/07/2r"83S7l6046r 


electric plant, UNIT 1 
F^b prot!cu!!'!uns 

0415 teuon re 

c!ord?nat:d“;ita r: " 0 “"^*^“''** '' 

2dX Fiche- 50-324, 83/04/IS“8lS7l4l“;4. 

per pJan^wil’/be deveir"! !'’ by util 

B3/04/25. UTLEY, E E. Ca^! H 7''"! ® ® *■ ''®'=®'-'al® Safety. 

24X Fiche: 50-324, l3/04/2ril!7M03Sr " 

UTLEY.E. E- CarolT^l'lSw!! ^^ 13 “! Co””|7"‘ 

Flche; 50-324.03/05/31, a3l714oU? '’"• ‘”23:193, 24X 

™o!^3/a::H167!'^830317!lB N° 50-324/83-16 t. 

inspacted: rebels! ! 7"“""’*'*'’” noted. Major areas 

VEftBELl.r.D H Diw!777 n *"<= '' or pan 1 1 a 1 1 on. 

HILEV.E e. Carolina Poue! b7l!hl ^Pflnans. 83/06/15. 

Ficte: 80-324, 83/06/ 15, B3O71402M >’”2:008. 24X 

®'"®r 9 ency plan *, 

*. revised eme!g!!c 5 ''p li! Implementing^'' ^ 7 ®™®''9®"®y response plan 

zfwERf^N b 7 control director 

O'REILLV. J P ' 7'"®'' *" '-'sR'! Co- 83/06/01. 

Flche- 50-324:03/0^)14, 03071 ( 0370 “'’ ' ^PP 19391:010, BAX 

procedurem!'!!!!u!imS‘p7m!d7!|7|p!™;7";:''' P|®n j-nplementing 
•A«rg«iicu actions ppp-nn t i ^ Initial 

director PEP- 02 , 6.4 re radiological control 

™o.i: SrJl";.!’;;!;,U^SLL":a3??;?SS;: 

flDVER,^L.7^“*'clmolimrpDiumm ”“Li 7 t“c“"'®''®®''‘’ '■bsponse plan. 
.939,:035, SAX F i c h e : SO-BbUI^SLb?: 

per reactor A. sve water bldgs, 

required to pe^J^rm att^mmit! 7 ^‘'"® 

establish FirB-a!!! boun 7!7 *77®7 capability analysis. 

HOHE.P.H. Carolina Pow^! »'i ? ‘'^P t subsequent mod. 

operating Branch I ®‘>'. „ 03/07/21. VAS 8 ALL 0 , D. B. 

Fiche:5O?324.almS;/2l7lS7Lo0a7 


8307270433 Pravid 


commitments c, 

to eoaplg se/IOCPflSO.App R ^"919, is «, proposed mod, 

7 rHS«rBSU.u B B . ''’"PF n 


mcerning 


ZtHHERHAN.S. R 
Dtvtslen □< 
8307270435. 


Division of Ucem"n“i,'"“3p!“"'’,y7^;®;| MACKAY, S. D. 

® ^PF iv/o/ 1 B 6 . 24X Flcho; 50-324, 83/07/21, 


K. Utllitg Final Safe 


ty Analysis Report (FSAR) i, amends 


□FFU;^^h,utn| 'S!acmmr"R!gu|7(o‘^“ DENTON. H. R 

Fiche: 50 - 324 , e 3 / 06 /la“||| 72 mSm 97 * ' 


a3072M2|] Amend l to updated FSAR 

ei ^■"'217® *' ‘-' 3 ''^ Co. 83/07/20 

Fiche. 30-324.83/06/20, 8307250197, 


19706:119. 24X 


31App, 19706:120. 24X 
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P. Opfl-rd^ing license stage documents correspondence 


6307140133 Foruiards safety evaluation of BWR Ouiners Group response to 
NU3EG-0737» 1 tem It K. 3. ]6< "Mod of Automatic 
DeprossurlJation Sys Logic. Two acceptable options 

Include elimination of high drgucll pressure permissive. 

WAS8ALL0. D. B. Operating Reactors Branch 2. 33/06/03. UTLEY.E E 

Carolina Power i Light Co 2pp. 19323:333 24X 

Fiche: 30-324. 83/06/03, 3307140133 


3307180446 ForiearOs monthly FR notice of amends to OLs involving NSHC 
* Office of Nuclear Reactor Regulation, Director. 33/06/15, 
UHRIO.R.E. Florida Power $, Light Co. 2pp. 19641 347. 24X 

Ft Che; 30-000, 83/06/13, 8307130446. 


— 8307190001 Monthly notice of amends to OLs Involving NSHC. 
CLARK,H.A. Operating Reactors Branch 3 03/06/07. ISpp. 

19641:349. 24!< F i c h e : 50-000. 83/06/ I 3, 8307 1 00446. 


3307140137 Advises that reciu Iremen t s of TM! Item II. K 3.13, "WCI/RCIC 
Initiation Level," met. Item resolved. 

VASSALLOi D. D. Operating Reactors Branch 2. 83/06/17. UTLEY. E.E. 

Carolina Power U Light Co. 2pp. 19329:339. 24X 

Flche: 50-324, 83/06/17, 8307140137. 


8307140126 Forwards eiemptlon from certain requirements of Section 
SO. 44 <c ) (3H i I ) re combustible gas con trol , e» tend ing date 
for compliance to 831231, Revl ow of permanent exemption 
request nearly complete. 

VASSALLO, D. D. Operating Reactors Branch 2. 83/06/21. UTLEY.E. E, 

Carolina Power & Light Co. 2pp. 19528:356. 24X 

Flche: 30-324, 83/06/21 . 8307140126. 


— 8307140133 Exemption from certain requirements of Section 
SO. 44(c ) <31 ( i i 1 re combustible gas control , e x tend ing date 
for compliance to 831231, 

EtSENHUTi D. 0. Division of Licensing. 03/06/21. Carolina Power 
tc Light Co. 4pp. 19323:333. 24X Fiche: 50-324, 83/06/21 . 

8307140126. 


8307130013 Forwards Amend 36 to License DPR-71 6 safety evaluation. 
Amend changes Tech Specs to establish revised operating 
llmlta for Fuel Cycle 4 Si changes control rod scram 
insertion times. 

VASSALLO. D. B. Operating Reactors Branch 2. 33/06/20. UTLEY.E.E. 

Carolina Power b Light Co. 2pp. 19511 316. 24X 

Fiche: 30-323, 33/06/28, B30713001B 


3307130021 Amend 36 to License DPn-71 , c hang I ng Tech Specs to establish 
revised operating limits for Fuel Cycle 4 S. changing control 
rod scram insertion times. 

VASSALLO, D. D. Operating Reactors Branch 2. 83/06/23. 33pp 

19311:318. 24X F i ch e : 30-323, 03/06/28, 8307 1300 13. 


”8307130025 Safety evaluation supporting Amend 36 to License DPR-71. 

» Office of Nuclear Reactor Regulation, Director. 33/06/28. Sap. 
19311:351. 24X Flche: 50-325. 33/06/28, 3307130018 


B306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity, Bve list end. 

EISENHUT, D. 0. Division of Licensing. 33/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flche: 30-000. 03/07/05, 3306270397. 


8307070123 Forwards response to 830311 request for addl Info re 
NUnEO-0737, Item II. K, 3, 20, "Qua 1 1 f i ca 1 1 on of Automatic 
Depressurl latlon Sys (ADS) Accumulator Sys." Accumulator 
leakage is of negligible concern. 

7 IrtMERMANi S. R, Carolina Power 6 Light Co 33/07/03. VASSALLO, D. B. 
Operating Reactors Branch 2. IBpp. 19294 133 24X 

Flche: 30-324, 03/07/05, 8307070128. 


8307060329 Generic Ltr 83-27 to all licensees t. applicants for 
operating power reactors i holders of CPs for power reactors 
re surveillance Intervals in STS. Sve list end. 

EISENHUT, D, 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:234 24X 

Flche: 30-000, 83/07/06, 0307060329. 


8307140231 Confirms schedule for 330700 mgt mooting at Ralel gh-Durhan 
Airport, Raleigh, NC to discuss status of outstanding 
regulatory issues, Proposed meeting agenda end. 

Q'REIULY. J. P, Region 2, Office of Director. 83/07/06 UTLEY.E E 
Carolina Power & Light Co. Ip, 19323:044 24X 

Flche: 30-000, 03/07/06, 8307140251. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for QL 6 holders of CPs re required dctiohd boaed 
on 9enevic inpl icdtiona of Sal^fn AlwS events Sve Ijst end. 
EISENHUT. D. 0. Division of Licensing 33/07/08. Consolidated 
Edison Co of New York. (nc. SSpp 19669 269 24X 

Fiche: SO -000, 83/07/03. 8307030:69 


8307230293 Requests 330811 meeting w/NRC , Fran k 1 i n Research Ctr 6 DHL 
in Raleigh, NC to discuss NRC 830414 request for add] info 
re loads evaluation of plant-unique analysis rapt Responses 
will be submitted by 830326. 

Z1I1HERHAN, S. R Consumers Power Co. 83/07/15 VASSALLO. D. B 

Operating Reactors Branch 2. 2po 19703.322. 24x 

Fiche. 50-324,83/07/13. 3307230295 


3307290090 Requests review of util 830317 submi t ta l , NRC B30603 ltr 6 
clarification re whether NRC request concerning TMI Item 
II. K. 3. IS, “Automatic Dep re ssur i i a 1 1 on Sys Logic Mods," 

appropriate. 

ZIHHERHAN>8. R. Carolina Power i Light Co 03/07/26. VASSALLO, D.D 
Operating Reactors Branch 2 2pp 19822 149 24X 

Fiche- 30-324, 33/07/26, 3307290090. 


Q. Inspection reports. l£ Bulletins 1. correspondence 


8307140392 Informs that liquid samples spiled w/rad lonud I des will be 
sent to facilities for radiochemical analyses as part of NRC 
confirmatory measurements program. Samp les should be analyzed 
for tritium. 5r-89 6 Sr-90 content within 60 days 
LEWIS. R.C. Division of Project *. Resioent Programs 83/02/07 
JONES. J.A. Carolina Power 6 Light Co. ip 19523 354 24X 

Fiche: 30-000, 83/02/07, 3307140392 


8307220204 Forwards IE Insp Hepts 50-324/32-28 6 50-325/62-28 on 
820712-14 ti 20-22 Enforcement acticin arising from insp 
addressed in 330213 ltr. 

LEWIS, R.C. Division of Project 5 Resident Programs 83/02/22. 
UTLEY.E E Carolina Power I, Light Co. 2pp. 19694 041 24X 

Fiche: 30-324. B3/02/22, 330/220204 


•8307220209 IE Insp Ropts 50-324/S2-P8 b 50-323/82-28 on 820712-14 6 
20-22. Noncoflplldnce noted: fa 1 1 urc to perform surveillance 
tests, to prepare surveillance procedures ?, to talc 
corrective action. 

HAROIN.A.K., HYERS.D.O,, GARNER, 1.. W Region 2. Office of Director. 
82/08/25. 9pp. 19684.043 24X F i c ho : 50-324, 83/02/22 , 3307220204 


8306140100 Confirns IE enforcement meeting on 830426 to discuss util 
actions t, statements re Q-llst equi pment. Pi oposed meeting 

agenda end. 

O'REILLY, J. P. Region 3. Office of Director. 03/04/19 VTLEV, £ E 

Carolina Power b Light Co. 2pp 10339 101. 24x 
Fiche: 50-324.83/04/19, 3306 1 40100 


8307140214 Forwards details to IE Insp Hepts 50-324/03-16 6 
SO-32S/83-16 on B305I7-iS.No none omp I i anc e noted Major areas 
Inspected. exercise scenario b emergency organi za t ion . 

VERRELLI.O M. Division of Project b Resident Programs. 83/06/15. 
WILEY.E E Carolina Power b Light Co. 10pp. 19522:000 24X 

Fiche. 30-324.83/06/15, 0307140214 


8307130247 Forwards order imposing civil monetary penalties for FR 
publication U/o end. 

AXELRAO.J A. Director's Office, Office of Inspection and 
Enforcement. 83/06/29. Docketing b Services Blanch. ip. 
19474:360 24X Fi che ; 30-324 , 83/06/29. 8307 1 30247. 


8307220202 Forwards IE Insp Hepts 50-324/83-15 t. 50-323/83-15 on 
830415-0515. No noncomp 1 1 anc e noted 

VERRELLI, D. II. Division of Project 6 Hesldont Programs 33/06/29. 
UTLEY.E.E Carolina Power b Light Co 2pp. 19604 116 24X 

Flche: 50-324, 83/06/29, B307220202. 


—0307220207 IE Insp Ropts 30-324/83-15 t 50-325/03-15 on 030415-0514 No 
noncompliance noted. Major areas iiispec ted . op era t ions safety 
verification, maint, surve i 1 lane e f- l.ER L plant transient 
review. 

KEVERS. D. . CARNER.L. W. , HARDIN, A k. Region 3, Office of 
Director. 83/06/21. 9pp 19604 IIB 24X F i c h e . 50-324, 03/06/29, 
0307220202. 


0306270401 IE Info Notice 03-46, "Cominon Mi-.de Valve Failures Degrade 
Surry Recirculation Spray Subsystem. ■' Sve list end. 

JOROAN.E L. Division of Emergency Preparedness b Engineering 
Response (Post 83D1D3). 83/07/11 Consolidated Edison Co. of New 

York, Inc. lS4pp. 19563:393. 24X Fiche 50-000,83/07/11.8306270401 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Svt list end. 

JOROAN.E. L- Division of Emergency Preparedness b Engineering 
Response (Post 030103). 33/07/12. Consolidated Edison Co. of New 

York. Inc. 14lpp. 19363 153. 24X F i c h P 50-000, 83/07/ 12. 8306270404. 
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i"p's:::r=2-S4;-;rs‘ 

FitA*: 30-32^- 83/07/13. 830732029‘5 

_^_ ^ . . iiiB^ ca'sA«4o«i > frT r 6 vloldfcjstis noted in lE Insp 

50-32^/13-03'^ ' O-sls^B-oa J . i ve . cti .ns • Plant 

pr.ced'r. FH-U re conlr.l fuel n.ovee.e.t , rev. sed to require 
control rod insertion prior to ■novinp 0‘RE1I-LY. J. P. 

UTLEV.E E. Carolina Power t 34 ? REIULr.a 

Feoior 2. Office of Director Spp 19693.234. H 6 * 

FichB- 50-324. 93/07/13. B307220294. 

-B307220301 Forward, IE Inep Rept, 50-324/93-03 »■. 50-329/83-03 on 

Carolina Power t Light Co. 2pp. 19693.239. 24* 

Flchi: 50-324, 93/07/13, 9307220294. 

Flche. 50-324, 63/07/13. B307220294. 

change. promptly isolate reactor water cleanup & implement 
refueling operation procedures, acMia. P 

h?ERS.D.a, OARNER.t-.W. Region 2, Office 
Division of Project S. Resident 

19663:243. 24X F I c he; 50-324 . 63/07/ 1 3, 8307220294. 

B307220562 Ack receipt of 330624 Jtr ‘"'=''^■^‘"9 nM/sl-lo's.' “* 

correct violations noted In I£ Insp Repts 50 324/83 10 *. 

!^;;?3%T‘°Divislon Of Project «, Resident 

XlTLEYfE E. Carol ir\a Power Light Co Jp 19604,30?. 

Flche: 30-324e 83/07/'l3. 6307220562. 

— B307220966 Responds to NRC 930523 Itr re 

Kept, 50-324/93-10 6 50-325/83- 1 0. Correc t ve «t.on,. 
administrative instructions for procedural rev being 

dI^T^CR: Carolina Power t- Light 

Region 2. Office of Director. 2pp 19684.310 24X 

Flche. 50-324.83/07/13, 0307220562 

-B307220569 Forwards IE Insp Repts SO-324/B3-IO S- 50-323/83-10 on 
930315-0415 L notice of violation. Ba/oS/23 

LEWI 8 .R.C. Division of Project 1. Resident Programs. B3/0S/23. 
UTLEY. e E. Carolina Power fc Light Co 2pp- 19694.312. 

Fiche: 50-324,63/07/13. 9307220562. 


-9307220571 Notice of violation • 314 84X 

. Region 2 , Office of Director. 93/03/23. Ip. 19694.314. 

Flche- 50-324, 03/07/13, 8307220562 


-0307220576 IE Insp R.pts 50-324/B3-10 L 50-325/93-10 on 830315-0413. 
NoncomplianCB noted : failure to establish i Implement 
procedure far tracking temporary procedure changes. „~,h p 

MYERS.DO, , CARNER.L.W Region 2. Office ‘ ' 

Division of Project i< Resident programs ®3/09/20 lOpP- 

19684:315. 24X Ftc he: 50-324. 83/07/ 13, 8307220362 

8306270406 IE Info Notice B3-4S. "Caseous Effluent Releases bf 
Radioactive I-I25 6 I-I31 In Eicess of NRC Limits. Svc list 

TAYLOR.J.tl. Division of QA, Safeguards 5 Inspec tlen Programs CPost 
B301033. 93/07/14. Consolidated Edison Co. of Mew York. Inc 

I14gp 19715 .270. 24X F 1 c he: 50-000, 03/07/ 1 4. B306270406. 

6307200150 Commits to submit plan for addJ insp of recirculation piping 
uelds of ao-lnch diameter or larger for stress corrosion 
cracking during Nov 1963 - Nar 1984 outage within 30 days of 
issuance of confirmatory order. ■ n n n 

HURFORO-W. J. Carolina Power 6 Light Co. 83/07/19. VASSM-UOi 0. B. 
□perating Reactors Branch 2 . ip 19651 251. 24* 

Fiche. 50-32 5, 93/07/19. 8307200150. 

R. Periodic operating reports 6 related con espondance 

6307130212 rtonthly operating repts for June 

HARRISON, F., DIETZ. C.R Carolina Powpr 6 Light Co. B3/07/06. 
DEYOUNO.flC Olrector's Office. Office of Inspection and 
Enforcement. 18pp. 19506:052 24X Fiche 50-324,83/07/06. 

0307130212 


S. Reportable occurrences. _LERs_^_related_correspondence 

B307UOS10 LEH 03-O24/O3L-O on ®30602, d or i ng re f ue I 
indication light for B tore spray 

inoperable. Caused by plant personnel inadvertontl 


swiUh to off position. W/Q3O630 Itr. 

POULK.R.M., DIETZ.C.R. Caro 1 1 na Power t. L 1 g h tC □ 

O^IU-V.J.P. Region 2. Office of Director. 3pp 

Fiche; 50-325, 63/06/30.8307110810. 


refueling outage, position 
valve 
umplng 


83/06/30. 
19395: 344. 


PA&TVA.H J . DIETZ.C.R. Carolina Power 6 Light Co. 
S^REIU-Y^jik Region 2. Office of Director. 3pp. 
Fiche; 80-325. 83/06/30. 8307120291. 


83/06/30. 

19424:067. 


24X 


8307150102 LER 83-025/03L-0: on 830606 . suporvi sory review determined 
that standby liquid control sys unknowingly rendered 
inoJereM. for 1 h 20 minute, on 830604 Caused by personnel 

“^DlE?Z,‘2%‘"‘’c:roMnrPuwlr'\ Light Co. 83/07/06. 

Region 2. 0?fl = 4 of 19536:127. 24X 

Flche; 50-325. 83/07/06. 8307IS0102. 

6307220405 LER 83 - 01 4/03L-0: on 830406 4; 09, during ongoing refueling, 
*™isted control rods had no indications for J 

positions. Caused by defective P^ototypU ‘"1®* P*'’}?? 

<PJP» connectors. reed switch U * 03 .07/12 

M i niFT7.c R Carolina Power h Light Co. 03/o//l^. 
C^EIUV.lF. Ririon"2. Office of Director. 3pp. 196B7;358. 24X 

Fiche: 50-325. 83/07/12. 8307220405. 

0307260496 fiO;on 830601 . gamma analysis of two 

detected excessive Co-60 concentration at ® 

fcSd.No radiation haiard or esposuro to pub 1 1 c. Samp H ng 

«ET^c"R/'’car“ ua Power 4. Light ‘ 

Region 2. Office of Director. 2pp 19733.254. 24X 

Flche: SO-324. 83/07/10. 0307260496. 

8307260397 Updated LER B3-017/03L-! : on 830326-20 6 0402. listed control 
rod, had no indications for identified P®* ‘ ‘ 
loose prototypic inlet piping * “li® 307 ^^'* 1 1^ 

uork. Connectors will be properly '^ 83 / 07/19 

PA6TVA,«.J.. DIETZ.C.R. Caro 1 1 na Power 6 L 1 9 h t Co , S3/07/ 9. 

O'REILLY. J.P. Region 2. Office of Director. 2pp. 19733.116. 

Fiche: 50-325, 83/07/19. 0307260397. 


24X 


U. Congresslonal/Eiecotlve Correspondenco 

orwards monthly FR notice of consideration of Issuance of 
OUs involving NSHC determination 6 opportunity 


8307270047 F 
amends to 

DENTQNrRR^ Office of Nuclear Reactor '*®9 p ‘J°"' . °f 
83/06/22 STAFFORD. R. T. Senate. Environment 6 Public Works. 

??8ilfolB. 24X Flche:30-000, 93/06/22, 9307270047. 


2pp. 


-8307270050 Monthly notice of consideration of Issuance of emend, to OLs 
involving NSHC determination U ‘"L.. 

CLARK* R A Operating Reactora Drench 3. 03/06/07, Jopp. 

19BU- 020. 24X FlChl 50-000, 83/06/22, 8307270047 

V. Operator Eiamlnattons 

B30714024B Forwards list of randomly selected ® J 

alternates for operator fc senior operator requa 1 1 f lent I on 

SS;:uT'’'R.i!;n 2, Office Of Director. 83/06/15, HOWE.J.F. 
Carolina Power & Light Co. 2pp 19523.048. 24X 

Fiche: 80-324, 83/06/15, 8307140248. 

8307260460 Requests that Individual, from technical s taf f , meet ing .hlft 
technical advisor requirements be permitted to 
fully qualified advisers until completion of current license 

^S^eiTuight 

Qasratlng Reactors Branch 2. 2pp 19728.360. 24X 

Fiche: 50-324, 83/07/21, 0307260460. 


DOCKET 50-326 UNIV OF CALIFORNIA AT IRVINE RES. 
Rr'paModiVoperatlng reports 6 related correspondence 


8307010160 "Annual Operating Rept for 820701 

HILLER, O.E California, Untv. of, Irvine. 03/06/2/. 
Office. Office of Inspection and Enforcement. 23pp. 
Flche; 30-326, 83/06/27. 8307010160. 


Direc tar's 
19124:239. 241 
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S. Reportable occurrences! LERs b related correspondence 


8307010171 RO;on 03062'!. fast transient rod failed to insert aihen 
scrammed. Caused by dryness of air-cylinder portion of rod 
drive. Sys completely cleaned u/solvent $- seals inspected. 
MILLER.O E. Californlai Unlv. of. Ir./ine 03/06/25. 
atandardl latlon 8c Special Projects Branch Ip. 19169226. 24X 

F 1 c h B : 50-326, 03/06/25, 83070 10171 


B30721O237 RO: on 030701 , during uithdrawal of adjustable transient rod 
cy I Inder, control rod began to ul thdraui. Pr obab ly caused by 
dirt In air sys due to clogged permanent ft I ter. Regular 
malnt of filter planned. 

R0eER8,P.J. California, Untv. of. Irvine. 03/07/00. 
atandardliatlon fc 0peclal Projects Branch. 2pp. 19664:182. 24X 

F 1 c h e : 50-326, 83/07/00, 03078 1 0237. 


— B30714016S IE Safeguards Insp Repts 50-327/03-11 b 50-320/83-11 on 
830606-10. No noncompliance noted Major areas i r s p ec ted . s I te 
orientation, security plan 8, implementing procedure U 
security nrganijation ragt Details uithheld (ref iOCFn73.21) 
ISQORE.D.E. Region 2. Office of Director MCGUIRE, D. R, Division 
of Emergency Preparedness 8- Materials Safety 83/07/08 Ip. 
19523-215. 24* Fi c he . SO-327, 03/07 / n . 8307 HO 1 58 


B30725O219 Advises that util emergency operating instruction being 
revised to manually energiie permanent hydnogen mitigation 
sys. due to delay in completion of Uestinghouse Ourcers Group 
emergency response guidelines 

KILLS.L M Tennessee Valley Authority 83/07/19 AUENSAM. E 
Licensing Branch 4 2pp. 19706:030 24X Fiche. 50-327, 03/07/ 19, 

B3072S0219. 


J. Insurance & indemnity information 


V. Operator Eiamlnatlons 


8307000427 Generic Ltr B3-12A 
issuance of NRC Form 390, " 
Statement - Llcenset. " 8vc 
EIBENHUT, D, 0. Division of 
of. 14pp. 19563: 138. 24X 


to all nonpoiuer reactor licensees 
Personal Qua 1 1 f icat i ons 
list end. 

Licensing. 03/07/11 Michigan, 

Fiche: 50-000, 83/07/11, 0307080427. 


re 


Unlv. 


OaCKET 50-327 SEQUOYAH NUCLEAR PLANT. UNIT I 
F. Security, medical, emergency t< fire protection plans 


8307140220 Ack receipt of 030513 ltr re emergency exercise scheduled 
during Jul 1903 . Seenar lo presently under review. Any addl 
comments on exercise details will be made by telcon 

VERHELLub. M. Division of Project 8, Resident Programs^ 83/06/21 
PARRISrH. 0. Tennessee Valley Authority. ip. 19323:164. 24* 

Fiche; 50-327, 83/06/21. 0307140220. 


8307140340 Ack receipt of 030616 ltr Informing NRC of »t*ps taken to 
corract violations noted In IE Insp Repts 50-327/03-08 «, 

LEW?sfR^C. Division of Project & Resident Programs_^ 03/06/27. 
PARRIS, H.O. Tennessee Valley Authority. Ip. 19525:235. 24X 
Fiche; 50-327. 03/06/27, 8307140340. 


2307140343 Submits revised response to NRC 830017 ltr re violations 

nottd in IE Insp Repts 50-387/83-08 t 50-328/83-00 

CoTf»ctiv» ac fcior>»: 1 i i P i c health phi/sice tratRin? 

will be required as of 030627. for _ 

MILLS. L.M. Tennessee Valley Authority. 03/06/24. OREILLV.J.P- 

Region 2, Office of Director. 4pp. 19525:236. 24X 

Fiche: 50-387, 83/06/27, 0307140340. 


83070B0031 Forwards Endorsement 33 to NELIA Policy NF-47 8, Endorsement 
27 to MAELU Policy MF-102. 

DUCK, J B Marsh McLennan. Inc 03/06/30. SALTZMAN, J. Assistant 
Director for State 8, Licensee Relations. 3pp. 19331.313. 24X 

Fiche; 50-327, 03/06/30, 03O7OBOO31. 


83072OD00S Forwards Endorsement 34 to NF.LIA Policy NF-247 8. 

Endorsement 28 to MAELU Policy MF-102. 

DUCK.J.R. Marsh 8, McLennan. Inc. 83/07/15 EALTZMAN.J. Assistant 
Director for State 8< Licensee Relations 3pp. 19647 173. 24 X 

Fiche; 50-327. 83/07/15, 8307800000. 


P. Operating 11c 


itage documents 8, correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 6 holders of CPs for Uestinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines.” 

Sve list encl- 

EISENHUT, D. e. Division of Licensing 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19563 116. 24X Fiche 50-000, 03/06/03. 

830606<M)70. 

8307080259 Forwards backfit cost figures for addl seven utils per 
original 83020B request. Cost figures for 20 utils 
transmitted 830411. _ „ 

TOURTELLOTTE. J. Regulatory Reform Task Force. B3/06/»2 
PALLADINO.N- Commissioners. 2pp. 19363.313. 24X 

Fiche: 50-000, 83/06/22, 8307060259. 


-8307000350 Forwards backfit cost estimates for f ac i 1 i t ies, p er NRC 
830315 Ur. Costs do not reflect extending scheduled outages 
due to backflts b. mods. o-, 

PAHHIS.H.O. Tennessee Valley Authority. 03/05/02 ..(,00 

TfflJRTELLDTTE. J. Regulatory Reform Task Force 5pp 19364 O 


-0307140351 Responds to NRC 830617 ltr re violations noted in IE Insp 
Repts 30-327/83-00 Si 50-320/83-08. Correc 1 1 ve actions; 
personnel reinstructed re general escort responsibilities. 

including dosimetry requirement. „,oe.i..w id 

MILLS.L M. Tennessee Valley Authority, 83/oy 16. □ REILLY. J. P. 

Region 2. Office of Director. 4pp. 19523:240. 24X 

PI Che: 50-327, 03/06/27, 0307140340. 

-0307140335 Forwards IE Insp Repts 30-327/03-00 b 50-328/83-03 on 
830412-15 Si notice of violation 

LEWIS, R.C. Division of Project S> Resident Programs- 83/05/1/. 
PARRISrH. 0. Tennessee Valley Authority. 2pp. 193..3.244. a4X 
Fiche: 50-327, 03/06/27, 0307140340. 


0306270397 Generic Ltr 03-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 

requirements for diesel fuel ‘I- J- ‘ ‘ mn^nlldated 

BISENHUT.O-O- Division of Licensing Consolidated 

Edison Co. of New York, tnc. I6pp 19390 317. 24X 

Fiche: 50-000. 03/07/05. 8306270397. 

8307060329 Generic Ltr 03-27 to all licensees b 

operating power reactors b holders of CPs for poue 

re surveillance Intervals inSTS.Svc consolidated 

ElSEWWT.D.e. Division of Licensing ^3/07/06 
Edison Co. of New York, Inc 16pp 19669 ^54. 

Fiche: 50-000. 03/07/06, 0307060329. 


—8307140363 Notice of violation from 

* Region 2, Office of Director. 03/05/17. 2pp 19525.246. 
Fiche: 50-327. 03/06/27, 0307140340. 


24X 


—0307140360 IE Insp Repts 50-327/83-00 b 50-328/83-00 on 830412 IS. 
Noncompliance noted: fal 1 uro to issue proper dosimetry to «, 
to provide adequate radiation protection training for two 

CDLLINS^T^r! Region 2, Office of Director. BARB. K^P. Division of 
Emergency Preparedness b Materials Safety. 03/05/10. 7pp. 
19523:240. 24X Fiche: 50-327. 03/06/27, 0307140340. 

8307140250 Discusses 030705 conversation between D Marks 6 ON Huffeian 
re training requirements for NRC b contract personnel 
entering f ac 1 1 itl es. LI st of NRC b NRC contract personnel 
observing emergency exercise end. an/ni/na 

7EBRELLI;d.M. Division of Project 6 Resident 

PARRIS.H.O, Tennessee Valley Authority. 3pp. 19523.004. 24* 

Fiche: 50-327, 83/07/00, 0307140258. 

8307140150 Forwards IE Safeguards Insp Repts 30-327/03-11 *■ 
50-320/83-11 on 830606-10, No noncomp I lance noted, 

VERRBLLI.D. Division of Project t, Resident 

PARRIS.H.O. Tennessee Valley Authority. 2pp 19523.213. 24* 

FI ehe: 30-327, 83/07/ 1 1, 8307140158 


8307080169 Generic Ltr 03-20 ac 1 1 onrtas e^ ^ 

applicants for DL b holders of CPs re 1 equ 

on generic implications of f*!®" ^WS Consolidated 

EISHJHUT. 0. S; Division of Licensing. S3/G/ 

Edison Co of New York, Inc. 3Bpp 19669 269. 

Fiche: 50-000, 03/07/00, 0307080169. 

8307190166 Forwards LDCA (major RCS plugging V 

cycle 2 assuming 2X uniform steam generator tube piugg 9 
containment purging at time of acciOen „.Qy ,.4 ADENSAM. E 
MILLS.L.M. Tennessee Valley ^“‘hority 9^1 50-327.83/07/14, 

Licensing Branch 4. BOpp. 19636:264 24X Fiche. o 

6307190166. 

8307260207 Forwards f ‘'f IV^FHal" 

electrical equipment in Categor ss I ' S30729 

submittal for remaining items will be s aDENSAM.E, 

KAMMER.D-S. Tennessee Val ley Authority 50-327.83/07/20. 

Licensing Branch 4, 52pp. 19731:084. 24X Fiche. o 

8307260207. 
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*“ = DPH -77 *. DPR-79. changing 

Iscri Specs re hydrckjen ijrnter surveillance tost * * 

requirement, contairmenc isolation valve operability t 

‘ "O'ilf operational limits U Table 3 2-1 
KAIWER.n 5. TennesSBB Valley Authority B3/07/2I ADENSAM. E 

83^^270036 ' F , c 6 e : SO-327. . 

— B3072700AO ProposBd Tech Specs re hyarogerr igniter survei i lance test 
requirement! containment isolation valve oporabilitu b 

hoMJo operational limits t. changes ta 
Tafrl© 3 2 -i fof 0 p ^2 parsA^t^rs. 

a Tennessee Valley Authority. S3/07721. 33 pp 19747171 34 * 

Fiche 50-327.63707/21,0307270036. i o'/ev. 1 7 1 . 24X 


Safeguards Insp Repts 50-327/63-11 !. 

50 328/B3 11 an 830606-10. No nancocrp I lance noted, 

P^fs''M'n F'' Project t. Resident Programs. 03/07/11 

PARRiS.H.G. Tennessee Valley Authority. 2 pp 19523 213 oav 

Flch.:3O-3a7.e3/07/ll, 0307140150. ‘^^23.213. 24x 

Safeguards Insp Repts 50-327/03-11 u so-^oh/o-j .. 
^ 06 -lO.No noncompliance notSd.«a,or areas Intpectefi??;" "" 
orientation, security plan !, Implementing procedure «< 

^r.ty organisation mgt, Details ulthheld (ref !0CFR73.2tl 
M^E-D.E. Region 3. Office of director. MCCUIRE, D R Division 
Preparedness i Materials Safety. 03/07/00 in^ ‘ 
19323:213. 24X FI c h e ; 50-327, 33/07/ U , 8307 1 401 30 . 


° reports, !E Bulletins b correspondence 

®^a3Q4SA’'ninS''u^'‘'’® 50-327/03-09 b 50-328/03-09 on 

030406-0506. No noncomp 1 1 ance noted 

PARR^K^Vr " r “P Project 1. Resident Programs. 83/06/24 

PARRIS, H.G. Tennessee Valley Authority. 2 pp. 19514-160 24* 

Fiche: 50-327, 03/06/24. 0307140072 ' 

—6307140077 IE Insp Repts 50-327/03-09 b 50-323/83-09 on 030406-0505 No 
noncempUante noted. Major areas . nspec t ed : sy s operablJitr 
verification, IE bulletin S, circular r ev, e^. Tech Spec ^ 
surveillance observation i, open item revieui 

D?v?;!on ? n "“f"? ^ of Director. QUKK.D.R, 

^ ‘ '^’■"Srems. 03/06/24. 6pp, 

19S14.162. 24* Fiche: 30-327, 83/06/24. 6307140072 

“eSOSO^-Lorv^'''’* 50-327/03-10 b 30-326/83-10 on 

ueon * noncompliancB noted 

PARRfs‘'i'r ^ T Project t, Resident Programs. 03/06/24 

PARRIS.H.G. Tennessee Valley Authority. 2 pp 19514-068 34* 

Fiche: 30-327. 03/06/24. 8307140085. iTOIA.OPa. 24X 

fo!;:S;;‘rLEr;rvir‘ verification, reactor trip 

FORD.EJ., BUTLER, S.D. Region 2 , Of f 1 1 e o f Di r e c tor QUICK D R 

?95 ^‘o 7 o“^ oav'^c'* ^ P^sxfent Programs. 83/06/.24. 6 pp 
19514.070 24* F 1 c he 30-327, 83/06/24 , 3307 I 4 0005. 

®^coi?ect'’v?nLl!“‘'’' “=’• ‘^P^rming NRC of steps taVen to 

50-328/63-08 ‘ 50-327/63-08 b 

PAfifirs*^H^o ^jvision oF Project t, Resident Programs. 83/06/27 
PAfiyS.H.O. Tennessee Valley Authority lo 1 9525- 394 =1* 

Flche:50-327,S3/06/27, 8307140340. l'?535.235. 24* 


Re,p.p;e-^Pos?‘03olo3,.“' 83%^/?!^ 

Ifopt. Inc. 141pp. 19563:153. 24* F 1 c h e - 30-000, 03/07/ 12, 8306270404. 

81^270406 IE Info Notice 83-48, ‘'Gaseous Effluent Releases of 
Radioactive 1-125 b l-, 3 i »„ Excess of NRC Limit, * 

sss""a3,s"!i‘-" 

i14pp. 19715:270. 24* Fiche: 30-000, 83/07/14, 8306270406. 


Periodic operating reports b related c 


orrespondenc e 


‘■’33 W/83061S Itr, 

nef?, 1^®r"®8Soe Valley Authority, 83/06/03 

Office of Resource Management, Director. 4 Spp ^19685-046 oav 
Fiche: 30-327, 03/06/03, 8307220474. >7683.046, 24X 

B307060071 Forieards -Aquatic Environ Conditions In Chickamauaa 
Flcha;30-327.B3/06/89, 8307060071. ‘7240.018, 24X 


Environ Conditions ,n Chlckamauga Reservoir Durlno 
of Sequoyah Nuclear Plant, Second Annual Rapt ° 


— B3O7060133 
Operation 
1982 

e, '/alley Authority, 63/06/30. 

Fiche: 50-327, 03/06/29. 030706007 1 . 


Repl 

334pp. 19240:020. 


S . Bepertable o ccuTrences, LBRs b relatod correspondent. 


Fiche 50-327, 03/06/27, 0307140340^^ *■ 

p^n^2:'of;rcr:r^ir:;[:^ 

Fiche: 50-327,03/06/27.6307140340 

PARRIS^H^ °Tenne”servar?orLtho**t‘'^''V''‘’^''*"* 33/05/17. 

Fiche: 50-327, 83/06/ir8307l4S340 " ^'’'= 2« 



19425:222. 24* Fl eh e ; 50-327, 03/06/20 , 0307 120422 


‘"Joction levsl 

setoaVn* ?? *■ “^'lared 1 no p era b 1 e. Caused by 

2m£2e u o roeallbr.W/030701 Ur ^ 

8 "o?/W Authority. 

S%5/W Tennessee Valley Authority. 

19429 Stfl mav'b*: 1'^ ^ Region 2 . Office of Director, 2 pp, 
19429.218, 24X Fl th o : 50-327, 83/07/06, 0307 1 20420, 


—0307140363 Notice of violati„,^ e-.. 

• Region a. O^Ue o^ DUeUor Rn/^A^^i^^''^'^''^- 

Flthe:50-327,a3/0b/37,a307I4034b ^PP' 19625:246. 24X 

to provide adequate rad at! J „ ! . ^“‘'"•try lob 

individuals. Tadlatlon protecUnn training for luo 

Fmergen;j Frepar!d".rb°M:i::.°f ''' 

19525:240. ^4* F 1 c he: 50-327, 4034^' 

B306270401 IE Info Nofim a-> 

• 7363 293 24X F 1 rh e : 50-000, 03/07/1 1 . 0306270401. 


enigneering evaluation of numerous event. 

® PTOien ice condenser Intermediate deck doors Most 

SeeSitTa ““"’'^*4 ‘“"“F plant was new b have decreased as 
operational experience gained 

^r’it KU Opyatlons Analysis Branch, 03/07/11. 

=PP- t^B57:060, 

”“engl^rinj'‘e"uau%rrept”'' ^eck Doors," AEDD 

l^ 7 -Si .3 Branch, 03/07/11. 6 pp. 

19857.062. 24* FIchB:SO-OOO,03/O7/U, 0307290320. 

”^u™^u'’hldrbre”'’h®H°^’^''"° Penetrations in 

Cai.BA L'* bneathed for period greater then 7 deys. 

oenlteatlonr "f between per some 1, Breached 

CREEM H* J T *■ faaching permits will be posted. 

H.^nV'fi*Ir"“^®r 03/07/21. O'REILLY, J. P, 

Region 2 , Office of Director. 2 dd 19821-034 so* 

FUher 50-327. 83/07/21. 0307290039 ''"® 2 ' 034. 24X 
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0397390096 LER 83-0a8/O3L-0: on 830624. dor 1 ng STE4R 03-07. itsaffl 
generator 3 auxlliarg feedwater inlet valve handiuitch 
l-LC0-3-14aA did not work. Caused 6y stripped ramp portion of 
Internal op era tor. W/830721 Itr 

DOOaiN.G.E.. HARDING. M. R. , GREEN, H. J Tennessee Valley Autharltu 
83/07/21. □'REILLY, J P. Region 2, Office of Director 2pp 
19822:206. 24X F i c he : 50-327, 83/07/2 1 , 8307290096. 


B3072S0219 Advises that util emergency operating Instruction being 
revised to eianually energlie permanent hydrogen mitigation 
syt.due to delay in completion of Uestlnghouie Owners Group 
anergency response guidelines. 

M1LLS.L.M. Tennessee Valley Authority. 83/07/19. ADEN8AM, E 
^7250219 24X F 1 c h e ; 50-327. 83/07/19, 


V. Operator Examinations 


03071402^ Advises that abbreviated operator training program for 
miligatina tore damage satisfies intent of NUREO-0737. 

Item I I. □. 4. Training will be given to managers J. technicians 
in health p hy s 1 cs. p Ian t chemistry {, instrumentation. 

MILLS. L. M Tennessee Valley Authority. 83/07/08 ADENSAH.E 
8307140275°''^"''' *’■ S'* ^ ‘ ^ h e : 50-327. 83/07/08. 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT. UNIT 2 

Security, medical, emergency ?. fire protection plans 

0307140220 Ack receipt of 830513 Itr re emergency eiercts# scheduled 
during Jul 1983, Scenario presently under review. Any addl 
comments on exercise details will be mode by tolcon 
u/B Marks. 

T Project i. Resident Programs. 83/06/21. 

PARRIS. H.G. Tennessee Valley Authority. ]p, 19523’ 164 24X 

Flche:50-327. 83/06/21, 8307140220 loi- aAX 

0307140340 Ack receipt of 830616 Itr Informing NRC of steps taken to 
cprrect violations noted in IE Insp Repts 30-327/03-00 & 

SO“320/S3— OB, 

Division of Project L Resident Programs. 83/06/27. 
PARRIS, H.O. Tennessee Valley Authority. Ip. 19525:235 24 X 
FI Che: 50-327, 83/06/27, 3307140340. 

0307140345 Submits revised response to NRC 030517 Itr re violations 
noted In IE Insp Repts 50-327/03-08 S. 50-328/83-08 
Corrective ac t i ons : s I te-spec i f 1 c health physics training 
will be required as of 830627, for unescorted access. 

Mills. L. M. Tennessee Valley Authority. 03/06/24. 0'REILLV«J P 
Region 2. Office of Director. 4pp. 19525 236 24X 

FI Che: 50-327, 83/06/27, 8307140340. 

—0307140351 Responds to NRC 830617 Ur re violations noted in IE Insp 
Repts SO 327/63-08 It 50-328/83-00. Correc 1 1 ve actions: 
person-nel relnstructed re general escort rospons ib i 1 1 1 les. 
Including dosimetry requirement. 

MILLS.L.M. Tennessee Valley Authority. 83/06/16. O'REILLY, JP 
Region 2, Office of Director. 4pp. 19525240 24X 

FI Che: 50-327, 03/06/27, 8307140340 


J. Insurance L indemnity Information 


“Srto‘^i;7eUcy"^F-;«"’"‘ ^ 

DUCK.J.R. Marsh & McLennan. 

Director for State (, Llcense. 

Flche; 30-327,83/06/30. 8307030031 


Inc. 03/06/30. SALTZMAN.J. 
Relations. 3pp. 19351:313. 


Assistant 

24X 


83072000ra Forwards Endorsement 34 to NELIA Policy NF-247 t< 
EndoreaBant 2S to MAELU Policy MF-102. 

DUCK.aR. Marsh 6 McLennan. Inc. 03/07/15. SALTZMAN, J 
*■ Licensee Relations. 3pp. 19647:173 
Flehe: 50-327, 83/07/15, 8307200008. 

Utense stage documents It correspondence 

operating reactor license.., 

applicants for OLs & holders of CPs for -Hestlnghouse PHRs 
re safaty evaluation of “Einergency Response Guidelines " 

SVC list end. 


Aaslstant 

24X 


E18ENHVT. D. 0. 
Electric Co. 
8306060070. 


Division of Licensing. 83/06/03. Yankee Atomic 
lOpp. 19563:116. 24X FI c he : 50-000, 03/06/03, 


B307M0a39 For.ards backflt cost figures for addl seven utils per 
original 630208 request. Cost figures for 20 utils 
trensisltted S30411. 

TOURTELLOTTE, J. Regulatory Reform Task Force. 

PALLADINO.N. Commissioners. 2pp. 19363 313 
Flehe: 90-000.83/06/22, 83070802 99, 


B3/06/22. 

24X 


” ••tlmates for fat 1 1 i tils, per NRC 

m03i9 Itr. Costs do not reflect extending scheduled outages 
due to backflts «< mods. * 

PARRISiH.O. Tennessee Valley Authority. 83/05/02. 

*'• Regulatory Reform Task Force. 8pp. 19364:009 
24X Flehe: SO-000. 83/06/22, 0307080289. 

8307070003 Application for emend to License DPR-79. chang ing Tech Specs 
to eeeoBmodate Cycle 2 reload operations. Class III feL 
applicable per 10CFR170. 22, 

MILLS, L.M. Tennessee Valley Authority, S3/07/01, ADEN3AM, E 
M 07070003 24X F I ch e: 50-328, 83/07/01 , 


IE Insp Repts 50-327/83-08 *, 50-328/03-08 on 
830412-15 & notice of violation. 

Division of Project L Resident Programs. 83/09/17. 
PARRIS.H.O. Tennessee Valley Authority. 2pp. 19528:244 24X 

Flehe: 50-327, 83/06/27, 8307140340. 

—0307140363 Notice of violation from insp on 830412-15 

« Region 2. Office of Director. 83/05/17. 2pp. 19525:246 2 

Flehe: 50-327, 83/06/27, 8307140340, 

0307140360 IE Insp Repts 50-327/83-08 4. 50-328/83-08 on 030412-19. 
Noncampl lance not ed: fa 1 1 upe to issue proper dosimetry to 4 
radiation protection training for two 

Reflun 2, Office of Director. 83/05/10 7pb 
19525:248. 24X Fiche: 50-327, 83/06/27, 8307140340. 


““®®*7070005 "Reload Safety Eval uat Ion, Sequoyah Unit 2, Cycle 2 •’ 

» Tennessee Val ley Authority- 83/07/01. 23pa, 19269225 24 X 

Flehe: 90-328, 83/07/01, 8307070003. 

8387070011 Proposed Tech Specs re Cycle 2 reload operations 

* Tenneesee Valley Authority, 83/07/01. 44pp. 19269:290 24X 

Fiche: 50-328, 83/07/01 , 8307070003, 

B307130394 Forwards notice of c one Idera 1 1 on of issuance of amend to 
License DPR-79 4 proposed no significant heiards 
consideration determination 4 opportunity for hsaring re 
surveillance requirements for rod drop tests. 

ADEN8W1.E.0. Licensing Branch 4, 83/07/01, PARRIS.H.O, Tennessee 

‘‘i’SOS: a-IS’ 24X Fiche: 80-323. 03/07/01. 

03v7 130394. 


conversation between B Marks 4 ON Huffman 
re training requirements for NRC 4 contract personnel 
entering fac U i ties, List of NRC & NRC contract personnel 
otoSBrving emergtncy exercise end. 

PAHR^sVi'n T Project 4 Resident Programs, 83/07/08. 

om-, IS""****® Valley Authority. 3pp. 19523:004. 24X 

Flehe; 90-327, 03/07/03, 8307140258. 

^•''•Suards Insp Repts 50-327/83-11 4 
030606-10. No noncompliance noted. 

PARBia h' 2' ?*''***'”’ 0^ Project 4 Resident Programs. 83/07/11. 

PARRIS.H.O, Tennessee Valley Authority. 2pp. 19523:213 24X 

Fiche: 50-327, 03/07/1 1, 8307140158. 


o' consideration of issuance of amend to License 
WR-79 4 proposed no significant haiards consideration 
determination 4 opportunity for hearing re surveillance 
requirements for rod drop tests, 

ADENSM1.E.O. Licensing Branch 4. 83/06/23, 4pp, t950B'a47 24X 

Flehe: 50-328,83/07/01,8307130354. ivouB.si4/. 24X 

8306270397 Generic Ltr 83-26 to all applicants for OLi 4 holders of 
CPs for pauer reactors re clarification of surveillance 
requirements for diesel fuel Impurity. Sve list end. 

EISENHUT, D. 0. Division of Licensing, 83/07/05. Consolidated 
Edison Co. of New York, Inc. t6pp. 19390'317 24X 

Fiche: 90-000, 83/07/05, 8306270397. 


Safeguards Insp Repts 50-327/83-11 4 50-320/83-11 
830606-10. No noneompllance noted. Major areas inspec ted: si te 
or lentatl on. securi ty plan 4 implementing procedure & 

"iSt’ Detai Is withheld <ref 10CFR73.21). 
***9lQn 2. Office of Director. 83/07/08. te 
19923:219, 24X Fi c he : 90-327, 83/07/ 1 1 , 8307 1 401 90. 


B307060329 Generic Ltr 83-27 to all lie 
operating power reactors 4 holders of 
re surveillance Intervals in STS, Sve 
EISENHUT, D. e. Division of Licensing. 
Edison Co. of New York, Inc. 16pp 
Flehe: 90-000, 83/07/06, 8307060329, 


ensees 4 appllcante for 
CPs for power reactors 
1 1st end. 

83/07/06, Consol Ida tad 
19669:294, 24X 
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- ne.nsee, of oper^llnj r.actor., 

4ppll<*nti foi’ OL i. holdtrt of CP» re required action* Lsod 
n o"'' n?'?*?"* event*. Svc II. t end. 

>-Icensln 9 B3/07/OB. Coneoliilated 
Etfiten Co, ®f Niui York. Inc. 03pp. 19669 269 24i 

Flch»: 50-000# B3/07/CB, 8307030149, 

r?* *" to eo..nd Hcen*. DPR-79 

MLIB . M •"J '"Jelear safety review board, 

-S30719^94^Revl..d^pa,., to proposed Ted Specs supporting Cgd. a 

* Tennessee Valley Authority. 03/07/13 
Plehe: 50-3B8, 03/07/13,0307190009, 


6 pp t9b33:009. 34X 


P‘P* rupture.l r.analy.l, for 

contIin«.i«J ‘ yenerator tube plugging & 

eofitatnaient purging at time of accident, p BB 9 & 

n CLB. L. H. Tennessee Valley Authority, 83/07/14 ADENSAM e 

0 ^;y 5 o;L®'‘"’''' 2 «^u“; 90 ^^ 7 f 8 S>§ 7 /, 4 . 


-B3071400V2 16 Insp Repts 30-327/83-10 t. 50-320/83-10 on 830306-040. Un 
noncompllance noted. Major areas 1 nspec t ed: E8F sus B30306 0605. ffc 

operability. operational safety ver i f ica t i on. reac tor trio 
followup *, e.ER revleui. reactor trip 

ni^?lf'^' ' '’»9‘0P' Office of Director. QUICK, DR 

Project 4; Resident Programs. 03/06/24 6 dd 
19314: 070. SAX Fiche: 50-327f 03/06/24, 8307140085. 

0307140340 Ad receipt of 830616 Itr inforcino NHC of steos tak = „ ^ 

SS-SII/aa-Se*'''’"* ^0-327/83-0^1:’ 

PAfllfaVn of Project & Resident Programs. 83/06/27 

PArRISxH. 0 . Tenneeseo Valleg Authoritu ip 19525 335 oav 
Fleh»: 50-327, 83/06/27, 0307140340. ^ 

revised response to NRC B30S17 Ur re violation, 
noted In IE Insp Repts 30-327/83-08 t. 50-320/03-00 dtioni 

■“f**®"*' •“•-specific health physics training 
S LLS , « Pf 030627, for unescorted access. 

I 1 IIXS.L.M. Tennessee Valley Authority. 83/06/24 n-RPiiiv lo 

fltslon 2. Office of Director. 4pQ 19 S 23 336 nay 

Flehe: 30-327, 03/06/27, 8307140340 

—0307140331 Responds to NHC 030617 Ur re violation. nnr.H , , 

Repts 30-327/83-08 S. 50-323/83-00, CorrectJiradlon" 
lnd!a?^ reinstructed re general escort responsibilities, 

Inclvding doslmetrg requirement, '•le** 

MILLS.L.H. Tennessee Valley Authority 03/06/16 D^rpti.v ib 
R eglan 2 . Office of Director. 4pp 19523 son %ay“ P- 

FIche: 30-327, 83/06/27, 0307140340 


.*i' , 0p*''4tin9 Reactor* Branch 4. 83/07/lS PARRIS mo 

19012.034. S^X Fide; S0-32B. 83/07/13, 0307270290, 

-03078^301 S.fsty *yaJuatlon supporting Am.nd 20 to LUtnse DPR-79 

19812,039. 24X Flch*:3O-320,a3/O7/18, 0307270290. 

J^^fitation for continuad pparatlon of 
Idmdiif Cfttgori.i I.B.II.A a. I^Find 

KAHMFft n a^*^-P^*** * Items uill be sent bg 830729 

Kb ■ t' T-‘ 5 =-. 

■■'l-Ebr"'--'™"'""--'™-;" 


q. I mpaction raport*. IE Bulletins U c 


Drraspondence 


PARR1S,h!o.' T*nilMMrVaM*rAdh0Mh*’“5''* 83/0*/a4. 

FlChe; 50-327, ea/Sfr/M^sSnloOM ^- B4X 

noin;bn.pUBL»"not 2 dl’MlIjor'a?drindeet°d^^^''^^’‘°’ ^^ 0406 - 0503 . to 

PARRia,H.O. T*nn#ud’’vditu*’AJtha*‘(t"*‘‘’*"‘ '’’'OSram*. 03/06/24. 

Fi.h.i 30-327, es/obJ^'esSrl^Soe^ =« 


--7/03-00 . 30-320/03-00 on 
Flehe; 50-327, 83/06/27, 8307140340. ^ 19525.244, 24X 


Violation from Insp on 030412-15. 
Eirh “ff“* Pf Director. 83/05/17. 2 pp i 

Flehe; 30-327, 33/06/27,8307140340 


9325:246. 24X 


JndtwJ!ds"""'“"‘’ radiation protection training fo^ two" 
19323.248. SAX Fiehe: 50-327, 03/06/27, 8307140340. 

App. 19563.293. 24X P 1 c h e ; 50-000, 03/07/ 11 , 8306270401 , 

SPfoSDards Insp Repts 50-327/83-11 ?< 
VEFH^I^o" n? 830606-10. No none otnp 11 anc e noted. 

Hr •f Project «, Resident Programs. 83/07/11 

F.d.:i^L 7 , 03 ;S 7 ”" 0357 MSl 5 a'’"‘'^ ‘ =^- 

'’*^ 6 oi-ffi^M Safeguards Insp Repts 50-387 /03-u j, 30-328/03-11 on 
630606 10. No noncompllance noted. Major areas Inspec ted- si ts 

«aCTE,0^E 2?!,'’'^*'®“* ‘"“''heH <ref 10CFR73.21). 

na p«o-’ ■ *’•9“'’ 2’ Office of Director. MCOUIRE, D R Division 

l9Mr21S Safety. 83/07/08. p 

I 9 M 3 . 21 S. 24X Fiche: 30-327, 03/07/1 1,8307140138. 

I4lpp, 19363:133. 24X Fl ch e: 30-000, 83/07/12, 8306270404. 

“R^lMdive Affluent Releases of 

tnd ** 1-123 h 1-131 in Excess of NRC Limits." Sve list 

mOW 3 j'''"aa/n 7 ^d“’" °t rnapectlon Program. (Post 

T7a-_ '■ Consolidated Edison Co. of Neu. York, Inc 

4 pp. 19713:270. 24X Fiche: SO- 000 , 83/07/ 14, 8306270406, 

R. Parloflc operating reports & related corre spondanee 

OffI« B^'o Tennessee Valley Authority. 83/06/03. 

Fi."”3S-3l;,*l3;oI/S3:’8§;?l20;74.‘”'‘‘^’'- ^’^®5:046, 24X 



DOCKETED ITEMS 


030706.0071 Forwards "A<iuatic Environ Conditions in Ch ickamauga 
Heservoiv During Op era 1 1 on -See oiid Annual Rept 1933,“ ser 
NPDES Permit TN00264S0. 

EL'ASHRV, M. T. Tennessee Valleg Aotnoritg 33/06/29. TRAINA.P.J. 
Environmental Protection Agoneg 2 pp l‘y24a OIS 2 ax 
Flthe. 30-327. 83/06/29, 0307060071 


— 3307060133 "Anuatic Environ Conditions in Ch 
Operation of Senoogah Nuclear P Ian t. Sec one 
1962, '• 

» Tennessee Valleg Authority 83/06/30 
Ftche: 50-327, 03/06/29. 0307060071 


c kaiuauga Reservoir 
Annual Rept 

334pp 19248-020. 


During 


24X 


S. Reportable occurrences. LERs t- related 


c urr espondenc e 


03O714O23C- Forieards 830307,08,0405 4 07 meeting n o t es . i nc 1 ud 1 1 
documents provided to NWC on B30313 R Landsman 
830412 discussion Vepifgiiig that Region III ipill provide 
authoriiation to ercavate portions of Pier QE/W 
KILLER. D.O Censuaers Pouior Co. 83/04/14 HARR ISON, J. J 


QFfice of Director. 
8307140256. 


Region 3. 


29pp 19523 009 241 Ftche 50-329,83/04/14 


8307140211 Forwards response to Items Al, 2 , 3 , 
NRC 830328 Itr re Const completion program 
procedures for controlling relapse of new .j 
training 

COOX.J.W Consumers Poiwer Ca 83/04/32 
Office of Director IVpp 19522 027 241 

830714021 i 


4, 6 . 7,8 4 9 submittal in 

cover i ng 

'ork 4 personnel 

HEPPLER, J 0 Region 3, 
Flfhe 50-329,63/04/22. 


8307120267 LER 83-OB1/03L-0 on S30S29, upper containment outer airloc 
door found broken. Caused 6 g two failed operating machanlsm 
cam rcllouf«r be^rlng^i due to normal inoarr froavy use t* 

Impraper roalnl during const Bearings rep lac ed. 41/030627 Itr 

R. , GREEN, H J Tennessee ValUg Authoritu 
83/06/27 0 REILLY, J. P. Region 2 , Office of Director 2 ap 

19424: 152. 24X Flche: 50-320, 03/06/27, 8307120267. 


8307120416 LER 83-0B5/O3L-O on 830614, RCQ subcooling margin monltiir 
declared inoperable due to loss of plant process computer on 
tuo occas 1 ons. Caused bg loss of power during start bus 
transfer 4 blown f use, rcspoc t i ve i g. N/8.30706 Itr 

R- ' GnEEN,H.J. Tennessee Valley Authorttg 
83/07/06. Q REILLY, J.P. Region 2 , Office of Director^ 2 oo 
19425:008 24X F 1 c h e : 50-328, 03/07/06, 8307 1 204 1 6. 

9307120589 LER B3-082/oaL-0- on 630607, r emote shutdown instrumentation 
Channel for RHn Moui rate deeJared inoperable due to beino 
out of tolorance. Probab Ig caused 6 g Instrument drift. 

Instrument recal ibr. W/830706 Itr 

M. R . , GREEN.H. J Tennessee Valleg Authoritu 
83/07/06. 0 'REILLY,JP Re g I on 2, Of f i c o o f D i rec tor 20 ^ 

19432:144 24X F 1 c h e : 50-320, 83/07/06, 0307 120509. 

Q3-0Q6/O3L-0 on 030610, w/RCG tomp at 550 F t pressure at 
Si 219 Steam generator blowdouin containment isolation 

valve 2-FCV-I-32 failed closed Caused bg high temp environ. 

Higher terap resistant diaphragm Ins ta 1 1 ed. W/030700 Itr 

^ . GREEN.H. J. Tennessee Valleg Authoritu 

83/07/03 O’REILLY, J.P. Reg I on 2, Of f i c e o f U 1 r e c tor apr 

19604:245 24X Fi c h e S0-32S, 03/07/00, B307220235 


8307220420 LER B3-087/03L-0: on 830609, wh i I e reducing power for fliaint, 
aiial fiu« difference discovered outside target band for 
time period ejceedlng Tech Specs Caused hg inoperab i 1 i tg of 
0 -B control rod. Setpoints adjusted 14/830708 Itr 

R. , GREEN, H J T enne s s ee Va 11 eg Author i tu 

° '’EILLY, J. P. Region 2 , Office of Director!* 2pp 
19687:263. 24X F i che : 50-328, B3/07/0S, 0307220420. 


0307290320 Forwards AEOD onignoering eval' 
involving froien Ice condenser intormed 
problems occurred whilo plant was now 4 
operational eiporlence gained 
ZUKOR, D. J Reactor Operations Analgsls 
SEVFflTT, K. V Reactor Operations Analgs 
24X Flche: 30-000,83/07/11,8307290320 


uation of numorous events 
i<ite deck doors. Host 
have decreased as 

Branch. 03/07/11. 

IS Branch. 2 pp. 19057:060. 


8307290377 "Froien Ice Condenser Intermediate Deck Doors, 
eng 1 user 1 ng evaluation rept. 

° Reactor Operations Analgsls Branch. 03/07/11 
19057:062. 24X Fiche: 50-000, 03/07/1 1 , 8307290320. 


AEOD 

6 pp. 


V. Operator Eiaminatlons 


B307140275 Advises that abbreviated operator training program for 
mitigating core damage satisfies Intent of NUREG-0737, 

Item II B. 4. Training will be given to managers 4 technicians 
Miila^i ^ physics-plant chemistry 4 instrumentation. 

MILLS.L.M. Tennessee Valleg Authoritg. 83/07/08. ADEN 5 AM- E 
8307140275 24X Fi che. 50-327, 03/07/08. 


8307000453 Forwards Rev 1 to 
Implementation Overview Ass 
BARANQH- S W. Stone 4 Neb at 
3* Office of Director Ip 
8307080433. 


QC InsCi umentation 10 . 01 , "Const 
essment " 


er, Inc. 83/06/20 KEPPLER.J. 0. Region 
19347 256 34X F i c h e . 50-329, 03/06/28, 






R Landsman quest ions, provi d ed to D Burgess. NRC resident 
inspector, on 830608 Responses concern concrete truck drum 
revolving 4 Drawing C-1427 

MOmEV.J.A. Consumers Power Co 83/06/28 HARR I SON, J. J. Regions, 

B3O70MSOT 83/06/28. 


horwarcs Rav 


10 01. 


Imp I alien tat Ion Overvieu Asseasruent " 

BAfiWW.S H. Stone 4 Webster. Inc 03/06/20 KEPPLER, J. 0. Region 
83071100 ^ *“" '^375 290 24X F . ch e 50-329. 03/06/20. 


— 8307110040 Rev I to OC Instruction OCI 
Overview Assessment '' 

« Stone & tlebster, Inc 83/06/27 
Fiche 50-329,83/06/28.8307110030 


10 01. "Const Implementation 
6PP 19375:299. 24X 






performance testing completed util suthomed to'proceetf'' 
w/fdbricatlon 4 welding of HVAC sgs 

HARRISON. J. J. Region 3, Office of Director 03/06/29 MILLER. D 
8307030053'’“’'*'' 1^1'52 159 24 X F, c h e 50-329, 83/06/29 , 


aasj/ 9 txjifoo uiscus 4 «s staff 


I'ctnvMv^ rri^rno 


QJUCt I kj 




OA deftciencg s tatus. Dcf Ic keiic i es resulted in saf e tg-re I a ted ' 
work stoppage on 021203 4 resulted from work performed 
subsequent to Aug 1980 reorgan i lati on 

DIRCKS.H-J. Office of the Ejecutive Director for Operations 

‘he Secretaig of the Commlssior 
Ip. 19434. 130. 24X Fiche 50-329, 03/06/29, 03071 1 0555 


—8307110564 Staff reqol rorren t s memo re 030615 briefing in Wash ing ton, DC 
on QA problems-Commissioner Gllinskg requested info whether 
deficiencies involved const completed before or after Auo 
1980 OA dept formation. 

°Tfitc of the Socretarg of the Comrnission. 83/06/20 
‘he E.ocutlve Director for Operations. Ip 
19434-139. 24X Ficho SO-329, 83/06/29. 63071 10555 






concerns on boron mUing 4 use of raactui vessel head vent 
temp indication in response to NRC 030617 telcon request. OA 
program approving FSAR change notice end 

OEUITT.R B Consumers Power Co. 03/06/30 DENTON, H H Office of 
Nuclear Reactor Reguiatlan. Director. 6 [p 19250 350 24X 

Flche- 50-329, 83/06/30. B30/0600S7 


8307110305 Forwards comments on .mgt review committee 830623 meatlno 
re bulk hanger organliation tiods ready for implementation. 
DARANOH.su. Stone 4 Web s te r , Jnc. R3/06/30. KEPPLER, J G Regian 
aJoyilOJua”^ Olrector. 2 pp. 19370 330 24X f i e h e 50-327, 83/06/30, 


DOCK 6 T SO-329 MIDLAND PLANT, UNIT 1 

A. Application/construction stags documents 4 correspondence 


630711-0405 Forwards Rev 1 to 
Energy Ctr Project Units I 
COOK. J. W. Consumer's Power 
Office of Director. 2pp 
8307110405. 


"Const Project Evaluation of CPC Midland 
4 2 " 

Co. 83/03/09 KEPPLER, J.G. Region 3. 
19382:292 24X FI cho : 50-329. 83/03/09, 


8307120245 Forwards Core Damage Assessment Procedure Station 99IB 1 , 
'Estimation of Eitent of Core Damage " Ei.d changes to 
NUREG-0737, Item II. B. 3 re pos t -acc idem analytical 
accuracies will be incorporated into FSAR rev 

COOK.J.H Consumers Power Co. 03/07/01. DENTON, HR. Office of 
Nuclear Reactor Regulation, Director 7pp 19422 300 24X 

Ftche: 50-329,83/07/01,0307120245 


■8307I2024B Core Damage Assessment Pi ct cflui-e STATION 9918. 1 , "Estimation 
of Eitent of Cere Damage " 

1 Consumers Power Co. a3/xi6/30 47 pp 19422 315 24x 

Ftche; 50-329. 83/07/01. 33 07120245 
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DOCKETED ITEMS 


S307130335 Irip rspt of B30422 visit to TEfiA Corp in Bethesda.MD to 
a>t>ssTvs filing sys for tonCrjlled docum'Siits assacisted 
u/facility mo epend en t dasign K verification program 
HOQD^ D 2 l.iceiismg Branch 4 B3/07/01. Licensing Branch 4. 

4pp. I'rSCB 352 24* Fiche 50- J29, 03/07 / dl , B307130335 


B30b2703?7 Oeneric Ltr 83-36 to all applicants for OUs 4 holders of 
CPs for pouer reactors re c 1 a v i f i c a 1 1 oti of sorvaillance 
roqu i r eoen ts for diesel fuel impurity Svc list end. 

EISENH0T. D. G Division of Licensing 03/07/03. Consolidated 
Edison Co of Neui Vort. Inc 16pp 1P370 317 S4X 
Fiche 50-000, 03/07/05. 8306270377 


B3071100IO Advises that remedial soils activities identified in Section 
l of Attachment A L presently scheduled For Jul 1483 have 
peer Identified as critiCdl Details of activities requested 
to assist in revieu. 

HARRISOHiJ J Region 3. Office of Director. B3/O7/05 MILLER. D.B. 
Consumei-s Power Co 3pp 14374:211. 24* F i c ho: SO-324. B3/07/03. 

8307110010 


8307260547 Rev i to "Third-Party Const 1 mp 1 emen t at ion Overview. " 
IJ/S30714 ItT. 

KELLY. R.D . DARANDM, S. W. Stone 5 WeBster, Int. B3/07/OS. 

KEPPLER. J.G. Regian 3. Office of Director 6pp- 19731:330- 24X 

Fiche. 30-329. 03/07/05. 8307260547. 


&30706032? Generic Ltr 83-27 to all licensees i> applicants for 
operating power reactors holders of CPs for pouer reactors 
re surveillance Intervals in STS. Svc list encl. 

EISENHUT.D e. Division of Licensing S3/07/06. Consolidated 
Edison Co of hleu York. Inc. I6pp 19667:254. 24X 

Fiche 50-000. 83/07/06. B307060324. 


8307030159 Generic Ltr 83-38 to all licensees of operating reactors, 
applicants for CL S. holders of CPs re required actions based 
on generic implications of Saleim ATW5 events. Svc list end. 
E15ENHUT. D. 0. Division of Licensing 83/07/08. Consolidated 
Edison Co of New York. Inc. 3Bpp 14664 269. 24X 

Fiche: 50-000. 83/07/08. 0307030164. 


8307110311 AuthoTlies Remedial Soils Nork 312150011 & 322190011 for 
const of reiu ring beam For month of vlul. 

HARRISON. J J. Region 3. Office of Director. B3/07/0B. MILLER. D. B. 
Consumers Pouier Co. 2pp. 19381:001. 24X Fj che • 50-329. 83/07/08. 

830711031 1. 


8307180301 Summary of 830705 meeting u/otil In Mash i ngtan. DC re 
d-e V e 1 opm enit oi const can^pletion progratn 

CUNNINGHAM, 0. il Office of the Eiecutive Legal Director. B3/07/OB. 

Office of the Eiecutive Legal Director Ip. 19566:ltB. 24X 

Fiche: 50-329.83/07/03. 8307130301. 


0307200079 Forwards 19 oversiie drawings V figures 6 various 
hydrographs from observation wells h p i eiome t ers nearest 
containment s. i n response to NRC request for info re reactor 
bldg se 1 1 1 emeu t . Aper ture cards are available in FDR. 

MOONEY. J. A. Consumers Pouer Co. 83/07/08. HARR ISDN. H. J. Region 3. 
Office af Director. ia6pp. 146S0 OOH 34X Fiche ; 50-329. 03/07/08. 
8307200079 


8307200316 Summariies 830615 telcon u/appllcant re accuracies In 
required post-accident analytical chemistry procedures per 
NUREQ-0737. 1 tem II B. 3. Acc ep ta« I e gamma spec t rum analysis 
uiLl be submitted In early Jul 1983. 

MILLERiht.A. Licensing Branch 4. 83/07/1] Licensing Branch 4. 

4pp. 19656:343 24 X F i ch e : 50-329. 83/07/ 5 1 , 0307200316. 


8307200318 Eummariies 830628 telcnn w/appLicaiit ti Bechtel re MIC 
request for addl infa on notion before hearing board to 
reopen contentions concerning effect of dewatering on 
settlement of Unit 1 reactor containment bldg. 

MILLER. M. A. Licensing Branch 4 B3/07/SI Licensing Branch 4. 

4pp. 19656:339 24X F 1 c h e . SO -329. 83/07/ 1 1 , 0307200318. 


8307220402 Forwards Rev 3 to "N5SS Equipment i Pipms." Vol VllI to 
Seismic Margin. Revieu. " 

COOK.J.M Consumers Power Co. 83/07/11. DENTON. H.R OFFiCe of 

Nuclear Reactor Regulation. Director. 3pp. 19691:175. 24X 

Fiche. 50-324. 83/07/ 1 1. 8307220402. 


-3307220411 Rev 3 to "NSSS Equipment t Piping." Vol VIII te "Belsalc 
Marg in Revi eu. ' 

KIPP, T R . CAMPBELL. R.D . KENNEDY. R.P. Structupai Hechanlcs 
Assotiates. SMA 1370J.05R003 VOB 33/07/31. 33pp. 19691:179. 

24X Fiche. 30-339, 33/07/11 , 8307220402. 


B3072S0253 Forwards Rev I to "Third-Party Cansl Inplemsntatien Overview 
Procedure " Procedure revised for c lar i ty. Requirement for 
monthly repts deleted 

DARANONi S. W. Stone S. Webster Engineering Corp. 83/07/14- 
KEPPLER. J 0. Region 3. Office of Director Ip. 19705:134 24X 

Fiche: 50-329. 83/07 / 1 4 . 8307230253. 


•0307230261 Rev 

1 to 

"Th ird-Party Ci 

mat Implementation 

Overvl ew 

Procedure. " 
BARANOU. S W. 

Stor 

le 6 Uebster. Ii 

1C. 83/07/05 5pp. 

19705: 135. 


24X Fiche. 50-329,83/07/14.8307250253 


8307200434 Requests au th or 1 2 a 1 1 on to excavate & backfill trench for 
ground cable east of technical support ctr In accordance 
u/Uork Authoriiatlon Procedure 942450300. 

MOOMEY.J.A. Consumers Power Co. 83/07/14 HARR ISON. J. J. Region 3. 
Office of Director Ip. 19797 119. 24X F i c h 6 : 50-324, 83/07/ 1 4, 

0307280434 


0307210123 Requests appropriate details of remedial soils work 
activities scheduled for month of Jul 1483 to assist In 
revieu. due to criticality of activity. 

HARRISON. J. J. Region 3. Office of Director 03/07/15 MILLER.D.fl. 
Consumers Power Co 3pp. 14666:085. 24X Fiche ; 50-329. 03/07/15. 

03O721O12S. 


•—8307210144 Requests authorization to excavate S. backfill trench for 
ground cable east of technical support ctr per work 
author nation procedure. 

MOONEYiJ.A. Consumers Power Co. 83/07/14. HARR ISON. J. J. Region 
3. Office of Director. Ip. 19666:088. 24X Fiche. 30-329, 83/07/15, 

83D72101S5. 


8307210208 Forwards "Rept of Overhead Fluid Grouting Testing Program. “ 
info re svc water pump s true tur e. procedure for drilling in 
" 0 * concrete U justification for continuing soils work. in 
response to NRC 830714 questions re soli drilling. 

MOOhEY. J- A. Consumers Power Co. 03/07/15 HARR ISON. J. J. Region 3. 
Office of Director. 20pp. 19667:034. 24X Fiche: 50-329. 83/07/15, 

0307210208. 


— 0307210210 "Rept of Overhead Fluid Grouting Teat Program." 
e Consumers Power Co. 83/07/15. 47pp. 19667:054. 24X 

Fiche. 50-329, 83/07/15, 0307210208. 


0307260330 Forwards DbW Info re non-nuclear Ins trumon ta t lon/ln tegrat id 
control sys Failures for generic pressurized thermal shock 
study. BAM-1743, Table B revised to reflect Failure 4 
description. 

CDCMiJ. H. Consumers Power Co. 83/07/18. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 4pp. 19726:302. 24X 

Fiche: SO-339. 03/07/18, 8307260320. 


0307290470 Discusses concerns re structural adequacy of diesel 
generator bldg due to numerous structural cracks occurring 
throughout bldg over yrs. Recommend s remedial structural 
fixes be undertaken to ensure structural integrity. 

LANDSMAN, R. D. Region 3, Office of Director, 03/07/19. WARNICK.R.F. 

Regions. Office of Director. 2pp. 19701:195. 24X 

Fiche; 30-329. 83/07/19, 8307250470. 


8307290113 Forwards "Seismic Margin Review, Vol 1 1 1 , Au* 1 1 lary Bldg." 
describing method of analysis t< resulting seismic margins. 
Considerable amount of margin exists In design. 

flUCKMAN. F. W. Consumers Power Co. 83/07/22. DENTON, H.R- Office ef 
Nuclear Reactor Regulation. Director. 3pp. 19022:223. 24X 

Fiche: 30-329. 83/07/22, 8307290113. 


— 0307290118 '‘Seismic Margin Review. Vol 1 1 1 . Au x 1 1 lary Bldg." 

H£8LEV,D.A., KENNEDY. R, P . . KINCAID, R.H. Structural Mechanics 
Associates. SMA 13701 . 05R003 V03, 03/06/30. 255pp. 19822:327. 

24X Fiche; 50-329, 83/07/22, 8307290113. 


0307290191 Forwards Rev 14 to Vol I of QA program manua 1 . Pol ley 1. 
"Organization. " Changes organ 1 r a 1 1 ona I . Previous 
coiaaitiaents remain unchanged. 

BUCKMAN.F.M. Consumers Power Co. 83/07/22. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. 3pp. 19821:111, 24X 

Fiche: 90-329. 83/07/22, 8307290191. 


— 0307290196 Rev 14 to Val I of QA program manual , Pol icy 1. 
"Qrgani i at Ion. " 

* Cansumers Power Co. 83/06/29. 23pp. 19821:114. 24X 

Flcha. 90-329, 83/07/22. 8307290191 . 


0307280339 Summarizes 830720 meeting w/Rechtel In Glen Ellyn, IL re 
actions as result of certain NRC concerns on procurement 
quality Issues discussed at 821029 meeting In Ann Arbor, MI. 
UARNICK.R.F. Region 3, Office of Director. 83/07/26. Regions. 
Office of DtTBctor. Ip, 19789:031. 24X Fl che: 50-329. 83/07/26. 

8307280339 . 



DOCKETED ITEMS 


E. NRC Safety Evali/ation Report ISER)< tuppit tr corretpondence 


B3Q70&O061 Submits add! info on SER Confirmatory Issue 19 re testing of 
auiillary feeduater pump suction transfer log i c . Proposed 
quarterly test of pump suction transfer logic wtll be 
reflected in revised Tech Specs 

OEUITT. R.D. Consumers Pouier Co. 83/06/^9 DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. 2pp 19SSi:0d>0 S4X 
Fiche: 30-329. 83/0i/29. 8307060061. 


8307060039 Eoruards info to complete SER Confirmatorg Issue 14 re 
design bases used to categorize containment penetrations as 
essential or nonessential Info uill be included In next F8AR 
rev. 

DEMITT. R. D. Consumers Pouer Co. 83/06/30. DENTGN. H. R. Office of 
Nuclear Reactor Regulation. Director. epp 19231:032 24X 

FIche: 30-329. 83/06/30. 8307060059. 


8307070132 Submits info re util turbine missile prevention commitnentr 
per SER Open Item 2. in response to NRC 830504 Itr. 

Commitment to Option 2 should enable NRC to reclassify Open 
Item 2 on turbine missiles as confirmatory Item. 

CDOKiJ. W. Consumers Power Co, 83/07/01. DENTON. H R. Office of 
Nuclear Reactor Regulation. Director. 3pp. 19294:232. 24X 

Flche: 30-329. 83/07/01. 83070701 32. 


8307120393 Forwards response to 830331 request for addi Info re 
numerical data used in conjunction u/setpolnt methodology 
to calculate Tech Spec setpoints to complete review of 8ER 
Confirmatory Item 15. 

REVNOLOS. J. U. Consumers Power Co. 83/07/05. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. 34pp. 19430:143. 24X 

Ffche; 30-329. 83/07/05. 8307120393. 


8307130346 Clarifies 030904 Itr re turbine sys maint program options 
for Tisolution of SER Open Item 2 on turbine missiles. 

NaVAK.r.N. Assistant Director for Licensing. 83/07/07. CQDK.J.M. 
Consumers Power Co, 3pp. 19508:336. 24X F 1 che. 30-329. B3/07/07. 

8307130346. 


8307260236 Provides info re RCS makeup (MU) nozzles In response to NRC 
830713 telcon t. topics concerning SER Open Item 8 Commits to 
maintaining min continuous makeup flow of between 1.2 & 3 
gpm. Info completes response to SER Item. 

CODK.J.H, Consumers Power Co. 83/07/18 DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp 19727:108. 24X 

Flche: 30-329. 03/07/10. 0307260236. 


0. Adjudicatory correspondence 


8307070198 Discussion of US Army Corps of Engineers dynamite depot In 
vicinity of Detroit, Ml & record before ASLB 

HARSHALLi M. H. Mapleton Interveners. MARSHALL. M. H. Marsh 4 
HcLennan. Inc. 83/06/28. 3pp 19269:315. 24X 

Flche: 30-329, 83/06/28, B30707019B 


0307070020 Forwards Ofc of Investigation rept re .illeged violation of 
ASLB 820430 order. Rept. in conjunction w/brief oral direct 
test Imony. const! tutes NRC testimony to be presented at 
B30723 hearing on order violation l4/o encl. 

WRIGHT. N.A. Hearing Branch 2. 83/07/01. DECHHOEFER, C. , COWAN.F.P , 

HARBOUR. J. Atomic Safety and Licensing Doard Panel. 2pp. 

19293:230. 24X F 1 ch B : 50-329. 83/07/01 . 8307070020. 


0307080462 Response to 830407 Request for Production of Documents Blbl. 
Draft rept 4 investigator handwritten notes will be offered 
to ASLB for in camera review. 

WRIOHTiN.A, Hearing Branch 2. 83/07/06. BERNABEI.U. Stamlrls. B. 

BERNABEIrL. (Jovernment Accountability Project. Ip. 19346:361. 24X 

Flche; 30-329, 83/07/06. 8307080462. 


8307110130 Forwards first installment of proposed findings of fact 4 
conclusions of law on remedial soils 1 s sues, summer 1 z Ing 
record on seismology 4 seismic mode 1 s. Cert 1 f lea te of Sve 
enc 1 . 

STEPTOe.P.P, Isham, Lincoln 4 Deale. STEPTOE, P. P. Consuiiers Power 
Co. 63/07/06, DECHHOEFER, C. . COWAN.F.P., HARBOUR. J. Atomic Safety 
and Licensing Board Panel. 4pp. 19373:034, 24X 

Flche: 30-329, 83/07/06, 83071 10130, 


— 8307110154 Proposed findings of fact 4 conclusions of law on remedial 
soils Issues 4 seismic models. 

* Consumers Power Co. 83/07/06. S9pp. 19375:038. 24X 

Flche: 50-329, 83/07/06, 8307110190 


8307150195 Response opposing deponent motion to quash subpoenas of 
L Clark, T Devine. BP Garde 4 L Hallborg re identity of 
anonymous uhi st lob I owers, Appropriate protective order should 
be entered as al terna t i ve. Cer 1 1 f ica te of 3vc encl. 

PROCTORiS. D, Consumers Power Co. PROCTOR. S.D. Isham, Lincoln 4 
Beale. 83/07/11. Atomic Safety and Licensing Doard Panel, 8pp. 
19330:361. 24X Fiche: 30-329, 03/07/ 1 1. 8307150195. 


03O71GOO77 Advises ttiat S Marello deposition rescheduled for 830719. 
PROCTOR, S.D. Isham, Lincoln 4 Beale 83/07/12 KELLEY, F.J., 
STEINBERG. C. Michtgan. State of. 2pp 19960 261 24X 

Fiche- 90-329.83/07/13. 8307100077 


8307200104 Response opposing Govt Ac c ouii tab 1 1 1 ty Project motion to 
quash 830627 subpoenas Motion based on incorrect premise 
since identification of informants not sought Certificate of 
Sve enc 1 

WRIGHT, N A Hearing Branch 2 63/07/18 Atomic Safety and 

Licensing Board Panel 6pp 19647:139. 24X Fiche 90-329.83/07/18. 

8307200104 


B307210239 Response to Q Stamiris 830627 motion to reopen record on 
Stamiris Contention 4 re integrity of containment 4 soils 
underpinning operations founded upon glacial till Motion 
unsubstantiated 4 should be denied Certificate of Sve encl. 
STEPTOE.P.P. Consumers Power Co. STEPTOE, P P. Isham. Lincoln 4 
Beale. 83/07/10. Atomic Safety and Licensing Doard Panel lOpp. 
19669:001 24X Fl Che : 90-329, 83/07/ 1 B, 83072 10259 


—8307210261 Affidavit of P Shunmugavel re significance of observed 
cracks in containment. 

SHUNMUGAVEL, P. Consumers Power Co. SHUNMUGAVEL, P Dechtel Corp. 
83/07/13. i5pp. 19663.011 24x Fiche 50-329,83/07/10.8307210259. 


—8307210266 AffidavLt of WG Corley re visual insp of cracks in 
centainnents near anchorages in Rooms 110 4 116. 

CORLEY, U. 0. Censumers Power Co. CORLEY, M.G. Construction 
Technology Laboratories. 83/07/15. 6pp 19663:026. 24X 

Flche 50-329,83/07/18,8307210259 


—8307210271 Revised "Visual Insp of Cracks in Containments Near 
Anchorages in Rooms 110 4 116 " 

CORLEY. U. 0. Construction Technology Laboratories. B3/04/30. 7pp. 
19663.032. 24X F i c he : 50-329. 83/07 / 18, 33072 10259 


8307220347 Forwards correct document request to B30509 subpoenas. Sve 

Hat encl. 

PROCTOR. S.D. Isham, Lincoln 4 Dealo 83/07/18. KARR-J.W. Karr 4 
Lyons. 2pp. 19673:333. 24X Flche. 50-329, 83/07/18, 8307220347. 


— 8307220349 Correct document request to 630509 subpoenas. 

• tshain. Lsneoin 4 Beale. 83/07/16. 2pp 19675:337. 24X 

Flche: 50-329. 83/07/ 1 8. 8307220347 


8307260413 Forwards Ju I 1983 crack maps of containments at buttress- 
base slab June t ions, p er telcun 

STEPTOE.P.P. Isham, Lincoln 4 Beale. 83/07/18 UILCQVE.M. N 
Hearing Branch 2. ISpp. 19733:179. 24X Fiche; 50-329, 83/07/ 18, 

8307260413. 


8307230409 Keeiorandum 4 order postponing 830729-27 evidentiary 
hearings, sehedul Ing 830728-30 4 0801-05 hear 1 ngs, schedul Ing 
830726 oral argument on motion to quash subpoenas 4 granting 
0 Stamiris motion to compel production of NRC documents. 

□ECHHOEI^R. C. Atomic Safety and Licensing Board Panel 83/07/21. 
Stamiris. B. Bpp. 19705:125. 24X F icho 50-329. 83/07/21, 6307250409. 


8307230390 Response opposing B Stamiris 630627 oral motion to reopen 
791206 order modifying CP record on Stamiris Contention 4. 

Stda far reopening record not met Certificate of Sve encl. 

MILCOVE.n. N. Hearing Branch 2. 03/07/22 Atomic Safety and 

Licensing Board Panel llpp 19705:143. 24X Fl che. 50-329, 83/07/22, 

8307230390 


—8307250396 Affidavit of -J Kane re geotechnical engineering issues. 
Natural preconsolidated "very stiff to hard" clay soils Is 
competent 4 acceptable foundation layer. 

KANE.J. StructuT'al 4 Oeotochnical Engineering Brancn. 83/07/22. 
7pp. 19703.154 . 24X F 1 c h e . 50-329, 83/07/22. 8307250390. 


—8307250402 Affidavit of F Rinaldi le cracks in containment bldg.NRR 
will evaluate cause/ si gnl f Icance of cracks in containment 
bldg. Review uill be finished after util performs structural 
Integrity test. 

RINALDI. F. Structural 4 Geotechnicai Engineering Branch. 
83/07/22. 2pp. 19705:161 24X F 1 c h e . 50-329. 83/07/22. 8307230390 


8307260234 Notice of receipt of Govt Accountability Project request fo 
action under 10GFR2. 206 to modify CPs by Imposing mandatory 
hold paints on remaining const work 4 by requiring mgt 

audit. 

JORDAH.E.L. Director's Office. Office of Inspection and Enforcomenl 
83/07/22. 2pp. 19727:089. 24X F i c h e 90-329. 83/07/22, 8307260254. 


B307S80I93 Corrects mi sc harac terl lat ion 4 misi-epiesen ta t ion re 
relationship between CPC 4 G Charnoff 4 attendance at 821124 

meeting. 

MILLER. M. I. Isham, Lincoln 4 Beale 83/07/25 BECHHOEFER, C. . 
COMANi F. P ■ HARBOUR, J. Atomic Safety and Licensing Board Panel 
3pp. 19791:299- 24X F 1 c h e : 50-329, 83/07/25, 83072801 53 
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docketed items 



i issus-a to er.jloijees fc 

litij Pro jac t. request! ng 

r.s Ceriiricete of SvC 


JAEtl.l. 5 
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24» 


•15. B SERNABEI.t-. 

Atonic Safely 
FicOe 50-329.S3/07/26. 


--0307260014 Requests list of actions for ILcensoe to correct 
deficiencies noted in underp t nn ingi p i p I ng 8< electrical 
areas. Info needed for meeting preparation. 

KORELIUSiC. E. Regioin 3. Office of Director. 02/03/07. 

LITTLE. W.S Region 3. Office of Director Ip 19707 336. 24X 

Ficte. 50-329. B3/OS/1 a. 0307260002 


— B3O726O0I9 Discusses participation In 020321 ACHB briefing on facllKv 
DA program Statement should be drafted by 020319, 

KORELIUS.C. E Region 3. Office of Director. 02/03/14. 

LITTLE. W.S. NBC - No Detailed Affiliation Given. Ip. 19707:337, 
24X Flche: 30-33?. 03/03/18. 0307260002. 



3 S3-241D cor,:»rnt re 
tai'-. Becrtel e.rplog«r 
of lel/lraired 

progress 

n 3, Office of Direct 
Spp 19220 001 


lack of prof eng Ineering 
s performing uori 
people doing Zack 

or 03/06/27. SlbfCUAIR.M- 

24X Ficne. 50-329. 63/06/27. 


— 8307260021 ForuaTiSs tnnirnents on ASLD orders h applicant response re 
const activities. 

NORELIUS. C. E. Division of Engineering. 02/05/18. ADENSAM.E. 
Licensing Branch 4. 4pp. 19707.336 24X F1 che: 30-329. 03/03/10. 

0307260002. 


■■■) 7.j7 1 l 1 Discusses subcon 

'at ••SO' cel a*, plant si te l 
ilfet-, poor installation 
Ia;t 'resigr, Ir, .estijation 
51 '.Cl-A : n . H Affiliation 
tj»»ice of Director Upp 
Cn.-jT.ni.'lOl 


tractor e.-iployee co 
n jobs of critical 
L lac I of uor i er qu 
requested 

UnincL’n 53/04/18 
19220 C03 24» 


ncerns re unqualified 
importance to 
allfication on 

KEPPLER.J Region 3. 
Fiche: 50-329, 03/06/27. 


B.:o7-:T''aa4 fe< 

pa-t , 2 » 1 g' 
projran Act 
t' 

~£FFu£f'. 


UC'-e 


Tree Council 


a,ards response to 830531 Itr re util independent third- 
tr ccn$t vtrjfjcaticr program const coiTipl^tlon 
pr.s being taken should provide assurance to 

at plant constructed safely 

Fejion 3, Office Of Director 83/06/28. ROMO.L.R. 


Opp. 


19195 162 24)t F i c he: 50-329. 03/06/20. 


S3-; 7uT-0IC4 


.. ..o-iQr-OVOl t S Aok receipt of response re independent audit of facllltij. 
" Trll's independent audit should ircluOe full scope overview 
•t -o-pleted const done by third party rather than util. 

Frrra. L A Lcr.e Tree Council 83/05/31 KEPPLER.J. 0- Regions. 
CffiCB of Director 3pp I9I9S 033 241 P i ch e . 50-329, 83/06/20. 

033705CIG4 

i:'3-;-72U'242 Ftqueils available nontechnical info re problems w/ 
ergtme'ing oetign/specs L or implementation of engineering 
uori for ; lantl 

kA';\EP.C w Michigan, State of 83/07/08 KEPPLER.d.C, Region 3. 
Office Ilf Director Ip 19664 164 24/ Pi che- 50-000. 03 /07/0a. 

gj': 72 102 4 2 


0 Inspeotitri reports. IE Bulletins 1 correspondence 


0307060349 Aci recoipt of 830624 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-329/83-06 t> 
30-330/03-06. 

WARNICK.R, P, Region 3i Office of Director. 03/06/30. COOK. /, H, 
Consi/mers Pouer Co. Ip. 19234:180. 24X Fiche: 50-329. 83/06/30. 

0307060349. 


— 03O7O6O3S& Responds to NRC 830327 Itr re violations noted in IE Insp 
Repts 30-329/83-06 t< 50-330/83-06. C orrec 1 1 ve actions: DLU 
OC procedures re supplier quality evaluation revised to 
clarlfg requirsmemts for performing audits. 

COOKiJ.U. ConsuPiers Pouer Co. 03/06/24. KEPPLER. ul. 0. Region 3. 
Office of Director. 4pp. 19234:181. S4X F1 che: 30-329. 83/06/30. 
0307060349. 


0307140337 Foruards IE Insp Ropts 30-329/83-10 U 30-330/83-10 on 
830321-0520 & notice of violation. 

IMRNIGK.R.F. Region 3. Office of Director. 03/06/30. CQOH, J, W. 
Consumers Power Co. 2pp. 19325:255. 24X FI cho: 30-329, 03/06/30, 
0307140337. 


— 8307140341 Notice Of violation from insp on 030321-0320. 

MARNICK.R.F. Region 3. Office of Director. 83/06/30. Ip. 
19329:297. a4X Fiche: 50-329, 83/06/30, 0307140337, 


— 0307140344 IE Insp Repts 90-329/03-10 t, 30-330/83-10 on 830321-0920, 
Noncompliance noted: Inadequato storage facilities for HVAC 
components. 

aURGESB. D. L. . COOK.R. J., GARDNER. R.N. Region 3. Office of 
Director. 83/06/30. 9pp. 19923:238. 24X Fiche : 30-329. 83/06/30. 

8307140337. 


mj'ii.O'l-O'. POIA request for all records re fJRC insps t evaluations of 
ucil ccrst activities in soils work leading to Spessard 
memo 

CARDS. a p Od.errment Accountability Project 83/03/22. TOMS. N. 
Office cf Administration Ip 19787 321 24X Fi ch e : 50-339, 

a3'v3'22. 3307240001. 


0307260002 Pespands to POIA request for records re IE insps U 
tviiuaticns of util const activities ir, soils work leading 
to Epissaro .-.emo Poruards documents listed in App A 
FELTON, j M, Division of Rules and Records 83/05/18. GARDE. B. 
Jq.ehn.mint Accountability Project 2pp 19787.323 24X 

Piche 30-229.83/05/16.0307260002 


•-By.~2‘,0C0^ "Insp Evaluation." re IE Insp Repts 50-329/82-11 L 
50-33-;, -52-11 cn 820519-0702 

LAMSM.AN.R 0 NSC - No Detailed Affiliation Given 82/09/02. 
2pp 19787 325 24X Piche 50-329.83/05/18,8307260002. 


-•S3.j?2s0C06 "Insp Evaluation," re IE Insp Repts 50-329/82-17 ti 
50-330.-62-17 cn 820309-13. 

pj^NO.r , RQSINSON.D NRC - Ns Detailed Affiliation Given. 
S»./O0/2v 2 pp 19787 327 247 Piche 50-329,83/03/10.0307260002 


—0307140349 "Independent Assessment of Auitltary Bldg Underpinning 
HeekJv Rept 26." for 830313-19. U/B30323 Itr. 

LUCKS.A.S. Stone 6 Webster, tnc. 03/03/23. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp. 19329:267. 24X 

Fiche: SO-329. 83/06/30. 0307140337, 


•8307140352 "Independent Assessment of Auilllary Oldg Underpinning 
Heekly Rept 27. '* for 830320-26.14/830401 Itr. 

LUCKS.A.S. Stone S< Webster, Inc. 83/04/01. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp 19929:276. 24X 

Fiche: 90-329.83/06/30. 8307140337 


—8307140394 "Independent Assessment of Auxiliary Bldg Underpinning 
Kaekly Rept 28." for 830327-0402.14/830407 Itr. 

LUCKB.A.B. Stane L Webster. Inc. 03/04/07. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp. 19325:289. 24X 

Fiche: 90-329.83/06/30. 8307140337 


—8307140398 "Independent Assessment of Auxiliary Bldg Underpinning 
Meekly Rept 29." for 630403-09.14/030419 Itr. 

LUCKS.A.S. Stone k Webster, tnc. 83/04/19. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp. 19529:294. 24X 

Fiche: 90-329. 83/06/30. 0307140337. 


--a>;-h2t,f;.;c,5 "In,e Evaluation. - r 
.jn 820920-24 

fCBlNSCvj.D , JACP.JN. NRC - 
S2-v 9,27 Jpp 19787-329 


» IE Insp Repts 50-329/82-19 i 

No Detailed Affiliation Given 
24X Fiche: 50-329,83/05/18,0307260002. 



—8307140361 "Independent Assessment of Auxiliary Dldg Underpinning 
Meekly Rept 30. " for 830410-16. U/a3042! itr. 

LUCKS.A.&. Stone t< Webster, Inc. 03/04/21. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp. 19325:303. 24X 

Fiche: 30-329. 83/06/30. 0307140337. 


—8307140363 "Independent Assessment of Auxiliary Dldg Underpinning 
Meekly Rept 31." for 830417-23. M/S30427 Itr. 

LUCKS.A.S. Stans t< Webster. Inc. 03/04/27. COOK.R. NRC - No 
Detailed Affll lation Given. lOpp. 19929:312. 24X 

Fiche: 30-329. 83/06/30. 0307140337. 


—8307140370 "Independent Assessment of Auxiliary 
Meekly Rept 32." for 830424-30. M/B30905 Itr. 
LUCK6.A.S. Stone & Webster. Inc. 03/09/09. 
Detailed Affiliation Given. 9pp. 19925:322. 
Fiche: SO-329. 83/06/30. 0307140337. 


Dldg Underpinning 

COOK, R, NRC - No 
24 X 



DOCKETED ITEMS 


'-9307140373 "Independent Asaeeement of Auiiliar^ Bldg Underpinning 
Meettg Bept 33." for 830301-07. W/Q30310 Itr 

LUCKS. A. S. Stone ?- Webster. Inc 83/05/10 COGK.R KHC - No 
Detailed Affiliation Given 10pp. 19323 331 34* 

Fi Che. 50-339. 83/06/30. 8307140337. 


--8307140378 "Independent Assessment of Auiillerg Bldg Underpinning 
Meekly Rept 34." for 830508-14. W/8305IB Itr. 

LUCKS.A.S. Stone U Webster. Inc. 83/05/18 CDOK.H. hfRC - No 
Detailed Affiliation Given. 9pp. 19323.337. 24* 

F 1 c h e : 50-329. 83/06/30. 8307 1 40337. 


9307140032 Forwards IE Insp Repts 50-329/83-07 >, 50-330/83-07 on 
830420-21,23-29 t. 0509-20 6 notice of violation. 

UARNICK.R.F. Region 3, Office of Director. 83/07/01. COOK. J. U. 
Consoitvers Power Co. 2pp. 19314:203. 24X F 1 c h e : 30-329, 83/07/01. 

8307140032. 


—8307140038 Notice of violation from insp on 830420-21.23-29 i 0509-20. 
WARNtCK.H.F. Region 3, Office of Director. 83/07/01. 2pp. 
19314:203. 24X FI c h e : 30-329. 83/07/01 , 83071 40032. 


— 8307140044 IE Insp ReptS 50-329/83-07 8, 30-330/83-07 on 830420-21.25-29 
& 0509-20. Noncomp 1 lance not ed : fal lure to take corrective 
action re pipe hangers t. hanger components found In Kelly 
bldg ui/o release for const tags attached. 

SIKON. J. A. . SATHER.A. . HARR I EON. U. J. Region 3. Office of Director. 
83/06/30. 4pp. 19314:207. 24X F 1 c h e 30-329. 03/07/01 . 8307140032. 


6306270401 IE Info Notice 93-46. "Common Node Valve Failures Degrade 
Surry Recirculation Spray Subsystem." 5vc list end. 

JORDAN. E.L Division of Emergency Preparedness Engineering 
Response (Post 8301031. 83/07/11. Consolidated Edison Co. of Neu 

York. Inc. lS4pp. 19363:293. 24X Flch e: 30-000, 03/07/1 1. 8306370401. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list end. 

JORDAN, E.L. Division Of Emergency Preparedness 5 Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of Neui 

York, Inc. 141pp. 19363:153. 24X F i c h e . 50-000, 83/07/ 12. 8306270404. 


8307250123 Forwards amended response to J6 Keppler 830323 Itr re ncttice 
of violation. Item B, concerning failure to establish measures 
for 0 matls associated u/diesel generator eihaust muffler, 
supplementing 830624 Itr. 

CQQK.J.W. Consumers Power Co. 03/07/12. KEPPLER, J.G. Regions. 
Office of Director. 9pp. 19706:074. 24X Flche ; 50-329. 03/07/12. 

8307250123. 


B306270406 IE Info Notice 83-48. "Oaseous Effluent Releases of 
Radioactive 1-125 U 1-131 In Excess of NRC Limits. " Svc list 
end. 

TAYLOR. J.N. Division of QA. Safeguards t. Inspection Programs (Poet 
830103). 63/07/14. Consolidated Edison Co. of Neu York. fne. 

It4pp. 19713:270. 24X F 1 ch B : 50-000. 83/07/ 1 4. 8306270406. 


8307210239 Response to B Stamirls 030627 motion to reopen record on 
StamlTis Contention 4 re integrity of containment U soils 
underpinning operations founded upon glacial till. Motion 
unsubstantiated should be deni ed Cer 1 1 f I ca t e of Svc end. 
aTEPTOE.P.P. Consumers Power Co. STEPTOE.P.P Isham. Lincoln & 
Beale- 83/07/18. Atomic Safety and Licensing Board Panel. lOpp 
19663:001. 24X F I c h e ; 50-329, 83/07/ 18. 83072 1 0239. 


— S307210271 Revised "Visual Insp of Cracks in Containments Near 
Anchorages In Rooms 110 (> 116. " 

CORLEY. H.O. Construction Technology l.abora t or 1 es. 83/04/30. 7pp. 
19663:032. 24X Fiche: 50-329, 83/07/ 18. 8307210259. 


8307260451 Suppls 830503 commitment to implement expanded cooling pond 
dike surveillance program. Damaged turf on dike will be 
repaired within 1 month after detection consistent w/lnsp 
program 

COOKfJ.W. Consumers Power Co. 03/07/18. DENTON. H R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19734:204. 24X 

Flche: 50-329, 03/07/18. 8307260451. 


ft. Periodic operating reports U related correspondence 


8307050006 Forwards uttl status rapt for Apr-May 1983 covering 
electricel cab lea. remed la 1 soils work fc significant 
nee tings. 

WARNICK.fi. F. Region 3, Office of Director. 83/06/20. KEPPLER. J.G. 
Region 3, Office of Director, Ip, 19192:113. 24X 

Flche; 50-329. 83/06/23. 8307050006, 


--83070S0017 Forwards util status rept for Apr-May 1983 covering 
electrical cab les. rtmtd lal soils work (< significant 
meetings. 

caOKcR.J. Region 3. Office of Director. 83/06/24, WARNICK.R.F. 
Region 3. Office of Director. 3pp. 19192:114. 24X 

Fiche: 50-329, 83/06/28, 8307050006. 


S3070B03I4 Forwards proposed list of wor* per "NRC J- CPC Work 
Authoniatien Procedure." for month of Jul 1903. Sup p 1 ementa 1 
work activity list for Aug 1983 also end 

MOONEY. J A. Consumers Power Co 83/06/30 HARR ISON. J. J. NRC - No 
Detailed Affiliation Given. 22pp. 19362:114 24X 

Flche. 50-329. 83/06/30.8307000514. 


8307140337 Forwards IE Insp Repts 50-329/83-10 b 30-330/83-10 on 
830321-0520 8. notice of violation. 

HARNICK.R F. Region 3. Office of Director 83/06/30 COOK, J. W 
Consumers Power Co 2pp. 19525 255 24X Fiche 50-329, 83/06/30, 

8307140337 


— 8307140349 "Independent Assessment of Auxiliary Bldg Underpinning 
Meekly Rept 26." for 830313-19 11/830323 Itr 

LUCKS, A.S. Stone fc Webster, Inc 83/03/23 CODK.R NRC - No 

Detailed Affiliation Given 9pp 19323.267. 24X 

Fiche. 50-329.83/06/30, 0307140337 


'^8307140332 "Independent Assessment of Auiiliary Dldg Underpinning 
Weekly Rept 27." for 830320-26 W/8304O1 Itr 

LUCKS.A.S. Stone h Webster. Inc. 83/04/01. COOK-R. NRC - No 
Detailed Affiliation Given. 9pp 19523 276 24X 

Flche- 50-329.83/06/30, 8307140337 


—8307140354 "Independent Assessment of Auxiliary Bldg Underpinning 
Meekly Rept 28." for 830327-0402. W/630407 Itr. 

LUCKS, A S. Stone 6 Webster. Inc. 03/04/07. COOK.R. NRC - No 
Detailed Affiliation Given 9pp 19325.283 24X 

Flche; 50-329.83/06/30. 8307140337 


—8307140358 "Independent Assessment of Auxiliary Bldg Underpinning 
Meekly Rept 29." for 830403-09. W/930413 Itr. 

LUCKS.A S. Stone 1 Webster, Inc 03/04/15 COOK.R. NRC - No 
Detailed Affiliation Given 9pp. 19323.294 24X 

Fiche: 30-329,83/06/30. 8307140337 


— 8307140361 ‘Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Kept 30." for 830410-16 W/S30421 Itr 

LUCKS.A.S Stone 6 Webster. Inc. 83/04/21 COOK.R NRC - No 

Detailed Affiliation Given 9pp 19525.303. 24X 

Fiche 30-329.83/06/30. 8307140337 


— 630714036S "Independent Assessment of Auxiliary Bldg Underpinning 
Meekly Rept 31." for 830417-23 W/a30427 Itr. 

LUCKS.A S. Stone ^ Webster. Inc 83/04/27. COOK.R. NRC - No 
Detailed Affiliation Given lOpp 19325:312 24X 

Fiche. 50-329.83/06/30. 8307140337 


— 8307140370 "Independent Assessment of Auxiliary Dldg Underpinning 
Maokly Rept 32." for 830424-30.14/830503 Itr 

LUCKS.A.S. Stone 6 Webster, Inc. 83/05/05 COOK.R. NRC - No 
Detailed Affiliation Given 9pp 19525:322. 24X 

Flche; 50-329.83/06/30.8307140337 


—8307140373 "Independent Assessment of Auxiliary Bldg Underpinning 
Meekly Rept 33." for 830501-07 W/S30910 Itr 

LUCKS.A S. Stone 6 Webster. Inc 83/05/10. COQK.R. NRC - No 
Detailed Affiliation Given. lOpp 19525:331 24X 

Flche: 50-329.83/06/30. 8307140337 


—8307140378 "Independent Assessment of Auxiliary Dldg Underpinning 
Meekly Rept 34." for 830508-14. W/B3OSI0 Itr. 

LUCKS.A.S. Stone 6 Webster. Inc. 03/05/16. CODK.R NRC - No 

Detailed Affiliation Given 9pp 19525 337 24X 

Fiche; 50-329.83/06/30. 8307140337 


6307210329 Forwards "HidlanO Independent Design b Const Verification 
Program," second monthly status rept for 630528-0630 
L£VIN.H A TERA Corp. 63/07/15. KEPPLER. J G. Region 3. Office of 
Director COOK.J H. Consumers Power Co. EISENHUT.D C Division of 
Licensing 3pp 19666:217 24X Fiche 50-329, 03/07/15. 8307210225. 


—8307210233 "Midland independent Design & Const Verification Program." 
Monthly Status Rept 2 for 830528-830630. 

LEVIN.H.A. TULODIESKI, 0. , EECK.J. VERA Corp. 83/07/15. 70pp. 

19666-220 24X Fiche . 50-329. 83/07/1 5, 8307210225 


8307210291 Forwards "Hidland Independent Design 1. Const Verification 
Program Monthly status Rept 2." second monthly status rept 
for 830528-0630. 

LEVIN.H.A. TERA Corp. 83/07/15 E ISENHUV, D. G. Division of 
Licensing. KEPPLER.J.O Region 3. Office of Director. COOK.JW. 
Consumers Power Co 3pp. 19664:210. 24X F I che. 50-329. 83/07/ 15. 

. 8307210291. 


—8307310296 "Midland Independent Design b Const Verification Program 
Monthly Status Rept 3." second monthly status rept for 
830528-0630. 

LEVIN.H.A,. TULODIESKI. D. TERA Corp 83/06/30 70pp. 19664:213. 

24X Fiche 80-329,83/07/15.8307210291. 
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accurrencfrS, LEHs fc related c o rr-esp onJenc. 


9307060011 Interirti dePicieneu rept re delivered safety-related 
ei! ‘ "Bseing project reyu Lrements. Task 

force established to investigate U resol 
by B 30 S 12 . 

coon. J U Consumers Poiuer Co 


QEflce Of Director lOpp - 5925 ^ 0 ?^^’- "•a-nS. 

S 3070600 H. 


tlCAf? Neit rept 

KEPPLER.J. G. Regi 
24* Fiche 50-339. B3/06/2?> 


resueiption of 

safety related loelding on HVAC sys at const site. Zatk Co 
uelditig procedures t, observations of ueldinp perforeante 
demonstrations revieiued. ’ 

OARDNEfi.R , HARHISON.J, Region 3. Office of Director aa/OA/SQ 
Ip 1923S 331 34* FI t h e : 50-339. B3/06/29, B3Q70603IO 

‘ ‘ -elding engineer 

for allegedly instructing rod room attendant to falsife 

reruJIad r"®*" ^‘thdraua! slips.No safety significinca 
resuJtsij from incident. 

^=.. 5 . a3,o..„ 

procedures For replacing Tinnerman speed nuts , deg Inning in 
late Jul Neit rept to be submitted by 630930 

Office of B3/06/30 KEPPLER. J. 0 Region 3. 

83070904^ ““' .-^346:359 34X F i c b e : 50-339. 83/06/30. 

re potentially unsafe situation 
concerning tripping of reactor coolant pumps during certain 
primary sys high void fraction cond 1 t Ions . Pump trip criteria 

Dff^r^ nf r r"‘ 83/07/11 KEPPLEH.J.C. Region 3. 

8307180 ? 7 l '’535:084. 24X FJ c 6 e: 50-339. 03/07/11. 

0307180370 interim deficiency rept re reactor bldg spray piping 
supports Initially reported on 791231 Increased^loads^ * 

observed on piping i piping anchors caused by simplifying 
modeling assumptions. e**iyui9 

0°tTici 't, C° 83/07/11 HEPPLER.J.C. Region 3. 

83^7^10270 24X F , cha. 50-339. B3/07/1 1. 

P«a-ni-B3-061:on 8307 14 , Reg . on III notified that Dou 
Chemical Co terminating contract u/utll to supply process 

contract j ‘ ^ ‘ i t seeking court j u dg emen? thara" 
contract obligations canceled filed 

33/07/, 5 . 

being developed for review of safety-related matl 
JoOK by 631014. 

s f Ft*"'-'””"”'""- 

j r -FF-""--"'""* 

matters 

-« - ==o.,= .. 

PubUc'nocument'Lanrh^'* Commission. 63/06/27, 

8307060451, 34X F-iche • 50-339. 03/06/27. 


8307050044 Tr 
16. 904 

Licensing Board Panel. 63/06/30 
1V193. 175. 34X F 1 c h e : 50-339, 83/06/28. 8307050044. 


script of 830628 hearing In Hid land, MI. Pp 10,335- 

7pp. 


®^ia?77?^^ Transcript of 830629 hearing In Mid land. MI. Pp 18,509- 

l9l9B°SoA 03/06/29. a6app. 

I919B.O06. 24X Fiche: 50-329, 03/06/39, 6307050073, 

B307Mp4 Transcript of 830630 hearing In Mid land, Ml. Pp 18.773-18,961 
tsw ‘-‘'*"*‘"9 Bo^rd Panel. 83/06/3o'^ 193pp 

19393.290. 24X FI c h e SO- 329, 03/06/30, 8307060274. 

®”™A?9nc^SaJeJu‘a*/,F®^°^°‘ *" ® ' 4nd , M I . Pp 18,959-19,071 

19332 T 74 ^ ? >-l«e"9i'’g Board Panel 83/07/01. Il6pp 

19392.174. 24X Fl c h e ; 50-329, 83 /07/0 1 , 6307060379. 

°^I?12erfr^m‘n?n2V! "" 6 BH Pack re QA inadvertently 

Suoenrti^n a f^necript of hearing in Midland, MI. 

Supporting documentation end 

^62^“Ti2, 

B3o";^?2.''°"‘’ P<4he:50.329r8;JS7nS. 

--6307190258 Testimony of R Black re events during late Winter least 
early Spring 1982 6 installation of cable re?ater?o ‘ 

Bl^rk“n®"^r‘'‘°" underpinning work on auilUary bldg. 

w AM end Aperture card available in PDR 

ro^7>Ti GLASS, P.s, Bechtel Corp. 

63/07/11. ,5pp. 19628:066. 24/ F 1 c h e : 50-329. 83/07/ 1 9, 0307190282. 

on testimony. Svc list end, 

arsument in Bethesda. MD. Pp 19,072- 


Licensing Board Panel. 83/07/26. 
,9793.254. a 4X Flch e : 50-329 , 83/07/26, 6307280 1 00. 


i02pp. 


DOCKET 90-330 MIDLAND PLANT, UNIT 2 

*‘^8® <S»cuments t, correspondence 


®“neiJI“ctr‘’proje?t'’unlts‘'l Evaluation of CPC Midland 

COOK.J.M, Consumers Potuer Co. 

Office of Director. 2pp. 


8307110405. 


83/03/09, KEPPLER. J. 0, Region 3, 
19302:292, 347 Fl c h B ; 50-329, 83/03/09. 


030307,08,0405 6 07 meeting no t e . . 1 nc 1 ud i n, 
OmJJs df=r.1rr*"‘* provided to NRC on 630315. R Landsman 
i'”' ''®'‘'f8‘"9 that Region III will provide 
eicavate portions of Pier 8E/W. 


KELLER. D, D, Consumers Power Co. 
Office of Director. 29pp. 19323 009 

8307140236. 


er 8E/W. 

63/04/14. HARRISON, U, J. Regions, 
24X Fiche: 50-329. 83/04/14, 


“NRC^3OT28‘‘^r’"'® response to Items A1 , 2, 3, 4. 6. 7. 0 «, 9 submittal in 
NRC 830028 Ur re const completion program covering 

training" '®"'=''9 1 1 1 ng release of new work «< personnel 

Ofdce ef •’2“®'' 03/04/22. KEPPLER, J. 0. Region 3, 

630714021, '■' '’3=2:027. 24X Fi ch e : 50-329, 63/04/33. 

a3070OT453 Forwards Rev 1 to QC Ins trumen tat i on 10.01, "Const 
lap lementa-tion Overvieui Assossment. " 

BAB^H.S-W. stone $. Webster. Inc. 83/06/28. KEPPLER, 0.0. fleglsn 
83070M433 ‘P l‘?3«»7:356, 24X F 1 c h e ; 50-329. B3/06/2S, 
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8307080308 Confirms that listeiJ rasponsos to Region III inspector 
R Landsman quest lonsp pi-ovi dad to B Burgess. NRC resident 
Inspector. on Q3060S. Responses concern concrete truct drum 
revolving & Drawing C-1427 

HOONEY. J. A. Consumers Power Co. 03/06/28 HARRISON. J J Region 3. 
Office of Director. 2pp. 19346 348. 24X Fiche: 30-329. B3/06/2B. 

8307080508. 


6307110038 Forwards Rev 1 to QC Instruction QCI 10.01. ''Ceinst 
Implementation Overview Assessment. " 

8ARAN0M, 3. H. Stone & Webster, Inc. 83/06/28. KEPPLER. J e Region 
3, Office of Director. Ip. 19373.290. 24X F i c h e : 30-329, B3/0i/2B. 

8307 1 1 0038. 


8307260347 Rev 1 to "Th i rd-P or tq Const Implementation Overview " 

W/B307t4 Itr 

•'ELLY.n B. . DARANOH, S. W. Stone >x Webster, Inc. 83/07/05. 

KEPPLER, J. C. Region 3, Office of Director 6pp 19731 320 24X 

Fiche- 30-329,83/07/05, 030726034 7 


8307060329 Generic Ltr 83-27 to all licensees 6 applicants for 
operating power reactors «, holders of CPs for power reactors 
ra surveillance intervals in STS. Svc list end. 

EISENHUT. D. C. Division of Licensing B3/07/06 Consolidated 
Edison Co. of New York, tnc I6pp 19669 234 24X 

Fiche: 30-000.83/07/06, 830V060329. 


— 8307110040 Rev 1 to QC Instruction QCI 10.01, "Const (cup lenentatton 
Overview Assessment. " 

• Stone t> Webster, Inc. 83/06/27. 6pp. 19373 299 24X 

Fiche: 30-329, 03/06/28, 8307110038 


83^7030033 Advises that review of Zack Co welding procedures 6 uelder 
performance testing comp le ted. Wti 1 authoriied to proceed 
ui/fabrlcatlon U welding of HVAC sys. 

HARRISON, J. J. Region 3, Office of Director. 83/06/29 HILLER. O 
Coniomers Power Co. 2pp. 19192:159. 24X Fiche: 50-329. 83/06/29, 

B3070S00S3. 


8307080169 Generic Ltr 83-2S to all lie 
applicants for OL «, holders of CPs re 
on generic implications of Salem ATWS 
EISENHUT, D. G. Division of Licensing 
Edison Co. of New York, Inc 38pp 
Fiche. 50-000, 03/07/08, 0307080169 


ensees of operating reactors, 
required actions based 
events Svc list encl. 
83/07/08 Consolidated 
19669:269. 24X 


0307110311 Authoriica Remedial Soils Work 312130011 32215001 1 for 

const of neu ring beam for month of Jul. 

HARRISON, J. J. Region 3, Office of Director 83/07/08. MILLER, D. B 
Consumers Power Co. 2pp. 19381:001 24X Fiche: 50-327, 83/07/08, 

8307110311. 


Q3071103SS Discusses staff requirements memo re 830615 briefing an 
OA deficiency s ta tus. DePl c I enc 1 es resulted in safety-related 
work stoppage on 821203 fc resulted from work performed 
subseiiuent to Aug I9S0 reorgan 1 lat 1 on. 

DIRCKSfM. d. Office of the Ekecutive Director for Operations. 
83/06/29. CHILKi S. J. Office of the Secretary of the Comnisslan 
Ip. 19434:138. 24X Fiche: 50-329, 83/06/29, 83071 10555. 


—8307110564 Staff requirements memo re 030615 briefing In Washington. DC 
on QA problems. Commissioner OUlnsky requested info whether 
deficiencies involved const completed before or after Aug 
1980 QA dept formation. 

CHILKpS. J. Office of the Secretary of the Commission. 83/06/20. 
DlRCKSiW.J. Office of the Ekecutive Director for Operations Ip 
19434:139. 24X F 1 c h e : 50-329. 83/06/29, 8307 1 10355. 


8307060057 Provides info re natural circulation testing addressing 
concerns on boron miking i, use of reactor vessel head vent 
temp Indication In response to NRC 830617 telcon request. QA 
program approving FSAR change notice end. 

DEWITTiR.D, Consumers Power Co. 83/06/30. DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. 6pp, 19230-330 24X 

Fiche: 50-329, 03/06/30, 8307060057. 


630,7110303 Forwards comments on mgt review committee 830623 meeting 
re bulk hanger organl lat Ion. Mods ready for implementation. 

BARANOM, S. W. Stone 6 Webster, Inc. 83/06/30, KEPPLER, JO Region 
3. Office of Director. 2pp. 19378:330. 24X FI chc : 30-329. 83/06/30, 


8307120243 Forwards Core Damage Assessment Procedure Station 9918.1. 
"^t^^ihatlon of Ektent of Core Damage. " Encl changes to 
NUREQ-0737. Item II. 0.3 re post-accident analytical 
acconaclBs will be Incorporated Into FSAR rev. 

COOKrJ. W. Consumers Power Co. 83/07/01 DENTON, HR. Off lee of 
Nuclear Reactor Regulation, Director. 7pp. 19422:308 24X 

Fiche: 50-329, 83/07/01, Q307I2024S. 


-8307120248 Core Damage Assessment Procedure STATION 9918. i, ''Estimation 
of Extent of Core Damage. " 

a Consumers Power Co. 83/06/30. 47pp. 19422:313 24X 

Fiche; 50-329, 83/07/01, 8307120243. 


8307130335 Trip rept of 830422 visit to TERA Corp in Dothesda.MD to 
observe filing sys for controlled documents associated 
ui/facliity Independent design 6 verification program. 

HOOD, D. S- Licensing Branch 4. 03/07/01. Licensing Branch 4. 

4pp. 19500:352. 24X Fiche; 30-329. 83/07/01, 8307130333. 


8306270397 Generic Ltr 83-26 to all applicants for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl. 

ElBENHUT, D. 0. Division of Licensing. 03/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390 317 24X 

Fiche: 50-000. 83/07/05, 8306270397. 


8307110010 Advises that remedial soils activities Identified in Section 
1 of Attachment A «< presently scheduled for Jol 1983 have 
baen identified as cr 1 1 lea 1 . Oe tal Is of activities requested 
to assist in review. 

HARRISON, J. J. Region 3, Office of Director. B3/07/0S MILLER, 0 B 
Consumers Power Co. 3pp. 19374:211. 24X Fi che: 50-329, 83/07/03. 


8307180301 Summary of 830703 meeting w/util in Wash ing ton. DC re 
development of const completion program. 

CUNNINGHAM, 0. H Office of the Ekecutive Legal Director 83/07/08 
Office of the Ekecutive Legal Director. ip. 19566 118 24X 

Fiche - 50-329, 83/07/08. 83071 8030 1 


8307200079 Forwards 19 oversiie dr.swings figures U various 
hydrographs frora observation wells 6 pieiometers nearest 
containments, in response to NRC request for info re reactor 
bldg settlement. Aperture cards are available in PDR. 

KODNEY.J.A. Consumers Power Co. 03/07/08 HARRISON, W J. Region 3, 
Office of Director lQ6pp 19650 OOS 24X F i c h e - 50-329, 03/ 07/OB, 


8307200316 Buomariies 830615 telcon w/applicant re accuracies In 
required post-accident analytical chemistry procedures per 
NIMEO-0737, Item IJ. Q 3. Acceptable gamma spectrum analysis 
will be submitted in early Jul 1983 

HILLER.MA. Licensing Branch 4. 83/07/11 Licensing Branch 4. 

4pp 19656:343. 24X Fiche 50-329,83/07/11,0307200316. 


8307200316 Sumisari t es 830628 telcon w/applicanC 6 Bechtel re NRC 
request for addl Info on motion before hearing board to 
reopen lontentlons concerning effect of dewatering on 
settlement of Unit I reactor containment bldg. 

KILLER, M.A Licensing Branch 4. 03/07/11. Licensing Branch 4. 
4pp. 19656:339 24 X F i c ho : 50-329, 83/07/ 1 i , Q3072003 1 B 


8307220402 Forwards Rev 3 to "NSSS Equipment 6 Piping," Vol VIU to 
Belsmic Margin Review. " 

COOK. J.M. Consumers Power Co. 83/07/11 DENTON. HR. Office of 
Nuclear Reactor Regulation. Director 3pp. 19691 173 24X 

Fiche: 50-329, 83/07/1 1, 8307220402 


6307220411 Rev 3 to "NSSS Equipment •. Piping," Vql VIII to "Seismic 

nargln Review. “ 

KIPP.T.R., CAMPBELL, n. D. , KENNEDY, R.P. Structural Mechanics 
Associates. SMA 13701 . osn003 V08. 83/07/31 aspp B9691 179 

24X Flche:50-329, 83/07/11, 8307220402. 


B307230253 Forwards Rev 1 to- " Th Ird-Party Const Implementation Overview 
Procedure." Procedure revised for datity Requirement for 
monthly repts deleted. 

BARANQM.S.U. Stone 1 Webster Engineering Corp 83/07/14. 

KEPPLER. J.O. Region 3, Office of Dlrectqr. Ip 19705.134 24X 

Fiche: 50-329, 83/07/14, 8307250233 


8307250261 Rev 1 to "Third-Party Const Implementation Overvieiii 

Procedure. " 

BARAKaW.S.H. Stone L Webster, Inc 03/07/03. Spp. 19705 135 
24X Fiche: 50-329. 03/07/14, 0307250253 


8307280434 Requests authorl latlon to eicavate t, backfill trench for 
gruund cable east of technical support clr in accordance 
w/Hapt Authorl latl on Procedure 942430300 

MOONEY, J. A. Consumers Power Co. 83/07/14. HARR ISON, J. J. Region 3, 
Office Of Director. Ip. 19797.119. 24X Fi che- 50-329. 03/07/ 1 4, 

8307280434. 


8307210125 Requests appropriate details of remedial soils work 
activities scheduled for month of dul 1983 to assist in 
revieuidue to criticality of activity 

HARRISON, J. J. Regions, Office of Director. 83/07/15. MILLER, DB 
Consumers Power Co. 3pp. 19666 085. 24X Fiche : 50-329, 83/07/ 13, 
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““930721014^ di 

grounii catle east oi 
auifiorifation proc&c 
HGON£V, J A. Consumi 
3. Of f ;ce of Oir«c tc 
0307210125. 


itatiun to i-ioavate f, ^aclLFilI trench for 
:hnic4l Support c tr per uork 

’oiaer Co 03/07/14 HARR ISON. J. tj. Region 
Ip 19666 098 24X Fi cn e - S0-329i 83/07/ 1 S, 


V Testing Program,- 

info re svc utacer pomp stroc tore, proc odor e far drilling in 
Q concrete 1 j os 1 1 f i cal 1 on. for continuing soils uart.ln 

--e soil dflllins. 

Off f! - n. Co B3/07/15 HARR I SON, J. J. 8eglBii3, 

a3072toloa ” '’^*■^034. 24X F.che:50-329.B3/O7/13. 


B307120393 Forwards response to 830531 request for addl info re 
numerical data used In conjunction u/setpoint methodologu 
to calculate Tech Spec setpoints to complete rovleui of SER 
Confirmatory Item 15 

RETO^DS.J. H Consumers Power Co. 83/07/05. DENTON, H.R, Office of 
Nuclaar Reactor Regulation, Director. 54pp, 17430* 143 24X 

Flcfie: 90-329.83/07/05. 0307120393. 

**'■ ’■* program option* 

NWAK.T.f1 Assistant Director for Licensing. 83/07/07. COOK, J H 

mS7iSS 546 24X Flche: 50-327, S3;5°/07: 


-a307210«.10 Rept of Overhead Fluid Orautlng Test Program " 

* Cansuners Power Co. S3/07/15 47pp 19667054 24X 
FlChe 50-329,93/07/15,3307210206. 1766/. OS4. 24X 

"controrsurf^iJ^f^*"'" ^.on-nuclear i n. tr umentat ion/ i ntegrated 
? y ‘ aeneric pressuriied thermal shod 

study BAN 1743, Table □ revised to reflect Failure 4 
description. 

CaOK,,J.W^ Cansumers Power Co. 83/07/18. DENTDN.H.R. afficeof 
Nuclear Reactor Regulation, Director 4pp. 19726-302 24X 

Fiche 50-329, 83/07/19, 8307360320. 9 a4X 

B307250470 Discusses concerns re structural adequacy of diesel 
generator bldg due to numerous structural c r actroccurrinr 
throughout bldg over grs. Recommends remedial structural 

structural integrltu. 

LANDSMAN, n. □. Region 3, Office of Director. B3/07/I9 HARNICK R F 
Region 3, Office of Director. 2 pp 19701195 24X 

Fiche: 50-329,83/07/19,8307250470. ^ 

^^dn!rih?no“m'‘'fr'^u "Seismic Margin Review, Vol 1 1 1 . Aoi 1 1 iary Bldg." 

K, ° analysis V resulting seismic margins 

Considerable am-ount of margin eiists jn design 

BUCHMAN, F. M. Consumers Power Co. 83/07/22. DENTCN.RR. Office of 
Nuclear Reactor Regulation, Director. 3 pp 19822323 34 K 

Flche:50-3E9, 03/07/22,6307290113. IV822.323. 24X 

Margin Review.Vol in.Au.tllary Bldg » 

HESLEV, D. A , KENMEDV.R P. , KINCAID.H H. Structural Mechanics 

13701. 03R003 V03 83/06/30. 255pp 19332-227 

24X Fiche; 30-329, 83/07/22, 83072901 13 19822.227. 

®^°Oroan!;al?nr'‘‘nK'’*^ Pr o g ram manua I . Pol 1 c y 1, 

urgan J J a I > DTI, Changes organa 14 t ion^l . Prev i oys ^ 

€ cfnifi i fcme n 1 5 rejTiain ijnchangecf 

DyCKMAN,F. U. Consumers Power Co 83/07/22. DENTON. HR Office of 
Nuclear Reactor Regulation, Director 3pp 19821- til 24X 

Fiche: 50-329. 83/07/22 , 8307290191 17821. til. 24X 


"'^^"Orjanwatlon.'" Program man u a I , Po 1 i cy I. 

25pp. 19921:114. TAX 


"Orge 

a Consumer* Power Co. 83/06/29 
Fiche. 50-329. 83/07/22,8307290191. 


aH^onra! Meeting w/DechCel In QJen Ellyn. |L re 

euaut! concerns on procurement 

WARN CK rr % ’rV* Meeting in Ann Arbor.MI. 

Office of r,\r Director. 83/07/26. Region 3. 

9307110339 *“"' 24X F t che : 50-329, 83/07?26. 

Report ^SERl. suppls L correspondence 

8307060061 Submit, add) info on SER Confirmatory Issue 19 re tesfein. < 
auxiliary feedwater pump suction transfer 1 eg i c Propoled *"“"9 

reM**r*M transfer logi? mill be 

reflected in revised Tech Specs. 

DEWITT, R D. Consumers Power Co. 03/06/29 
Nuclear Reactor Regulation, Director 2pp 
Fiche: 50-329, 83/06/29,8307060061 


DENTON, H. R. 
19251 : 060. 


Office of 
24X 


deston Ls^ a t ° SER Confirmatory Issue 14 re 

e^en^ia? r calegome containment penetrations as 

essential or none, sent la 1. Inf o will be included in nextFSAR 

Fiche; 50-329, 83/06/30, 8307060059. 


”« f ’ supplemental SER input on environ qual i f Icat ion 
tt equipment. Schedules for completion of * 

open items prior to future soppl requested. Input serves as 
summary of 830111-13 meetings. serves as 

fWAK.T.M. Assistant Director for Licensing. 83/07/08 COOK, J u 

B3S;r«;L"““" ‘^644:3.8, 34xViche:50-3Ls3/S7^V- 

noriles in response to Nnc 

na?nifl^?nn -I '’ ?* fn i ng SER Open Item B.Commits to 

naintdinlng min continuous natsup flow of batuoen 1 2 C< 3 
gpA. Info complotas response to SER item. 

COOR.J.H^ Consumers Power Co. 93/07/19. DENTON, H R Office nf 
Nuclear Reactor Regulation, Director. 2pp. 19727- las 24X 
Fiche; 50-329.83/07/18. 8307260236. lT/27. 188 , 24X 

0. Adfudlcatory correspondence 

M 07 M 1!'"'°"“““''®® testimony to be presented at 
uu/25 hearing on order vlo lat i on. W/o end. 

A Branch 3, 83/07/01. DECHHOEFER, C, . COWAN, F P . 

Licensing Board Panel. 2pp, 

19393.330. 34X FI c he ; 50-329, 03/07/01 , 8307070020. 

”Sr“?'*repn'’inv:sdnat°‘'°K Documents 9(6). 

to ASLB ?or lAHmerr^evier “““ “ 

»®®Ting Branch 2. 93/07/06. DERNADEI.L. Stamlrli, D 

" 10 ^ 501339 . 

record on seismology & seismic mode 1 5 . Cert If 1 cate of Svc 

L^^«>07%6,'lE^HHGEPI^,‘S.f . ‘^TtZV^TV 

and Licensing Board Panel. 4pp ,9375 034 24X 

Fichs: 90-339, B3/07/06, 0307110150. 

be‘’!li!torL“*“®‘j!“®'"®'’’' protective order should 
PROC 70^8 n Certificate of Svc end. 

Beall aart?,??"""*!! PnOCTOR.s.D. Isham, Lincoln t 

19930-361 mai Cl „ Safety and Licensing Board Panel. 8pp. 

19930.361. 24X FI c h o ; 50-329, B3/07/1 1 , 83071 50199. 


STEINBERSiC. Michigan, State of 
Fiche: 50-339. 83/07/12, 8307100077. 


83/07/12. KELLEY, F.J., 
2pp. 19560; 261, 24X 


Accountability Project motion to 

8 ve encl **^*'****’" Informants not sough t. Cert i flea te of 

Lic^i™ ‘'n Branch 2, 83/07/18, Atomic Safety and 

BM7200I04 S'** Fi c h e : 50-329, 83/07/10. 

stamirls 830627 motion to reopen record on 
und« Contention 4 re integrity of containment 6 soils 
und«rpinnin 9 operations founded upon giacial till Motion 

te denieS.Cef-tlficlte'oi s^c^::*!. 

Beall Myi57y?r I* STEPTOE.P.P, isham. Lincoln i 

19^5-001 aai c, K Licensing Board Panel. lOpp. 

19669.001 aax Flehe;50-329, 83/07/18.8307210259, 
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~Q307210261 Affidavit of P ShunmuQavel ro lignificanca of obsorved 
cracks in containment. 

SHUNtlUOAVEL. P. Consumera Power Co SHUNnUGAVec. P. Bechtel Copp. 
03/07/15. 13pp. 19665;011. 24X F i c h o . 50-329, B3/07/lBi 0307210239. 


‘--0307210266 Affidavit of WG Corleg re visual map of cracks in 
containments near anchorages in Booms 110 & 116. 

CORLCY, U. G. Consumers Power Co. CDRLEY, M. G Cons true t i«n 

Technologg Laboratories. 03/07/IS. 6pp 19665:026. 24X 

Ft Che; 50-329, 83/07/10, 8307210239. 


B3072203‘47 Forwards correct document request to 030309 subpoenas Sve 
list enc 1 

PflOCTOR, S. 0. Isham, Lincoln t< Beale 03/07/10 KARR, J. H. Karr & 
Lgoni. 2pp. 19673:335. 24X Fiche: 30-329, 83/07/18, 0307220347. 


-0307220349 Correct document request to 830309 subpoenas. 

» Isham, Lincoln t< Beale. 83/07/18. 2pp. 19675:337. 24X 

FI Che: 50-329, 03/07/10, 0307220347. 


0307260413 Forwards Oul 1903 crack maps of containments at buttress- 
base slab junctions, per telcon. 

STEPTOE, P. P. Isham, Lincoln *< Boale. 03/07/10. UILCQVE, t1. N. 
Hearing Branch 2. 12pp. 19733:179. 24X Fiche: 30-329. 83/07/10, 

0307260413. 


0307230409 Memorandum & order postponing 030723-27 evldentlarg 
hear Ings. scheduling 030728-30 t< 0801-03 hearings, scheduling 
030726 oral argument on motion to quash subpoenas & granting 
B Btamlrls motion to compel production of NflC documents. 

8ECHH0EPER, C. Atomic Safety and Licensing Board Panel, 03/07/21 
Stamirls, D. Bpp. 19703: 125. 24X Fiche : 50-329, 03/07/21. 0307250409. 


B307250390 Response opposing Q Stamlrls 030627 oral motion to reopen 
791206 order modifying CP record on Stamlrls Contention 4. 

Stds for reopening record not me t. Car 1 1 f I ca te of Bvt end. 
MILCOVE.M.N. Hearing Branch 2. 03/07/22. Atomic Safety and 

Licensing Board Panel. 11pp. 19705:143. 24X Fiche: 30-329, 83/07/22. 

B307230390. 


— 0307230396 Affidavit of J Kane re geotechnical engineering issues. 
Natural preconsol Ida ted "very stiff to hard" clay soils is 
competent b acceptable foundation layer. 

KANE, J. Structural t, Geotechnical Engineering Branch. 83/07/22 
7pp. 19703:134. 24X Fiche: 50-329. 83/07/22, 8307250390. 


— B307250402 Affidavit of F Rinaldi re cracks In containment bldg.NRA 
will evaluate cause/significance of cracks In containment 
bldg. Review will be finished after util performs structural 
Integrity test. 

RINALDI, F. Structural t< Geotechnical Englnoerlng Branch. 

83/07/22. 2pp. 19703:161. 24X Fi c h e ; 50-329, 03/07/22, 0307230390. 


0307260254 Notice of receipt of Govt Accountability Project request for 
action under 10CFR2, 206 to modify CPs by imposing mandatory 
hold points on remaining const work b by requiring mgt 
audit. 

JORDAN, E. L. Director's Office, Office of Inspection and Enforcement, 
03/07/22- 2pp. 19727:009, 24X FI c h e : 30-327, 03/07/22, 0307260234. 


0307200133 Corrects mischarac ter i la 1 1 on b misrepresentation re 
Teletlonshlp between CPC b 0 Charnoff b attendance at 821124 
meeting. 

MILLERjM. I. Isham, Lincoln b Beale. 83/07/23. DECHHOEFER.C. , 
COWAN.F- P., HARBOUR, J. Atomic Safety and Licensing Board Panel. 
Spp. 19791:293. 24X Fiche: 50-329, 83/07/23, B3072801S3, 


8307200161 Motion to squash subpoenas Issued to employees b 
representatives of Oovt Accountability Pro jec t, requesting 
documents re Internal communications, Certificate of 8vc 
end. Related correspondence. 

BERNABEI.L. Sinclair, M. BERNADEI.L. Btamirls. D. BERNABEt.L. 
Oovernment Accountability Project, 03/07/26. Atomic Safety and 
Licensing Board Panel. 7pp. 19792:069. 24X Fiche: 50-329, 83/07/26. 

8307280161. 


H. General correspondence 


8307050101 Responds to 030418 concerns re lack of prof engineering 
registration of certain Bechtel employees perfjrmlng work 
ab facility b lack of qua 1 i f 1 ed/ tra) iird people doiny 7ock 
design luork Insp In progress. 

KEPPLER.J.O. Region 3, CJfficu of Director. 03,06/27. StNCLAIRiM. 
Aff 1 1 lat Ion Unknown. 2pp. 19220:001. 24X Fiche: 50-329, 83/06/37. 

8307030101. 


— 8307030111 Discusses subcontractor employee concerns re unqualified 
personnei at plant site in jobs of critical importance to 
safety, poor installation b lack -j f worker qualification on 
Zack design. Investigation requested 

SINCLAIR. H. Affiliation Unknown 83/04/18. KEPPUER.J Region 3. 
Office of Director. Hop 19220 003 24X Fiche 30-329. 83/06/P7, 

8307030101. 


8307030184 Forwards response to 830531 Iti re util Independent third- 
party design b const verification program b const completion 
program Actions being taken should provide assurance to 
coeimunity that plant constructed safely 

KEPFLER.J.O Region 3, Office of Director 83/06/20 ROMO, L. R. 
Lane Tree Council. 3pp 19193. 162 24X Fiche: 50-329, 83/06/20, 

8307030104 


■8307030188 Aek receipt of response re uidfependent audit of facility. 
Truly independent audit should include full scope overview 
Df completed const done by third paity rather than util. 

ROHO.L.R. Lone Tree Council 83/03/31. KEPPUER, J. G. Region 3, 
Office of Director. 3pp. 19196 033 24X Fiche. 50-329, 03/06/20, 

8307030104 


8307210242 Requests available nontectinical info re problems u/ 
engineering design/specs b or implementation of engineering 
mark for plants 

WACNER.C.M. Michigan, State of. 83/07/00 KEPPLEn,J G. Region 3, 
Office of Dlroclor. Ip. 19664. 164. 24X Fi c he . 50-000. 03/07/ 00. 

8307210242 


Q. Inspection reports. IE Bulletins b correspondence 


8307260001 FDIA request for all records re NRC Insps b evaluations of 
util const activities in soils work leading to Spessard 

memo 

GARDE, B.P. Oovernment Accountability Project 03/03/22 T0H5.N 
Office of Administration. Ip. 19 7 8 7 321. 24X Fiche 50-329. 

03/03/22, 0307260001 


8307260002 Responds to FOIA request for records re IE Insps b 
evaluations of util const activities in soils work leading 
to Spessard memo Forwards documents listed in App A 
FELTON, J.M. Division of Rules and Records. 83/03/10. GARDE, D 
Oovernment Accountability Project 2pp 19787 323 24X 

Fiche: 30-329,83/03/18, 0307260002. 


— 8307260004 "Insp Evaluation," re I£ Insp Repts 50-329/02-11 b 
30-330/82-1] on 820519-0702 

LANOSMAM.R. B. NRC - No Detailed Affiliation Given 82/09/02. 
2pp. 19787 325. 24X F i c h e : 50-329, 03/05/ 18, 0307260002 . 


—8307260006 "Insp Evaluation," re IC Insp Repts 50-329/62-17 b 
30-330/82-17 on B20B09-13 

niNO,n.> ROBINSON, D. NRC - No Detailed Affiliation Given. 
82/08/20. 2pp. 19787:327 24X F t c h e 50-329, 03/03/ 10, 63072600D2. 


—8307260009 "Insp Evaluation. " re IE Insp Repts 50-329/a2-l9 I 
SO-330/82-19 on 820920-24 

RODINSONiD., JACKiJ.N. NRC - No Detailed Affiliation Given 
02/09/27. 2pp. 19787:329. 24X F 1 c h e 30-329, 03/03/ 1 0. 0307260002, 


•8307260011 Notifies of 020330 meeting w/uti] re underpinning activity. 
Principle points to be discussed include practicality of 
requirements b transition between various phases of project. 
IflLLIAMS, C. , LITTLE, W. 9. NRC - No Detailed Affiliation Given 
82/03/24. NURELIUS, C. E. Region 3, Office of Director. 3pp. 
19787:331. 24X Fl c ho ; 30-329, 33/05/ I 0. 0307260002. 


— B307260014 Requests list of actions for licensee to correct 
deficiencies noted In under p Inning , p i p ing b electrical 
area*. Info needed for meeting preparation. 

NQRELIUS, C. E. Region 3, Office of Director 02/05/07. 
LITTLE.M.S. Region 3, Office of Director Ip. 19787:336. 24X 

Fiche; 50-329,03/03/10, 0307260002. 


•8307260019 Discusses participation in 020321 ACRR briefing on facility 
OA program. Statement should be drafted by 020319 
NORELIUS.C. E. Region 3, Office of Director. 02/03/14. 

LITTLE.H.B. NRC - No Detailed Affiliation Given Ip, 19787:337. 
24X Fiche; 30-329, 03/05/10. B307260002. 


• 8307260021 Forwards comments on ASLD orders b applicant response re 
cunst acbivl ties. 

NORELIUS, C. E. Division of Engineering. 02/03/10. ADENGAM.E 
Licensing Branch 4. 4pp. 19707:338 24X Fiche; 50-389, 83/03/ 10. 

0307260002 
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8307060349 Ac k receipt 0^ 830624 Itr incoming MRC of steps tdken to 
correct violations noted in IE Imp Repts 50-329/93—06 6 
50-330/63-06. 

WARNICK.n F. Region 3. Office of Director 83/06/30. COOK. J. H. 
Consumers Poiuer Co Ip 19234 190 S-IJl Fiche 50-329.83/06/30. 
0307060349. 


— 0307060356 ResBonds to NRC 830527 Itr re violations noted In IF Insp 
Repts 50-329/83-06 b 30-330/83-06. Co r r ec t ive acttana:B&H 
QC procedures re supplier (lualit^ evaluation revised to 
clarify requirements for performing audits. 

COOK. J. H Consumers Power Co. 03/06/24. KEPPLER.J. C. Region 3. 
Office of Director. 4pp 19234.191 24X Fiche: 30-32?. 83/06/30. 

8307060347. 


B307140337 Forwards IE Insp Repts 50-329/63-10 l< 50-330/83-10 on 
830321-0520 It notice of violation. 

UARNICK.n F. Region 3. Office of Director. 33/06/30. COOK.J.H, 
Consumers Power Co 2pp. 19525:255 2‘IX F i c he : 50-329. 03/06/30. 
8307140337. 


— 8307140341 Notice of violation from insp on 830321-0520. 

UARNICK.n.F Region 3. Office of Director. 03/06/30. Ip. 
19525 257. 24X Fl ch e : 50-329, 83/06/30, 9307 1 40337. 


— 8307140344 IE Insp Repts 50-329/83-lC 6 50-330/83-10 on 830321-0520. 
Noncomp 1 1 ance noted : 1 nadequate storage facilities Par HVAC 
components. 

BURGESS. D.L , COOK.R. J.. GARDNER, R N. Region 3. Office of 
Director- 83/06/30. 9pp. 19525 258. 24X Fiche . 50-329.83/06/30. 

B307140337. 


3307140032 Forwards 16 Insp Repts 50-329/93-07 U 50-330/83-07 on 
830420-21.25-29 U 0509-20 b notice of violation. 

UARNICK.R F. Region 3, Office of Director 83/07/Ql. COOK. J. U. 
Consumers Power Co 3pp. 19514 203. 24X F I c h e: 50-329. 83/07/01. 
8307140032. 


— B30714003B Notice of violation from insp on 830420-21.25-29*0509-20. 
HARNICK.R.F Region 3, Office of Director. 83/07/01. 2pp. 
19514:205. 24X F 1 e h #: 50-329. 83/07/0 1 , 9307 140032. 


—8307140044 IE Insp Repts 50-329/63-07 * S0-33D/83-07 on 830420-21.23-29 
ti 0509-20. Noncomp 1 lance noted; fa i lure to take corrective 
action re pipe hangers 6 hanger components found in Kellg 
bldg w/o release for const tags attached. 

SIKONrJ.A., SATHER.A.. KARRISON, 3. J. Deglon 3. Office of SireetDr. 
83/06/30. 4pp. 19514.207. 24 X Fi c h e : 50-339. 93/07/01 . 83071 40032. 


8306270401 IE Info Notice 83-46, "Common Hade Valve Failures Degrade 
Surry Recirculation Spray Subsystem " 8vc list encl. 

JORDAN, E.L. Division of Emergency Preparedness U Engineering 
Response (Post 930103). 83/07/11. Consolidated Edison Co. of New 

Vopt, Inc 154pp. 19563:293. 24X Fiche: 30-000. 93/07/11 . 8306270401. 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list end. 
jDRDAMiE.l. Division of Emergency Preparedness U Engineering 
Response (Post 830103). B3/07/I2. Consolidated Edison Co. of New 

York, Inc 141pp. 19563:153. 24X FI ch e : 50-000. 93/07/12. B306270404. 


8307250123 Forwards amended response to JG Keppler 930523 Itr re notice 
of vl olat t on. Item Biconccrniiig failure to establtsh measures 
for 0 matls associated ui/diesel generator exhaust muffler, 
supplementing B30624 Itr. 

COCK, J. N. Consumers Power Co. B3/07/I2. KEPPLER. xf, S. Region 3. 
Office of Director. 9pp, 19706:074. 24X Flcho : 50-329.83/07/12. 

8307250123. 


8306270406 IE Info Notice 03-49, "Gaseous Effluent Releases of 
Radioactive 1-125 !. t-131 in Eicess of NRC Limits.” Sve list 
enc 1 . 

TAYLOR. J.H. Division of GA, Safeguards I, Inspection Programs (Post 
830103), B3/07/H. Consolidated Edistni Co. of New York. Inc. 

Il4pp. 19715 270. 24X Fl Che : 50-000, 83/07 / 1 4, 8306270406. 


8307210259 Response to B Stamirls 930627 mollon to reopen record on 
Stamfrts Contontlon 4 re Integrity of conteinment & soils 
underpinning operations founded upon glacial till. Motion 
unsubs tant la t ed L should be den i ed. Cart 1 f I cate of Sve end. 

STEPTOe, P P. Consumers Power Co. 83/07/16. Atomic Safety and 
Licensing Board Panel. 10pp. 19665 OOi. 24X Fi chs; 50-329. 83/07/18. 

8307210259. 


—8307210271 Revised "Visual Insp of Cracks in Containments Near 
Anchorages in Rooms 110 tr M6 " 

CORLEY. W.Q. Constroctlon- Technology Laboratories 83/04/30. 7pp. 
19665:032. 24X F 1 Che: 60-329, 83/07/ I B, 030/210259. 


8307260451 Suppls 830503 commitment to implement eipanded coaling pond 
dike surveillance program Damaged turf on dike will be 
repaired within 1 month after detection consistent w/insp 
program. 

CaOK>J.H. Consumers Power Co. 83/07/16. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19734:204. 24X 

Fiche: 50-329. 93/07/18. 0307260451. 


R. Periodic operating reports b, related correspondence 


8307050006 Forwards util status rept for Apr-May 1983 covering 
electrical cab let, remed la 1 soils work 5 significant 
meetings. 

MARNtCK.R.F. Region 3, Office of Director. 83/06/28. KEPPLER, J.O. 
Regions. Office of Director. ip. 19192:113. 34X 

Fiche; 50-329. 83/06/20, 0307050006. 


— 8307090017 Forwards util status rept for Apr-liay 1983 covering 
electrical cabl es. remed tal soils work ti significant 
meetings. 

COOKiR.J. Region 3, Office of Director. 03/06/24. HARNICKrR.F. 
Region 3. Office of Director. 3pp 19192:114 24X 

Ftchc: SO-329, 03/06/20, 8307050006. 


8307080514 Forwards proposed list of work por "NRC & CPC Work 
Authoriiatlon Procedure." for month of Ju 1 1983. 8upp 1 emen tal 
work activity list for Aug 1903 also encl. 

mohev.j. A. Consumers Power Co. 83/06/30. HARRISON, J. J. NRC - No 
Detailed Affiliation Given. 22pp. 19362:114. 24X 

Fiche; 90-329.03/06/30. 8307080514. 


8307140337 Forwards IE Insp Repts 50-329/83-10 1, 50-330/83-10 on 
830321-0520 t. notice of violation. 

HARN1CK.R.F. Region 3. Office of Director. 83/06/30. COOK, J. W. 
Consumers Power Co. 2pp. 19525:255. 24X Fiche: 50-329. 83/06/30, 
8307140337. 


—8307140349 "Independent Assessment of Auxiliary Bldg Underpinning 
Meefciy Rept 26," for 830313-19. W/830323 Itr. 

LUCK6.A.B. Stone (• Webster, Inc. 03/03/23. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp. 19525:267. 24X 

Fiche; 50-329, 03/06/30, 0307140337, 


—8307140352 "Independent Assessment oF Auxiliary Bldg Underpinning 
Heetly Bopt 27." for 830320-26. W/a30401 Ur. 

LUCK8.A.8. Stone & Webster. Inc. 83/04/01. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp. 19525:276. 24X 

Fiche: 50-329. 03/06/30, 0307140337. 


—8307140354 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 28." for 830327-0402. W/a30407 Itr. 

LUCiW>A.S. Stone & Webster, Inc. 03/04/07. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp. 19925:285. 24X 

Fiche; 50-329, 03/06/30. 8307146337. 


—8307140358 "Independent Assessment oF Auxiliary Bldg Underpinning 
Heetly Rept 29." for 830403-09. W/030415 Itr. 

LUCKS.A.B. Stone & Webster. Inc. 83/04/15. COOK.R. NRC - Ne 
Detailed Affiliation Given. 9pp. 19525:294. 24X 

Ftehe: 50-329, 03/06/30, 8307J40337. 


—8307140361 ‘Independent Assessment of Auxiliary Dldg Underpinning 
Uiekiy Rept 30," for 830410-16. W/03O42t Ur. 

LUCK8.A.S. Stone t< Webster, Inc. 83/04/21. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp. 19925:303. 24X 

Fiche: 50-329. 03/06/30. 0307140337. 


— B30714036S "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 31." for 830417-23. W/B30427 Ur. 

LUCK8.A.8. Stone ti Webster, Inc. 83/04/27. COOK.R. NRC - No 
Detailed Affiliation Given. 10pp. 19525:312. 24X 

Fiche; 50-329. 03/06/30, 0307140337. 


--0307140370 "Independent Assessment of Auxiliary Bldg Underpinning 
Heetly Rept 32," for 030424-30. W/830505 Ur. 

LUCK8.A. 8. Stone t Webster. Inc. 83/05/05. COOK.R. NRC - No 
Detailed Affiliation Given. ?pp. 19525:322. 24X 

Fleht; 50-329, 03/06/30.8307140337. 


—6307140373 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 33," for 830501-07. W/B30510 Ur. 

LVCK6.A.S. Stone b Webster, Inc. 83/05/10. COOK.R. NRC - No 
Detailed Affiliation Given. lOpp 19525:331. 24X 

Fiche: 50-329. 83/06/30, 8307140337. 


— 8307140378 "Independent Assessment of Auxiliary Bldg Underpinning 
Weekly Rept 34," for 830508-14. U/BSOSie Ur. 

LUCKS. A. S. Stone «< Webster. Inc. 83/05/18. COOK.R. NRC - No 
Detailed Affiliation Given. 9pp. 19525:337. 24X 

Fiche: 50-329. B3/06/30. B307I40337. 
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930721022S Forwards "Midland Independent Design t Const Verification 
Projrami " second raonthlg status rept for 830528-04>3Q. 

LEVIN, H. A. TERA Corp. B3/'07/'l3. HEPPLER.J. C. Regions. Office of 
Director. CODK.J. W. Consumers Power Co. EISENHVT. D. G- Division of 
Licensing, 3pp. 19666:217. a4Jf Flc ne: 50-329. 83/07/13. 8307210225. 


--8307210233 "Midland Independent Design U Const Verification Program. 
Monthlg Status Rept 2 for 830328-830630 

LEVIN.H.A,. TUL0DIE3KI.D. . DECK. J TERA Corp. 83/07/15 70pp. 

19666:220. 24X F i c h e : 30-329, 83/07/ 1 5, 030721 0223. 


B30721029I Forwards "Midland Independent Design U Const Verification 
Program Monthly Status Rept 2." second monthly status rept 
for 830528-0630. 

LEVIN. H. A. TERA Corp. 83/07/15. EISENHUT.D 0. Division of 
Licensing. KEPPLER.J.G. Region 3. Office of Director. COOK. V. M. 
Consumers Power Co. 3pp. 19664:210. 24X Fi che : 50-329. 03/07/15. 

B3072I0291. 


-9307210296 "Midland Independent Design ^ Const Verification Program 
Monthly Status Rept 2." second monthly status rept for 
830526-0630. 

LEVIN.H.A., TULODIESKI. D. TERA Corp. 83/06/30. 70pp. 19664:213. 

24 X Flche: 50-329, 83/07/13, 8307210291. 


8, Reportable occurrences, LERs & related correspondence 


8307060011 Interim deficiency rept re delivered safety-related 
electrical equipment not meeting project requ ir emen ts. Task 
force established to Investigate U resolve MCAR 66. Meet rept 
by 830812. 

COOK. J. W. Consumers Power Co. 03/06/29. KEPPLER.J. 0. Region 3. 
Office of Director, 10pp. 19251:016, 24X FI chc: 30-339, 83/06/29. 

8307060011. 


0307060310 PNO-II 1-83-055: Region III authorUed resumption of 
safety-related welding on HVAC sys at const site. lack Co 
welding procedures 6 observations of welding performance 
demo nitrations reviewed. 

OARDNER.R.. HARRISON.J. Region 3, Office of Director. 83/06/29. 
Ip. 19230:331. 24X Fi c he : 50-329, 83/06/29, 0307060310. 


B307060340 PND-! 11-83-057: on 030629. Dech te 1 fired lead welding engineer 
for allegedly instructing rod room attendant to falsify 
number of weld rod withdrawal slips. No safety significance 
resulted from incident. 

LANOSMAN.R, , HARRISON.J. Region 3. Office of Director. 83/06/30. 

Ip. 19236:254. 24X Flche: 50-329. 03/06/30. 0307060340. 


8307000436 Interim deficiency rept re loose locking clips ITinnerman 
speed nutsi, Vendor approved tooling Installation U insp 
procedures for replacing Tinnerman speed nuts. beg Innt ng in 
late Jul.Next rept to be submitted by 630930. 

CODK.J. M. Consumers Power Co. 03/06/30. KEPPLER.J-G. Region 3, 
Office of Director. 2pp. 19346:359. 24X Fi che: 50-329. 83/06/30. 

8307000436. 


8307100171 Interim deficency rept re potentially unsafe situation 
concerning tripping of reactor coolant pumps during certain 
primary sys high void fraction cond 1 1 Ions. Pump trip criteria 
will be established per NRC Generic Ltr 83-10. 

COOK. J. H. Consumers Power Co. 03/07/11 KEPPLER.J.C. Regions. 
Office of Director. 2pp. 19555:084. 24X FI che: 50-329. 83/07/1 1. 

8307180171. 


8307160270 Interim deficiency rept ro reactor bldg spray piping 
supports. Initially reported on 791221. Increased loads 
observed on piping & piping anchors caused by simplifying 
modeling as sump 1 1 ons. 

COOK.J.W. Consumers Power Co. 83/07/11. KEPPLER.J.O. Region 3. 
Office of Director. 7pp, 19556:107, 24X Flche : 50-329. 83/07/11. 

8307180270. 


8307200191 Final deficiency rept re absence of close-latch anti-shock 
spring in Drown Soven Electric type HK circuit breakers 
nfg between June 1975 U June 1977 Initially reported on 
030623. Correc t ive actions will be completed by 830824. 

COOK.J.U. Consumers Power Co 83/07/22. KEPPLER.J.O Region 3. 
Office of Director. 6pp. 19791 247. 24X Fiche 50-329,83/07/22. 

B3072BO191. 


8307200272 First Interim deficiency lept re lack of dc-backecl power 
supplies for FOGG interlock relays in auiiliary feedwater 
sys tnlllally reported on 830622 Schematic diagram E-13B(Q> 
it associated connection 4. panel drawings revised. 

COOK.J.U Consumers Power Co. 83/07/22 KEPPLER. J. G. Region 3. 
Office of Director. 4pp 19791 207 24X F 1 c h e 50-329, 63/07/22. 

8307280272. 


T. Hearing transcripts on non-ant 1 trus t matters 


8307010058 Transcript of 830627 hearing in Mid land, MI . Pp 17,978-10.234 
Supporting documentation encl 

• Atomic Safety and Licensing Doard Panel 83/06/27. SOOpp 
19174- 100 24X Flche: 50-329, 83/06/27. 0307010038. 


8307060451 Forwards five vieuigraphs used at 030615 briefing, to be 
included In transcript. 

TIPTON.A. Office of the Secretary of the Commission. 83/06/27. 
Public Document Branch. 6pp. 19299 115. 24X Fiche 50-329.03/06/27. 

8307060451. 


8307030044 Transcript of 630628 hearing In M I d 1 and , MI . Pp 16.235- 
18. 304 

• Atoaiic Safety and Licensing Hoard Panel 63/06/28. 7pp. 
19192:175. 24X F iche : 50-329, 03/06/26, 8307050044. 


8307030073 Transcript of 630629 hearing in Midland. MI. Pp 18,505- 

19.771. 

a Atomic Safety and Licensing Board Panel 63/06/29. 260pp 

19198:006. 2'IX F i c h e 50-329. 83/06/29. 0307050073 


8307080274 Transcript of 630630 hearing in Midland, Ml Pp 10.772-18,961. 
a Atomic Safety and Licensing Board Panel. 83/06/30. I92pp 
19352:290. 24X FI ch e : 50-329, 83/06/30. 8307060274. 


8307080279 Transcript of 630701 hearing in Mi dland. MI . Pp 16.959-19.071 
• Atonic Safety and Licensing Board Panel. 63/07/01 I16pp 
t93S2:l74. 24X F 1 c he : 50-329, 83/07/0 1 , 0307080279. 


8307210194 Testimony of RM Wheeler ?< BH Pack re OA Inadvertently 
omlbted from 830630 transcript of hearing in Midland. MI. 
Supporting documentation encl 

» Atonic Safety and Lice-natng Board Panel. 63/07/12. 60pp. 

19665:112. 24X F 1 che ; 50-329. 83/07/ 12, 03072101 94 


8307190232 Forwards PS Glass U R Black testimony Tentative schedule of 
witnesses listed Certificate of Sve encl 

LAUER.R. J. Isbam, Lincoln S. Beale. LAUER.R. J. Consumers Power Co 
83/07/iS. HARBOUR. J., DECWHOEFER.C , COWAN, K.P Atomic Safety and 
Licensing Board Panel. 4pp. 19628:038. 24X FI che : 50-329, 03/07/i 5. 

8307190252. 


— 8307190250 Testimony of R Black re events during late Winter 1902 6 
early Spring 1962 5 installation of cable related to 
Instrumentation for underpinning work on auclllary bldg. 

BLACK.R Consumers Power Co. BLACK, R. Bechtel Corp 03/07/U 
24pp. 19620:042. 24X F l c h e . 50-329. 03/07/ 1 5, 8307 190252. 


— B307190260 Testimony of PS Glass re cable t< conduit Installation for 
underpinning instrumentation of auiiliary b Idg . Overs i le 
matrix enc 1 . Aperture card available in PDR. 

OLASS.P.S. Consumers Power Co. GLASS. P S. Bechtel Corp. 

03/07/11. tspp. 19625:066. 24X F I c he : 50-329, 63/07/ 1 5. 0307 190252 . 


8307200155 PNO-I I I-S3-061 : on 630714. Reg ion III notified that Ddu 
Chemical Co terminating contract w/util to supply process 
steam to f acl 1 i ty . Sul t seeking court judgement that all 
contract obligations canceled filed. 

HARRISON.J,, WARNICKiR. Region 3, Office of Director. 83/07/15. 
ip. 19651:246, 24X FI che; 50-329, 83/07/15, 63072001 53. 


8307230351 Forwards RL Black affidavit on testimony. Sve list encl. 
LAUER.R. J. Ishara, Lincoln Beale. LAUER.R. J, Consumers Power Co. 
83/07/10. HARBOUR, J, I COWAN, F. P . DECHHOEFER. C. Atomic Safety and 
Licensing Board Panel, 3pp. 19673 332 24X Flcho: 30-329, 83/07/16. 

B30722D35I. 


0307250431 Interim deficiency rept rc electrical accessories associated 
w/safcty-related matl rrqul s 1 t Ions. Gu ide 1 1 nes 6 checklist 
being developed for review of safety-related matl 
requisition requirements. Nex t rept expected by 631014. 

CaOK.J.W. Consumers Power Co. 83/07/15. KEPPLER.J.O. Region 3. 
Office of Director, 6pp. 19702:162. 24X FI che: 50-329. 03/07/15. 

8307230431 . 


8307280180 Transcript of 030726 oral argument In tielhosda, MD. Pp 19.072- 

19. 174. 

» Atomic Safety and Licensing Doard Hand. 83/07/26, 102pp. 

19793:254. a4X Flche; 50-329, 63/07/26, 0307200180. 
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'^RfJOLD ENERav CE^4TER 

- .-.v.,,. 

FELTOW, J H Dlvi»in.ti a ■ 

laua Electric C. Po 


OF N„cuar 

ip ..<IX Flche- 50-331, 03/10/01. 


B310l900Sa 


— 8210190034 Public version n. o 

Procdure EPlF 4.1, "Plant Tsl t^EvL ua '' ‘'P » 

procedures control sheet end aeuation. fievislor V t» 

^‘IX Fithe. 50-3a5.ea?JLoi!’821019003B^^^°^''^^‘ 

6207?1000S ^orwdr<}s IE Safla/i 

830225-0425 5. notice of Wdedon"^'’ 50-331/93-03 on 

<ref 10CFR73 2i) VI o I at i on . Ene 1 s ujithheio 

lOCFH73.ri> '■®’^'^®'=''ve actions. utihhelel (ref 

Flche:50-33l,a3/Ofa/39,S3070aS3B! 'P l^SO: 19*. S4X 


--!‘!i!L!l::!!,!!!!^«_Ana. 9 s.s Report .FS.R, . abends 


""ScHV,"®8 ' W/830630 Ur. 

DENTON, 

19100 I ,. 

■ B3/06/30, 8307010IBJ 

P__Operat.ng^,tcen,e_stag. dnconent, 1 - ccrrespcna 


3HV PU w/830630 Ur. 

'-■H.R. Office of"Jd'Lr‘le«l '^‘’ ”''0*''3Q- 

‘•’O. =« Rich.: 50-331, '’•sector. 


BOOpp, 



Item closed. Level Seqoi rerren ts met 

>4Uhln 40 dags ^ Response should Pe provided 

'^->0>.0uan. Arnold Energ„ ctr.- 

NSC-C3-ai-li30. |ER!cS306!353‘'oRFr''’‘'^‘'‘ Center 

No Detailed Affiliation Given 31,0 ‘^‘-E^^NSOW, F. NRc - 

fifhe:50-331.83/06/23,a307riS!4/ <‘»433:i47. 34X 

307090096 Foriuards resoensss i r 

DTHCKS,!!. j. Office of the E,= “'' '* R equ I rejsent s , " 

PF- 19344.2, a, 24X Flche: 50-331, G3/04/27S9009r™‘“‘“’'"^'- 


negotiatlons'“wutiu‘'ri*rBsponsrto Gen '’[“■'l''* '"^''^Ser use in 

shodd 

Lic^l!^ns!’'^l7pp_^'^‘j4|24“Le^"34i"F' Division of 

S30707009&. Jt>s>.24.e. S-’X Fiehe: 50-331, 03/04/27, 

Khe<lulin5‘'oF‘pranr™oirAi.sIlernhQuid®b re plan for Integrated 
requested Dnefing. should be prepared for 

E*etutiveDlrlftor“or*Cperatfont^°‘2c ° '"Jo?’ DFflce of the 

Flohe:30-33l.B3/O4/27,e3S7ol0(!l?r' ‘'?366:a94. 24X 

“^^^0737!’Ite«?%t^F%‘%di'rrr!,‘'Jl^F°^^‘ submittal re 
Atc.dent Monitoring - -r-InTaJ 1 ^n^ ' I tL^ ‘ 

1*9672^274 LIU.L, lou, 

Flehe: 30-331,83/04/27, BoStsooSss. 2'”' 

«WW-OT37rUem‘'nTSr “QuoUfUau‘“'"J T'" 

MCeAUSHy.B.H. rowa Elediic 1 o®''” '■*R‘'‘Femei.ts. 

DEMTOM.H-R. Of f 1 ea of Wu d ! ** ‘ 83/04/30. 

19249:234. 29X F Id, e : 30-331 , B3/04530,''e307oiSl7r' ‘^PP- 

ctr 

Penetrations Ana 1 uses," oer earn sS® Suppress Ion Chamber ^ 

Vol, I.a.5 t App riT,o end order. Corrected pages to 

“"‘^p''N«learHeactor‘''ReffuUUon '’0^'' b" DENTON, H. 

a4X Fiehe: 00-331.83/04/30, 8307(360249.' 5pp. 19236:010, 

,. 

SANCHEZ. R A 0(iiirs\! V * Loads Method 0 logu. " 

r0W-4O-199-l VOJ RoV ^I^TECH Engineers, Inc, 

Flcl.,r50-331,83/04;30.a307§4i249, 24X 

-"-I'fSle rept Vol 3. 

1DH-40-I99-2 V02 ROl a3/06d 7 ^^' ^ EoSIlneers, Inc. 
Flche:50-33,.B3/04;kB307cto2l9. 24X 

Hov 1, ”aafetg Bdup V^v^Dl ! th^ “"“'y*'' rept Vo 1 5, 

BfETZ.J.D., SUND,H J SfnFnc-Mli.*/,^* ®® Piping Analgsls." 

IOH-40-199-5 vSs ROl B3 /o!d^’ '' Engineers. Inc. 
Flcl.,:SO-33,.,83/O4;30. 8307^4^249. *’238:026, 24X 

— 8307040306 Rev 1 fcn A-- « 

Current Contaimnent^t Pip 1 n^Lictl"?''* f"®''®'' ^tr Responses to 
• MUTPru e*- ^ ''iping Licenslno Issuse " 

Rev <>• *"Torus“A«achL^p"?ng‘^rSuD^"^'‘'7‘'’‘'" = rept Vol 6, 

Penetrations AnalgseT- ^ ^ Suppression Chamber 

-"-.‘nears, rnc. 

Flche:SO-33l. 63/0^/30, B30^otM49. *’230:043. 24X 

CPs P^^o^er^LctorTre^cUrtf! 'nr ^L, 6 holder 

Edison Co Of Nervorir ?nc Cen"’ Consolidated 

Fiche;30-000.e3/07/oi 8304270397'^" •■?390:317. 24X 

r«so“I*App“*|*ti)‘’re''anS‘L"'”d‘'‘® MD to 

AP1CELI.A.F.1.. OperaUnrSe-r* “"J^^ve. 

Operating Reoetors Branch 2 * 2L°''“?9Ln ®3/0//05- VASSALLO. 

FKhe: SO-331. 83/07/0^8^57 1 

8307040329 (Generic Ltr 83-37 f„ 1 , ,, 

operating power reactors & hnfrf.i *' "PPUcants for 

PB surveillance intervals in Its 1 F°“'e'' teactors 

eiSEKHUT.D.B 0 vilun « . , , 

Edison CO. nf Hew yl^r ?nc Consolidated 

Flth.:»-OOO.B3/07/oLM07560359""' *’“’^®5'’ 24X 


of 
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•83070801^? Generic Ltr 63-2B to ell licensees of operetin^ reactors* 
applicants for QL U holders of CPs re required actions based 
on generic implications of Salem ATUS events. Svc list end. 
EISENHUT. D. G. Division of Licensing. B3/07/0S Consolidated 
Edison Co. of New York. Inc 3Spp 19669:269. 2*1* 

Flcfie; 30-000, D3/07/0S. 8307080169 


B307190419 Requests remittance of Class 111 fee for 830310 application 
for Tech Specs changes re containment load case avoidance. 

MILLER*W. □. License Pee Management Drench. 83/07/08 LIUpL. Iowa 
Electric Light Power Co. 2pp. 19644 360. 24X 

FI Che: 30-331, 83/07/08, 8307190419. 


8307190100 Advises of completion of Mark I containment mod program per 
S201E8 order. Plant mods structural reassessments meet 
NUREO-06&1 acceptance criteria. 

KCCAUOHY, R. W. Iowa Electric Light t- Power Co. 83/07/12. DENTON* H 
Office of Nuclear Reactor Regulation, Director. ip. 19634:239. 24X 

Flehe; 30-331 . 83/07/ 12, 8307 190 100. 


8307290108 Application for amend to License DPR-49, propos Ing Tech Spec 
Change RT8-154 re RCIC automatic reset U automatic auction 
switchover from condensate storage tank to suppression pool* 
per NUREO-0737, Items II. K. 3. 13b U II. K. 3. 22. 

MCOAUOHYi R, H. louia Electric Light (■ Power Co. 83/07/20- DENTQNiH. 
Office of Nuclear Reactor Regulation, Director. 5pp. 19706:061 
24X Flehe: 30-331 , 83/07/20. 8307250108. 


*—6307230113 Proposed Tech Spec Change RTS-1S4 re RCIC automatic reset ti 
RCIC automatic suction switchover from condensate storage 
tant to suppression pool. 

• Iowa Electric Light 6 Power Co. 83/07/20. 3pp. 19706:066. 

24X Flehe: 30-331. 83/07/20. 8307230108. 


8307230213 Application for amend to License DPR-49. cons is ting of Change 
RTS-I33i revls ing Tech Specs re annual reporting of safotu/ 
relief valve chol 1 enges, ma 1 f unc t ions 6 procedures* per TMl 
Action Item II. K. 3. 3. 

KCOAUGHY.R. U. Iowa Electric Light t. Power Co. 83/07/20. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19706:032. 

24X Flehe: 30-331, 83/07/20. 8307230215. 


--B307 230227 Proposed Tech Specs revising Section 6. Il l 1. Table 6. ll-l 
re annual reporting of saf e tq/re 1 1 e f valve challenges, 
malfunctions & procedures. 

• Iowa Electric Light !. Power Co. 83/07/20. 4pp. 19706:033. 

24X Fiche: 50-331. 83/07/20, 8307250215. 


6307S60497 Application for amend to License DPR-49i propos Ing Tech Spec 
Change RTS-132 re reduced flow rate requirements for RHR svc 
water sqs. Proprletarg NEDE-30051 «. NEDC-22082-P end. 

Repts withheld (ref 10CFR2.790). 

MCCAUOHY, R, W. Iowa Electric Light 8< Power Co. 83/07/20. 

DENTON. H.R. Office of Nuclear Reactor Regulation. Director. llpp- 
19731:299. 24X Flehe: 50-331 , 83/07/20. 8307260497. 


--3307260301 Proposed Tech Spec Change RTS-152 re reduced flow pate 
requirements for RHR svc water sys. 

a Iowa Electric Light >< Power Co. 83/07/20. 10pp. 19731:310. 

24X Fiche: 30-331 . 83/07/20. 0307260497. 


8307260140 Forwards Class III fee for 830310 Tech Spec Change Request 
RTS-148. 

MCOAUOHV, R. W. Iowa Electric Light 4. Power Co. 03/07/22. 

DENTON. H, R. Office of Nuclear Reactor Regulation. Director. Ip. 
19727:288. 24X F 1 c h e ; 30-331 , 83/07/22, 03072601 40. 


Q. Inepeetion reports. IE Bulletins t. correspondence 


8307210003 Forwards IE Safeguards Insp Ropt 50-331/83-03 on 
030225-0423 ti notice of viola t ion. End s withheld 
Cref 10CFR73.21). 

SHAFER. W.D. Region 3, Office of Director. 03/OS/lB. LIUiL. Ionia 
Electric Light ii Power Co. 3pp. 19669:234. 24X 

Fiche: 50-331. 83/03/18, 8307210003. 


8307200161 Submits results of analyses of special confirmatory 
measurements as followup to IE Insp Rept 30-331/82-13. All 
results decayed to 830301 levels. 

MINECK.D.L. Iowa Electric Light ?i Power Co. 83/06/20. 

SCHUMACHER, M. Region 3, Office of Director. ip. 19647:274. 24X 

Fiche: 50-331, 03/06/20. 8307200161. 


B30708033I AeV receipt of 830617 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-331/83-03. 

SHAFER. W.D. Region 3, Office of Director. 03/06/29. L1U*L. Iowa 
Electric Light %> Power Co. Ip. 19350:183. 24X 

Fiche; 50-331, 83/06/29. 0307080381. 


—0307060366 Responds to NRC 830518 ltr re violations noted in IE Insp 
Rept 50-331/03-03. Correc tive actions withheld (ref 
10CFR73. 211. 

MCCAUCHY.R. M. Iowa Electric Light ?■ Power Co. 83/06/17. 
KEPPLER.U.Q Region 3. Office of Director Ip. 19330:184 24X 

Fiche - 30-331*83/06/29, 8307080381 


8307060106 Discusses B30S28 telcon u/former nonpermanent worker at 
plant re radiation safety concerns documented in IE Insp 
Rept 50-331/83-03 Worker contacted on 830320 V. 22 by 
radiation specialists for followup discussion. 

HUETER.L. J., PAUL. R A. Region 3. Office of Director 83/06/30 
Region 3. Office of Director Ip 19251: 196. 24X 

Fiche - 90-331.83/06/30. 0307060108. 


8307180038 Foruarils results of inservlce maps of welds 4 components 
conducted during Nay 1982 t, Peb-Apr 1983. 

KCGAU<}HV*R. M. Iowa Electric Light i Power Co. 83/06/30 
KEPPLER.J.O. Region 3. Office of Director 21po. 19360:213. 24X 

Fiche: 30-331.83/06/30.8307100038 


8306270401 IE Info Notice 83-46, 'Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Svc list end 
JORDANiE. L. Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 83/07/11 Consolidated Edison Co. of New 

York, Inc. ig4pp. 19563:293. 24X Fiche : 30-000, 03/07/6 1, 8306270401 


6306270404 IE Info Notice 63-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

UQRDAN.E.L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co of New 

York. Inc. 141pp. 19363:133. 24X Fiche 30-000,83/07/12.8306270404. 


6306270406 IE Info Notice 83-48, "Gaseoue Effluent Releases of 
Radioactive 1-129 4, 1-131 In Excess of NRC Limits " Svc list 

end. 

TAYLORivf. H. Division of OA, Safeguards 4. Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York. Inc 

114pp. 19719:270. 24X F i c ho - 50-000, 83/07/ 1 4. 0306270406. 


8307260484 Forwards final 8ALP Rept 50-331/83-09 for Apr 1902 - Mar 
1983. incorporating 8ALP Board 830615 ltr 4. util 830711 ltr. 
KEPPLER.J.O. Region 3, Office of Director. 83/07/20. LIU.L. Iowa 
Electric Light 4. Power Co. 2pp. 19734:081. 24X 

Fiche: 90-331, 83/07/20, 8307260484. 


— B3072604B7 S«J> Rept 50-331/83-09 for Apr 1982 - Mar 1983. Overall 
util regulatory performance significantly Improved as 
result of agt commitment to regulatory improvement program. 

* Region 3, Office of Director 83/07/20 29pp 19734:083. 24X 

Fiche: 90-331, 83/07/20. 8307260484. 


— 8307260488 Notifies Of 830621 meeting to discuss end preliminary 8ALP 
rept for Apr 1982 - Mar 1783 N/o end 

HIND. J. A. Division of Radiological 4 Materials Safety Programs. 
83/06/15. LIU.L. Iowa Electric Light 4. Power Co. 2pp. 

19734:112. 24X Fiche; 50-331, 83/07/20. B3072604B4. 


—8307260491 Responds to 830613 request for comments on draft SALP rept 
Comnants adequately addressed at 830621 meeting w/NRC. 

MCOAUGHV. R. H. Iowa Electric Light 4< Power Co. 83/07/11. 
KEPPLER.J.O Region 3. Office of Director. 3pp. 19734:114. 24X 

Fiche: 90-331.83/07/20, 6307260484. 


R. Periodic operating reports (■ related enr respondent e 


8307220281 Monthly operating rept for May 1 983. W/B3061S ltr. 

ANDERSON.M., MINECK.D.L. Iowa Electric Light 4, Power Co. 83/06/15. 

Director's Offlia. Office of Inspection and Enforcement. 9pp. 
19684:157. 24X Ficbe ; 50-331 , 83/06/ 1 3. 8307220281 . 


8307190192 Monthly operating rept for June 1983.41/830715 ltr. 

ANDERSaN,M.. MINECK.D.L. Iowa Electric Light 4. Power Co. 83/07/15. 

Director's Office. Office of Inspection and Enforcement. 6pp 
19636:208. 24X Fiche ; 50-331 . 83/07/ 1 3. 8307 1901 52. 


8, Reportable occurrences. LERs 4. related correspondence 


8307090050 LER B3-017/03L-0; on 830323, wh 1 1 1 - operating In torus cooling 
neda« pressure differential across RHR svc water strainer 
18-908 Increased. Caused by sheared motor coupling shear 
pins. Two shear pins installed. 14/830622 ltr. 

ANDERSEN, K. H. I MINECK.D.L. Iowa Electric Light 4. Power Co. 

83/06/22. KEPPLER.J.O. Regions, Office of Director. 2pp. 
19192:161. 24X Flehe : 50-331 , 83/06/22. 8307050030. 
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B3O70SO12O LER 93-01 B/OBL-O. on B30523. a ur i ng routine surveillance 
testing, HPCI pump failed to meet requirements for output 
pressure Caused bg speed tndicatioii circuit For turbine out 
of callbr Speed circuit reca I ibr . U/G30&22 Itr. 

HIBLER.D R. . lICNECK.D. L. loua Electric Light & Pouer Co. B3/06/3S. 
KEPPLER, J 0. Region 3. Office of Director. 2pp 19220:094. 24X 

Ficho: 90-331 . 83/06/22. 8307050120. 


3307030210 LER 93-019/03L-0- on 830324. break er supplying reactor water 
cleanup isolation valve KO 2701 position motive pouer 
found open u/valve In open position Probably caused by 
personnel inadvertently bumping breaker. U/e30623 Itr. 

MILLER. M.J . MtNECK.D. L. lolua Electric Light t Power Co. 83/06/23 
HEPPLER. J 0. Region 3. Office of Director. 3pp 19199:279. 24X 

FI Che; 90-331 1 83/06/23. 8307090214. 


83070S0135 LER S3-020/03L'0. on 830S2S. undervol tage relay for instrument 
bus 27-IV21 failed to trip uiithln required time limits 
during surveillance testing. Caused by target flag 
misalignment preventing contact operation. U/S30624 Itr. 

REIHERS.a A.. KINt'CK.D.L. Iowa Electric Light V Power Co. 83/06/24. 

KEPPLER.J. 0. Region 3. Office of Director. 2pp. 19220:056. 24X 

FI Che: 90-331.83/06/24. 8307050139. 


3307060123 LER a3-023/03L-0: on 830523. d ur 1 ng normal operation 
surveillance testing, control bldg B discharge valve AV-*731BB 
would not open in manual or auto mode. Caused by plugged 
dirt in pilot positioner Positioner c leaned. W/830627 Itr. 
ANDERSOM, M. A. , HINECK. D. L. Iowa Electric Light i Power Ce. 
33/06/27. KEPPLER.J. 0. Region 3. Office of Director. 2pp. 
19232:224. 24X FI ch e : 50-331 . 83/06/27, 8307060123, 


3307210067 Updated LER 82-064/03L-) : on 820928. standby filter unit S 
heater tripped on sheath overtemp. Caused by low sotting of 
500 F. Setting increased to 950 P. Eng ineering evaluation uiti 
determine optimum sett Ing. W/83071 1 itr. 

REIHERS. 0. A. . HlNECKiD. L. Iowa Electric Light b Pouer Co. 83/07/11. 

KEPPLER.J. 0. Region 3. Office of Director. 2pp. 19668:262. 24X 

Fiche: 90-331. 83/07/1 1 . 8307210067. 


3307210191 RO: on 8307 12. ing 1 neer i ng calculations performed during 
piping ualkdoun Identified 3/4-inch HLE pipe exceeded design 
basts code allouable pipe stress. Design change ulll be 
implemented to return line to ulthin allouable conditions. 

MINECK.D. L. Iowa Electric Light & Power Co. 03/07/12. KEPPLER.J.O. 

Region 3. Office of Director. Ip 19669:198. 24X 

Fiche: 90-331, 83/07/12, 8307210151. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency Si fire protection plans 


3307140406 Forwards IE Safeguards Insp Rept 90-333/83-13 on 830606-10. 
No noncompliance noted. 

MARTINiT.T. Division of Engineering 6 Technical Programs. 83/06/28. 
nCNElLiC.A. Power Authority of the State of Neu York. 2pp. 
19521:106 . 24X F i C he : 50-333. 83/06/28. 8307140406. 


— 3307140410 IE Safeguards Insp Rept 50-333/33-13 on B30606-tQ.Na 
noncompliance noted. Major areas inspec ted: si te orientation 6 
review of security plan Si implementing procedures, security 
program aud i t. secur i ty organiiation & testing 6 malnt. 

DUNLAP. J. M. I MCKEOWNi L. M. , GODY, A T. Region 1, Office of Director. 

83/06/27. 3pp. 19521 lOa. 24X FI e h e : 50-333, 83/06/28. 8307140406. 


8307090023 Forwards response to Generic Ltr 82-33. Suppl 1 to 
NUREiS-0737i "Requirements for Emergency Response 
Capabl 1 1 ty. “ 

BAYNEi J P. Power Authority of the State of New York. 83/06/30. 
VASSALLO. D. 0. Operating Reactors Branch 2. 2pp. 19220:313. 24X 

Fiche; 90-333, 83/06/30, 8307090023. 


--B3070S0029 Rev 0 to "Technical Guidelines for Emergency Operating 
Procedures. " 

LtSENO.R., CHILDS. U.N. Power Authority of the State of New York. 
33/06/19. 92pp. 19220.320. 24X Fi che ; 90-333, 03/06/30. B307Q50023. 


— 3307050034 Rev 3 to AP 2.2 "Procedure for Emergency Operating 
Procedures." U/five oversiie drawings. Aperture cards are 
available in PDR. 

4 Pouer Authority of the State of New York. 83/06/03, 83pp. 

19221:010. 24X FI c h e: 90-333. 83/06/30, 8307050023 


9307210326 Forwards eiemptlon from certain fire protection requirements 
of App R b 10CFR90. 48 re Control room S, torus room, per 
820236 request. 

VASSALLO. 0. B. Operating Reactors Qranch 2. 83/07/01 BAYNE. J.P. 

Pouer Authority of the State of New York 3pp. 19672:344. 34X 

Fiche: 50-333, 63/07/01, 8307210326 


— B30721033I Exemption from certain fire protection requirements of App R 
to 10CFR90 re control room tt torus room. 

PURPLE.R-A. Division of Licensing. 83/07/01. Pouer Authority 
of the State of New York. 6pp. 19672' 347. 24X 

Fiche. 50-333. 83/07/01. 8307210326. 


B307110223 Forwards payment for fee re App R to lOCFRSO. "Alternate 
Safe Shutdown Capability. " Fee paid under protest pending 
final deternination of legality of fee schedule. 

BAYNE. J.P. Power Authority of the State of New York. 83/07/06. 
HILLER.U-O. License Fee Management Branch. 3pp. 19300:074. 24X 

Fiche; 50-333. 63/07/06. 8307110223 


8307290305 Requests arrangements be made to support NRC representative. 
JJ Hawhurst. 830804 site visit re atmospheric transport t< 
diffusion modeling supporting emergency dose calculations 6 
projections. 

VASSALLO. D. B. Operating Reactors Branch 2. 33/07/19. BAYNE. J.P. 

Power Autherity of the State of New York. 2pp. 19858; 161. 24X 

Fiche: 50-333. M/07/19, 8307290305. 


K. Utility Final Safety Analysis Report (F8AR) amends 


B3072S0238 Forwards Rev 1 to updated FSAR 

BAYhE.J.P. Power Authority of the State of Nou York. 33/07/20. 
DENTON.H-R. Office of Nuclear Reactor Regulation. Director. Ip 
19707:074. 24X Flch e ; 90-333. 03/07/20, 8307290238. 


— B3072S0248 Rev 1 to updated FSAR. 

SAVNE.J.P. Power Authority of the State of New York. 83/07/31. 
3B5pp. 19707:075. 24X F i che : 50-333. 83/07/20, 3307250233. 


P. Operating license stege documents 6 correspondence 


B306100021 Forwards safety evaluation re NUREO-0737, 1 tern II. B. 2, 
"Design Review of Plant Shielding. " Item resolved. 

VASSALLO. D. B. Operating Reactors Branch 2. 83/05/25. BAYNE, J. P. 

Power Authority of the State of New York. 9pp. 18819:309. 24X 

Fiche; 30-333. 83/09/29, 8306100021. 


8307120041 Requests util choose one of two acceptable alternatives in 
BWR Owners Group study re NUREO-0737 Item tl.K. 3. 18, 

"Autonatlc Deprassurl ration Sys Logic Mods." Schedule for 
iAplenenting mods should be provided ulthin 45 days. 

VASSALLO. D. B. Operating Reactors Branch 2. 33/06/03. BAYNE, J. P. 

Power Authority of the State of New York. 3pp 19435:350. 24X 

Fiche: 90-333.33/06/03, 8307120041. 


83O7I2O03B Advises of acceptability of deviation from approved OE 
Owners Oroup conceptual design for TMI Item H.K. 3. 13, 

"HPCl/RCtC Initiation Level.” Item resolved. 

VASSALLO. D. B. Operating Reactors Branch 2. 33/06/17. BAYNE, J. P. 

Power Authority of the State of New York. 2pp. 19435:399. 24X 

Fiche: 50-333. 83/06/17. 0307120030. 


B307I40904 Forwards confirmatory order verifying 801216,810513,820111 6 
830912 eommitaents to install permanent scram discharge sys 
mods prior to Cycle 6 operation. Proposed model Tech Specs 
end. 

VASSALLO. D. B. Operating Reactors Branch 2. 83/06/24. BAYNE. J.P. 

Power Authority of the State of New York. 2pp. 19528:301. 24X 

FICha: 90-333. 83/06/24, 8307140504. 


— 8307140309 Confirmatory order verifying 001216,810913.020111 & 330912 
eoraltments to install permanent scram discharge sys mods 
prior to Cycle 6 operation. 

EISEMIUT.D. G. Oivtslon of Licensing. 83/06/24. Power Authority 
of the State of New York. 5pp. 19923:303. 24X 

Fiche: 50-333. 83/06/24, 8307140904. 


8307010110 Requests exemption from IOCFR90. 44 ( c ) (3K 1 1 ) , 1 n ter Im 
hydrogen control requirements. Current plant design provides 
sufficient protection to public health 1, safety. bated on 
review of B14R Owners Group Rept NEDO-22195. 

BAYNE. J. P. Power Authority of the State of New York. 33/06/29. 
VASBALLD. 0. B. Operating Reactors Branch 2. 2pp. 19163:352. 24X 

Fiche: 90-333. 83/06/29. 03070101 10. 


8306270397 Generic Ltr 83-26 to all applicants for OUs 4i holders of 
CPs for power reactors re c lar i f icat ion of surveillance 
requirements for diesel fuel impurity Svc list end. 

EISENHUT. 0. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Fiche: 90-000. 83/07/09, 8306270397. 


B307060339 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors i. holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list end. 

EISENHUT. D. 6 . Division of Licensing 03/07/06. Consolidated 
Edison Ce. of New York, Inc. 16pp. 19669:254. 24X 

Ficho: 90-000. 83/07/06. 8307060329. 
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8307110323 Foruards application to amend License DPR-39/ revising Tech 
Specs to reduce susceptibility of scram discharge vol sgs to 
common cause failures. 

BAYNEi J. P. Power Authority of the State of Neu Vort. 83/07/07 
YASSALLO. D. 0. Operating Reactors Hranch S 3pp. 19300:034. 24X 

Flche; 30-333, 83/07/07, 8307110225. 


—8307110229 Application to amend License DPfi-59. r e vi s ing Tech Specs to 
reduce susceptibility of scram discharge vol sys to coeuaon 
cause fat lures. 

BAYNE, J. P. Power Authority of the State of New York 83/07/01. 

Ip. 19380:037. 24X FI c h e : 50-333, 83/07/07, 8307 1 1 0225. 


— 8307110233 Proposed Tech Specs re scram discharge vol sys mods 
» Power Authority of the State of Neu York. 83/07/07. 33pp. 

19300:038 24X F i ch e : 50-333, 83/07/07, 0307 1 1 0225 


8307110314 Forwards description of defect in control rod drive return 
1 int, proposed mod for capping reactor no > t te, opera t Ing 
history of return line t, implementation schedule for all 
NUREG-OSl? mods. 

BAYNE, J.P. Power Authority of the State of New York. 83/07/07. 
VASSALLO, D. B. Operating Reactors Branch 2. llpp 1938i;S64. 24X 

Flche: 50-333, 83/07/07, 8307110314. 


83070a01S9 Generic Ltr 83-26 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATU5 events. Sve list end. 
EISENHUT, D. 0. Division of Licensing 83/07/08. Consolidated 
Edison Co. of New York. Inc. 38pp. 19669:269. 24X 

Flche; 50-000, 83/07/08, 8307080169. 


8307180108 Forwards rev to 830623 response to NRC 830202 request for 
addl Info re NUREG-0737. I terns II. F. 1.4, "Containment 
Pressure Monitor" t< II. F. 1.5, "Containment Water Level 
Monitor," to correct Inaccuracies in original data. 

BAYNE, J. P. Power Authority of the State of New York. 83/07/12. 
VASSALLO. 0. D. Operating Reactors Branch 2 3pp 19357:022. 24X 

Flche; 50-333, 83/07/12, 8307180108. 


8307210011 Requests eiemptlon from 10CFR50 44 interim requirements re 
hydrogen control , pend Ing results of NEB0-22ISS. "Generation 
Si Mitigation of Combustible Gas Miitures in Inerted BWH 
Mark I Containments. " 

BAYNE, J. P. Power Authority of the State of New York. 83/07/19 
VASSALLO, 0. B. Operating Reactors Branch 2. 4pp. 19669:245. 24X 

Flche: 50-333, 83/07/19. 830721001 1 


8307270335 Advises that high drywell pressure permissive will be 
eliminated U manual inhibit switch added by 650430, per 
NyREG-0737, Item 11. K. 3. 18, "Mod of Automatic 
Depressurization Sys Logic." 

BAYNE, J. P. Power Authority of the State of New York. 83/07/25. 
VASSALLO, D. B. Operating Reactors Branch 2 2pp. 19767 239. 24X 

Flche: 50-333, 83/07/25, 8307270335. 


8307270439 Suppl to 621229 application to amend License DPR-S9, al lowing 
plant operation u/slngle recirculation loop out of sve for 
unrestricted duration at power levels not exceeding SOX. 

Errata t> addenda to NEDO-24261 end. 

BAYNE, J. P. Power Authority of the State of Now York. 63/07/25. 
VASSALLO, D. B. Operating Reactors Branch 2 2pp. 19767:180. 24X 

Flche; 50-333, 83/07/25, 8307270439. 


—0307270440 Errata k addenda to NEDQ-242B1. "Single Loop Operation. 
< General Electric Co. NED0-242B1 ERR. 80/12/31. 4pp. 
19767:102. 24X F 1 ch e; 50-333, 83/07/25. 8307270439. 


Q. Inspection reports, IE Bulletins t correspondence 


8307010111 Responds to IE Bulletin 83-05, "ASME Nuclear Code Pumps 6 
Spare Parts Mfg by Hayward Tyler Pump Co. " No ASME Code 
pumps or spare parts mfg by Hayward Tyler Pump Co used in 
fac i 1 1 ty. 

MCNEILL. C. A. Power Authority of the State of New York. 83/06/17. 
HURLEY, T. E, Region 1, Office of Director. 2pp. 19169:234. 24X 
Flche; 50-333, 83/06/17, 830701011 1. 


0307110414 Forwards IE Insp Rept 50-333/83-12 on 830501-31 t, notice 
of violation. 

6TAR0STECKI, R. Division of Project 6 Resident Programs. 83/06/22. 
MCNEILL, C. A. Power Authority of the State of New York. 2pp. 
19382:011. 24X F 1 c he ; 50-333. 83/06/22, 8307 U 04 1 4. 


—8307110417 Notice of violation from insp on 830501-31. 

* Region 1. Office of Director. 83/06/22. Ip, 19382:013. 24X 

Flche: 50-333, 83/06/22, 8307110414. 


— 8307110421 IE Insp Rept 50-333/83-12 on H3OS01-3! Noncompliance noted. 
E-70ia covered electrode in portable oven T-39 not 
maintained at 50 to 250 F t, welding rod not I'eCuvned to weld 
rod storage attendant al end of shift 

LINVILLE. J C. , DQERFLEIN.L T , KISTER.HQ Region 1, Office of 
Director 83/06/17. 7pp. 19382 014 24X F i c h e : 50-333, 83/06/22. 

8307110414. 


8307140406 Forwards IE Safeguards Insp Rept 50-333/83-13 on S30606-10. 
No noncompl iance noted 

MARTIN-T.T Division of Engineering 6 Technical Programs. 03/06/28. 
nCNEILiC.A. Power Authority of the State of New York. 2pp. 

19521 106 24X Flch e : 50-333. 63/06/26, 030/ 1 40406 


— 8307140410 IE Safeguards Insp Rept 50-333/83-13 on 830606-10. No 
noncompliance noted Major areas ir.spected. site oi ientation L 
review of security plan b implementing pi ocedures, secur 1 ty 
program audit, security organiiation V testing k niaint 
DUNLAP. J M . MCKEDWN, L M. , GODY, A. T Region 1, Office of Director. 

83/06/27. 3pp. 19521 108 24 X F i c h e 30-333, 83/06/28, 83071 40406. 


6307110394 Ack receipt of 030622 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-333/63-09. 
STAROSTFCKI.R. Division of Project k Resident Programs. 83/07/01. 
MCNEILL, C. A Power Authority of the State of Neu York Ip. 
19380:323. 24X Fi chc : 50-333. 63/07/0 1 . 8307 1 10394. 


— 8307110400 Responds to NRC 830523 ltr re violations noted in IE Insp 
Rept 30-333/83-09. Correc 1 1 VO actinns:lwo lost torque 
wrenches will be callbr if f ound, ca 1 ibr records located k 
natnt calibr program rewritten. 

MCNEILL, C. A. Power Authority of the State of Now York. 83/06/22. 
8TARQSTECK], R. Division of Project k Resident Programs. 3pp 
19380:324. 24X Flche: 50-333. 83/07/01 , 83071 10394. 


B30627040I IE Info Notice 63-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Sve list end. 

UWDAN.E.L, Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc 154pp. 19563:293 24X F j c h e 30-000, 83/07 / 1 1 , Q306270401 . 


8306270404 IE Info Notice B3-47, "Failure of Hydraulic Snubbers os 
Result of Contaminated Hydraulic Fluid. " Sve list end. 
tJORDANi E. L. Division of Emci'gcncy Preparedness b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York. Inc 141pp 19363 153. 24X Ficnc 50-000, 83/07/12, 8306270404. 


8307280278 Forwards I£ Insp Rapt 50-333/83-03 on 830208-11. No 
noncompl lance natsd 

MARTIN/T.T. Division of Engineering b Technical Programs. 83/07/13 
HCNEILL.C.A. Power Authority of the State of Neu York. 2pp 
19791:313 24X Fl ch e : 50-333, 83/07/ 1 3, 8307280278. 


—8307280283 IE Insp Rept 50-333/03-03 on 830208-11 No noncomp 1 lance 
noted. Major areas inspec ted : des i gn. i ns ta I la t ion b testing 
of H8IV leakage collection sys. 

EAPEN.P.K., ANDERSON, C.O Region l. Office of Director 83/07/08. 
3pp. 19791:315. 24X Flche. 50-333. 83/07/1.3, 830/280276. 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive 1-125 t< 1-131 In Excess of NRC Limits " Sve list 
enc I. 

TAYLORiV.M. Division of QA, Safoguords b Inspection Programs (Post 
8301(}3>. 83/07/14. Consolidated Edison Co of New York, Inc. 

t|4pp. 19715:270. 24X Fi ch e : 50-000, 83/07/ 1 4 , 0306270406. 


8307280291 Forwards SALP rept conducted on 830222 b discussed 
u/llcensee on 830520 covering period Jsn-Dsc 1982. Overall 
performance ac cep tab le. Mg t altentiori b Invulvemenl agresslve 
in area of security 6 safeguards. 

MURLEY.T.E. Region I, Office of Director. 03/07/20. BAYNE, J. P. 
Power Authority of the State of New York. 4pp. 19790. 121. 24X 

Fiehe: 30-333, 83/07/20, 830728029! 


— 83072a(K’9S SALP rept for Jon-Dec 1982 

* Region I, Office of Director. 03/05/20. 36pp. 19790; 125. 24X 

Flche: SO-333. 83/07/20, 8307200291 


8307290267 Forwards 830610 ltr in response to NRC 830525 request for 
addl info re IE Bulletin 80-11, "Masonry Welt Design." Ltr 
inadvertently misplaced 

BAYNE, J. P. Power Authority of the State of New York. 83/07/21. 
VAS8ALL0.D B. Operating Reactors Branch 2. Ip 19701.354. 24X 

Fiche: 90-333, 83/07/21. 8307230267. 


— B30729027B Forwards response to NRC 630525 request for addl Info re IE 
Bulletin 80-lt, "Masonry Ua 1 1 Design " Use of increased 
allowable stresses justified, per NRC 620426 request 
Methodology used to analyze masonry walls submitted. 

BAYfC, J. P. Power Authority of the State of New York. 83/06/10 
VASSAl.LOi D. B. Operating Reactors Branch 2 Spp 19701:355. 24X 

Flche; 50-333. 83/07/21 , 8307250267 
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R Periodic Dperetin 9 reports & related correspondence 


8307120337 Monthlg operating rept For June 1983 M/e30708 itr. 

COOK. J. > MCNEILL, C. A. Pouer AutNoritg of the State of Neu York 
93/07/08. Director's Office, Office of Inspection and Snforceieent. 
llpp. I'fdOS 281 24X Flche 50-333.93/07/08,8307120527 


S. Reportable occurrences, LERs 2, related lornespondence 


8307010060 LER 83-022/03L-0 on 830607, d ur I ng performance of local leak 
rats testing of containment sprag , pane trat ion X-39A found w/ 
leakage that mag eiceed Tech Spec limits Cause undetermined. 

Details will be provided uithin 30 dags U/S30616 Itr. 

KEITH, H N , MCNEILL, C. A. Pouier Authoritg of the State of New York. 
63/06/16. ALLAN, J.H. Region 1, Office of Director 2pp 
1<?16'?:2‘13 2AX Fic h e ; 50-333, 83/06/ 1 6. 83070 1 0060 


8307010046 LER 63-021 /03L-0: o n B30603.rod block caUbr not perforeted 
within 7 dags of 830603 planned reactor shutdown. Caused bg 
inadequate mgt controls to implement Tech Specs Procedures 
to be revised. U/6306ia. 

KEITH.H.N , MCNEILL. C. A. Power Authoritg of the State of New York. 
83/06/18. ALLAN, J.H. Region 1. Office of Director. 2pp. 

19169:192 24X Fi c he 50-333, 83/06/ 10, 830701 0046. 


8307010017 LER 63-023/0 1 T-0. o n 830607, water seepage discovered from 
weld in stainless steel pipe section of control rod 
hgdraulic return line. Caused bg In tergranu iar stress 
corrosion cracking. PI p Ing will ba removed. U/830620 Itr. 

PETERS, R., MCNEILL, C A. Power Authoritg of the State of New York. 
83/06/20. MURLEV.T.E. Region 1, Office of Director. 2pp. 
19169:101. 24X Fi ch e : 50-333, 83/06/20, 830701001 7. 


6307110309 Advises of potential nonconformance re design of pipe 
supports for normal loads. Visual insp of 20 pipe supports 
In progress. Not reportable per Part 21 . Evaluation will be 
completed prior to startup from refueling outage 
aAVNE, J P. Power Authority of the State of New York. 83/07/07. 
VASSALLO, D. B. Operating Reactors Branch 2 2pp 19380:344. S4X 
Fiche: 50-333, 83/07/07, 8307110309 


6307220179 PNO- 1-63-076 : on 830715, during ultrasonic eiams required 
bg IE Bulletin 63-02, pipe crack identified in end cap to 
pipe weld of 22 -lnch diameter distribution header on 
circulation loop A. Caused bg intergranular stress corroiion. 
LAZARUS, U. J. , KISTER.H.B. Region 1, Office of Director. 83/07/18. 
Ip. 19684:012. 24X F i c he : 50-333, 83/07/ 1 0. 83072201 79. 
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P. Securltg, medical, emergeneg i< fire piolection plans 


8307010096 Forwards IE Insp Rept 50-334/83-10 on 830S03-0606. No 
noncomp 1 lance noted. 

STAflOSTECK! . R Division of Project 6 Resident Programs. 83/06/14. 
CAREY. J.J. Duquesna Light Co. 2pp. 19124:262. 24X 

Flche: 50-334. 83/06/14, 8307010096. 


—8307010109 IE Insp Rept 50-334/83-10 on 830503-0606 No none omp 1 lane a 
noted Major areas inspec ted 1 icansee action on previous 
insp findings, plant operatlons.housekeeping.flre protection, 

IE bulletins 5 LER followup 

TROSKDSKli W. M. , TRIPP. L. 6. Region 1, Office of Director. 

83/06/10. 23pp. 19124.264. 24 X Fi c h c 50-334 , 83/06/14. 8307010096. 


8307070442 Discusses 830418 6 0520 Itrs re installation of encapsulated 
control power transformers in 480-vDlt emergency motor 
control ctrs instead of Installing fuses on secondarg side 
of eilsting transformers. Des ign acceptable. 

VAHOA.S.A, Operating Reactors Branch I. 83/06/20. CAREViJ.J. 
Duquesne Light Co. 2pp. 19300:188. 24X Fi che: 50-334, B3/O6/20t 

8307070442 


8307200115 Forwards Rev 0 to Issue 3 of phgsical securltg plan. Rev 
withheld (refs 10CFR2. 790 «■ IOCFR73.rn. 

CAREY, J J Duquesne Light Co. 03/06/27. HURLEY, T. E. Region 1. 
Office of Director. Ip. 19647:068. 24X F 1 che : 50-334, 03/06/27. 

8307200115. 


0. Adjudicatorg correspondence 


8307250020 Addl response to FOIA request for 22 categories of 
documents Forwards App ALB documents Portions of App 8 
documents withheld (ref FOIA Eiemplions 7 i 31. 

FELTON, U.M Division of Rules asiil Records 83/05/05. SHQLUV.S.C. 
Union of Concerned Scientists. 4pp. 19725:108. 24X 

Fiche: 50-000, 83/05/05. 8307250020. 


—83072S0027 House Resolution 62 directing House of Representatives 
CaiMiittee in Hines U Energy Mgt to conduct investigation 
snto incidents that allegedly occurred at facility. 

> Pennsylvania. Commonwealth of,. 81/06/IS Ip. 19725:119. 24X 

Fiche. SO-OOD. B3/05/05. 8307250020 


■8307290033 Notifies of 811112 meeting In Harr i sburg , P A to hear 
tasClaony re facility me ident. Comml ttee will attempt to 
Halt subj natter to nuclear plant security requirements. 

TAYLOR, F.R. Pennsylvania, Commonwealth of, 81/10/21. 

DIRCKS.H.J. Office of the Eiecutive Director for Operatians. 2pp. 
19725:120. 24X Fic he : 50-000, 83/05/05, 8307250020. 


K. Utility Final Safety Analysis Report (FSAR) L amends 


B30728029B Forwards Rev 1 to updated FSAR, ref loc ting info 6 analyses 
submitted to NRC & clarification or editorial changes. Revs 
to Section 14.3 will be provided during Sept 1983. Ack of 
receipt requested. 

CAREY. J.J. Duquesne Light Co. 83/07/22. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 4pp 19813:001. 24X 

Fiche: 50-334. 83/07/22. 8307280298. 


~B3072B0303 Rev t to updated FSAR. 

• Duquesne Light Co. 83/01/31. 897pp. 19813:005. 24X 

Fiche; 50-334. 83/07/22, 8307260293. 


P. Operating license stage documents L correspondence 


B307SS00PO Addl response to FOIA request for 22 categories of 
documents. Forwards App A t, D documents. Portions of App D 
dacuments withheld (ref FOIA Exemptions 7 L 3). 

FELTON.J.M. Division of Rules and Records. 83/05/09. SHOLLY.S.C, 
Union of Concerned Scientists. 4pp. 19725:108. 24X 

Fiche: 90-000. 83/05/09. 8307290020. 


B306060070 Generic Ltr 63-22 to all operating reactor licensees, 
applicants for OLs S. holders of CPs for Vies t Inghouse PNRs 
re safety evaluation of "Emergency Response Guidelines." 

Sve list end. 

E18ENHUT. D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19963:116. 24X Fiche : 90-000, 83/06/03. 

8306060070. 


8307110616 Monthly notice of amends to OLs involving NSHC issued since 
830323. 

CLARK. R. A. Operating Reactors Branch 3. 83/06/14. 26pp. 

19391:192. 24X FI che : 90-000, 93/06/ 1 4. 8307 110616. 


8307070119 Forwards "Pressurlier Safety t< Relief Line Evaluation 
Summary Rept.” per TIil Item II.D. 1 containing results of 
second iteration of thermal hydraulic evaluation 5r 
structural analysis on piping L supports. 

CAREY.J.J Duquesne Light Co. 83/06/24. VARGA, S.A. Operating 
Reactors Branch i. 2pp. 19267:265. 24X Fiche: 90-334, 83/06/24. 

8307070119. 


--8307070119 “Pressur i ler Safety L Relief Line Evaluation Summary Rept. 
NO.C.K. Mestlnghouse Electric Corp. SMITH, L.C., CHANG, K.C. 
Duquesne Light Go 83/06/30. 71pp. 19267:267. 24X 

Fiche 50-334. 83/06/24, 8307070119 


8306270397 Oencrlc Ltr 83-26 to all applicants for OLs L holders of 
CPs for power reactors re c lari f ica t ion of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUT. D. 0. Oi vi si on a f L i c ens 1 ng . 83/07/05. Consolidated 

Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Fiche: 90-000. 83/07/09. 8306270397, 


83O7IB0I18 Requests copy of Div of Operating Reactors 791228 generic 
review on inadvertent safety injection during cooldown to 
assure facility adequately bounded by review. 

CAREY.J.J. Duquesne Light Co. 83/07/05 VARGA, S.A. Operating 
Reactors Branch 1. Ip. 19356:266. 24X Fiche: 50-334, 83/07/05. 

8307180118 


8307060329 Generic Ltr 83-27 to all licensees L applicants for 
operating power reectors & holders of CPs for power reactors 
re surveillance Intervals in STS. Sve list end. 

EI8ENHUT. D. 6 . Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:294. 24X 

Fiche: 90-000. 83/07/06. B307060329. 


B307190IIB Confirms info exchanged during B30627 conference call re 
N-1 loop operations. Isolation valves not needed on 3-inch 
DHR lines on secondary side. 

CAREY. J J Duquesne Light Co. 83/07/06. VARGA. S. A. Operating 
Reactors Branch i. 9pp. 19536:222 24X Fi che: 90-334, 83/07/06, 

8307190118. 
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Q3070Q0167 Generic Ctr 83-28 to ell licenseei of operating reactors, 
applicants for OL b holders of CPs re required actions bated 
on generic Implications of Salem ATWS events Svc list enel. 
8ISENHUT, D. 0. Division of Licensing SG/07/OB. Consolidated 
Edison Co of Neu York. Inc. 3Spp 1966<; 269. 24X 

FI Che: 90-000. 83/07/08. 83070B0169 


83072B0244 Rev to Change Request 78 for License DPR-66. revising Tech 
Specs to incorporate hydraulic snubbers located on main 
feeduater piping upstream of auxiliary feeduiater injection 
piping in Table 3. 7-4a. Safety evaluation encl. 

CAREY, J J Duquesne Light Co. 33/07/14 VARGA. 5.A. Operating 
Reactors Branch I 5pp. 19799.271. 24X F 1 c h e : 50-334, 83/07/14. 

0307280244. 


--B307280248 Proposed Tech Specs Table 3. 7-4a re safety-related 
hydraulic snubbers. 

• Duquesne Light Co. 83/07/14 Ip. 19795:276. 24X 

Fi Che. 50-334, 83/07/14, 8307200244. 


Q307280277 Application for amend to License DPR-66, consisting of 
Proposed Change Request 66 re admin i s tra t i ve changes to Tech 
Specs. 

CAREY, J J Duquesne Light Co. 83/07/14 VARGA, S. A. Operating 
Reactors Branch 1. 2pp. 19791:320. 34X Flche; 50-334. 83/07/14. 

B3072S0277. 


--83072802B2 Proposed Tech Spec Change Request 06 re administrative 
changes. 

* Duquesne Light Co, 03/07/14 19pp. 19791:322. 24X 

Flche: 50-334. 03/07/14, 03O72SO277. 


B307270I92 Rev to Change Request 79 for License DPR-66 re boron 
concen ti a t i pn reduction in boron injection tank. 

CAREY.J.J. Duquesne Light Co. 83/07/15 VARGA, S. A. Operating 
Reactors Branch I. 3pp. 19749.332. 24X F 1 c he . 90-334. 83/07/13. 
0307270192 


—8307270197 Proposed revs to Tech Spec Change Request 79 re boron 
concentration reduction in baron injection tank. Safety 
evalua t ion enc 1 . 

« Duquesne Light Co. 03/07/15. 9pp. 19749:339. 24X 

Flche: 50-334. 03/07/15, 8307270192. 


8. Inspection reports, IE Bulletins 5 correspondence 


830725002D Addl response to FOIA request for 22 categories of 
documents. Foruards App A t> B doc uments. Port 1 ons of App B 
documents uithheld (ref FOIA Exemptions 7 3). 

FELTON, J. M. Division of Rules and Records 03/05/05. SHOLLY.S. C. 
Union of Concerned Scientists. 4pp 19725. 108. 24X 

Flche; 50-000, 83/05/09, 8307250020. 


— 8307290060 IE investigation Ropt 50-334/81-16 on 81 0606-i S. 30. 0701 . OS. 
09 ti 1 0. Noncomp 1 lance not od : f a 1 1 ur e to maintain operable 
high pressure ECC5 during pouier operation & failure to 
properly administer approved operator training progran. 

DEVLIN, J.M., DECKNAN, D. A. . nEKIT0,M,A. Region 1. Ph t tad elph la. 
Office of the Director Bi/12/07 24pp. 19725:139. 24X 

Flche: 50-000, 83/09/09. 8307250020. 


8307010096 Foruards IE Insp Rept SO-334/83-10 on 830503-0606. Ns 
noncomp 1 lance noted. 

STAROSTECKI, R Division of Project Resident Programs. 83/06/14. 
CAREY.J.J, Duquesne Light Co. 2pp 19124:262. 24X 

Fiche: 50-334, 03/06/14. 8307010096. 


— 8307010l()*? IE Insp Rept 50-334/83-10 on 830903-0606. No nonconpllance 
noted. Major areas Inspec ted . 1 1 censce action on previous 
insp findings, plant operations, house keep mg, fire protect Ion. 

IE bulletins t, LER follouup 

TRD8K0BKI, W. M. . TRIPP. L.E.. Region !. Office of Director. 

83/06/10. 23pp. 19124:264. 24X F 1 c h e : 50-334, 83/06/14. S307010096. 


8307110362 Foruards IE Insp Rept 50-334/83-11 on 830524-27. No 
noncomp 1 lance noted. 

MARTIN, T.T. Division of Engineering 6 Technical Program*. 83/06/22. 

CAREY.J.J. Duquesne Light Co. 2pp. 19380:253. 24X 

Flche; 90-334, 83/06/22, 83071 10362. 


— 8307110366 IE Insp Rept 50-334/83-11 on 030924-27. No noncompliance 
noted. Major areas inspec ted: rad la blon protection program, 
including outstanding Items, outage advanced planning t, 
preparacion, procedures, training U posting 6 control. 

CLEMONS.P. , SHANBAKY.M. fiegian 1, Office of Director. 83/06/20. 
9pp. 19380.298. 24X F 1 c he ; 50-334, 03/06/22. 8307 1 10362. 


8307120463 Ack receipt of 830623 itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/03-08. 

STAROSTECKI, R. Division of Project t< Resident Programs. B3/07/0B. 
CAREY, J J. Duquesne Light Co. Ip 19424:205 24X 

Fleho: 90-334, 83/07/08, 8307120463 


~~B307I2<M79 Responds to NRC 830523 Hr re violations noted In IE Insp 
Rept 50-334/83-08. Correc t ive ac t ions; requirement to cycle 
H0V—8I 662A tt B on 31-day frequency added to OST I. 11.6 6 
1.11.7 via Operating Manual Change Notices 83-143 i, 83-144. 
CAREY.J.J. Duquesne Light Co 83/06/23. STAROSTECKI , R. Region 
i. Office of Director. 2pp. 19424:206. 24X FI C h e : 50-334, 

83/07/08. 8307120463. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list encl. 

JORDAN.E C. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of Neu 

York. Inc. 154pp 19563:293 24X F 1 c he : 90-000, 83/07/ 1 1 , 8306270401 . 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list encl. 

JOROAN.E-L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of Neu 

York. Inc. 141pp, 19563.193. 24X Flche: 50-000,83/07/12,8306270404- 


B306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-125 b 1-131 In Eicess of NRC Limits. " Svc list 
•ncl. 

TAYLORiJ.fl. Division of QA, Safeguards b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of Neu York, Inc. 

llApp. 19715:270. 24X F i ch e ; 50-000, 83/07/1 4, 8306270406. 


R. Periodic operating reports b related correspondence 


9307220308 Honthly operating rept for May 1983.11/830610 Itr. 

HOLTZ. J.L., CAREY.J.J. Duquesne Light Co. 83/06/10. Office of 
Resource Management. Director, epp. 19683:285. 24X 

Flche: 90-334. 83/06/10, 8307220308. 


8307290182 "NPDES Discharge Monitoring Rept, June 1983." H/a30?29 Ur. 
BTEAO.L.S., FEITKNECHT, C. Duquesne Light Co. 83/07/26. REID.R.W, 
Operating Reactors Branch 4. lepp. 19022:056. 24X 

Flclia; 90-334, 83/07/26. 8307290182. 


8. Reportable occurrsnees, LERs b related correspondence 


B3072S0020 Addl response to FOIA request for 22 categories of 
doeueients. Forwards App A & B documents. Portions of App B 
■locuments uithheld (ref FOIA Eiemptlons 7 b 3). 

FB-TON. J. (1. Division of Rules and Records. 63/05/05. SHOLLY.S. C. 
Unlois of Concerned Scientists. App. 19725:100. 24X 

Fteh e: 80-000, 83/05/05, Q307290020. 


—8307290029 Sequence of events re ml sposl t ioned high-head safety 
injection common, sue t ton valve. 

« Duquesne Light Co. 81/06/09. 3pp. 19729:116. 24X 

Fiche: 80-0 00, 03/09/09, 8307250020. 


—8307230049 Forwards Info re util response to 810606 possible act of 
sabotafe per PA House of Representatives Mines b Energy Mgt 
CoiMilttee Resolution 82 conveyed In 811021 S, 1104 Itrs. 

DIRCI^, M. J. Office of the Executive Director for Operations. 
81/17/10. TAYLORiP.R. Pennsylvania, Commonutalth of,. 2pp. 
1972S: 126. 24X Flche: 90-000, 83/09/05, 3307230020. 


—8307290054 "Special Rept to PA House of Representatives Response to 
Apparent Act of Sabotage." 

• NRC - No Detailed Affiliation Given. 83/09/09. 6pp. 
19729:134. 24X FI c h e : 90-000i 83/09/09, 8307290020. 


0307010136 LER 83-O17/O3L-0: on 830528. fo 1 1 ou I ng reactor trip, one source 
range nuclear detector observed not indicating b other 
source range began spiking high. Both declared Inoperable. 

Cause not de termlned. Doth detectors rep laced. U/B30619 Itr, 

LACEY.M.9. Duquesne Light Co. 83/06/15. ALLAN, J. M. Region 1> 
Office op Director. 4pp. 19124:358. 24X FI che: 50-334, B3/06/19. 

8307410136. 


8307114412 LER e3-016/03L-0: on 830528, supp ly breakers to 4,160-volt 
buses lA 6 10 opened due to Inadvertent operation of pilot 
Hire protection relay, causing loss of offsite ac source b 
raactar trip Caused by ground Fault on panel. 14/830622 Ur. 
LACEYiH. S. Duquesne Light Co. 83/06/22. ALLAN, J. M. Region 1, 
Office of Director. 4pp. 19302:276. 24X FI che: 50-334, 63/06/22. 

8307110412. 


8307114446 LER B3-Oia/O3L-0: on 830927, OST 1.16.9 (monthly fuel bldg 
ventilation sys verification) not performed since 830308. 

Caused by falling to schedule test in Apr b May. OST 
.performed satl sfac tori ly. U/B30622 Itr. 

LACEY.H. S. Duquesne Light Co. 83/06/22. ALLAN. J.K. Region 1, 
Office of Director. 4pp. 19380:196. 24X Fi che: 50-334. B3/06/22i 

8307110446. 
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307100170 UpdattiJ LER Bl-OBS/OIX-l : on 81 1009> re vicu of itructural 
<<lCulattciTii for Catfgory I structural shaueil that 
allaaiatle code working stresses could be exceeded for floor 
loading in etceit of 100 psf.Mods comp let ed. 11/830620 Itr. 

LACEY. U S. Du^uesne Light Co. 03/06/50 ALLAN.O.M. Region 1. 
Office of Director. 4pp. 19596:513. 24X Fiche: SO-334. 03/06/28. 

8307180170. 


307SS0277 LEA S3-019/03L-0: on 830611. while In hot st anSbij. I if t 
settings on 10 of 15 main steam lafetg valves jtiFq bg Dresser 
found gutsidi Tech Spec 1 Iml ts. Caused big valve lift setpoint 
drift. Settings readjusted within bol eranc e. M/030707 Itr. 

LACEY. M.8. Duqueine Light Co. 83/07/07. ALLAN, J. f1. Region 1. 
Office of Director. 4pp. 19684:139 24X Fiche. 90-334. 03/07/07. 

8307520277. 


307220443 Updated LER 83'00S/03X-2: on 630107, IGS-kV bus 1 lost Caused 
bq inadvertent operation of bus back-up timer rela^ 62-241. 

6BFII & SRU relays Interchanged. SBFU relays modified i. 
pfii/sical barrier around SBFU cuiitch ins ta 1 led. M/S30708 Itr. 

LACEV.U.S. Ouquesne Light Co. 83/07/00. ALLAN. J t1. Region t. 
Office of Director. 4pp, 19686: 128. 24X Fiche : 90-334. 83/07/08. 

8307520443. 


DCHer 90-339 ST. LUCIE PLANT. UNIT 1 


Security, medical, emergency U fire protection plans 


307140276 Ack receipt of 821557 Itr providing status of corrective 
actions rt public info t. educ programs. NAC finding of 
adequacy will be based on matl, along w/FEHA review of 
emergency plan. during Jan 1993 eierclse. 

O'REILLY. J. P. Region 5. Office of Director. 83/01/56. UKRID, R. E 
Florida Power & Light Co. Ip. 19552:354. 24X Ftche: 80-333, 

83/0 1 /36. 8307 140276. 


107140450 Forwards FEHA evaluation rept of 630120-Sl emergency 
cserclse per IE Imp ftepts 90-339/83-04 6 90-389/83-13, 
DANCE.H.C. Division of Project 6 Resident Programs. 83/03/30. 
UHRlO.R.E. Florida Power 4, Light Co. Ip. 19320:213. 24X 

Ftebe; 30-338. 83/03/30. 8307140420, 


'0307140454 "St Lucie Nuclear Power Plant Full-Scale Local Exercise 
Conducted on 630E20. " finel evaluation rept. 

» Federal Emergency Management Agency. 83/03/08. 36pp. 

19320:214. 24X Fi ch e: 30-333. 83/03/30. 8307 1 40420. 


107140339 Discusses 1984 full-scale emergency exercise per 830426 
meeting. Excrc if e ulll ertcnd over 3-day p ir iod . Emergenc y 
oparations facility will operate at reduced level after 
flrit day. 

O'REILLY. J. P. Region 5. Office of Director. 83/09/26. UHRIO.R E 
Florida Power 6 Light Co. 2pp. 19323:329. 24X 

Fiche: 30-000. 83/09/26.8307140339. 


07140278 Informs that Boise Interagency Fire Ctr eontraeled to 
perform surveys of radlofrequency U electromagnetic 
interference. Assistance requested. 

VERRELLI, 8. M. Division of Project L Resident Programs. 83/09/31. 
UHRIO.R. E. Florida Powar & Light Co. 22pp. 19922:297. 24X 

FI Che: 30-000. 83/09/31. 8307140278. 


07190269 Forwards notice of consldera 1 1 or. of Issuance of amend to 
License DPR-67 U proposed NSHC determination I. opportunity 
for hearing re Tech Spec changes adding fire protection 
equipe<ant. 

a Division of Licensing. 03/06/21. Docketing 6 Services Branch 
Ip. 19696:196. 24X Flehe:90-335.a3/06/21. 8307190269. 


3307190272 Notice of consideration of issuance of amend to License 
DPH-67 A proposed NSHC determination St opportunity for 
hairing re Tech Spec changes adding fire protection 
equipment L reporting requirements. 

CLARK. R. A. Operating Reactors Branch 3. 83/06/21. 0pp. 

19696: 197. 24X Fi e h e: 90-335. 83/06/21 . 8307 1 90269. 


37140185 Responds to util 830311 Itr re revs to Chapters 3 (t 6 to 

iscurlty plan. Changes consistent u/lOCFRSO. 341 p J A 

icceptabli. 

tNIOHTOM.C. H. Licensing Branch 3. 83/07/06. UHRIO.R. E. Florida 

>ower A Light Co. 2pp. 19340:048- 24X Fiche: 30-333. 83/07/06. 

3307140132. 


>7270331 Forwards Rev 7 to physical security plan. Rev withheld 
rref 10CFR73. 2J), 

JHRIO.R.E. Florida Power S. Light Co. 83/07/07. O'REILLY. J. P. 
legion 2. Office of Director. 2pp. 19767 297 24X 

'lehe; 30-303, 83/07/07. 8307270331, 


8307130347 Forwards IE Safeguards Insp Repts 90-333/83-29 A 
90-309/83-50 <0X1 830613-13. No n one omp I ian c e noted. 

DANCE.H.C Region S, Office of Director. 83/07/12. UHRIO.R. E 
Florida Power U Light Co. Spp 19338 284 54X 

Fiche: 50-333,83/07/12. 8307130347. 


— 8307190339 EE Safeguards Insp Repts 50-335/03-29 A 90-389/83-90 on 
830613-l3.Nd noncompliance noted Major areas Inspected: 
physical security plan A Implementing procedures re records 
A repts. Details withheld (ref 10CFR73 21 }. 

HOORE.D.E. Region 2, Office of Director. MCGUIRE. D. R. Division 
of Emergency Preparedness A Materials Safety. 83/07/11. Ip. 
19938:^6. 24X Fi ch 8:90-339.83/07/12.830713034 7- 


K. Utility Final Safety Analysis Report IFSAR) A amends 


9307280314 Forwards Amend 1 to updated FSAR. re f tec t Ing plant changes 
during 620123-830122. List of plant changos/mods per 
10CFR3O. 39 end. 

UHRIO.R. E. Florida Power A Light Co 83/07/22, DEMTQN.H.R. Office 
of Nuclear Reactor Regulation. Director. Spp. 19790:321, 24X 

Fiche: S0-33S. 93/07/22. 8307280314. 


—8307280316 Amend 1 to updated FSAR 

* Florida Power A Light Co. 83/07/31. 200pp. 19790:329. 24X 

Fiche: 30-333. 63/07/22, 8307280314 


0. Advisory Committee on Raactor Safeguards reports A correspondence 


9307190327 Comaients on reactor vessel thermal stress during c ool down, in 
response to 830320 Itr. Concurs u/Taylor Ref 3 that large 
thermal gradients could have developed if no mlxi'ng of 
stagnant fluid at tow temps aceurred. 

ZUDAN3. Z. Franklin Ins 1 1 tu t e/Frank 1 in Research Center, ZUDANS, Z. 
ACftS - Advisory Committee on Reactor Safeguards. 83/03/31. 

MCKINLEY. J. C. ACHS — Advisory Committee on Reactor Safeguards. ip. 
19636:171. 24X Fiche : 30-333, 83/05/31. 8307 190327. 


P. Operating license stage documents A correspondence 


8307080599 Notice of consideration of Issuance of amend to License 
DPR-67 6 proposed no significant haiards cons 1 d ora t ton 
dstarmlnatton & opportunity for hearing re Installation of 
overpressure mitigation sys. 

CLARKiR.A Operating Reactors Branch 3 83/06/10. Spp. 19364:273 

24X Fiche; 30-333. 03/06/10. 8307080399, 


8307110289 Notice of consideration of Issuance of amend to License 
DPR-67 & prepeied NSHC do t arml na 1 1 on A opportunity for 
hearing re radiological effluent Tech Specs compliance 
w/lOCFRSO. App e. 

CLARKaR.A. Operating Reactors Branch 3. 83/06/10. 9pp. 19387:003 

24X Fiche: SO-333, 83/06/10. 03071 10288. 


8367110616 Honthly notice of amends to OLs involving NSHC issued since 
830323. 

CLARK.R. A. Operating Reactors Branch 3. 83/06/14 26pp 

19391:132 . 24X Fiche : 30-000. 83/06/14, 83071 10616, 


83D714006S Concurs In 830516 request For extension until 030627 to 
submit call-in drills (staff augmenta t 1 ot >/1 Ime saving 
naaswresJ. 

DANCE.H.C Division of Project A Resident Programs. 83/06/20. 
UHRlOi R. E. Florida Power A Light Co. Ip. 19514:091. 24X 

Fiche: 30-000. 83/06/20. 8307 1 40065 


8307190269 Forwards notice of consideration of issuance of amend to 
License DPR-67 It proposed NSHC determination A opportunity 
for hearing re Tech Spec changes adding fire protection 
equipment. 

* Division of Licensing. 83/06/21. Doeketlng A Services Branch. 
Ip. 19636:196. 24X Fic he : 30-333. 03/06/2 1 , 8307190269. 


■8307190272 Notice of coesid era 1 1 on of issuance of amend to License 
OPR-67 A proposed NSHC determination A opportunity for 
hearing re Tech Spec changes adding fire proCectlo'n 
equipment A reporting requirements. 

CLARK. R.A. Operating Reactors Branch 3. 83/06/21. Bpp. 

19636:197. 24X Fiche ; 30-333, 83/06/21 . 8307190269. 


8307010078 Responds to NRC 830617 Itr re date for submittal of beta 
dose analysis used In equipment qua 1 1 f I ca 1 1 on methodology. 
Reanalysis will be submitted by 830713. 

UHRie.R-E. Florida Power A Light Co 83/06/24. CLARK.R. A. 
Operating Reactors Branch 3. ip. 19124:343. 24X 

Fiche: 30-33S. 83/06/24. 8307010078. 
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03O7OSOO16 Informs that intake structure ctare full^ cofeplies 
ui/Ouidel me 7 of NUnEG-06l2i "Crane Design," based on 
Franklin flesearch Ctr U Dresser Industries studies 
UHRIG.R.E, Florida Pouar f. Light Co 83/06/28 CLARK. R A 
Operating Reactors Dranch 3. Ip. lRl‘y3 085 24X 

Flche: 50-335, 83/06/28, 8307050016. 


0307060223 Discusses use of C-E Windsor simulator in requal if teat ion 
training to prevent & mitigate voiding during natural 
circulation cootdoien per 630426 request Simulator does not 
have capabilitg to model upper head voiding. 

UHHIO.R.E. Florida Power i. Light Co 03/06/30. CLARK, R. A. 
Operating Reactors Dranch 3 Ip Ifas^.StO 24X 
Flche: 50-335. 83/06/30. 0307060223. 


0307060233 Submits addl info supporting 030216 request for amend to 
License DPR-67 revising surveillance requirements of 
123-voIt dc batteries in conjunction w/sgs mods. In response 
to NRC request. Unit 1 dc sys modified identically to Unit S. 

UHRIG.R. E. Florida Power t, Light Co 83/06/30 EISENMl/r.D G 
Division of Licensing. 4pp. 19237:287. 24X F i ch e 30-335. 83/06/30. 

0307060253. 


8307070077 Forwards description of C-E Owners Group program for 
resolving TMI Item It. K, 3. 5 "Automatic Trip of Reactor 
Coolant Pumps" !. Generic Utr 83- 1011. Program scheduled for 
completion by end of 1983. 

UHRIG.R.E. Florida Power Light Co 83/07/01. ElSENHUTi D. 0. 
Division of Licensing 6pp. 19293:076. 24X F i ch e : 50-333, 83/07/01. 

0307070077. 


8306270397 Generic Utr 03-26 to all applicants for DLs U holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. 3vc list end. 

EIBENHUT, D. 0. Division of Licensing. 83/07/05 Consolidated 

Edison Co. of New York. Inc. I6pp. 19390 317. 24X 

Flche: 30-000, 83/07/05i 8306270397 


3307060329 Generic Ltr 63-27 to all licensees t/ applicants for 
operating power reactors U holders of CPs for power reactors 
re surveillance Intervals In STS. 8vc list end. 

EISENHUT, D. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co of Now York. Inc 16pp. 19669:254. 24X 

Flche: 50-000, e3/07/06i 0307060329. 


8307130205 Requests withholding of Rev ! tr, QTR105. "Oual 1 Ficat ion of 
EA180 Series Limit Switches for Use in Nuclear Power Plants 
in Compliance W/IEEE Stds 323-1974,382-1972 J- 344-1973, 
per 10CFR2. 790 

SWANSON, N. E. Acme-C 1 e ve 1 and Development Co. 03/07/07. NRC - No 

Detailed Affiliation Given. ip. 19463.353. 24X 

Flche: 50-333, 83/07/07, 0307130205, 


8307080169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
ElSENHUTi D. G. Division of Licensing. 83/07/08 Consolidated 

Edison Co. of New York, Inc. 38pp 19669.269 24X 

Flche: 30-000, 03/07/00, 8307000169. 


0307270233 Forwards request for addl Info re 030303 justification for 
continued operation for Item 114 re environ qualification of 
Category 11. D equipment. Info requested within 30 days. 

CLARK, H. A. Operating Reactors Branch 3. 03/07/11. UHRIG.R.E. 

Florida Power 6 Light Co 4pp. 19011- 177 24X 

Flche: 50-333, 83/07/11. 0307270233. 


0307280465 Requests ex-core detector neutron noise I accelerometer data 
taken at plant. ORNL will analyis data to establish possible 
correlations to thermal shield motion b vibration 
CLARK, R. A. Operating Reactors Branch 3. 83/07/11. UHRIG.R E 

Florida Power b Light Co. 2pp. 19026:040. 24X 

Flche: 50-335, 03/07/11, 8307200465. 


8307190141 Advises that 830714 meeting re reactor vessel internals (c 
insp results per plant recovery program rescheduled for 
830721. Followup documentation will be submitted by 830728. 
UHRIG.R.E. Florida Power b Light Co. 83/07/13. CLARK, R. A. 
Operating Reactors Dranch 3. Ip. 19636 176 24X 

Flche: 50-335, 03/07/13, 0307190141 


B307190395 Notification of 830721 meeting w/utlls b C--E in Dethesda.HD 
to discuss damage to Millstone thermal shield b status of 
St Luc.ie thermal shield disposal. 

LEECH, P. Operating Reactors Dranch 3, 03/07/13. CLARK, R. A 

Operating Reactors Branch 3 2pp. 19654 033 24X 

Fiche: 50-000, 83/07/13, 0307190395 


8307190160 Forwards final response to NMC 830216 ltr re purge valve 
operabili ty. Revised purge valve repi addresses remaining NRC 
concerns re operability of 48-inch containment purge valves 
for fact 1 1 ty. 

UHRIO. R. e Florida Power b Light Co 03/07/15. CLARK, R. A. 
Operating Reactors Dranch 3 6pp 19620 080. 24X 

Fiche 50-335, B3/07/1 5, 03OV19O16O 


— 8307190165 Procedure FLQ-BV70. 1 1 4, " 1 to 1 a c i on /Purg e Ualve Analysis for 
40-lnch RIA Butterfly Valve Blocked at 40 Degrees " W/two 
oversliB drawings Aperture cards are available in PDR 
KAZA.R.N Ebasco Services, Inc isubs of Enserch Corp.). 

83/04/27 B2pp. 19620.006 24X Fiche 50-335,83/07/15,0307190160 


8307220503 Forwards analysis supporting conclusion that 030128 proposed 
changes to Tech Specs re shutdown .margin b moderator temp 
coefficient limits involve NSHC. 

UHRIG.R.E. Florida Power b Light Co 03/07/15. CLARK, R. A. 

Operating Reactors Branch 3 6pp. 19685 275 r4X 
Fiche- 30-333. 83/07/15. S307220503 


8307220508 Forwards Rev 1 to "Equipment Qualification Radiation Dose 
Map Development." per NRC 030617 request 

UHRIG.R.E. Florida Power b Light Co. 83/07/15 CLARK. R. A. 
Operating Reactors Branch 3 2pp 196B5 104. 24X 

Flche: 30-335. 03/07/15, Q3O722O5O0 


-8307220514 Rev 1 to "Equipment Qualification Radiation Dose Hap 
Development. " 

* Florida Power b Light Co. 03/06/24 i6pp. 19685 106 24X 

Fiche- 50-333.83/07/15. 8307220508 


Q. Inspection reports. IE Bulletins b correspondence 


8307140229 Requests that liquid samples spiked w/rad i onuc 1 ides be 
analyzed for tritium. Sr-S9 b 5r-90 content within 60 days of 
receipt of spiked samp Ics. Samp 1 os will be sent annually as 
part of routine insp program. 

LEWte.R.C. Division of Project b Resident Programs 83/02/07. 
UHRIG.R.E. Florida Power b Light Co Ip 19524 060 24X 

Fiche- 50-000, 83/02/07, 8307140229 


8307140420 Forwards F£(1A evaluation rept of 030120-21 emergency 
ezercisB per IE Insp Repts 50-335/83-04 b 50-309/83-12 
DANCE. H.C. Division of Project J. Resident Programs. 83/03/30. 
UHRIG.R.E Florida Power b Light Co. Ip 19520.213 24X 

Fiche; 30-335.83/03/30, 8307140420. 


8307140217 Confirms 830426 request for citi-nslon of time to respond to 
IE Insp Rept 50-335/03-16. Response will be submitted by 

830309. 

UHRIG.R E. Florida Power b Light Co 83/05/03. O’REILLY, J. P. 
Region 2. Office of Director. ip 19321:332 24X 

Flche: 30-333. 83/05/03, 0307140217. 


8307140147 Forwards IE Insp Repts 50-335/83-09 b 50-389/03-22 on 
830311-0410. No noncompliance noted 

DANCE. H.C. Division of Project b Resident Programs. 93/06/14 
UHRIG.R.E Florida Power b Light Co 2pp 19514:231. 24X 

Flche: 30-333. 03/06/ 14 , 0307 1 40 147 


— 8307140134 ]E Insp Repts 50-335/83-09 b 50-369/03-22 on 830311-0410 No 
noncompliance noted. Major areas inspec ted . main t b 
surveillance observe t Jons, p 1 an t operations. IE bulletins, 
circulars b info notices, LERs b new fuel handling 
ELROD. S. A, I DIBB.H.E. Region 2, Office of Director JULIAN. C. 
Division of Project b Resident Progtams. 03/06/13. I4pp 
19314:233. 24X Flch e . 50-335, 03/06/ 1 4 , 0307 1 401 4 7. 


8307140394 Ack receipt of 830615 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-335/03-12. 

OANCE.H.C. Division of Project b Resident Programs. 03/06/27. 
UHRIG.R E Florida Power b Light Co Ip 19520 166. 24X 

Flche: 30 -335. 83/06/27. 0307140394 


— 8307140398 Responds to NRC B30516 ltr re violations noted In IE Insp 
Rept 50-333/83-12, Corrective actions, rjocumen ts correctly 
posted inside security check point Ca prevent unauthorized 
removal. Full compliance achieved 830412 

UHRIG-R.E. Florida Power b Light Ca. 03/06/15 O'REILLY, J P. 
Region 2. Office of Director 2pp, 19520:167. 24X 

Fiche. 50-335. 83/06/27, 0307140394 


— 8307140403 Forwards IE Insp Repts 50-335/03-12 1, 50-389/03-32 on 
830411-15 b notice of violation 

DANCE, H. C Division of Project b Resident Programs. 03/05/16. 
UHRIG.R.E. Florida Power b l.ighl Co 2pp 19520' 169. 24X 

Fiche 50-335.83/06/27, 0307140394 


•8307140407 Notice of violation from insp on 930411-15 

• Region 2. Office of Director. 93/05/16. Ip. 19520: 171 24X 

Flche. 50-333.83/06/27. 8307140394 
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--BSOTMOilU IE Insp Hepts 5O-335.'03- 1 2 50-309/03-32 on 830411-13 

NoncGi^pliance to post spfrciFied d acuAonts per 

10CFR19 11. 

WRAYi J R Region Office of DirecCot QARR.K.P. Division of 
Engineering tc Radiological Safetg Programs 83/03/11. 9pp. 
19320 173 24X Fi c h e . 30-335, 83/06/27, 8307 1 40394. 


8307220015 Forwards IE Insp Rept 50-333/83-22 on 830531-0603. No 
nonce mpl lance noted. 

DANCE, H C Division of Project V Resident Programs. 83/06/28. 

UHRIGiR £ Florida Power i Light Co 2pp 19674.067. 24X 

Fi Che . 30-333. 83/06/20, 8307220015 


—8307220022 IE Insp Rept S0-333/S3-22 on 830531-0603 No noneenp I ianc e 
noted Major areas Inspected, inservice testing of pumps & 
valves 1. plant water chemistry. 

GIRARD. E.. ROSS. U. J. Region 2, Office of Director. BLAKE.J.J. 
Division of Engineering 6 Radiological Safety Programs. 83/06/24. 
3pp. 19674.069 24X F I C he : 30-333. 83/06/28. 63072200 IS. 


8307140393 Ack receipt of 830523 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-333/83-05. 

UEurSiR.C. Division of Project t/ Resident Programs. 83/06/29. 
UKRIQ.R E Florida Power 6 Light Co. Ip. 19521:314. 24X 

Fiche 30-335.83/06/29.8307140393, 


— 8307140401 Responds to NRC 630421 Itr re violations noted in IE Insp 
Rept 30-335/83-05. Corn ec t i ve ac t i ons . op erati ons personnel 
relnstructea in importance of proper >, timely use of 
procedures by means of 830509 night order. 

UHRIG.R.e Florida Power t Light Co. B3/0S/23. 0 'REILLY. J. P. 

Region 2, Office of Director 2op. 19321:315. Z4X 
Fiche 50-335. B3/06/29, 6307140393. 


— B30714040B Forwards IE Insp Repts 50-335/83-05 L 50-389/83-15 on 
830211-0310 ti notice of violation. 

LEWIS.R C. Division of Project h Resident Programs. 83/04/21. 
UHRIG.R 6. Florida Power 6 Light Co 2pp. 19521:317. 24X 

Fiche. 50-335, 03/06/29, 8307140393. 


—8307140413 Notice of violation from insp on 830211-0310. 

• Region 2, Office of Director. 83/04/21. Ip. 19521:319. 24X 

Fiche. 50-335, 83/06/29, 8307140393. 


--6307140418 IE Insp Repts 50-335/83-05 1, 50-389/S3-15 On 830211-0310. 
Noncomp 1 lance no ted: fai lure to follow refueling sequencing 
procedure during refueling operations 

ELROD, S. A., aiGQ,H.E. Region 2, Office of Director. 3ULIAN.C.A. 
Division of Project L Resident Programs 03/04/21. t2gp. 
19521:320. 24X F I c he : 50-333, 83/06/29. 0307 1 40393. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Sve list end. 

OORDAN.E.L. Division of Emergency Preparedness 6 Engineering 
Response IPost B30103I. 83/07/11 Consolidated Edison Co. of New 

Vork. Inc 154pp. 19563 293. 24X F i c h e . 50-000, 83/07/ 1 1. B306270401 . 


8306270404 IE Info Notice 03-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness L Engineering 
Response IPost B30103I. 83/07/12. Consolidated Edison Co. of New 

York. Inc. 14lpp 19563:153 24X Fi c h e 50-000, 83/07/12. 6306270404. 


8307150347 Forwards IE Safeguards Insp Repts 50-335/63-25 li 
50-309/83-50 on 830613-15. No none omp 1 i anc e noted. 

DANCE, H.C. Region 2. Office of Director 63/07/12. UHRIO.R.E 
Florida Power J, Light Co 2pp 19530 204. 24X 

Fiche: 30-335, 83/07/ 12. 8307150347. 


"B307I50355 IE Safeguards Insp Repts S0-335/S3-25 6 50-389/83-30 on 
830613-lS.No none omp 1 iance noted Major areas inspected: 
physical security plan & implementing procedures re records 
i repts Details withheld <ref I0CFR73 21). 

MOGRE.D.E. Region 2, Office of Director. MCGUIRE.D R. Division 
of Emergency Preparedness t Materials Safety B3/Q7/11. Ip. 
19530:286. 24X F l ch e: 30-335, 83/07/ 12, 6307 1 50347. 


030719014! Advises that 630714 meeting re reactor vessel internals 0 
insp results per plant recovery program rescheduled for 
830721. Fol louup documentation wilt be submitted by 030723, 

UNRIG. R E Florida Power !. Light Co. 03/07/13. CLARK.R.A. 
Operating Reactors Branch 3. Ip. 19636- 176. 24X 

Fiche: 50-335, 83/07/13, 0307190141. 


0306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive 1-125 *= 1-131 in Etcess of NRC Limits." Sve list 
enc 1. 

TAYLOR. J.M. Division of OA, Safeguards t Inspection Programs (Post 
830103) 03/07/14. Consolidated Edison Co of New Yert, Ine. 

It4pp. 19715:270. 24X FI Che . 50-000. 83/07/ 1 4, 0306270406. 


8307220381 Act receipt of 630511 (, 0624 Itrs informing NRC fo steps 
taken to correct violations noted in IE Insp Rept 
S0-33S/03-08. 

DANCEiH C. Division of Project t. Resident Programs 83/07/lS. 
UHRIO.R.E. Florida Power t, Light Co. Ip 19687:337. 24X 

Fiche; 30-333. 83/07/15, 0307220301 


— 8307220369 Provides addl info re violations noted in IE Insp Rept 
30-333/83-08. Correct Ive ac t ions: codes h insp section will 
develop necessary procedures U revs to QA manual prior to 
neit refueling outage in Oct 1983. 

UNRIG. R E. Florida Power t< Light Co. 83/06/24. 0 'REILLY, J. P. 

Region 2. Office of Director. 2pp. 19687.338. 24X 

Flcho: 50-335, 83/07/15, 3307220381. 


— 8307220392 Responds to NRC 830411 Itr re violations noted in IE Insp 
Rept 30-335/83-06. Correct Ive ac ti one computer i led capability 
of flagging timely events being developed b event status 
will be provided to mgt, 

UHRIO.R.E. Florida Power C, Light Co. 83/05/11. 0 ‘REILLY. J. P. 

Region 2. Office of Director 2pp. 19607.340. 24X 

Flcho: 30-333. 83/07/ 1 3, 8307220381. 


— 8307220393 Forwards IE Insp Rept 50-333/83-08 on 030315-16 t> notice o 
violation. 

DANCE. H.C. Division of Project b Resident Programs. 63/04/U. 
UHRIO.R.E. Florida Power b Light Co 2pp. 19687:342. 24X 

Fiche: 30-335, 63/07/15, B3072203B1. 


— B30722039B Notice of violation from insp on 630315-18. 

a Region 2, Office of Director. 83/04/11. Ip. 19687:344. 24X 

Flcho. 30-335, 63/07/15. 8307220381 


— B307220400 IE Insp Rept 30-33S/83-0B on 83031 3-18. Noncomp 1 lance noted 
failure to establish measures to correct conditions adverse 
to quality. 

CROWLEY, 8 . R. . BLAKE. J.J. Region 2, Office of Director. 83/04/06. 
9pp. 19667-343. 24X F 1 c h o : SO-333, 83/07/ 1 5, 830722038 1 . 


8307260305 Reschedul Bs 830721 meeting to discuss reactor vessel 
Internals 6 insp results for plant recovery program. New 
meeting date will be determined by 630727. 

UHRIG.R.E. Florida Power b Light Co. 83/07/20. CLARK, R. A. 
Operating Reactors Branch 3. Ip. 19733:314. 24X 

Fiche: 30-335. 83/07/20, 6307260503. 


R. Periodic operating reports b related correspondence 


8307220329 Monthly operating repts for May 1983. U/B3061 3 Itr. 
PACE.P.L-, WILLIAMS, J. U. Florida Power b Light Co. 63/06/13. 
Office of Resource Management, Director. 17pp. 19673:132. 24X 

Fiche: 30-000.83/06/13. 6307220329. 


S. Reportable occurrences, LERs b related correspondence 


8307120166 LER e3-027/03L-0: on 63053 1 , p er i od 1 c surveillance of fuel 
handling bldg area radiation monitors not performed par 
Tech Specs. Caused by incorrect surveillance procedure b 
personnel error. Procedure revised. W/a30630 Itr 

HALLINO.G. E. . WILLIAMS, J. W. Florida Power b Light Co. 83/06/30. 

□ 'REILLY, J. P. Region 2, Office of Director. 2pp. 19423:162. 24X 

Fiche; 50-333, 83/06/30, 6307120166. 


V. Operator Eiaiainations 


8307140300 Forwards list of personnel licensed to operate both units b 
of personnel licensed to operate only Unit 2 per B2II29- 
1210,830124 b 0424 exams. Addl info re 620219 meeting request 
to lift separate license restriction needed. 

OANCE.H.C Division of Project b Resident Programs. 83/06/16. 
UHRIO.R.E. Florida Power b Light Co. 4pp. 19523:233. 24X 

Fiche: 30-333. 03/06/16, 0307140300. 


DOCKET 30-336 MILLSTONE NUCLEAR POUER STATION, UNIT 2 


F. Security, medical, emergency b fire protection plans 


8307010074 Foruards Rev 17 to modified amended security plan. Rev 
withheld iref lOCFRa 790). 

COUNBILiU.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.O. Nor theas t Ul 1 1 1 1 les. 03/06/09. 
MURLEY.T.E. Region 1, Office of Director. Ip. 19124:339. 24X 

Fiche; 50-243.83/06/09. 6307010074. 


6307010135 Forwards IE Insp Repts 50-243/03-00 b 50-336/83-10 on 
830506-0604. No noncompliance noted 

STAROSTECKI. R. Division of Project b Resident Programs. 83/06/14. 
COUNSILiH.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 19170:006. 24X FI che- 30-245, 63/06/14, 83070101 33. 
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— 0307010167 IE Insp Repts 50-245/03-00 ?< 50-336/03-10 on 030508-0604. No 
noncomp 1 iance noted. Major areas iiispec ted . eval uat tons of 
plant operations) startup testing, equipment all gnnven ts & 
read inessi phy s 1 ca 1 security 6 Fire protection. 

SHEDUOSKY. J. T. Region 1. Office of Director. 03/06/10. Ilpp. 
19170:008. 24X F i C h D . 30-245. 03/06/ 1 4. 03070 1 0 1 35. 


0307010072 Formards IE Insp Repts 50-243/03-10 t. 30-336/03-13 on 
830516-19. No noncomp 1 lance noted. 

MARTIN) T. T. Division of Engineering *. Technical Programs. B3/06/IS. 

CQUNS1L>U.0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp, 19160:132. 24X F i c h e . 50-245. 83/06/15, 8307010072. 


— 8307010000 IE Insp Repts 50-245/83-10 «. 50-336/83-12 on 030516-19. No 
noncomp 1 lance noted. Major areas 1 ns p ec t ed : Fo 1 1 ouup of 
emergency preparedness Items from IE Insp Repts 50-24S/S2-01 
6 50-336/08-01 on 020104-14. 

MILLERpM. Region 1. Office of Director. 83/06/15. I7pp. 
19160:134. 24X F 1 ch e : 50-245, 83/06/ 1 5, 03070 1 0072. 


8307110019 Foruards Rev 1 to sul tab 1 1 1 ty , tra inlng qua I if teat ion plan. 
Rev withheld (ref 10CFR2.790). 

COUNSIUpU.Q. Northeast Nuclear Energy Cn. (subs, of Northeast 
Utilities). COUNSIL.M.O, Northeast Utilities. 03/06/24. 

HURLEY) T. E. Region 1, Office of Director. Ip. 19374:202. 24X 

FI Che: 50-245) 83/06/24, 0307110019. 


J. Insurance ti indemnity Information 


0307200111 Forwards Secondary Financial Protection Certificates N-IS 
ii N-16 to NELIA Policy 1 ti Secondary Financial Protection 
Certificates M-15 8> M-16 to MAELU Policy 1. 

SINISIrJ.M. Marslj J. McLennan, Inc. 03/07/12. SALTZHAM. J. D. 
Assistant Director for State 6 Licensee Relations. 29pp. 19646:001. 

24X Flche: 50-245, 03/07/12, 0307200111. 


K. Utility Final Safety Analysis Report (FSAR) &. amends 


0307060136 Forwards Rev 1 to updated FSAR For Millstone Unit 2. 
C0UNS1L,U.0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSILpU.O. Northeast Utilities. 03/06/30. 
OENTON,H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
19252:012. 24X F 1 c h e : 50-336, 03/06/30, 0307060 1 36 


"0307060140 Rev 1 to updated FSAR for Millstone Unit 2. 

« Northeast Nuclear Energg Co. (subs, of Northeast Utilities). ■ 
Northeast Utilities. 03/06/30. 200pp, 19252:013. 24X 

Flche: 50-336, 83/06/30, 0307060136. 


P. Operating license stage documents L correspondence 


0307110616 Monthly notice of amends to OLs involving NSHC Issued since 
030523. 

CLARK, R. A. Operating Reactors Dranch 3. 83/06/14. 26pp. 

19391:152. 24X F I c h B : 50 - 000 , 03 / 06 / 1 4, 0307 1 1 06 1 6. 


8307060284 Requests FR publication of notice of consideration of 
Issuance of amend to License DPR-6S, proposed N0HC & 
opportunity for hearing re changes to Cycle 6 refueling 
specs. NSMC determination withheld. 

CLARK. R. A. Operating Reactors Dranch 3. 03/06/27, Operating 

Reactors Dranch 3. 4pp. 19300:160. 24X Flche: 50-336, 83/06/27. 

0307060284. 


0307140140 Act receipt of util 811231,820416,0625.1229,030300 tt 0328 
submittals onTMI Action Plan Items II.F.1.4,II.F.l.S»c 
II. F. 1.6 re conta inmen t monl tors. Items resolved. Safety 
eva 1 uat ion enc 1. 

CLARK, R. A. Operating Reactors Drancli 3. 83/06/27, COUNSIL.M.O. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 8pp 
19529:351. 24X Flche: 50-336, 83/06/27, 8307140140. 


8307000353 Forwards program description t< schedule for resolving 
NUREO-0737, I tern II,K.3. 5, "Automatic Trip of Reactor Coolant 
Pomps." Program completion scheduled for end of 1903. Results 
of analysis & training dates will be communicated by 031231. 
COUNSIL.M.O. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL.M.O, Northeast Utilities. 03/07/01. 
EI8ENHUT, D. 0. Division of Licensing, 7pp, 19350:306. 24X 

Flche: 50-336, 83/07/01, 03O7OSO3S3. 


0307080400 Forwards response to 830610 request for addl info re 
methodology used to perform safety analyses supporting Cycle 
6 operation. Analyses performed based on C-E Owners Group 
Rept CEN-199 in response to NUREO-0737, I tern II. K. 2. 17. 
COUNSIL.M.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.M.O, Northeast Utilities. 03/07/01. 
CLARKrR.A. Operating Reactors Branch 3 7pp. 19349:315. 24x 

Fiche; 50-336, 83/07/01, 8307000400, 


8306270397 Generic Ltr 83-26 to all applicants for OLs i holders of 
CPs for power reactors i-e clarification of surveillance 
requirements for diesel fuel impurity Sve list end. 

EISENHUT.O.G Division of Licensing 83/07/05. Consolidated 
Edison Co of New York, Inc I6pp. 19390.317 24X 

Fiche - 50-000. 83/07/05. 0306270397 


8307060329 Generic Ltr 93-27 to all licensees V applicants for 
operating power reactors A holders of CPs for power reactors 
re surveillance intervals in STS Sve list end 

EISENHUT.OG. Division of Licensing 03/07/06. Consolidated 
Edison Co of New York, Inc. :6pp 19669:254 24X 

Fiche. 50-000. 83/07/06, 0307060329 


8307150193 Application for amend to Licenses DPn-21 ?. DPR-65. revi s Ing 
Section 6 of administrative Tech Specs tr, reflect updated 
util policies A practices 

CDUNSILiUO. • SEARS. C.F. Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.M.O. Nor theas t Ut 1 1 1 1 1 es. 03/07/07. 
CLARK. R. A. Operating Reactors Dranch 3 CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp. 19530:030 24X F i che 50-245, 83/07/07, 

G3071S0193 


— 8307150197 Proposed rev to administrative Tech Specs reflecting updated 
util policies & practices 

* Northeast Nuclear Energy Co. (subs of Northeest Utilities). 
83/06/30. 32pp 19538:032. 24X F 1 che : 50-243, 83/07/07, .0307 1 50193. 


8307000169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for tX, V. holders of CPs re required actions based 
on generic implications of Salem ATMS events Sve list end. 
EISENHUT, D. 0, Division of Licensing. 83/07/08 Consolidated 
Edison Co. of New York, Inc. 38pp. 19669 269 24X 

Flche: 50-000.83/07/08, 8307080169 


8307190395 Notification of 830721 meeting w/utils V C-E in Dethesda.MD 
to discuss damage to Millstone thermal shield A status of 
St Lucie thermal shield disposal. 

LEECH.P Operating Reactors Dranch 3. 83/07/13 CLARK, R. A, 

Operating Reactors Dranch 3. 2pp. 19654:035. 24X 

Flche: 50-000. 03/07/13, 0307190395 


0307190131 Submits revi to Corporate Organ i la t Ian far Nuclear Incidents 
Procedure Nanual.per lOCFRSO.App E. Section U. 

COUNSIL.M.O Connecticut Yenkee Atomic Power Co COUNSIL. M. (5. 
Northeast Nuclear Energy Co. (sobs of Northeast Utilities). 

COUNSIL, U. G. Northeast Utilities. 03/07/14. E I SENHUT, D. 0. 

Division of Licensing Ip. 19636 074 24X Ft che 50-000, 03/07/ I 4, 

8307190131. 


8307250469 Foruards addl info re methodology uttllied in performing 
safety analysis supporting Cycle 6 opera t ion, in response to 
Question 400.5 in 830701 ltr 

COUNSIL, U.O. Northeast Nuclear Energy Co (subs, of Northeast 
Utilities). COUNSIL.M.O. Northeast Utilities. 83/07/15. 
CLARKiR.A. Operating Reactors Branch 3. 19pp 19701:300. 24X 

Fiche: 50-336. 83/07/15, 0307250469. 


Q. Inspection reports, IE Dulletins A correspondence 


8307010155 Foruards IE Insp Repts 50-245/03-08 A 50-336/83-10 on 
830508-0604. No none omp 1 1 anc e noted. 

STAROSTECKI. R. Division of Project A Resident Programs. 83/06/14. 
COUNSILiM.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). Bpp. 19170:006. 24 X FI c he . 50-243, 03/06/ 1 4. 030701 0 1 55 


— 8307010167 IE Insp Repts 50-243/83-08 A 50-336/03-10 on 830508-0604 No 
noncompliance noted. Major areas inspec ted : eva luat ions of 
plant operations. startup test ing, equ ipment alignments A 
readiness, physical security A fire protection. 

SHEDLOSKY. U. T. , LIPINSKi.D.R Region 1, (Office of Director, 
EL8A8SER, T. C. Division of Project A Resident Programs. 83/06/10. 
Ilpp. 19170.088. 24X Fl ch e 30-243. 83/06/ 1 4, 03070 ( 01 55. 


8307010072 Forwards IE Insp Repts 30-245/83-10 A 50-336/03-12 on 
030516-19. No none Ddipi lance noted. 

HAHTIN.T.T. Division of Engineering A Technical Programs. 03/06/15. 

COUNSIL.M.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 19160:132, 24X Fi che 50-245, 83/06/ 15. 0307010072. 


— 8307010000 IE Insp Repts 50-245/83-10 A 50-336/83-12 on 830516-19 No 
nencemp I lance noted. Major areas inspec ted fo I i owup of 
emergency preparedness items from IE Insp Repts 30-245/82-01 
tt S0-336/B2-O1 on 820104-14 

HILLER.H,. SM1TH.R,, CROCKER. H.U. Region 1, Office of Director. 
83/06/15. 17pp. 19160.134, 24X F i c h e : 50-243, 83/06/ 1 5, 03070 10072. 


8307120429 Ack receipt of 030620 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-245/83-06 A 
S0-336/83-0B. 

8TAR0STECKI. R. Division of Project A Resident Programs. 83/07/03. 
CQUNBIL.M. G Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). Ip 19425:236. 24X Flchc 50-245, 03/07/03. 0307 120429. 
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— 83C7120^2X Responds to NRC 83CS23 Itr re vtotatioris noted in IE Insp 
Repts SO-245/’03-O6 {• 50-3341/83-03 Correotlve ac t ions : I ajging 
require.Tient implemented for periodic verification of 
computer updating 

CQONSIL.if 0 Mortdeast Nuclear Energy Co fsuPs. of Idortfieast 
Utilities) CDUNSIL.UO Northeast Utilities 33/06/S0. 
STARQSTECKI , R Division of Project 0 Resident Programs. 2pp 
19423 337, 24X F i c he 50-245, 03/07/05. 3307 1 20429. 


3306270401 IE Info Notice 33-46, "Common node Valve Failures Degrade 
Surrg Recirculation Spray Subsystem." Svc list end. 

JORDAN. E L. Division of Emergency Preparedness {■ Engineering 
Response (Post 3301031. 33/07/11. Consolidated Edison Cq. of New 

Yort, Inc 154pp 19363:293 24X Fiche 50-000,33/07/11,3306270401. 


B307060027 PNS-!-83-0t5A: upda tes 330616 marijuana cigarette discovery 
reported on 330617. Seven contract security personnel 
terainated because of accusations or admissions of usage. 

DUNLOP. J.. CODY. A. Region I. Office of Director. 33/06/30. Ip. 
19251:349. 24X Flc h e : 50-243, 33/06/30, 8307060027. 


8307180164 RO 50-336/33-24: 1 n 1 1 1 a 1 insp of reactor vessel internals on 
core barrel 6 thermal shield revealed damage to thermal 
shield. Damage simllaT to that at Maine Yankee t< St Uucle. 
Investigation continuing. 

MROCZKAiE.J. Northeast Nuclear Energy Co. <subs. of Northeast 
Utilities). MROCZKA.E.J. Northeast Utilities. 83/07/01. 

HURLEV.T.E. Region 1, Office of Director. Ip. 19553:268. 24X 

Fiche; 30-336, 83/07/01 . 8307180164. 


8306270404 IE Info Notice 33-47, "Failute of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list end. 

JORDAN. E.L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of Neu 

York. Inc 141pp. 19563.153 24X Fi ch e. 50-000. 33/07/12, 8306270404. 


8307190206 Advises that violations cited in IE Insp Repts 50-245/82-24, 
50-336/82’26 6 50-213/83-02 re QA program for transport 
packages mill be changed to unresolved items until firm 
criteria established 

MARTIN. T.T Division of Engineering 1. Technical Programs. 83/07/13. 

COUNSIL. w. 0. Northeast Nuclear Energy Co. Isubs. of Northeast 
Utilities) 2pp. 19632:115 24X F i ch e 50-000. 83/07/13. 8307190206. 


3306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive 1-125 1. 1-131 in Eicess of HRC Limits. " Svc list 
enc I. 

TAYLOR. J M. Division of QA. Safeguards t Inspection Programs (Post 
830103) 03/07/14. Consolidated Edison Co. of Neu York, Inc 

114pp. 19715 270. 24X Fi che : 50-000, 33/07/ 14. 8306270406. 


R. Periodic operating reports t< related correspondence 


0307220042 Monthly operating rept for May 1933. W/830614 Itr. 

GIBSON. J , MROCZKA.E J, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities) MROCZKA, E. J, Northeast Utilities. 83/06/10. 

Office of Resource Management. Director. 6pp. 19603-294 24X 

Fiche: SO-336. 83/06/10. 8307220042 


S. Reportable 


occurrences. l.ERs tt related correspondence 


8307220408 LER 83-01 9/03L- 1 : on 630528. fo 1 1 ou 1 ng reactor trip from 40X 
pouer, greater than 1.0 uCi per g 1-131 indicated in primary 
coolant Caused by degraded fuel pins. Results of fuel sipping 
performed 330622-30 enc 1. 14/830712 Itr. 

PARILLO.J.i MflOCZKAiE.J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MROCZKA.E. J. Northeast Utilities. 83/07/12. 
HURLEY. T.E. Region 1, Office of Director. 4pp. 19691:169. 24X 

Fiche: 30-336. 83/07/12, 0307220400, 


8307210012 LER S3-024 /OIT— 0: on 830630. dur ing scheduled inspi of reactor 
vessel core barrel 6 thermal sh 1 eld, damage to thermal shield 
discovered. Cause unknoun. Sh ie Id ujill be removed from core 
barrel assembly to prevent recurrence. W/Q30714 Itr. 

BATES, R. M. , HRDCZKA. E. J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MRQCZKA.E. J. Northeast Utilities. 83/07/14. 
HURLEV.T.E. Region 1. Office of Director. 2pp. 19669:243. 24X 

Fiche: 30-336.83/07/14. 8307210012. 


8307210342 RQ: on 830421 , fo 1 1 oiul ng preliminary manual test Insertion 
(HTl I test, actuation module lights came on due to modulo 
energl ling. Cause unknoun. Operators stationed to mitigate 
problems or actuation if MTI required. 

KROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 83/07/15. DEYOUNO.R.C. Director's Office, Office of 
Inspection and Enforcement. 3pp. 19664:359. 24X 

Fiche: 50-336, 83/07/15. 8307210342. 


DOCKET 90-338 NORTH ANNA POWER STATION, UNIT I 
F. Security, medical, emergency 1< fire protection plans 


0307010030 updated LER B3-016/03X- 1 : on 830421, steam driven auiitiary 
pump removed from svc to replace pymp packing. 


Caused by leaky pump due to packing fai I ure>ac king to be 
replaced at 3-yr Interval s. W/B30622 Itr 

FILBURN. T. , MHOCZKAp E. J. Northeast Nuclear Energy Ca. (subs, of 

MROCZKA.E J Northeast Utilities. 83 / 06/22 
MURLEV.T.E. Region I, Office of Director 
Fiche: 50-336. 03/06/22. 8307010030. 


Ip- 


19169:028. 24X 


0307050104 LER B3-023/03L-0-an 830526, I nserv i c e Insp of leu pressure 
safety injection B detected eicessive noise emanating from 
pump. Caused by rubbing of pump impeller lower uear ring due 
to worn lower bearing in pump motor. M/830624 Itr. 

FILBURN, T. , KELLEY, J.J. Northeast Nuclear Energy Co, (subs of 

MURLEV^rp'^'^'B'^!"’, Northeast Utilities. 83/06/24. 

MURLEV.T.E, Region 1, Office of Director 2pp. 19199 339 24X 

Fiche: 50-336. 83/06/24. 0307050104. * 

83-022/03L-0: on 330523, while Cooling down ESF actuatl. 
sys, pressun ler pressure block permissive alarmed in 
noneonservative d irect ion. Caused by personnel error Event 
training sess ion. W/a30627 Itr. 

Northeast- Nuclear Energy CO. (subs , 
mSfLE^^E R^ol^n’i " Northeast UtUi??.,. 83/06/2^ 

nunctr. I. t Region 1. Office of Director. 2pp 19251 047 stx 

Fiche. 50-336, 83/06/27, 8307060024 24X 


°^currenre"aL®";°T°'^'°^‘’" 830613. during scheduled inservice edd. 
current eiams of steam generator tub i ng, approi 900 tubes in 
each steam generator found w/degradation exceeding 40 Z 
t on t i nui ng. W/a30627 Itr * 

BLANCHARD. T. . MROCZKA. E. J. Northeast Utilities MROCZKA B J 

83 / 06 ;ir ofNcrthealtuSutUe;^*'- 

24X Flch. 30-336: e3/06/l7“S30706023r ^ 


8307140068 Ack receipt of 330216 Itr i Rev 5 to guard training & 
qualification plans. Revs acceptable per lOCFRSO. 54 (p ) . Mod 
impleaentation will be examined in forthcoming insp ropt, 
LEHISiR.C. Division of Project & Resident Programs. 83/04/22, 
STEWART.M.L. Virginia Electric 6 Power Co. Ip, 19514 090 24X 

Fiche: 50-000. 83/04/22, 8307140068. 


8307140353 Ack receipt of 830318 Itr re emergency exorcise scheduled 
during June 1983. Scenario under review. Addl comments on 
exercise details ulll be made by telephone. 

o'' Project U Resident Programs. 03/06/15. 
STENART, H. L. Virginia Electric & Power Co, Ip, 19325,-232 24X 

Fiche; 90-338,83/06/1 5, 0307140353. 


8307110199 Releases public 
Imp lemen t ing procedures. 
FELTON, J. H. Division of 
Kanagement Branch. Ip, 
8307110159. 


version of revised emergency plan 

Rules and Records. 03/06/24, Document 
19306:014. 24X Fiche: 90-330, 03 / 06 / 24 , 


— -- I ui ruvisue emergency plan 

implementing procedures, inc lud ing Procedures EPtP-I.oi re 
emergency manager controlling procedure 6 EPIP-3 02 re 
‘ethnical support ctr. Receipt form oncl. 

Iffi o NRC - No Detailed 

8^7110199 Plche: 90-338,83/06/24. 


OWV iiutoT ruBiic version of revised emergency plan imp lemen tlno 
procedures, including Procedures EPIP-l.oi re emergency “ 

manager controlling procedure *. EPIP-3. 02 re activation 
Of technical support ctr. 

Electric 6 Power Co, 83/04/20. lOOpp. 
19386-016. a4X Flche:50-33a,a3/O6/24, 8307110159. 




STADNICK.S,. MRQCZKA.E, J. Nor theas t Ut 1 1 1 1 1 es MRaCZKA E . 

3^ StUituf,''- 

.9236:120 ."x^^'llhf . 50^;ir83^06?2;.1^0^LS^St' 


8307110179 Releases public 
response plan. 

FELTON, J. H. Division of 
Management Branch. ip 
8307110179. 


version of revised corporate 

Rules and Records. 83/06/24 
19386:001. 24X Fiche: 50-000. 


emergency 

Document: 

B3/06/24, 


corpors 


8307110184 Public version of Rev 
plan. H/a30614 Itr. 

''•'■glnla Electric 6 Power Co. 
OREILLY.J.p. Region 2, Office of Director 
Fiche: 50-000, 83/06/24, 83071 10179. 


emergency response 

83/05/15, 

6pp. 19306:002. 


24 X 
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8307120302 Foruiartfs suppl to proposed Tech Spec changes re 820624 
application to afrend Licenses NPF-4 t- NPF-7 reflecting 
reorganisation in QA dept addition of director - emergency 
planning to nuclear operations dept. 

STEWART, W.L. Virginia Electric t, Power Co 33/07/01. DENTON. H.n 
Office of Nuclear Reactor Regulation, Director. CLARK, R. A. 
Operating Reactors Dranch 3. 2pp. 19424.073. 24X 

Fiche: 30-338, 33/07/01 , 3307120302. 


— 3307120303 Proposed Tech Spec changes reflecting reorganisation In QA 
dept & addition of director - emergency planning to nuclear 
operations dept. 

* Virginia Electric 8. Power Co 33/07/01. 28pp. 19424:075. 24X 

Fiche. 50-338, 83/07/01, 3307120302. 


8307120306 Forwards procedures generation package for emergency 
operating procedures in response to NUREO-0737, Suppl t 
(Generic Ltr 02-33). 

STEWART, W L. Virginia Electric «. Power Co. 33/07/01. DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. EISENHtlT.O 0 
Division of Licensing. ISpp 19426 209. 24X F i cfte . 50-000. 33/07/01 , 

3307120386. 


8307120561 Suppl to 820624 application for amend to Licenses NPF-4 (> 
NPF-7. Chang ing Tech Specs re mgt r eorgani ja t i on t, records of 
annual audits for emergency t, security plans. 

STEWART, W.L. Virginia Electric «. Power Co. 33/07/01. DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director. CLARK, R. A. 
Operating Reactors Dranch 3. 2pp. 19433:098. 24X 

Fiche: 50-338, 83/07/01, 3307120561. 


8307190041 Forwards IE Safeguards Insp Repts 50-333/03-16 t 
50-338/03-15 on 830626-30. No none omp 1 1 anc e noted. 

DANCE, H C. Division of Project 6 Resident Programs. 83/07/15. 
STEWART, W.L. Virginia Electric !< Power Co 2pp. 19633:138. 24X 

Fiche: 50-338, 83/07/15, 3307190041. 


"8307190060 IE Safeguards Insp Repts 50-338/83-16 I, 50-339/83-13 on 
830626-30. No none omp 1 1 anc e noted Major areas inspected: 
security mgt, repts & r ecor ds, ma in t , phy s i ca 1 barriers b 
protected ar eas. De tal 1 s witheld (ref 10CFR73.21). 

HALL, Q. L. Region 2. Office of Director. MCGUIRE, D.R. Division of 
Emergency Preparedness b Materials Safety. 83/07/14. Ip 
19635.140. 24X FI c h e ; 50-333, 03/07/ 1 5, 8307 19004 1 . 


8307270289 Forwards response to 830322 comments re Inconsistencies in 
Rev 8 to security plan b ltr of understanding between 
util b NRC.Encls withheld (rof l0CFn2.790). 

STEWARTpW.L. Virginia Electric b Power Co. 03/07/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. t9768;333. 24X 

Fiche: 50-338, 83/07/22, 3307270289. 


0. Adjudicatory correspondence 


8307120053 Advises of HJ McCJurren reassignment from Hearing Div I to 
Hearing Div II b transfer of North Anna case from Hearing 
Div I to Hearing Div II, effective 330712. 

CHRI3TENDUnY, E. Hearings Division. 03/07/00. RUTDERG, J. Hearing 
Dranch 2. TREDY,S. Hearing Dranch 1. Ip. 19423:152. 24X 

Fiche: 50-333, 03/07/00, 8307120053. 


P. Operating license stage documents b correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants fop OLs b holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Sve list end. 

EISENHUT. 0. G. Division of Licensing 83/06/03. Yankee Atomic 
Electric Co lOpp 19563 116 24X Fiche 50-000,83/06/03, 

8306060070 


8307010090 Advises of changes to NPDES permit b state certification 
Section 401. Changes result from study to be done re Impact 
of thermal discharges on biota in Lake Anna. List of interim 
actions for state water control board to initiate encl. 

STEWART. M L. Virginia Electric b Power Co 83/06/27. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director CLARK. R. A. 
Operating Reactors Dranch 3 2pp 19124 353 24X 

Fiche: 30-338, 83/06/27, 3307010090 


8307120302 Forsards suppl to proposed Tech Spec changes re 820624 
application to amend Licenses NPF-4 b NPF-7 reflecting 
reorganisation in DA dept b addition of director - emergency 
planning to nuclear operations dept 

STEWART, M.L. Virginia Electric b Power Co 33/07/01. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. CLARK, R. A. 
Operating Reactors Dranch 3. 2pp 19424 073 24X 

Fiche: 30-330. 33/07/01 , 3307120302 


8307120303 Proposed Tech Spec changes veflocting r eorgani lat ton in QA 
dept b addition of director - emergency planning to nuclear 
operations dept. 

» Virginia Electric b Power Co. 83/07/01 28pp. 19424-075 24X 

Fiche: 30-338. 03/07/01 . 8307 1 20302 


8307120361 Suppl to 820624 application for amend to Licenses NPF-4 b 
tfihnglng Tech Specs re mgt reor gan i la t ion b records of 
annual audits for emergency b security plans. 

STEWART. M L. Virginia Electric b Power Co 03/07/01 DENTON, H R. 
Office of Nuclear Reactor Regulation, Oirector CLARK, R. A. 
Operating Reactors Branch 3. 2pp. 19433.098 24X 

Fiche. 50-338. 83/07/01 , 8307120561 


B3O7I20S66 Suppl to 820624 application to amend Tech Specs to reflect 
mgt reorganiiatlon. 

» Virginia Electric b Power Co. 83/07/01 2epp 19433 100 24X 

Fiche: 30-338, 33/07/01 , 0307120561 


8306270397 Generic Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Sve list encl. 

ElSEWiUT. D. 0. Division of Licensing B3/07/05. Consolidated 
Edison Co of New York, Inc. 16pp. 19390 317 24X 

Fiche: 30-000.83/07/03, 0306270397 


8307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals In STS. Sve list encl. 

EISENHUT. D. 0. Division of Licensing. 33/07/06. Consolidated 
Edison Co. of Now York. Inc. 16pp 19669.254 24X 

Fiche: 30-000.83/07/06, 8307060329. 


8307130299 Advises that Commission 330630 Memorandum b Order CLI-B3-19 
vacated ALAD-6S7 to entent inconsistent w/dec 1 s 1 on. ASLB 
cited ALAD-607 in 321203 b 330610 memoranda, 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. 83/07/14. 
MAUPINiM. W. Hunton b Williams. MCGURREN. H. J. Hearing Branch 1. 
COLEMAN. J.M. Beveridge, Fairbanks b Diamond. Ip. 19536:304. 24X 

Fiche: 50-330. 33/07/14, 8307130299. 


8307120268 Forwards supplsraental Info In response to 03OSO9 b 0615 Core 
Performance Dranch questions re 587 3 F RCS temp. per 
application to amend Licenses NPF-4 b NPF-7. Tables re 
correlation limits b core condition provided. 

STEWART.W.L. Virginia Electric b Power Co. 33/07/06. DENTON, H R. 
afflce of Nuclear Reactor Regulation. Director. CLARK, R. A 
Operating Reactors Branch 3 Spp 19424.154. 24X 

Fiche: 30-338. 03/07/06. 8307120263. 


3307130019 Responds to ASLB 830610 order for estimated dates of 
Issuance of SERs b ElAs for proposed actions to receive b. 
store Surry spent fuel at North Anna b cipand capacity of 
North Anna fuel poo 1 . Documents to be issued ab end of yr. 
MCGURREN, H. J. Hearing Dranch 1. 33/07/14. WOLFE, S.U., KLINE.J. 

FERGUSON, 0. A. Atomic Safety and Licensing Board Panel- Epp 
19560:152. 24X FI che; 50-333. 03/07/ I 4. 3307180019. 


3307120336 Suppit info to 821230 application for amend to Licenses 
NPF-4 b NPF-7 allowing operation at RCS temp of 5S7 0 F.per 
NRC 830427 b 0621 questions. 

STEWART. W.L. Virginia Electric b Power Co. 83/07/06. DENTON, H. R 
Office of Nuclear Reactor Regulation, Oirector. CLARK, R. A 
Operating Reactors Branch 3. 4pp 19429.052 24X 

Fiche; 30-338. 83/07/06. 3307 120356. 


J. Insurance J< Indemnity Information 


8307130068 Forwards Endorsements 70,53,32 b 43 to NELIA b MAELU 
Policies NF-i86i MF-57. MF-96 b NF-240, re s p ec 1 1 ve 1 y , 

Endorsements 1-6 to NELIA Certificates N-27 b N-28 b 
Endorsements 1-3 to MAELU Certificates M-27 b M-20. 

PAINTER, B. F. Virginia Electric b Power Co 83/07/05. DtNITZ, I. 
Antitrust b Economic Analysis Branch (Utility Finance). 53pp. 
19474:150. 24X F i c h e : 30-000, 83/07/05, 3307 130063. 


— 8307120361 Proposed Tech Specs re RCS temp 

* Virginia Electric b Power Co. 83/07/06. 9pp 19429 006. 24X 

Fiche. 50-333.33/07/06, 3307120336 


8307080169 Generic Ltr S3-2Q to all licensees of operating reactors, 
applicants for OL b holders of CPs re i-equired actions based 
on generic implications of Salem ATWS events. Sve list end. 
EISENHUT, D. 6. Division of Licensing 83/07/08 Consolidated 
Edison Co. of New York. Inc. 38pp 19669:269. 24X 

Fiche: 30-000. 83/07/08. 8307080169. 
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830718&097 Suppl to 701230 application for aaiend to Lieansas NPF— 4 it 
NPP-7 allowing operation at RCS avarage temp of 307 0 F 
Info reflects results of containment LOGS reanaliisi-s 
performed bg 5f,U 

STEWART, W.L Virginia Electric t, Power Co. B3/07/1!. DENTOHiH.R. 
Office of Nuclear Reactor Regulation, Director. CLARK. B.A, 
Operating Reactors Branch 4 16pp 195S& 340. 24X 

Ft Che 30-330. 03/07/11,8307100097. 


8307180100 SuPmits final resolution of open Items itfentlfted in draft 
technical evaluation rept dtd 830233 demonstrating 
conformance to NUReG-0612. "Control of Heavy Loads at 
Muclear Power Plantsp" Phase I. 

STEWART. W L. Virginia Electric U Power Co. 83/07/12. DENTOM.H H. 
Office of Nuclear Reactor Regulation. Director CLARK, R. A. 

Operating Reactors Branch 3. 4pp. 19337:005. 24X 

Fiche 30-338. 83/07/12, 8307100100, 


Q Inspection reports. IE Bulletins & correspondence 


e30&27040& IE Info Notice S3-4B. "Oaseous Effluent Releases of 
Radioactive I-I2S & 1-131 in Eicess of NRC Limits. '' Svc list 
enc i . 

TAVLaR.J-N. Division of QA, Safeguards t Inspectioei Programs (Post 
8301031. 83/07/14 Consolidated Edison Co of New York, Inc 

Il4pp. 19713:270. SAX Pi c he : 30-000, 83/07/ 1 4, 0305270406 


8307180106 Foruards insp fees for Unit I from Her 1902 - Mar 1983 i. 
Unit 2 FrSB Apr 19B2 - Apr 1933. 

STEWART, M. L. Virginia Electric it Power Co. 83/07/14. DENTON, H R 
Office of Nuclear Reactor Regulation, Director. BARRY, L. Division 
of Accounting Ip. 19336:212, 24X Pi che : 30-330, 03/07/14, 

8307180106. 


8307190041 Forwards IE Safeguards Insp Repts 
30-338/03—13 on 330626—30. No non c omp 1 1 anc e 
DANCE.H. C. Division of Project U Resident 
STEWART. U. Virginia Electric 6 Power Co. 
Fiche: 30-330. 83/07/15, 0307190041 


30-330/83-16 it 
noted. 

Programs. 03/07/15. 
2pp. 19633:138. 24X 


0307060160 Informs of NRC review of 770809,1216.701027.811229.820527 & 
0812 requests for relief from inservice insp requirements of 
ASHE Boiler t Pressure Vessel Code. End SER delineates 
items for which relief granted. 

CLARK. R A. Operating Reactors Branch 3 03/06/20. STEWART. H.L. 

Virginia Electric 6 Power Co 3pp. 19299- 214. 24X 

Fic he: 50-338, 83/06/20. 8307060160. 


— 8307190060 IE Safeguards Insp Repts S0-33B/B3-16 & 30 - 339 / 83-13 on 
030626-30. No noncompliance noted. Major areas Inspected: 
security agt.repts U rec ords , ma in t , phy s ica 1 barriers 6 
protected areas. Details wltheld Cref 10CFR73. 21). 

HALU.S.L.. Region 2, Office of Director. MCOUIRE, D. R, Division of 
Emergency Preparedness tc Materials Safety. 83/07/14. Ip. 
19633:140. 24* Fieh e: 30-330. 03/07/15. 830719004 1. 


—8307060174 Notice of granting of relief from ASMS Section XI inservl- 
testing (Insp) requirements 

CLARK, R. A. Operating Reactors Branch 3. 83/06/20. 2pp, 

19299-217. 24X FI c he: 30-338, 83/06/20, 0307060 1 60 


--6307060176 Safety evaluation granting requests for relief from 
inservice insp requirements. 

• Office of Nuclear Reactor Regulation. Director. 03/06/20. 
19299:219. a4X F 1 che : 50-338. 83/06/20, 83070601 60. 


9pp. 


Periodic operating reports 6 related correspondence 


8307220192 Monthly operating repts for May 1983. W/B30613 Itr, 
SCHHITENDORF.O. I STEHARTiW.L. Virginia Electric & Power Co. 
83/06/03. HALLER. N.H. Office of Resource Management. Director 
I4pp. 19683:324. 24* Fie h e: 50-330, 83/06/03. 8307220 192. 


S. Reportable occurrences, LERs it related correspondence 


-8209200338 "North Anna Power Station Unit I Inservice tnsp Program, 
technical evaluation rept. 

» Science Applications, Inc, NRC-03-82-096. SA1-1B6-02B-29, 

82/09/17. NRC - No Detailed Affiliation Stven. 33pp 
19299-228. r4X Flc h e : 30-338, 03/06/20. 03070601 60 


8307060042 Requests written interpretation of 10CFR20. 202(b ) 121 6 
20 . 203(b) re pasting of radiation areas, in light of notice 
of violation recently Issued to util 

STEWART, W L. Virginia Electric 4 Power Co. 03/06/27. DENTONcH.R. 
Office of Nuclear Reactor Regulation. Director. CLARK. R. A. 
Operating Reactors Branch 3. 3po. 19251:049 24X 

Fiche: SO-338. 83/06/27. 8307060042 


8307220214 Forwards IE Imp Repts 50-338/83-15 4 50-339/83-14 on 
830531-0601. No none emp I la n c e noted. 

DANCE, H.C. Division of Project 4 Resident Programs. 63/06/20. 
STEWART.W.L. Virginia Electric 4 Power Co. 2pp 19673-337 24* 

Fiche. 50-338, 83/06/28,8307220214 ivo/w.wjv. 


—8307220220 IE Insp Repts 50-338/83-15 4 30-339/83-14 on 830331-Q601 Nd 
noncompUancB noted. Major araas Inipee ted : I i c ensee program 
for keeping radiation doses ALARA. 

HOSEV.C.M., WRAYrJ.fi., BAHfi.K.P. Region 2. Office of Director. 
83/06/24. 5pp 19673:339. 24X Fi c he ; 30-330. 83/06/20. 9307220214. 


0307220224 Forwards IE Insp Repts 50-333/03-11 
830406-0505 No noticompl lance noted. 

□ANCEpH C. Division of Project 4 Resident P 
STEHART.H L. Virginia Electric 4 Power Co 
Fiche: 30-339, 03/07/01 . 8307220224. 


4 50-339/03-11 on 

rograms- 63/07/01. 
2pp. 19684: 101. 


24X 


0307120504 LER 83-034/03L-Or on 830525, dur Ing Mode l.one header of 
control room bottled air presatirlied sys had lower than 
required pressure. Probab ly caused by leak from 0 bank of air 
bottles. Header rapr essur 1 led, W/a30622 Itr. 

HARRELL.E.H. Virginia Electric & Power Co. 03/06/22. O'REILLY, J P 
Regian 2, Office of Director. 2pp. 19425 019 24* 

Fiche: 30-330, 03/06/22. 8307120504 




— — wwwo.,, w. U,n S as iuw/. pouer.rire Door 

694/9 from emergency switchgear room to cable vault would 
net latch. Fire watch posted Immed la te ly. Caused by 
misaligned strike. Door repaired within 1 h.H /830630 Itr. 

HARRELL.E.U- Virginia Electric 4 Power Co. 83/06/30. O'REILLY, J P 
Region 2i Office of Director. 2pp. 19424:071 24X 

Fiche: 90-338, 83/06/30. 0307120299. 


B307120S62 LER 83-042/03U-0: on 030606. vital bus l-I momentartly 
deenergited while trying to clear Inverter trouble alarm, 

Caused by operator error. Boa energl i ed. W/B3O630 Itr. 

HARRELU.C-H. Virginia Electric & Power Co. 83/06/30. O'REILLY, J P 
Region 2. Office of Director. 3pp, 19433; 128 84X 

Fiche: 90-338, 83/06/30. 9307120562 


^ 2 S;, kT ®3-03B/03L-0: on B30606 4 07. 1 ntermed 1 at e range channels 
4 N39 high neutron flux reactor trip setpoints found 
higher than Tech Spec 1 Iml t s, Caus ed by administrative error. 
Intermediate range setpoints r educ ed. W/S30706 Itr. 

HARRELL, E H. Virginia Electric it Power Co. 83/07/06. O'REILLY, J P 
Region 2. Office of Director. 4pp. 19382- 241 24 * 

Fiche: 90-338.83/07/06. 8307110435. 


—8307220267 IE tnsp Repts 50-338/03-11 L 30-339/83-11 on 030406-0305 N 
noncompliance noted. Major areas Inspee ted : refue 1 ing. 
surveillance & malnl ac t ivl t les. LERs. 1 iconse conditions it 
plant opeTations. 

SHYMLOCK.H. B. Region 2. Office of Director. JULIAN, C. Division 

= ' K ”**"*®"‘ '"'■‘’9*'*"'*- 83/07/01. lOpp 19684:193 24* 

Fiche 50-330.83/07/01,8307220224 


8307220040 LER B3-040/03L-0: on 830620, dur 1 ng steady-state operation, 
greater than 12 step dliagreemant noted between individual 
red position Indlcatlan for Rods J-IO 1. 0-13, Caused by 
Instrument drift. RPI channels r eca 1 1 br. W/B307 13 Itr. 

HARRELL.E.U. Virginia Electric t, Power Co, 83/07/13. 0 'REILLY. J, P. 

Region 2. Office of Director. 2pp. 19683.300 24* 

Fiche: 90-330, 83/07/13, 8307220048 


®^sSrru^fl!c!r "Commoh Mode Valve Failures Degrade 

Surry ntcirculatlon Sprai^ Subsystem," Svc Hst encl. 

UQRDAN.E w Division of Emergency Preparedness L Engineering 
YorS 03/07/11. Consolidated Edison Co Of New 

York. Inc !S4pp. 19563:293 . 24X F i ch e : 50-000. 83/07/ 1 1 . 0306270401. 


uen OTl ajObSSf 






109 F twice for less than 4 h First temp spike caused by 
mechanical chiller tripping on high lube oil temp 6 second 
caused by loss of bearing cooling to ch 1 1 ler . W/830720 Itr. 
H^-R®-L,E.H. Virginia Electric tc Power Co. 83/07/20. 0 'REILLY, J, P, 

Region 2, Office of Director. 2pp. 19021:042 24* 

Fiche: 30-330,83/07/80, 0307290171. 


"Failure of Hydraulic Snubber, a. 
^irnniu Contaminated Hydraulic Fluid." Svc list and. 

JORDAN, E.C Division of Emergency Preparedness 5 Englneerino 
Yor Consolidated £21,0^09® of He. 

' >41pp. 19563:153. 24X Fiche 30-000. 83/07/12. S3062704D4 


8307290107 Updated LER B1-062/03X-2: on 010722, util notified that 13 

design requirements of 

IE Bulletin 80-11 . Caus ed by refinement in masonry wall 
design. Dlock walls to be rep laced- W/B30720 Itr. 

*******®-C-'E. U. Virginia Electric it Power Co. 03/07/20. O'REtLLYiJ P 
Region 2, Office of Director. 4pp. 19821:107 24X 

Fiche: 90-339, 83/07/30, 0307290189. 
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DOCKET 30-33'? NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency h ^ire protection plans 


0307140068 Ack receipt of B30216 Itr t, Rev 5 to guard training & 
qualification plans. Revs acceptable per 10CFR30. 34 ( p ) . Mod 
Implementation uill be eiaminod in forthcoming insp rept. 

LEWIS, R C. Division of Project li Resident Programs. 33/04/22. 
STEWART, W L Virginia Electric 5c Power Co Ip. 17314 070. 24X 

Flche: 30-000. 83/04/22. 8307140068 


8307140333 Ack receipt of 030318 Itr re emergency exercise scheduled 
during June 1703. Sc enar io under review. Addl comments on 
ecerclse details will be made by telephone. 

DANCEiH.C. Division of Project 5. Resident Programs. 83/06/lS 
STEWART. W L. Virginia Electric 5. Power Co. ip. 19325:232. 24X 

Flche: 30-330, 03/06/13, 8307140353. 


8307110159 Releases public version of revised emergency plan 
Imp lament Ing procedures. 

FELTON, J. M. Division of Rules and Records. 03/06/24. Doeunent 
Management Branch. ip. 19306:014. 24X Fi ch e : 50-330, 03/06/24. 

0307110139. 


-0307110163 Forwards public version of revised emergency plan 
implementing procedures, inc 1 ud ing Procedures EPIP-l.OI re 
emergency manager cgntrolling procedure ti EPIP-3.02 re 
activation of technical support ctr Receipt form end. 

« Virginia Electric 5, Power Co. 03/04/20. NRC - No Detailed 
Affiliation Given. Ip. 19306:013. 24X Flche: 30-330, S3/06/24. 

0307110159. 


— 8307110169 Public version of revised emergency plan imp lesent Ing 
procedures. Inc lud Ing Procedures EPlP-1.01 re emergency 
manager controlling procedure !. EPIP-3.02 re activation 
of technical support ctr. 

PAXTON. 0, J. Virginia Electric «< Power Co. 83/04/20. iOOpp. 
19306:016. 24X F 1 c h e i 30-330, 83/06/24- 8307 1 1 0 1 39 


0307110179 Releases public version of revised corporate emergency 
response plan. 

FELTON, J. M Division of Rules and Records. 83/06/24. Document 
Management Branch. Ip. 19386:001. 24X FI c he- SO-OOQ. 03/06/24. 

8307110179. 


— 0307110184 Public version of Rev 3 to corporate emergency response 
plan. W/030614 Itr. 

STEWART, W.L. Virginia Electric 6 Power Co. 83/05/13. 

O'REILLY. J. P. Region 2. Office of Director. 6pp. 17386:002 24X 

Ft Che: 50-000, 83/06/24. 8307110177. 


0307120302 Forwards suppl to proposed Tech Spec changes re 820624 
application to amend Licenses NPF-4 4i NPF-7 reflecting 
reorgani la t ion in OA dept S' addition of director - emergency 
planning to nuclear operations dept. 

STEWART. W.L. Virginia Electric «■ Power Co. 03/07/01. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 17424:073 
24X Fleho: 30-338,83/07/01,8307120302. 


•8307120308 Proposed Tech Spec changes reflecting reorgani lat Ion In QA 
dept 8, addition of director - emergency planning to nuclear 
operations dept. 

• Virginia Electric fc Power Co 03/07/01. , 2app. 19424:073. 24X 

Flche: 50-330, 03/07/01 . 8307120302, 


0307120386 Forwards procedures generation package for emergency 
operating procedures in response to NUREG-0737, Bupp 1 I 
(Generic Ltr 82-33). 

STEWART, W.L. Virginia Electric 5< Power Co. 83/07/01. CENTON.H.R. 
Office of Nuclear Reactor Regulation, Director 15pp. 17426:209. 

24X Flche: 30-000. 83/07/01 , 8307 1 20306. 


0307120361 Suppl to 820624 application for amend to Licenses NPF-4 h 
NPF-7, changing Tech Specs re mgt reorgani xat ion 5i records of 
annual audits for emergency ti security plans. 

STEWART, W.L. Virginia Electric U Power Co. 83/07/01. DEMTON.H.R, 
Office of Nuclear Reactor Regulation. Director. 2pp. 17433:078. 
24X Fiehe: 50-330. 03/07/01, 0307120361. 


0307170041 Forwards IE Safeguards Insp Repts 30-330/03-16 Ji 
50-330/03-13 on 030626-30. No noncomp 1 1 ance noted. 

DANCE. H.C. Division of Project t< Resident Programs. 83/07/15. 
STEWART, W.L. Virginia Electric U Power Co. 2pp. 17633.138. 24X 

Flche: 30-330, 03/07/13, 0307170041. 


•8307190060 IE Safeguards insp Repts 30-338/03-16 fc 50-339/83-15 on 
830626-30. No noncompliance noted. Major areas Inspected: 
security mgt, repts 5< record s. ma in t, phys lea 1 barriers ti 
protected areas. Deta i 1 s wltheld (ref 10CFfi73.211. 

HALL, B. L. Region 2, Office of Director. 83/07/14. Ip. 
19633:140, 24X Fi c h #: 30-338, 83/07/ 1 S. 8307 17004 1 . 


83D72702B7 Forwards response to 330322 coisments re inconsistencies in 
Rev 8 to security plan 5 ltr of or a er s land i ng between 
util t NRC Ends withheld (ref 10CFR2 770) 

STEWART, W L. Virginia Electric 6 Powar Co 83/07/22. DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. Ip 19760:358 24X 

Flche 30-338.83/07/22,3307270289 


G Adjudicatory correspondence 


8307120033 Advises of HJ McOurren reassignment from Hearing Dlv I to 
Hearing Div II 6 transfer of North Anna case f'-om Hearing 
Dlv 1 to Hearing Dtv II, effective 830712 

CHRISTENBURV.E. Hearings Division 03/07/08 RUTDERO, J. Hearing 
Branch 2 TKEBY.S. Hearing Branch 1 Ip 19423. 132 24X 

Flche - 50-338. 83/07/00. 8307 120053. 


0307130279 Advises that Commission 030630 Memorandum 5. Order CLI-a3-19 
vacated ALAB-6B7 to extent inconsistent w/deci s i on. ASLB 
cited ALAB-6a7 in 821203 U 830610 memoranda 

UOLFEiS. J. Atomic Safety and Licensing Board Panel 83/07/14. 
HAVPIN.H.U. Hunton 6 Williams MCOURREN. H. J. Hearing Branch 1. 
COLEKAN.J.H. Beveridge, Fairbanks (■ Diamond. Ip 19538:304 24X 

Flche. 30-330. 83/07/14, 8307150299 


8307180017 Responds to ASUB 830610 order for estimated dates of 
Issuance of SERs & EIAs for proposed actions to receive 5> 
store Surry spent fuel at North Anna 6 expand capacity af 
North Anna fuel poo I . Document s to be Issued at end of yr. 

HCGURREN. H. J. Hearing Branch 1. 93/07/14 WOLFE, S.J . KLINE, J., 
FERGUSON. G. A. Atomic Safety and Licensing Board Panel. 2pp. 
19360:152. 24X FI che : 30-338, 63/07/ 1 4, 8307 1000 17. 


J. Insurance & indemnity information 


8307130068 Forwards Endorsements 70,53,32 5 43 to NELIA 6 MAELU 
Policies NF-ie6, HF-37, MF-76 5. NF-240, respectively. 

Endorsements 1-6 to NELIA Certificates N-27 6 N-2a 6 
Endorsements 1-3 to MAELU Certificates M-27 5. M-28. 

PAINTER. B.F. Virginia Electric U Power Co 83/07/05 DINIT2.1. 
Antitrust {< Economic Analysis Branch futility Finance). 33pp. 
19474 - 150 24X Fjche : 50-280. 83/07/05. 8307130068 


P Operating license stage documents 4 correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 5< holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Reeponse Guidelines.'' 

Sve list end. 

E I SENHUT. D. 0. Division of Licensing. 33/06/03. Yankee Atomic 

Electric Co. lOpp 17563:116. 24X K I c h d . 50-000, 83/06/03. 

8306060070. 


B3070S02BR Responds to 830512 ltr informing NRC that License Condition 
2. C(21 1< I > ( iv) re containment high-range radiation monitors, 
satisfied per NiRlEO-0737, I tern il.F l.in-situ calibr of 
containment high-range monitors verified 

CLARK. R A. Operating Reactors Branch 3 83/06/15. STEWART, W.L. 

Virginia Electric 6 Power Co. 2pp. 17263.219. 24X 

Fiehe- 30-339, 03/06/13, 8307050280, 


0307030276 Responds to 830517 ltr informing NRC that License Conditions 
2. C<IS)<h><2) h 2 C(lS>(h)(4i ro diosol generator 
reliability comp 1 e ted. Veri f ica 1 1 on of license conditions 
will be contained in forthcoming insp rept 

CLARK, R A. Operating Reactors Branch 3. 83/06/15. STEWART, W.L. 

Virginia Electric * Power Co 2pp. 17263 227 24X 

Fiehe: 30-339. 03706713. 0307050278. 


0307010090 Advises of changes bo NPDES permit 6 state certification 
Section 401. Changes result from study to be done re Impact 
of thermal discharges on biota in Lake Anna List of interim 
actions for state water control board to initiate end 
STEWART. M L. Virginia Electric t, Power Co. 03/06/27. DENTON, HR. 
Office of Nuclear Reactor Regulation. Director. CLARK, R. A 
Operating Reactors Dranch 3. 2pp 19124:355. 24X 

Fiehe: 30-338. 83/06/27, 0307010070 


0307230431 "North Anna Unit 2, Cycle 3 Startup Physics Test Rept '' 

W/B30719 Itr. 

STEWART. W L. , MANN, B 0. . RUFTY, S.J Virginia Electric It Power Co 
VEP-NaS-4 83/06/30. DENTON. HR, Office of Nuclear Reactor 
Regulation. Oirettor. CLARK. R. A. Operating Reactors Branch 3. 
64pp. 19702:094. 24X F I c h e : 50-339. 83/06/30. 030725045 1 . 


6307120302 Forwards suppl to proposed Tech Spec changes re 820624 
application to amend Licenses NPF-4 6 NPI-'-? reflecting 
reorgani ration in QA dept 6 addition of director - emergency 
planning to nuclear operations dept. 

STEWART. W.L. Virginia Electric t Power Co. 83/07/01. DENTQN.H.H. 
Office of Nuclear Reactor Regulation, Director CLARK.fi. A 
Operating Reactors Branch 3. 2pp 19424.073 24X 

Flche. 30-338. 83/07/01, 0307120302. 
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--5307120306 PrapQsed Tech Spec changes 'Sflectlng r eopgant lati on In OA 
eept ^ a<ldition of directer -- erTtergencg planning to nuclear 
operations dept 

♦ Virginia Electric I Pouier Co 53/07/01 28pp 19424:075- 24X 

FlChe 50-338.63/07/01.8307120302 


8307120361 Suppl to 820624 application For amend to Liceneei NPF-4 fc 
NPF-7, ch ang 1 ng Tech Specs re mgt r eor gan i la 1 1 on h records of 
annual audits for emergency h security plans 

STEWART, W L Virginia Electric U Power Co. 83/07/01 DENTON. H.B. 
Office uF Nuclear Reactor Regulation. Dliector CLARK.R.A. 
Operating Reactors Branch 3 Spp. 19433098 24X 

Fiche- 30-338. 83/07/01, 0307120561. 


--8307I205&6 Suppl to 820624 application to amend Tech Specs to reflect 
mgt rear gani la t Ion. 

« Virginia Electric 6 Power Co 83/07/01. 28pp 19433:100 24X 

Fiche 50-338, 83/07/01 , 83071 20561 , 


8306270397 Generic Ltr 63-26 to all applicants For OLs U holders of 
CPs for power reactors re c lar i f lea t ion of surveillance 
regu i re.T.ents For diesel fuel impuntij Sve list end 
EISENHDT.D G Division of Licensing 83/07/05. Consolidated 
Edison Co of New York, Inc I6pp 19390:317 24X 

Fiche. 50-000,83/07/05, 8306270397. 


S307060329 Generic Ltr 53-27 to all licensees i applicants for 
operating power reactors i holders of CPs for power reactors 
re surveillance Intervals In STS Sve list end. 

EISENHUT.D. G Division of Licensing. 63/07/06. Consolidated 
Edison Co of New York. Inc. I6pp. 19669,254. 24X 

Fiche: 50-000. 83/07/06.8307060329 


5307120268 Forwards supplemental info in response to B30S09 & O&IS Core 
Performance Branch questions re 587.8 F RCS temp. per 
application to amend Licenses NPF-4 6 NPF-7. Tables re 
correlation limits & core condition provided. 

STEWART, H L Virginia Electric U Power Co. 03/07/06. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. CLARK.R.A. 

Operating Reactors Branch 3. Spp 19424:154. 24X 

Fiche. 50-338, 83/07/06. 8307120268. 


6307120356 Euppls info to 821230 application for amend to Licenses 
NPF-4 h NPF-7 allowing operation at RCS temp of SB7 8 F, per 
NRC 830427 6 0621 questions. 

STEWART, W L. Virginia Electric 6 Power Co. 83/07/06. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director CLARK.R.A. 
Operating Reactors Branch 3 4pp. 19429:082. 24X 

Fiche: 50-338, 83/07/06. 8307120356. 


— 3307120361 Proposed Tech Specs re RCS temp 

« Virginia Electric i Power Co. 83/07/06. 9pp. 19429:086. Z4X 
FUh# 50-338, 83/07/06.8307120356. 


B307I20441 Requests deletion of proposed change to portial power 
multiplier on Fig U Issue 0.3 FNH part power multiplier 
setpoints consistent w/SB2. 8 F operation for facilitg.per 
821208 application for amend to License NPF-7. 

STEWART. W L Virginia Electric «. Powor Co. 03/07/06. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Directi,". CLARK.R.A. 
Operating Re.rctors Branch 3. .Tpp 19425.333 24X 

F ; tr p : .‘.0-339, Pi/VT/Os,, P3C71.904,' I . 


0. Inspection reports. IE Bulletins 6 correspondence 


8307060042 Requests uiritten interpretation of lOCFRPO 202(b 1 12) 6 
20.203(b) re posting of radiation areas. In light of notice 
of violation recentlg Issued to util. 

STEMART.WL. Virginia Electric k Power Co. 03/06/27. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. CLARK, R. A. 
Opei^ating Reactors Branch 3. 3pp 19251:049. 24X 

Fiche: SO-338. B3/06/27. 8307060042. 


B307220214 Forwards IE Insp Repts 50-338/83-15 t 50-339/53-14 on 
830531-0601. No noncoihp 1 1 ane e noted 

OANCE.H.C. Division of Project 6 Resident Programs. 83/06/28. 
STEHART.H.L. Virginia Electric t. Power Co. 2pp. 19673:337. 24X 

Fiche: 50-338. 83/06/28, 8307220214 


— 8307220220 IE Insp Repts 50-338/83-15 6 50-339/83-14 on 83053 1 -060 1 . No 
noncompllance noted Major areas 1 nspcc t ed : 1 ic eiisee program 
for keeping radiation doses ALARA. 

HOSEY.C.H.i URAY.J.R., BARR.K.P. Region 2, Office of Director. 
83/06/24. Spp. 19673:339 24X F i r h e : 50-338, 83/06/28, 830722021 4. 


8307220224 Forwards IE Insp Repts 50-338/83-11 6 50-339/83-11 on 
830406-0505. No noncompliance noted 

DANCE. HC. Division of Project & Resident Programs. 83/07/01. 
8TEMART. H. L. Virginia Electric & Power Co. 2pp. 19684:181. 24X 

Fiche: 50-338. 83/07/01, 8307220224. 


— 8307220267 IE Insp Repts 50-338/83-11 U 50-339/83-11 on 830406-0505. No 
none erapli ante noted. Major areas inspected: refueling, 
surveillance 6 maint ac t ivi t i es, LERs, license conditions (< 
plant aperations. 

&HVKLOCK.M. a. Region 2. Office of Director. %IULIAN,C. Division 
of Project & Resident Programs. 83/07/01. tOpp. 19684: 183. 24X 

Fiche 50-338.83/07/01.8307220224 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surrq Recirculation Sprag Subsgstem. " Sve list end. 

JORDAN.E.L. Division of Emergencg Preparedness ft Engineering 
Response (Post 830103). 83/07/11. Consol Idated Edison Co. of New 

York. Inc. 134pp. 19563:293. 24X Fiche : 50-000. 03/07/1 1 . 8306270401. 


B306270404 IE Info Notice 83-47. "Failure of Hgdraulic Snubbers as 
Result of Contaeiinated Hgdraullc Fluid." Sve list encl. 

JQROAN.E.L. Division of Eraorgeneg Preparedness t, Engineering 
Response (Post 830103) 83/07/12. Consolidated Edison Co. of New 

York, Inc 141pp. 19563.153. 24X FI che: 30-000, 83/07/ 12, 8306270404, 


8306270406 IE Info Notice 83-48. "Oaseous Effluent Releases of 
Radioactive 1-12S 6 1-131 in Ercess of NRC Limits. " Sve list 
end. 

TAYL0RiJ.l1. Division of QA. Safeguards {. Inspection Programs (Post 
8301031. 83/07/14. Consolidated Edison Co. of New York, Inc 

II4pp. 19713:270. 24X Fiche : 30-000, 83/07/1 4, 5306270406. 


8307180106 Forwards insp fees far Unit 1 from Mar 1902 - Mar 1903 b 
Unit 2 fro® Apr 1982 - Apr 1983 

STEHART.H.L. Vlrg Inia El ec tr i c b Power Co. 03/07/14. DENTON.H.R. 
Office Of Nuclear Reactor Regulation, Director. BARRY, L Division 
of Accounting. Ip. 19556:212 24X F1 che: 50-338, 83/07/14, 

8307180106. 


5L,’.>r(,!c - I ,!i- .,1 1 r, ^11 ii,;f>nse.,s of iperating reactors, 

applicants foi OL i holders of CPs re required actions based 
on ge.ier-ic implications of Salem ATWS events Sve list encl. 
EISENHUT.D G Division of Licensing. a3/0//0a. Consolidated 
Edison Co of New York, Inc. 3Bpp. 19669:269 24X 

Fiche. 50-000- 83/07/08, 8307090169, 


8307190041 Forwards IE Safeguards Insp Repts 50-338/83-16 8, 
90-338/63-15 on 630626-30. No noncomp 1 lance noted. 

DANCE, H.C. Division of Project t, Resident Programs. 83/07/13. 
STEUART.HL. Virginia Electric U Power Co, 2pp. 19639' 130 24X 

Fiche: 90-338, 83/07/15, 0307190041 


B3071a0097 Suppl to 781230 application for amend to Licenses NrF-4 ii 
N^^"7 allculng eporaticn at PCS average temp of 087 5 F 
Info reflects results of containment LOCA reanalusls 
performed bg ShW. 

STEWART. W L. Virginia Electric >. Power Co. 83/07/11. DENTON.H.R, 
Office of Nuclear Reactor Regulation- Director CLARK.R.A 
Operating Reactors Branch 4 16pp 19S56 340 24X 

Fiche. 50-338. 83/07/ 1 1 , B307I BODY/. 


— 8307190060 IE Safeguards Insp Repts 50-338/83-16 b 50-339/83-15 on 
830626-30. No noncomp 1 i anc e noted Major areas Inspected: 
securitg ngt, repts b records, ma in t. phgs i cal barriers b 
protected areas. Detal 1 s wltheld (ref 10CFR73 21), 

HALL,D.L. Region 2, Office of Director. MCGUIRE, D.R. Division of 
Energencg Preparedness b Materials Safetg. 83/07/14, In 
19639' 140. 24X FI the : 50-338, 83/07/ I 5. 8307 1 9004 1 


530718010. Submits final resolution of open items identified In dra 
technical evaluation rept dtd 530222 deihonstrating 
conformance to NUREG-0612. "Control of Heavg Loads at 
Nuclear Power Plants." Phase 1. 

6TEMART.U L. Virginia Electric b Power Co. 83/07/12 DENTON.H 
Office of Nuclear Reactor Regulation, Director. CLARK. R A. 
Operating Reactors Branch 3 4pp 19557 005 r4X 
Fiche 50-335, 83/07/12, 8307180100 


operating reports b related correspondence 


cMu/tf^uivj rionthiy operating r 
BCHMITENDORF.O. . STEWART. W.U 




,,»g noj. H/ojwUlO ltr. 


Virginia Electric b Power Co. 


83/06/03. HALLER, N.H. Office of Resource Management, Director 
I4pp. 19683:324. 24X FI c h e . 50-333, 03/06/03. 0307220 1 92. 


S. Reportable occurrences, LERs b related 


correspondence 


i-orwards AEOD technical 




i/esigii uer I c lenci 


Control Circuits of Feedwater Isolation Valves b Bit 

''EOR actions contemplated, 

ccicD V Operations Analgsts Branch. 83/06/13 

•*e***OT Operations Analgsis Branch. Ip. 19858 140 
24X Fiche- 90-339, 83/06/13. 8307290324 
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— 8307290330 "Design Deficiency in Control Circuits of FceduiatBi- 
Isolation Valves & DIT Recirculation Valves. " AEDO 
technical review rept. 

CHIRAMAL.M. Reactor Operations Analysis Branch. 03/06/13. 3pp 
19838:149. 24X Fi c h e : SO-339, 83/06/ 1 3. 8307290324. 


8307120284 LER a3-048/03L-0: on 830614, Fire Door S7 1 - 1 8, b e tween 
Emergency Diesel Generator Room 2H fx turbine bldg. would not 
latch & lock. Caused by stuck latch Latch adjusted Sr 
lubricated. Door designs mod i f i ed . W/830622 Itr. 

HARRELL. E.W. Virginia Electric tx Power Co 83/06/22 □ 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 19419 338. 24X 

Flche: 30-339. 83/06/22. 8307120294. 


8307120491 LER B3-044/03L-0: on 030526. d u r ing Mode 3, one recirculation 
valve on each of two casing cooling pumps Found open. Caused 
bij procedure t nadcquacy . Va 1 ves closed immediately Maint 
procedure will be revi sed. U/830623 Itr 

HARRELLiE.W. Virginia Electric 6 Power Co. 83/06/23. O 'RE ILLY. J. P. 

Region 2. Office of Director. 3pp. 19425:023. 24X 

Flche; 30-339. 83/06/23. 8307120491. 


8307120094 LER 83-047 /03U—0: on 530330. emer g enc y diesel generator 2J 
tripped on high crankcase pressure during surveillance 
testing. Cause not de t ermiiied. Dlese 1 tested sa t i sf ac tor t Ig 
H/83062B Itr. 

HARRELL. E. W. Virginia Electric 6 Power Co. 83/06/23. □'’REILLY. J. P. 

Region 2. Office of Director. 2pp. 19423:076. 24X 

Flche: 30-339. 83/06/28. 8307120094. 


8307110375 LEH B3-04a/03L-0: on 830606 lx 1 7. I n t ermod i a te range channels 
N33 ti N36 high neutron flux reactor trip setpoints exceeded 
Tech Spec requirements. Caused by admlnislra t i ve error. 

Setpoints reduced, W/B30/'06 Ur. 

HARRELL. E. H. Virginia Electric tx Power Co. 83/07/06. 0 'REILLY. J. P. 

Region 2. Office of Director 4pp. 19380.331, 24X 

Flche; 30-339. 83/07/06. 8307110373. 


8307220118 LER 83-043/03L-0: on 830620-27. dur i ng startup from Mode 3 & 
subsequent lOO'X power operation. 34 rod position indicators 
deviated greater than 12 steps from group demand position. 

Caused by temp varla 1 1 ons. W/B30707 Itr. 

HARRELL. E. W. Virginia Electric tx Power Co 83/07/07. 0 'REILLY, J. P, 

Region 2. Office of Director 2pp. 19684.031 24X 

Flche; 50-339. 83/07/07. B307220U8. 


3307220123 LER B3-050/03L— 0; on 530613. w/unl t at lOO'X power, emergeneg 
diesel generator 2J tripped during surveillance testing. 

Caused by high jacket coolant temp Setpoint found lower than 
required. Setpoint recalibr sa 1 1 s fac tor i ly . W/a30707 Itr. 

HARRELL. E. H. Virginia Electric 6 Power Co. 03/07/07. O'REILLY. J. P. 

Region 2. Office of Director. 4pp. I9604;037. 24X 

Fiche; 50-339, 03/07/07, 8307220123. 


3307290038 LER 83-052/03L-0: on 830628. ind ividual rod position 
Indication for channels F-04.D-10 & M-04 deviated prom group 
demand position bg greater than 12 steps. Caused by 
Instrument dr 1 ft. Channels recal ibr . M/B30720 Ur. 

HARRELLiE.W. Virginia Electric & Power Co. 83/07/20. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 19821.076. 24X 

Flche; 50-339, 83/07/20, 8307290038. 


1307290073 Updated LER a3-03e/03X- 1 : on 830303, RHR pump B suction lost 
during transfer of water from RCS to refueling storge tank. 

Caused by RCS being pumped below operating limit. RCB 
refilled t RHR pump suction res tor ed. W/a30720 Ur. 

HARRELL. E. W. Virginia Electric 6 Power Co 83/07/20. O'REILLY. J. P. 

Region 2, Office of Director. 3pp. 19822; 172. 24X 

Flche: 90-339. 03/07/20. 8307290073, 


1307290187 LER 83-051 /03L-0: on 830627 6 0702,fiCS subCQOlant margin 
monitor A failed to operate corr ec t I y . Cause on 030627 due 
to failed low level data board & on 830702 due to failed 
computation board. Mon I tor will be re located. M/830720 Itr. 

HARRELLiE.W. Virginia Electric tx Power Co. 83/07/20. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 19821:148. 24X 

Flche; 30-339. 83/07/20, 8307290187. 


OCKET 30-341 ENRICO FERMI ATOMIC POWER PLANT. UNIT 2 


Application/construction stage documents b correspondence 


30*270395 Oeneric Ltr 03-24 to all DWR applicants for OL & holders of 
0U» for Brand Oulf.LaSalle 6 Susquehanna re TMI Task Action 
Plan Item I.O. 1. "Special Lou Power Testing t, Training 
8< Recommendations for BWfis. " Sve list end. 

EI8ENHUT. D. 0. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19384:115. 24X FI che: 50-000. 83/06/29, 

8306270395. 


830701016V roruards Amena 49 to apclicalion for Ql. b Amend 49 to 
FSAR 

LANDGRAF.u C. LeDoeuf. Lamb. Leiby tx HacRae 83/06/30. DENTQN, H 
Office of Nuclear Reactor Regulation, Diieclor Ip, 19169:280, 24X 

Fiche 30-341.83/06/30.8307010169 


— B3O7010I73 Amend 49 to application for DU 

HEIDEl.iC.H. Detroit Edison Co 83/06/30 Ip 19169,281, 24X 

Fiche 50-341,83/06/30.8307010169 


8306270397 Generic Ltr 83-26 to all applicants for DLs i holders of 
CPs for power reactors re c 1 ai i f lea t ion of surveillance 
requirements for diesel fuel impurity Sve list end 
EISENHUT. D 6 Division of Licensing 83/07/05 Consolidated 
Edison Co. of New York. Inc I6pp 19390.317. 24X 

Fiche - 30-000, 83/07/05. 8306270397 


8307130301 Notification of B30707 meeting w/util in Dethesda.MD to 
discuss design criteria for ms t rumen tat ion, con trol 6 power 
cables of standby liquid conti-oi sys. 

LVNCH.M.D. Licensing Branch 1. 33/07/05. YOUNODLGOD, D. J. 

Licensing Branch 1. 3pp. 19525:352 24X Fiche . 50-341, 83/07/05, 

8307130301. 


8307060327 Generic Ltr 03-27 to all Itconsees t applicants for 
operating power reactors t holders of CPs for power reactors 
re surveillance Intervals in STS Sve list end. 

EISENHUT. D. 0. Division of Licensing 83/07/06. Consoildated 
Edison Co. of New York. Inc. 16pp 19669 2S4 24X 

Fiche: 30-000. 83/07/06. 8307060329 


8307130297 Reissued notification of 830707 meeting w/util in Bethesda, 
MD to discuss design criteria for instrumentation, control 1 
power cables of standby liquid control sys Meeting time 6 
location changed. 

LVNCH.n D. Licensing Branch 1 83/07/06. YOUNGBLOOD. B. J. 

Licensing Branch 1. 3pp. 19511 116 24X Fiche 50-341, 83/07/06, 

8307130297. 


8307120239 Forwards Certificate of Sve indicating that Amend 49 to 
amended 6 substituted application for licenses served on 

listed persons. 

HATERS. B. R. Detroit Edison Co a3/0//07 Office of Nuclear 
Reactor Regulation. Director 3pp. 19423 197. 24X 

Fiche. 50-341,83/07/07, 8307120239 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for DL tx holders of CPs re required actions based 
on generic implications of Salem ATMS events Sve list end. 
EISENHUT.O e. Division Of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp 19669.269. 24X 

Fiche; 50-000. 83/07/08. 8307080169 


8307210028 Advises that methodology for establishing setpoints for 
Tech Specs will be provided by 830029. Me thodo logy could be 
generic. Feasibi 1 tty of response by Licensing Review Group 
to NRC 830614 ltr under consideration. 

TAUBER. H. Detroit Edison Co. 83/07/15 YOUNGBLOOD, 3 J Licensing 
Branch 1. Ip. 19668:348. 24X Flche . 50-341 , 83/07/ 15. 8307210028 


8307290493 Notification of S30721 meeting w/util in Dethesda.MD to 
discuss applicant proposal to form indC|ieiident safdty 

evaluation group. 

LVNCH.M.D. Licensing Branch 1 83/07/15 YOUNGBLOOD, B J. 

Licensing Branch I. 3pp. 19858:286. 24X Fi che 50-341. 03/07/1 5, 

8307290493 


8307270207 Forwards "Environ Qualification of Saf ety-Rdated 
Electrical Equipment for Harsh Environ," Vols 1-3. in 
response to NUREG-OSSe. NRC site verification visit expected 
in late Jul or Aug. Response to lOCFRSO 49 will bo provided. 

TAUBER, H. Detroit Edison Co. 03/07/19 YOUNGBLOOD. B. V. Licensing 
Branch 1. Ip. 19770:148. 24X Fiche . 50-341 . 83/07/19, 0307270207 


--8307270215 “Environ Qua 1 1 f i ca t ion of Safety-Related Electrical 
Equipment for Harsh Environ," Vols 1-3. me lud Ing program 
description ti action plans, summary shet-ts t. justification 
for interim operation, in response to NUREG-05B8. 

* Detroit Edison Co. 83/07/31. 1915pp 17770.149 24X 

Fiche: 50-341.83/07/19, 8307270207. 


8307280487 Summary of 030707 meeting w/utils.GE tx KMC. Inc in 
BoChesda.HD re standby liquid control sys. 

LYNCH.M 0. Licensing Branch 1. 83/07/19 Licensing Branch I 

tOpp. 19826:052 24X Fiche 50-341,03/07/19,0307280487 
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^ corr^spoM^nce 


8307130270 Faruards R«v 0 bo "Errico Fermi 


Atomic PoiLTe 


evaloatioa OF Sofet, Relief Vai;eV,p.n^ Tfor^s - 
Attachment Piping for Effects of Site-Spec.fjc Ear 
in response to SER. N17REG-0798 


TAUBER, H. 
Branch 1 


-0798 
Detroit Ed I son Co 


PiantiUnit 2: 
thqual e, " 


. „ B3/O7/0B yaUNOBLOOD, B J Licenslnn 

Ip. 19424:006. 24X F I ch e 30-34 1 . 63/07/08. B307 130378. * 


— B3070I0173 /Mend 49 to application for OL. 

HEIDEL.C. n. Detroit Edison Co. 83/06/30 Ip 
Ftche. 30-341.83/06/30, 8307010169 


19169:281. 24X 


— 83O701OI7S Amend 49 to FSAR. 

• Detroit Edison Co. -83/06/30. 161pp 

Flche. 50-341.83/06/30, 6307010169. 


19169 282. 24X 


for Effects of Site-Specific Earthquake • 

®™y 9 encg », fire protection plans 

Office of Nuclear R 

24X Fi Che: 30-341, 63/06/29, 


Inspection reports. IE Bulletins t. correspondence 


Detroit Ed ison Co, 


Regulation, Di r ec tor ' ip ''^91 97 :' 3 t 3 ^‘’ -- Nuclear Reactor 

0307030107, 


”3eor?9a2'"pos^^'” 50-341/83-13 for Oct 1961 - 

Sept 1932, Pos j 1 1 ve p er f orinar»ce noted In areas of 

--ss . 

KEPPLER.^G, Region 3, Office of Director. 83/06/29 UELLS.DA 
.725.:269, 24X Fi ch e : 30-34 J. a 3 /ok/i 9 f 

—6307060106 Final SALP Rept 30-341/83-13 for Oct 1961 - Seat 1962 

Region 3, Office of Director. 83/06/29. 31pp 19231-290 24 X 

Fiche: 50-341, 83/06/29, 8307060099. lV*i91.290. 24X 


8307060266 Forwards IE Insp Rept 50-341/B3-I4 on 830331-0603 & notice 
of violation. 


LITTLE. H.S. 
Detroit Edi 
e307(S0236 


Region 3. Office of Director. 03/06/24. UELL 8 , D A 
Detroit Edison Co- 2 pp. 19331:193. 24X Flche: 50-341 , 83/06/24, ’ 


-8307080269 Notice of violation from Insp on 030331-0603. 
LITTLE.M.S. Region 3, Office of Director. 83/06/24. 
19331:193. 24X FI c h e: 50-34 1 , 03/06/24 , 8307080286. 


2 pp. 


— 03O7M^2 IE Insp Rept 50-341/83-14 on 830531-0603, Noncomp llance 
noted, failure to comply u/ASME Code requirements during 
liquid penetrant exams. 

HARD.K.O.. CILIMBERO. R. L. . KEATINO, D. E. Region 3, Office of 
83070 ^ 86 °^'°*''®'' 24X Flche: 30-341, 83/06/24. 

8307060099 Forwards final SAUP Rept 50-341/83-13 for Oct 1981 - 
Sept 1962. Positive performance noted in areas of 
preoperational test programs, emergencg preparedness 8, 
licensing activities. 

KEPPLra.U.a. Region 3, Office of Director. 83/06/29. WELLS, D A 
'P- 19251:289. 24X Fi Che : SO-34 i , 83/06/29, 

63070o0Cv7t. 


-8307060116 forwards ^ SALP Board finding, !, pr.ilminarg SALP 

Sept 1962. for comment within 20 days 
W/o^encrreJt"® 830120 at Region III ofcs. 

MIND, J. A. Region 3, Office of Director. 83/01/14 WELLS D A 
SI5 o 99.‘”'’ 3, 7. 24X F i c h e : Solsd 1, 83/of/29. 

8307060362 Provides addl info re alternate emergency operations 
faclllty^per NRC reguast. Mayne/Monroe Div headquarters, 
located ..2.5 miles from s i te. s el ec t ed for available 


communlcationi (< space 
TAUDER.H Detroit Edison Co 
Branch 1 . Ip 19234:001 


83/06/29 VOUNODLOOD, B. J. Licens i no 
24X Fiche: 50-341, 83/06/29.8307060362. 


0 Adjudicatory co^rrespondence 

»PP«vng CltHens far employment 6 Energy 830622 
petition for review of ASLAB 830602 decision ALAB-730. 
affirming A5LB 021029 Initial Oectsiarv LBP-e2-96 re OL 

««Rle 83 /^ 7 ^ 07 ^ ^O'CT.H.M, LeBoeuf. Lamb, U.lbq t. 

naenae. 83/07/07. Coirmlss loners I3pp. 19350- 168 24* 

Ftche; 50-341, 83/07/07,3307080302. 

8307110047 Response opposing Citlxens for Employment «, Energy 830622 
petition for Commission review of ALAB-7ao affirming 
LOP-82-96 which ruled on emergency planning i< late-filed 
c ont QTt 1 1 onfi. C (>r 1 1 f t cd fee Svc cncl 

® 3 / 07 / 07 . Commissioners. i2p. 
19374.325 24X Fl c he : 50-34 1 , 63/07/07, 8307 1 10047. ** 

fetision re omcrjenty planning Issues raised 
^''*''39 «• Emp 1 oymen t . Doc ision on CitHens 
830622 petition for Commlislon review of A 8 LAD decision will 
bft tna^e •avai lab I a. W/& 

WOODHEAD. C^P. Hearing Branch 4. 83/07/11. FERRY. S. Federal 

Ern,»rflency Hanagflment Agency. Ip. i?'174' 347 ffiiX 
Fiche: 50-341, 83/07/11, 8307130227, 

"reWew^LAS~ 73 o“^""‘"''® Commission to act to 

CHILK.S^J. Office of the Secretary of the Commission. 83 / 07/22 
‘” 0 ^ 842, 24X Fiche 50-341.83/07/22. 

K, Utility Final Safety Analysis Report IFSAR) «, amends 


—0307060106 Final SALP Rept 50-341/03-13 for Dct 19B1 - Bept 1982 

• Ragion 3. Office of Director, 03/06/29. 3lpp. 19251-290 24X 

Fielia: 50-341,83/06/29. 8307060099. 

— a3070Mll6 Forwards summary of SALP Board findings t. preliminary SALP 
''^^1.^'"' 1982, for eo/mrent within 20 days 

of SALP meeting scheduled for 830120 at Region III ofrt 
H/o end rept. 

HIND.J. A. Region 3, Office of Director. 03/01/14. WELLS, D A 
8307060099 24X Fl c he : 50-34 1 , 03/06/29, 

0306270401 IE Info Notice 83-46, "Cammon Mode Valve Failures Degrade 
Rec irculati<on Spray Subsystem," 8vc list end. 

^RDAN,E. L. Division of Emergency Preparedness *. Engineering 
Raspunse IPost 830103) 83/07/11 Consolidated Edison Co of New 

York. Inc. t34pp. 19563:293. 24X Fl che; 50-000, 03/07/1 1, 8306270401. 

03^70404 IE Info Notice 03-47. "Failure of Hydraulic Snubbers as 
Result of Contaninated Hydraulic Fluid." Svc list end 
^MN.E. U. Division of Emergency Preparedness *. Engineering 
?!2S Consolidated Edison Co of New 

York. Inc. 141pp. 19363:153, 24X Fich e: 50-000, 83/07/ 12, 8306270404. 

8307280384 Farward, IE Insp Rept 30-341/83-07 on 830315-0303 %. notice 

Of violation. 

Division of Engineering. 03/07/13. WELLS, D A 
03072 ^ 8 ^”" 0*^- 24X Fiche: 50-341.83/07/13, 

Notice of violation from Insp on 830315-0503. 

SPESSARDiR, L. Division of Engineering. 83/07/13 Sop 
19796:069. 24* Flche: 30-34 1 , 83/07/13, 8307200384. 

—0307280393 IE Insp Rept 50-341/83-07 on 83031 3-0303. Noncomp 1 1 anc e 
noted; failure to take followup action to determine 
effectiveness of decision change distribution program L 
to follow procedure. 

" ' ^^NDEZ.H. Region 3, Office of Director. 
83/07/12. 27pp. 19796:072. 24X Flche : 30-34 1. 83/07/13, 8307200384. 

8306270406 IE Info Notice 03-4B, "Gaseous Effluent Releases of 
Radioactive I-I2S (< 1-131 In Excess of NRC Limits." Svc list 

•nc 1 . 

Safeguards S. Inspection Programs (Post 
ra0103). M/07/14. Consolidated Edison Co, of New York, Inc. 

I14pp. 19713:270. 24X Fiche. 30-000, 83/07/1 4, 8306270406, 


^^FSAR****"^ Forwards Amend 49 to application for OL U Amend 49 te 

LANDORAF, L..C. LeDoeuf, Lamb. Leiby 1 HacRae. 83/06/30 DENTON.H 

Regulation, Director ip. 19169 280 24* 

Fiche; 50-341, 83/06/30,8307010169. iYiav, 2 « 0 . 24X 
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S. Rsportable occurrenceSi LERs it related c orreepondence 


B3070&006‘> Final deficiency rept re Agastat relay baset remaining open 
uihen relays should be closed. Initially reported on 791109. 

Caused by mounting base sockets being pushed auay from 
misaligned relay pint. Relays replaced 

UELL8.0.A. Detroit Edison Co. 63/06/10. KEPPUER. J. <3. Regions. 
Office of Director. 2pp. 19230.279. 24X F 1 c he : 50-341 , B3/QA/I0. 

0307060064. 


6307060016 Final Deficiency Rept Item 99 re Comsipilnc post-LOCA 
containment gas monitoring sys. Initially reported on 830324. 

Item not reportable per 10CFR30. S9e since sys not in use at 
f ac 1 1 i ty . Also reported per Part 21. 

WELLS. D. A. Detroit Edison Co. 63/06/24. KEPPLER. xl. 0. Region 3. 
Office of Director. Ip. 19231:033. 24X Fi c h e : 90-341 , 93/06/24. 

6307060016. 


8307060137 Interim Deficiency Rept Item 64 re security sys t. fire 
detection equipment mounted from block ua 1 Is. c on trary to IE 
Bulletin 60-11. Initially reported on 821213. Arch i tec tural/ 
civil group conducting final analysis of block ualls. 

UELL8.0.A. Detroit Edison Co. 83/06/26. KEPPLER.J.O. Regions. 
Office of Director. 2pp. 19232:246. 24X Fiche: 90-341. 83/06/28. 

8307060137. 


DOCKET 30-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency L fire protection plans 


6307060039 Submits addl Info in support of 830427 fire prataetton 
tsefflptlon request for 4S-ft elevation of fuel t. ausillapy 
bldgs. U/one overslie draulng. Aper ture card Is available in 
FDR. 

BROEHL.D. J. Portland Oeneral Electric Co. 83/06/30. CLARK.R. A. 
Operating Reactors Branch 3. 9pp. 19239:246. 24X 

Flche: 90-344. 83/06/30, 8307060039. 


8307180049 Foruards safety evaluation of NRC 630620-24 App R audit 
findings. Adequate fire protection features ulll bo 
installed prior to Fuel Cycle 6. Further App R exemption 
requests forthcoming. 

BROEHL. 0. J. Portland Oeneral Electric Co. 83/07/06. MAHTIN.J.B. 
Region 9, Office of Director. 3Bpp. 19996:272. 24X 

Flche; 90-344, 83/07/08. 6307180049. 


6307270037 Foruards exemption from fire protection requirements for 
equipment important to safe shutdoun. 

CLARK.R.A. Operating Reactors Branch 3. 83/07/08. WITHER8.B.0. 

Portland General Electric Co. 3pp. 19811:248. 24X 

Flche: 90-344. 83/07/08. 6307270037. 


— 6307270042 Exemption from fire protection roqulrements for aqulpnent 
Important to safe shutdoun. 

PURPLE. R. A. Division of Licensing. 63/07/08, Portland Oeneral 
Electric Co. 6pp. 19811:231. 24X F Icha : 30-344, 63/07/08, 

8307270037. 


8307270267 Informs that 811203 evaluation of design plan for emarganeg 
response facilities based on NURE0-0B14 not applicable per 
issuance of Suppl 1 to NUREO-0737. 

CLARK.R.A. Operating Reactors Branch 2. 83/07/11. UITHERa.B.D. 

Portland Oeneral Electric Co. 2pp. 19811:132. 24X 

Flche: 90-344, 83/07/1 1, 8307270267. 


8307210223 Forwards fire protection exemption request re reactor 
coolant pump oil collection sys S. addl technical 
justification for App R audit findings. 

BROEHL.D.J. Portland Oenaral Electric Co. 83/07/19. CLARK.R.A. 
Operating Reactors Branch 3. 10pp. 19664:091. 24X 

Flche; 90-344, 83/07/19, 8307210223. 


H. Oeneral correspondence 


S3071904B9 Responds to 830620 Itr & confirms 830627 telcon ra writing 
style requirements. 

TRAMMELL, C.M, Operating Reactors Branch 3. 83/07/03. ROUSE.E.A. 

Portland General Electric Co. Ip. 19691:394. 24X 

Flche; 90-344, 83/07/09, 8307190489. 


J. Insurance t. Indemnity information 


8307260400 Forwards Endorsement 61 to NELIA Policy NF-229. 

JOHANSEN. E, Portland Oeneral Electric Co. 83/07/19. SALTZMAN.J. 
Office of State Programs. Director. 2pp. 19731:346. 24X 

Flche: 90-344. 83/07/19, 8307260400- 


K. Utility Final Safety Analysis Report (FSAR) (■ amends 


B3072200BS Forwards Amend 1 to updated FSAR. Inc lud Ing ehangas made to 
facility or procedures. safety evaluations supporting 
requested license amends t, analyses of new safety issues. 
BRO^L.D.J. Portland Oeneral Electric Co. 33/07/20. CLARK.R.A. 
Operating Reactors Branch 3. 2pp. 19680:303. 24X 

Flcha; 30-344.83/07/20. 8307220003. 


~B3072200S7 Forwards Amend I to updated FSAR.Ack of receipt requested. 
Description of changes end. 

TODD. A. J. Portland Oeneral Electric Co. 03/07/20. Office of 
Nuclear Reactor Regulation. Director. 8pp. 19660:309. 24X 

Flche; 90-344. 83/07/20. B3072200B9. 


— 8307320091 Amend 1 to updated FSAR. 

e Portland Oeneral Electric Co. 83/07/31. 976pp. 19660:313. 

34X Flche: SO-344. 63/07/20. 8307220089. 


F, Operating license stage documents f< correspondence 


B306060070 Scncric Ltr 83-22 to all operating reactor licentecs. 
applicants for OLs (< holders of CPs for Uestlnghoust PURs 
re safety evaluation of "Emergency Response Ouldelines. " 

Bve list end. 

EIBEfOUT. D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19963:116. 24X Flch t: SQ-OOO, 83/06/03. 

0306060070. 


B307I10616 Monthly notice of amends to OLs involving NSHC issued since 
830923. 

CLARK.R.A. Operating Reactors Branch 3. 63/06/14. 26pp. 

19391:192. 24X Flche: 90-000. 63/06/14. 63071 10616. 


B307060078 Submits schtdule changes for NUREO-0737. Item II.B.3. 
''Post-Accident Sampling Capability. " Pos t-acc Ident sampling 
sys will not be fully operational by 630701. Clarifications 
of util 821217 Tisponsas end. 

BROEHL.D.J. Portland General Electric Co. 83/06/26. EI8ENHUT. D. 0. 
Division of Licensing. 9pp. 19238:241. 24X Flche: 90-344. 83/06/2B, 

8307060078. 


S307110003 Forwards addl Info re potential mudflows from hypothetical 
falluro of Spirit Late blockage. Based on resutts.mai 
Colueibla River flood levels will be below Elevation 39 ft 
aiean sea level. 

BROEHLiD.J. Portland Oeneral Electric Co. 83/07/01. CLARK.R.A. 
Operating Reactors Branch 3. tSpp. 19374:226. 24X 

Flcha: 90-344. 83/07/01, 83071 10003. 


8307110143 Forwards list of post-accident sampling sys Items identified 
during functional testing requiring resolution, per 
NUREO-0737, Item II. B. 3. Other aspects of sys acceptabls. 

BRKHL.D.J. Portland Otneral Electric Co. 83/07/01. EISENHUT, D. 0. 
Division of Licensing. 3pp. 19379:028. 24X Flche: 90-344. 63/07/01. 

8307110143. 


8306270397 Generic Ltr 83-26 to ell applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
roqulrements for diesel fuel impurity. 8vc list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Flcho: 90-000. 83/07/09, 0306270397. 


8307060329 Generic Ltr 83-27 to all licensees S> applicants for 
operating power reactors L holdtrs of CPs for power reactors 
ro survelllonca intervals in STS. Bve list end. 

EISedHUT. 0. 0. Divislan of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:294. 24X 

Flcho: 90-000, 63/07/06. 6307060329. 


8307080169 Generic Ltr 63-28 to all llcenssis of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on ganaric implications of Salem ATUe events. Sve list end. 
EIBENHUT. 0. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Flche: 90-000, 63/07/08, 8307000169. 


B30712D(KZ9 Diicusstt continued problems In meklng control room 
ventilation sys operational per TMl Action Plan Item 
III. D. 3. 4. Only one area radiation monitor necessary, per TMI 
Action Plan item III. A. 1. 2. 

BRCSHLiD.J. Portland Otneral Electric Co. 63/07/06. EISENHUT, 0. 0. 
Division of LUtnsing. 2pp. 19423:142. 24X Flche: 90-344, 83/07/08, 

8307120029. 


8307290041 Forwerds Amend 81 to License NPF-l & safety evaluation. Amend 
revlsae istthod for balancing flow for RCS cold log Injection 
linos from centrifugal charging 6 safety injection pumps, 

TRAMMELL.C. M. Operating Reactors Branch 3. 83/07/08. WITHERS,6.D. 

Portland Oeneral Electric Co. 2pp. 19723:348. 24X 

Flcha: 90-344, B3/07/0B, 8307290041. 
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-a307a8M38 Safety *v«lu*tloi, lupportjnj Amend ai fco License NPF-I 
197=3.353, 24^ "ch,"o-3«!’e§%7/i"a3^^^|S‘“;: 

B307250103 Foruii'di Amend 02 to License NPF-i t. j i. t 

Pn^Ml”/n Operetlni Reeetors Branch 3. 33/07/11 WITHERS b n 

Portland Central Electric Co. 2 op 197a3- 3 m aasr ”””^'’“, 0 . 0 . 
Flehe;80-344, 03/07/11, 8307250103!^'^ 9723.320. 24X 

““8307250107 Amtncf Q2 to Lictn&s npit— i »ee»K j j 

...emtliee containing urei':^^ ; * ^^“S^rjuer'^ '“•* 

operating Raaetore Branch 3 03/07/11 3 r,« 

19723,330. 24X FI ch e ; 80-344, 03/07/1 1 , B3072501ol ' 

-83072S0112 Safety evaluation supporting Amend B 2 to License HPF -1 

BR 0 eHL,D j " *=*“'" considered closed 

Dlwiton' of Luij;j?nr'‘*u' E 18 ENHUT. 0 . 0 . 

6307190219, i9'627.003. 24X Fie he; 80-344, 83/07/12. 


-0307190224 "Seismic U Dynamic Oual 1 f icmt Ion of Pr.sturiier Relief 

IS?;;'- 


;s5-c;sJr3re''“=K;:j:"' "■•••-'‘ 

Flche; 80 - 344 , 03 / 07 / 18 , 030729046 ^ 

t correspondence 

PP. 17363,293, a4X Flcho:S0-00O.83/07/ll, 830*270401. 

PP- 178*3,133, 24X FlchtrSO-000,83/07/12.B306Z70404. 

end. ^ ‘23 »> 1-131 In Escess of NRC Limits. " 8 v< list 

830103). *^83/07/14**” '’consdl id*t2d*Eai *" *"* 1 ’***^*" Programs CPost 
mpp. 19718;270 24X Flchl-'S^ ‘"t- 

fv. S 4 X Flche. 30 - 000 , 93 / 07 / 14 . 830 * 270406 , 


R- Periodic op erating reports L related correspondence 

^BAIH^e^O ““w*i!Sn? ‘‘^Pt f°r June 1 903. W/a307 12 Ur 

BAIR.G.O. , yUNDT.C.P. Portland General Electric Co 


Management, Director 
Flche; 90-344, B3/07/12, 0307180149. 


Spp. 


03/07/12 
1953*: 244. 24X 


S. Rep ortahl^occurrences, LERs t, related correspondence 

830712^7 RD.-on 030517, tuo trlaxial tlme-hlstoru recordino 
aecelerosraph».8T-6336,on containment base slab i wall Jlken 

Fiehe: 50-344.83/06/27, 8307120287 24X 


MARTIN, J. D. 


DOCKET SO- 3 4* DAV1 B-BE8BE NUCLEAR POWER STATION, UNIT 1 
R Security, f ‘;__P'h«r 8 encv i_Mre protectlon'pianl 


Toledo Edison Co. 
83070*0481. 


B3O7I0O3OO. 24X Flche: 50-346, 83/06/24, 



Decontamination. " Receipt form end. 

Oly«.‘'"rp^‘'‘?|S**d 20 ®"' 2 ?fFiche. 50 %:^^^^^ Affiliation 

p irooo, 120 . 24X Flche: 50-346,83/06/24,0307180300. 

Edison CO.- ipp, ^93*S;S7l'-‘"4^P?chef50~34^B3/“^^^^ 

L??!f^ri«, ltl"%9l3Vn‘i°- 24 fpr;‘- ^^SENHUT.D.O. Division of 
9 fpp. 19336.111. 24X F 1 c he : 50-346, 83/07/ 1 1 , 0307 1 50091 . 

”l^lMintlns'pr“edu^i!!' revised emergency plan 

^™;M?-Br-ici5.’‘“?p!’' mll.SSv ""dx'pi 

8307250118. ^ iv/JS.OS?. 24X F I c he : 50-346, 83/07/ 19, 

SlvIn.''V‘m38°0*0®^'24^^F, n Affiliation 

P- 17/JB.060. 24X FichB:S0-346, 83/07/19, 8307250118, 
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— 83072SO125 Public vorilon of revised eirergency plan i>iip t ement > ng 
p roc edures. me 1 ud ing Procedures £I 1300 02 re unusual event. 

Ef 1300.03 re alert t El 1300 04 re site omorgeneg. Rev 29 
to index enc 1 . 

MURRAY, T. D. . UEYER.D.R., UELL5.C.E Toledo Edison Co. 03/06/15. 
56pp. 19738:062. 24X F i c h a . 30-346, 83/07/ 19. 83072501 18. 


S307360316 Ack receipt of 830630 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-346/S3-O8. 

HIND, J. A. Division of Radiological t> Materials Safety Programs 
03/07/20. CfiOUBE.R.P. Toledo Edison Co Ip. 19726.295. 24X 
Fi Che: 50-346, 03/07/20, S307260316. 


— 8307260321 Forwards response to NRC 030610 Itr re violations noted in 
IE Insp Rept 30-346/83-00. Re sponee withheld 
ire# 10CFR73. 21) 

CROUSE, R.P. Toledo Edison Co. 03/06/30 KEPPLER.U.G. Regions. 
Office of Director. Ip. 19726:296 24/ Fi che: 30-346. 83/07/20. 

S307S60316. 


8307260533 Ack receipt of 830621 Itr informing NRC of steps taken to 
correct emergency planning eiorcise weaknesses nated in IE 
Insp Rept SO-346/03-07. 

PAPERIELLO. C. J. Region 3, Office of Director. 83/07/21. 
CROU8E.R.P. Toledo Edison Co. Ip. 19731:357, 24X 

FI Che; 50-346, 03/07/21, 0307260333. 


— 8307260537 Responds to NRC 830516 Itr re emergoncy planning eiercise 
ureaknesses noted in IE Insp Rept 50-346/83-07. Corrective 
ac ti ons: future scenarios will Include mors detailed in— plant 
radiation levels It offsite airborne radiation levels. 

CROUSE, R.P. Toledo Edison Co. 03/06/21. KEPPLER.J.O. Regions. 
Office of Director. 6pp, 19731:338. 24X Flche: 50-346. 83/07/21. 

8307260533. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8307S80201 Forwards Rev 1 to updated FSAR. Rep lac cment pages for 
typographical {< grammatical errors identified in 030722 
updated FSAR also end. 

CROUSE. R. P. Toledo Edison Co. 83/07/22. DENTCN.H.R. Office of 
Nuclear Reactor Regulation, Director. Ip 19798:001. 24X 

Fiche: 50-346, 83/07/22, 0307200201. 


—8307280206 Rev 1 U errata to updated FSAR 

« Toledo Edison Co. 03/07/31. lOSpp. 19798.002. 24X 

Fiche: 50-346, 03/07/22. 0307200201. 


P. Operating license stage documents correspondence 


8307220590 Notice of consideration of issuance of amend to License 
NPF-3 *i proposed NSHC determination ?- opportunity for 
hearing re extension of surveillance test due date to 830717 
for steam generator outlet steam pressure channels. 

STQLZ.U.F. Operating Reactors Branch 4. 83/05/1 1. Bpp. 19698:305. 

24X Fiche: 50-346, 83/03/ 1 1 , 8307220390. 


8307220617 Forwards notice of consideration of Issuance of amend to 
License NPF-3 6 proposed N5HC da t ermina t i on t opportunity 
for hearing re 821014 application for revised Tech Spec 
setpoints. 

DEAOAZIQiA. U. Operating Reactors Dranch 4 83/06/13. CROUSE.R.P. 

Toledo Edison Co. 2pp. 19698 313. 24X F i c h o : 50-346, 83/06/ 13. 

8307220617. 


— 8307220621 Notice of consideration of issuance of amend to License 
NPF-a 6 proposed NSHC determination opportunity for 
hearing re setpoints for prossurlzer code safety valves. 
ST0LZ.J.F, Operating Reactors Branch 4, 83/06/13. 7pp. 

19698:315. 24X Fl che: 50-346. 83/06/1 3, 03O722O6S7. 


8307180446 Forwards monthly FR notice of amends to OLs involving NSHC. 
* Office of Nuclear Reactor Regulation, Director. 03/06/15. 
UHRIO.R.E. Florida Power 6 Light Co. 2pp. 19641:347. 24X 

Fiche: 50-000. 03/06/15. 0307180446. 


— 8307190001 Monthly notice of amends to OLs involving N5HC. 

CLARK. R. A. Operating Reactors Branch 3. 83/06/07. t5pp. 

19641:349. 24X F 1 ch e : 50-000. 83/06/ 1 3, 0307 180446. 


8307080611 Forwards Amend 59 to License NPF-3 & safety evaluation. 
Amend changes Tech Specs to permit ono-tlrae extension to 
830917 for surveillance tests on certain instrumentation. 

DEA0A2 10. A. W. Operating Reactors Branch 4 83/06/16. CROUSE.R.P. 

Toledo Edison Co. ip. 19364:227. 24X Fi che: 50-346, 83/06/16. 

8307080611. 


— 3307080615 Requests FR publication of notice of issuance of Amend 59 
to License NPF-3. e i te nd i ng surveillance test due d.ite to 
830917 

STOLZ, J.F. Operating Reactors Dranch .1 03/06/16. CLARK, R . A. 

Operating Reactors Dranch 3. 2pp 19364:220 24X 

Fiche. 50-346. 03/06/16. 830708061 1 . 


— 8307080620 Amend 59 to License NP F-3, c har, g i ng Tech Spec to peririt 
one-time extension to 830917 for surveillance tests on 
certain ins trument at ion. 

STOLZ. J.F Operating Reactors Branch 4 83/06/16 7pp. 

19364. 230. 24X F i c h e : 50-346. 63 /06/ 1 6, 030708061 I 


— 8307080622 Safety evaluation Supporting Amend 59 to License NPF-3 

• Office of Nuclear Reactor Re gu 1 a C i on , Director S3/06/16 5pp 
19364 237 34X F 1 c h e : 50-346, 03/06/ 1 6 . 63070806 1 1 


8307070041 Requests extension until 030801 to submit revised Tech 
Specs for snubbers. due to eitensivs internal review 
CROUSE.R.P Toledo Edison Co 83/06/26 STOLZ. J F. Operating 
Reactors Dranch 4. Ip 19293 253 34X F i c h e . 30 -346. 83/06 /20, 

8307070041. 


8307060226 Notifies of postponement of sub.uittal of plans U schedules 
for resolution of TMl Action Item 11 K 3 5, "Au tenet i c Trip 
of Reactor Coolant Pump" (Generic Ltr 83-101 until 630815, 
due to delay in receipt c>f generic rept From BtU. 

CROUSE.R.P Toledo Edison Co. 83/06/30 STOLZ. J.F. Operating 
Reactors Branch 4. Ip. 19249 033 24x Fiche 50-346.03/06/30. 

8307060226. 


8307070178 Submits partial response Co B21203 request re Generic 
Item B-24 8i NUREO-0737, I tern II £ 4.2 for proposed Tech Specs 
Incorporating seal leakage test of containment purge V. vent 
valves. Rev to license will be submitted by 630831. 

CROUSE.R.P- Toledo Edison Co 03/06/30 STOLZ. J F Operating 
Reactors Branch 4. Ip. 19269 335 24X Fiche 50-346.83/06/30. 

8307070178. 


8307110120 Fortuards application For amend to License NPF -3, propos iiig 
changes to Tech Specs 3. 0 3. 4 o 3 6 bases re s.ifcly sys 
operabl 1 1 ty. Class II fee transmitted by 021105 ltr. 

CROUSE.R.P. Toledo Edison Co. 83/07/01 STOLZ. J.F. Operating 
Reactors Branch 4. Ip 19375.128 ?4X F iche 50-346. 83/07/01 . 

0307110120. 


— 8307110123 Application for amend to License NPF-3 , prop o s i ng changes to 
Tech Specs 3. 0.3, 4. 0.3 6 bases re safety sys operability. 

Safety evaluation end. 

CROUSE.R.P. Toledo Edison Co. 03/07/01 3pp 19375:129 34X 

Fiche: 50-346,03/07/01, 8307110120 


— 8307110126 Proposed Tech Specs 3 0 3, 4 0 3 )• bases re safety sys 

operabi I i ty. 

-e Toledo EcJisonCo. 03/07/01 6pp. 19375 132. 24X 

Fiche: 50-346. 83/07/01 . 0307 11 01 20 


8306370397 Generic Ltr 83-26 to all applicants for OLs 5 holders of 
CPs for pouor reactors re c 1 ar i f i ca t ion of surveillance 
requirements for diesel fuel impurity Syc list encl 
EISEHmUT. D. g. Division of Licensing 03/07/05. Consolidated 
Edison Co. of New York, Inc. I6pp 19390.317. 24X 

Fiche: SO-OOO. 33/07/05, 8306270397 


8307120228 Forwards application for amend to License NPF-3. revis i ng 
Toch Specs re Cycle 4 reload "Davl s-Iless e Nuclear Power 
Station Unit 1. Cycle 4 - Reload Rept" .ilso encl 

CROUSE.R.P. Toledo Edison Co. 83/07/05. QTOLZ.J.F. Operating 
Reactors Branch 4. Ip, 19425.132. 1'4X Fiche 50-346.83/07/05, 

8307120228. 


— 8307120237 Application For a,nend to License NPF-3, rev 1 a tng Tech Specs 
re Cycle 4 reload. 

HURRAY. r.D. Toledo Edison Co. 03/O7/DS 6pp 19425: 133. 24X 

Fiche: 50-346.83/07/05, S307I2022B, 


"8307120246 "Davi s-Be ss e Nuclear Power Station Unit I, Cycle 4 - Reload 
Rept. " 

« Babcock Uilcoi Co. BAU-17B3. 63/CS/3I 69pp 19425 140. 

34X Ficho: 50-346, 83/07/05. 6307120220. 


8307060329 Generic Ltr 83-27 bo all liconsees V. applicants for 
operating pnuier I’oectors holders of CPs for power reactors 
re surveillance intervals in STS Sve list encl 

EISENHUT. 0. G. Division of Licensing 03/07/06. Consolidated 
Edison Co. of New York, Inc I6pp. 19669.254. 34X 

Fi cho: 50-000, 03/07/06, 8307060329. 
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83070eoi4,V Genent Ltr 83-ae to all licensees of operatlns i-Mctors. 
applicants for ol V Holders of CPs re required actions based 
on generic Implications of Saleit ATWS events Svc list end 
EISENHtfT, D- O. Division of Licensing. 83/07/05. Cansnlidated 
Edison Co. of Now York, Inc. 38pp. 19669 269 24X 

Fiche: 90-000.83/07/08. 8307080169 


8307120411 Forwards application for amend to License NPF'3i ehanoing 
Tech Specs 6 5 1 . 2, 6. 5. 2. 2. Figure 6 2-1 ?, Figure 6.2-2 re 
util reorganl tation. Fees previously submitted u/801226 
amend request. 

CROUSE, R.P. Toledo Edison Co 03/07/08. STOLZ.J.F. Operating 
Reactors Branch 4 ip. 19430.132 24* Fiche. 90-346. 03/07/00, 

830712041 1. 


"8307130413 Application for amend to License NPF- 3. changing 
6. 3. 1 2, 6. 5. 2. 2, F i gure 6 2-1 t Figure 6. 2-2 re otil 
reorganl ration 

MURRAY. T.O.. CROUSE. R P. Toledo Edieon Co. 83/07/OS. 
19430:133. 24* F I ch e 90-346. 83/07/08. 8307 1204 1 1 


Tech Specs 


app. 


8307130419 Proposed changes to Tech Specs 6. 5. 1 . 2> 6. 9. 3. 2>Flgure 6.2-1 
*■ Figure 6.2-2 re util r eorg an 1 j at i on. 

* Toledo Edison Co. 83/07/08 4pp. 19430 1 36 24X 

Fiche: 50-346. 83/07/08. 8307120411. 


8307210303 Forwards application for amend to License NPF-3. Amend 
revises Tech Specs re operability requirements of DHR syi 
In Mode 3. revs to radiological effluent Tech Specs t rev 
to Table 4.11-1 for consistency 

CROUSE. R.P. Toledo Edison Co. 83/07/13. BTQLZ.J.F. Operating 
Reactors Branch 4. Ip, 19665 045. 24X Fiche. 50-346. 83/07/13, 

0307210302. 


--03O721O3O9 Application for amend to License NPF-3, revising Tech Specs 
re operability requirements of BHR sys in Mode 3. revs to 
radiological effluent Tech Specs U rev to Table 4.11-1. 

CROUBE-R P. To.lado Edison Co. 83/07/13. 4pp. 19669:046 24X 

Fiche: SO-346, 83/07/13. 0307210302. 


— 8307210314 Proposed changes to Tech Specs re operability of OHH sys In 
Mode 3, revs to radiological effluent Tech Specs 6 rev to 
Table 4. ll-l to make notation consistent w/std radiological 
effluent Tech Specs. 

• Toledo Edison Co. 83/07/13. I4pp. 19669:050 24X 

Fiche: 30-346, 83/07/13, 8307210302. 


8307210167 Forwards "Disposal of Low Level Radioactlvelg Contaaiinated 
Secondary-Side Clean-up Resins In Qnait# Settling Basins at 
Devls-Bessle Nuclear Powier Station." 

CftOUSEiR P. Toledo Edison Co. 83/07/14. STOLZ.J.F. Operating 
Reactors Branch 4. Ip. 19669:087. 24* Fiche: 50-346. 83/07/14. 

8307210167. 


B307210173 "Disposal of Low Level Rad ioac t ively Contaminated Becendary- 
Slde Clean-up Resins In Onsite Settling Saslns at 
Davls-Besse Nuclear Power Station." 

* J. Stewart Gland Consulting. 83/03/31, 24pp. 19669:088 24X 

Fiche. 50-346.83/07/14. 8307210167. 


Q. Inspection report], IE Bulletins 6 correspondence 


B3O7180I77 Informs that 830429 commitment to procedure re verification 
ti malnt of drawing Indices in response to IE Insp Rept 
90-346/83-01 requires up grad I ng . Separa t e procedure for Index 
verlfleatton developed. 

CROUSE.R.F. Toledo Edison Co 83/06/13. N0RELIU5, C. E. Division of 
Engineering. Ip, 19935:067. 24* Fiche . 90-346, 83/06/13. 83071B0177 


8306870401 IE Info Notice 83-46. "Common Mode Ualve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness ti Engineering 
Response CPost 630103>. 83/07/11. Consolidated Edison Co. of New 

York, Inc lS4pp. 19963:293. 24* F 1 che : 50-000, 83/07/ 1 1 . 830627040 1 . 


6306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list encl 
JOROAN.EL. Division of Emergency Preparedness *, Engineering 
Response (Post 830103). 83/07/13. Consolidated Edison Co. of New 

York, Inc. 14ipp. 19563:133. 24* F i c he : 30-000, 83/07/ 1 2, S306270404. 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive 1-125 ii 1-131 In Excess of NRC Limits. " Svc list 
end. 

TAVLORaJ.M. Division of OA. Safeguards t. Inspection Programs (Post 
8301031. 83/07/14. Consolidated Edison Co. of New York. Inc. 

tl4pp. 19719:270. 24* Fiche: 50-000, 93/07/14. 0306270406. 


B307260316 Ack receipt of 830630 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/03-08. 

HINOitl.A. Division of Radiological It Materials Safety Programs. 
83/07/20. CROUSE, R.P. Toledo Edison Co. Ip, 19726:293. 24X 
Fiche: 90-346. 83/07/20, 8307260316. 


--B30726032! Forwards response to NRC 830610 ltr re vlolat Ions noted in 
IE Insp Rept 50-346/83-00. Response withheld 
(ref I0CFR73. 21). 

CROUSE.R.P. Toledo Edison Co, 83/06/30. KEPPLER.J.O. Regions, 
Office of Director. Ip. 19726:296. 34* Fiche: 50-346, 83/07/30. 

8307260316. 


8307260933 Ack receipt of 830621 ltr informing NRC of steps taken to 
correct emergency planning exercise weaknesses noted in IE 
Insp Rept 90-346/83-07. 

PAPERIELLO. C. J. Region 3, Office of Director. 83/07/21. 
CROUSE.R.P. Toledo Edison Co. Ip. 19731:337 24* 

Fiche: 50-346, 83/07/21, 8307260333. 


—8307260937 Responds to NRC 830316 ltr re emergency planning exercise 
weaknesses noted In IE Insp Rept 50-346/83-07. Corroc tlve 
actions: future scenarios will include more detailed In-plant 
radiation levels & offsite airborne radiation levels. 

CROUSE.R.P. Toledo Edison Co. 83/06/21. KEPPLER.J.O. Region 3, 
Office of Director. 6pp. 19731:338. 34* Fiche: 30-346. 83/07/21 . 

8307260333. 


R. Periodic operating reports It related correspondence 


8307270294 Requests Identification of specific valves which will be 
locked open as discussed In 830120 response to NUREO-0737. 

Item 1 1 . E. I . I, "Aux 1 1 lapy Feedwater By s Evaluation. " 

Response requested by 830812. 

STOLZ.J.F. Operating Reactors Branch 4. 83/07/13. CROUSE.R.P, 

Toledo Edison Co. 2pp. 19812:043 24* Fiche: 50-346, 33/07/13. 

8307270294, 


8307260330 Submits status rept on ongoing aitlvlties towards developing 
& Implementing integrated living schedule program for 
facility per 830310 ltr, Imp lementa t Ian schedule for Fy84 
budget activities expected by 830901 

CRaifSE.n.F Toledo Edison Co. 83/07/18. STOUZ.J-F. Operating 
Reactors Branch 4. 4pp. 19734:128. 34* Fiche 30-346. 83/07/18, 

S307260530. 


8307260069 Forwards "Vegetation Survey for Effects pf Cooling Tower 
Drift" t, "Environ Noise Impact of Davis-Besse Nuclear Power 
Station." In response to NRC 021221 ltr re application to 
amend Tech Specs. 

CROUSE.R.P. Toledo Edison Co. 03/07/22 STOLZ.JF. Operating 
Reactors Branch 4. 2pp. 19796:325. 24* Fiche: 50-346, 83/07/22, 

83072S0069. 


•S3072BOOVI "Vegetation Survey for Effects of Coaling Tower Drift." 
NASH. K. L. . SCOTT-WASILK, J. Toledo Edison Co 83/07/31. 16pp 
19796:327. 24* F I c he • SO -346. 83/07/22, 8307280069. 


•3307230079 ■■Environ Noise Impact of Davis-Besse Nuclear Power Station." 
• Acoustic Technology. Inc. 83/06/30. !24pp. 19796'343 24X 

Fiche 50-346, 83/07/22.8307280069. 


8307220092 Monthly operating rept for May 1903. W/B30609 ltr. 

SARSaiffi,D., MURRAY. T. D. Toledo Edison Co. 83/06/09. HAULER. N, 
Office of Resource Management, Director. I3pp 19683:302, 24* 
Fiche: 90-346, 03/06/09. 8307220092. 


8307180039 “Discharge Monitoring Repl for June 1983." W/e30708 ltr, 
MURRAY. T.D. Toledo Edison Co. 03/07/01. DUNLAVY, H. Ohio. State 
of. lOpp. 19560:272, 24* Fiche: 30-346. 83/07/01 . 8307180033. 


8307180181 "Hasteuiater Rept for June 1983." W/030700 ltr. 

MURRAY, T.D. Toledo Edison Co. 83/07/08. Ohio, State of. 9pp. 
19399:093. 24X Fiche: 30-346. 83/07/08, 8307180101 . 


8. Reportable occurrences. l.EHs tr. related correspondence 


8307090015 LER 03-oa6/O3L-O: on 830524, one half channel trip In steam t< 
feedwater rupture control sys (SFRC8) Channel 2 received. 

Caused by component failure, Input buffer rep laced. 14/830621 

ltr. 

YARCER,K. . HURRAY, T.D. Toledo Edison Co. 83/06/21. KEPPLER.J.O. 
Regions, Office of Director. 3pp. 19192:001. 24* 

Fiche; 30-346, 83/06/21. 83070300(3. 


B307060220 LER 83-027/03U-0; on 830327 & 0607. emergency diesel 
generator tripped on overspeed after startup. Caused by 
tachometer being out of callbr t< Incorrect setting described 
in Woodward Oovernov e(JB-10C bulletin W/030624 ltr. 

HEL8TAD,K., «l«RAY, T. D. Toledo Edison Co, 83/06/24. KEPPLER.J.O. 
Regions. Office of Director, 4pp. I924S. 337. 24* 

Fiche; 90-346, 83/06/24, 8307060220. 
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□ IIS nO: on B30616. hs tcfi es ssiociiited iji/negativc pressure boundary 

re barrier removed . No t i F i cat i on satisfies BO-day 

Ir eiricnt . Nr 1 1 1 en rept luill be submitted by S30713. 

ftV<T. D. Toledo Edison Co. 03/06/?'/ JACKIWpN. Region 3i 

ce of Director. Ip. 19251 276. 2'IX F i c b e : 50-346. 03/06/27. 

060113. 


0402 LER a3-02a/03L-0: on 030603 >.< 17. fuel handling area radiation 
tors RE0446 4> 7 found deenerglied Caused by bloun 
atlun monitoring cabinet fuse. Fuse rep laced . W/a30701 

TZ.J. . HURRAY. T.D Toledo Edison Co 03/07/01 KEPPUEH. J. 0. 
on 3i Office of Director 3pp. I93Q0 166 24X 

e: SO-346. 03/07/01, 0307110402 


0129 LER B3-029/03L-0. on 030612, main steam safety valve on steam 
rator 1-1 header ac tua ted . Cause unknoun.All main steam 
ty valves uill be t e s 1 0 d . id/8307 1 2 Itr 

tLL.U. . MURRAY, T. D. Toledo Edison Co. 03/07/12. KEPPLER. J.C. 
on 3, Office of Director. 3pp. 19666:089 24X 

o: SO-346, 03/07/12, 0307210129. 


8307290696 Releases public version of revised emergency plan 
lap leaen ting procedure. 

FELTOM. J. H. Olvieion of Rules and Records. 03/07/19. Document 
Managament Branch. Ip. 19720:131. 24X Fiche : 50-340. 83/07/ 19, 

8307230696. 


— 8307290699 Public version of Rev 20 to Emergency Plan Implementing 
Procedure FfP-O-EIP-B, “Notification Roster.'' W/830502 Itr. 
HUDSPETH. J.B Alabama Pouier Co. 03/04/20. Office of Nuclear 
Reactor Regulation. Director. 30pp. 19720: 153 24X 

Fiche: 90-348. 83/07/19. 8307250696. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8307080402 Foruards Rev 1 to updated FSAR.Vol 21. for JH Farley Nuclear 
Plant. Unite 1 6 2. Rev reflects plant & procedure mods 
through 830101 6 changes per lOCFRSO. 59(b) 

CLAYTON.F.L. Alabama Pouer Co. 03/07/01 VARGA. S. A. Office of 
Nuclear Reactor Regulation. Director. 3pp. 19354:090 24X 

Fiche: 90-348. 83/07/01. 8307000402 


10220 LER 03-O3O/O3L-O on 33061 4 . d ur i ng change In ECCB coil 
mbly 1 , floor plugs forming part of negative pressure 
idary fc fire barriers removed. Caused by personnel error. 

'r plugs reinstalled t> neu procedure lurltten. 

IPSQN, T. . MURRAY, T. D. Toledo Edison Co. 83/07/13. KEPPLEft.J.G. 
on 3. Office of Director. 4pp. 19684:250 24X 

le: 30-346. 83/07/13, 0307220220. 


— 8307080409 Rev 1 to updated FSAR.Vol 21. for JH Farley Nuclear Plant. 
Units I 6 2. 

• AlabaiiB Pouer Co. 83/07/31. 577pp 19354.093. 24X 

Fleho: 90-348,83/07/01. 8307080402 


P. Operating license stage documents 6 correspondence 


igresslonal/Eiecutive Correspondence 


'0047 Foruards monthly PR notice of consideration of issuance of 
Ids to OLs Involving NSHC determination opportunity 
hearing. 

rON.H.R. Office of Nuclear Reactor Regulation, Director. 

16/22, STAFFORD, R. T. Senate. Environment 4- Public Works. 
INOER.R.L. House of Rep.. Energy 6 Commerce. 2pp. 19811:010. 
Fiche; 50-000. 03/06/22, 030727004 7 


/270030 Monthly notice of consideration of issuance of amends to O-S 
rvolvlng NBHC determination 6 opportunity for hearing. 

-ARKiR.A. Operating Reactors Qranch 3. 03/06/07. 15pp. 

7311:020. 24X F i c h o : 50-000, 03/06/22. 0307270047 


T 30-348 JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 1 


8306060070 Generic Ltr 83-22 to ell operating reactor licensees, 
applicants for OLs li holders of CPs for Westlnghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

Sve list end, 

EI8ENHUT. D. e. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19963:116, 24X Fiche: 30-000. 03/06/03, 

8306060070. 


8307070080 "Startup Test Rept. Unit l.Cycle 5." U/a3062e ltr. 

NESBITT. C. D. . CLAYTON.F.L. Alabama Pouer Co. 83/06/23. VARGA. S. A. 
Office of Nuclear Reactor Regulation. Director, 23pp. 19293:002. 

24X Fiche: 90-348. 83/06/23. 83070700BO. 


8307010183 Foruards mod to "Conduct of Operations" re post-trip revleu. 
Permanent rev approval eipected uithin 60 days. 

CLAYTON.F.L. Alabama Pouer Co. 83/06/20. VARGA. 8. A. Office of 
Nuclear Reactor Regulation. Director. Ip. 19124:287. 24X 

Fiche: 90-348. 83/06/20. 8307010102 


curlty. medical, emergency h fire protection plans 


30314 Releases public version of revised emergency plan 
1 emen t ing procedure. 

TON, J. M. Division of Roles and Records. 03/06/24 Document 

agement Branch. Ip. 19566 090. 24X Fi che : 50-349. 83/06/24. 

7100314. 


7180319 Public version of Rev 5 to Emergency Plan Implementing 
rocedure FNP-O-ElP-26. "Offsite Notification." W/8306i4 
tr, transmittal form U procedure request form. 

DOH, J, E. . HUDSPETH, J, Q Alabama Pouoi- Co 83/06/10. Office of 
uclear Reactar Regulation, Dlrectox'. 5pp 19566:091. 24X 

Icho; 50-340. 83/06/24, 0307180314. 


20520 Ack receipt of 030705 ltr inford.lng NRC of steps taken to 
rect violations noted in IE Insp Repts 50-340/03-15 6 
364/03-13. ^ 

RELLI.D. M, Division of Project 5 Resident Programs. 03/07/13. 
ONALD.R.P. Alabama Pouer Co. Ip 19685:031 24X 

he: 50-348. 03/07/13, 8307220520. 


7220530 Responds to NRC 030615 ltr re violations noted In IE Insp 
epts 5O-34B/03-IS U 50-364/83-13 Corrective actions; 

0 smoking signs posted on auxiliary foeduater pump room 
: personnel counseled re proper logging of entries. 

LAYTON. F. L. Alabama Pouer Co. 83/0'/ /05. VERRELLI . D. M. Region 
ir Office of Director. 3pp. 19605'O32 24X F 1 c h e : 50-340. 

13/07/ 13. 8307220520. 


>7220539 Notice of violation from insp on 03041 1-0510. 

. Region 2, Office of Director. 03/06/15. Ip. 19605:037. 24X 

'iche: 50-340, 03/07/13, 0307220320. 


— 8307010187 "Tenporary Procedure Change, Conduc t of Operations - 
Operations Group. " 

* Alabaisa Pouer Co. 83/06/20. 7pp. 19124:208. 24X 

Fiche: 90-348. 83/06/20, 8307010102. 


B3070B0479 Advises that util t> DOE have executed DE-CR01-B3NE44361 , 
"Contract for Disposal of Spent Nuclear Fuel &/or High Level 
Radwasta." per Nuclear Waste Policy Act of 1902 8i Generic 
Ltr 83-07. 

CLAYTON.F.L. Alabama Pouer Co. 83/06/20. VARGA. S. A. Office of 
Nuclear Reactor Regulation. Director. Ip. 19346:322. 24X 
Fiche: 90-348. 83/06/28. 8307000479. 


8307070104 Supplemental application to amend Licenses NPF 2 b NPF-0, 
reouesting uithdrawal of sve uater portions of 030201 6 
0680 Tech Speee. Info re sve water batteries will be provided 

In Jul 1983 to support 831103 approval data. 

CLAYTON.F.L. Alabama Pouer Co. 03/06/29. VARGA. S. A. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19294:117. 84X 

Fiche: 90-340. 83/06/29. 8307070104. 


307080308 Foruards safety evaluation of 021116 Tech Spec change to 
reflect change in organiiatlon b mgt titles. In response to 
830629 reauest. Change is administrative In nature. 

CLAYTON.F.L. Alabama Power Co. 83/06/29. ° 5 ay 

Nuclear Reactor Regulation. Director. 2pp. 19350:163. 24X 

.Tj.i... wx-ian. an/nA/oo. 8307000300. 


307130438 Foruards notice of consideration of 030527 application 
for amend to License NPF-3 U proposed NSHC determination 6 
opportunity for hearing re turbine valve cycle tests. m 

* Division of Licensing. 03/06/29. .51^^*"’* 

ip. 19940:198. 84X Fiche; 50-348. 03/06/29, 0307150432. 


>7220549 IE Insp Repts 50-349/03-15 V 50-364/03-13 on 030411-0510. 
Joneomp 1 i ancB no t ed ; vl olat ion of Tech Spec Section 6.8 re 
imoklng in prohibited area In vicinity of auxiliary bldg. 

IHAOFORD. W, H. . RULAND. W. H Region 2. Office of Director, 
'ANTRELL.F.S Division of Project tt Resident Programs, 83/06/19. 
3pp. 19685:038. 24X F i e he : 50-340, 83/07/ 1 3, 8307220520. 


—0307190437 NPtiee of consideration of issuance of amend to License 
•ypp _3 t, proposed NSHC determination 6 opportunity for 
hearing, per 830527 application re turbine 
UIOOINTON. D. L. Operating Reactors Branch I. 83/06/24. 
19940:191. a4X Fiche: 90-340. 03/06/29. 0307150432 


7pp. 
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0307030272 Foruiard! iftsign Info for automatit shunt trip of reactor 
trip breakers 1. description of scope & objective of DS-416 
undervoltage trip attachment confirmatory life testing 
program Info uithheld (ref 10CFn2. 790). 

CCAYTON, F L. Alabama Power Co. 83/06/30. VAROA. S. A. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19349 307 24x 

Flehe; 50-34B. 33/06/30. 3307000272. 


0307140054 Eitends Invitation to attend 330701 mgt meeting at Region H 
ofc to present findings of util investigation of transuranlc 
■atls in raduaste sh Ipment s. per 930609 telcon. 

LEWISiR.C. Division of Project i Resident Programs. 33/06/10. 
nCOONALDj R. p. Alabama Power Co. 2pp. 19514:143 24x 

Ftche; 50-340. 03/06/10. 0307140054- 


B3O712OB05 Notice of consideration of Issuance of amends to Licenses 
NPF-2 tc NPF-0 b proposed no significant haiards 
consideration determination fc opportunity for hearing re 
fleilblllty in defining rod Inoperability. 

VARGA. 3. A. Operating Reactors Branch I. 33/06/30 7pB 19500-329 
24X Flche: 50-343, 83/06/30. 3307120305. 


B3071S0095 Submits addl Info re significant haiards consideration for 
830617 proposed one-time Tech Spec change to eitend visual 
Insp of inaccessible hydraulic snubbers. Proposed changes 
Involve no significant haiards. 

CLAyTON.F.L. Alabama Power Co, B3/O7/0S. VAROA.S.A, Office of 
Nuclear Reactor Regulation. Director. 4pp. 19536- 122 24X 

Flehe; 50-340, 83/07/03, 3307150093. 


3306270397 Generic Ltr 03-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISBNHUT, D. 0. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York. Inc. I6pp. 19390-317 24X 

Flche: 50-000, 33/07/05, 3306270397. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surrf Recirculation Spray Subsystem." Svc list and. 
tiOROAN.E.L. Division of Emergency Preparedness 6 Engineering 
Response iPost S30103). 83/07/11. Consolidated Edison Co. of New 

Yort, Inc. lS4pp. 19563:293. 24X F1 che: 50-000. 03/07/i I, 8306270401. 


8307130262 Forwards comments on SER re util relief requtsti from 
InservlCB testing requirements. SERs should be revised by 
830901 to ensure that Unit 2 outage will not be impacted 
CLAYTON.F.L. Alabama Power Co. 83/07/05. VARGAiS.A. Office of 
Nuclear Reactor Regulation, Director. 8pp. 19503 238 24X 

Flehe: 50-348, 83/07/05. 8307130262. 


0306870404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid, " Svc list end. 

JORDANiE.L. Division of Emergency Preparedness b Engineering 
Response (Post 330103). 03/07/12. Consolidated Edison Co, of New 

York, Inc. 14lpp, 19563:153. 24X Flche: 50-000, 33/07/12, 3306270404, 


3307060329 Generic Ltr 83-27 to all licensees *. applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669-254 24X 

Flche: 50-000.83/07/06,8307060329. 


8307830520 Act receipt of 030705 ltr Informing NflC of steps 
correct violations noted In IE Insp Repts 50-348/03-is {, 
30-364/03-13. 

VERRQ.L1,D.H. Division of Project & Resident Programs. 
nCDGNAUliR. F. Alabama Power Co. Ip. 19605:031 24X 

Ftche: «>-348, 83/07/13. 0307220520. 


taken to 

03/07/13. 


0307120493 Submits info in response to request for changes to emtrgeneu 
operating procedures lEQP) for reactor trip & anticipated 
transient u/o trip (ATHT). Draft reactor trip EOF to be 
completed within 2 uks.ATWT EOP to be revised. 

CLAYTON.F.L. Alabama Power Co. 83/07/06, VAROA.S.A. Office Bf 
Nuclear Reactor Regulation, Director. 2pp. 19425-060 24X 

Flehe: 50-340. 03/07/06, B307I204B3. 


—8J0/220530 Responds to NRC B3061S ltr re violations noted In IE Insp 
Repts S0-34B/83-15 t< 30-364/83-13. Corrective actlone: 
no smoking signs posted on auklllary feedwater pump room 
ti personnel counseled re proper logging of entries. 

CLAYTON-F-L. Alabama Power Co. 83/07/05. VERRELLI, D. M, Region 
a Office of Director. 3pp, 19685:032. 24X Flche: 50-348. 

83/07/13, 3307220520. 


0307140110 Forwards notice of consideration of issuance of amends to 
Licenses NPF-2 b NPF-B li proposed no significant hazards 
consideration re testing b insp of river water sys 

*. ‘-ieenslng. 33/07/06. CLAYTON.F.L. Alabama Power Co. 

Ip. 19528:112. 24X FI Che : 50-348, 83/07/06. 8307 1 401 10. 

consideration of issuance of amends to Licenses 
NPF-2 b NPF-8 b proposed no significant haiards 
consideration determination, correcting administrative error 
In TBch Specs re testing tt Insp of river water iijs. 

VAROA.S.A. Operating Reactors Branch 1. 03/07/06. 4oo 

19528:113. 24X FI e he: 50-348. 83/07/06, B3071 401 1 0. 

3307080169 Generic Ltr 03-28 to all licensees of operating reactore, 
applicants for OL S; holders of CPi re required actions based 
on generic Inpllcetions of Salem ATWS events. Svc list end. 

EISENHUT, 0. 0. 01 vl Sion 0 f L 1 c en s I ng, 83/07/08. Consolidated 

Edison Co. of New York. Inc. 38pp. 19669 269 24X 

Flche: 50-000. 83/07/03, 3307030169. 

Submits add) info re significant haiards conslderattan for 
BJ0617 proposed one-time Tech Spec change to extend visual 
insp of inaccessible bgdraullc snubber s. Proposed changes 
Involve no significant haiards. 

CLAYTON.F.L. Alabama Power Co, 03/07/08, VARGA, S, A. Office of 
Nuclear Reactor Regulation. Director. 4pp, 19536-122 24X 

Flche: 50-343, 33/07/03. 03071 50095. 


8307150097 Application bo amend Licenses NPF-2 t< NPF-B changing Tech 
testing crl ter ia. Proposed one-time emend 
for Unit 2 designated Class 111. Permanent Tech Spec change 
considered suppl to 320010 submittal. 

CLAYTON.F.L, Alabama Power Co, 33/07/08, VAROA.S.A. Office of 
Nuclear Reactor Regulation. Director. 4pp. 19536-012 24X 

Flche: 50-348,83/07/08.0307150097. IYOW 6 . 01 W. Z 4 X 


B3071S0099 Proposed Tech Specs re leak rate testing criteria. 
» Alabama Power Co. 83/07/09, 4pp, 19536:016. 24X 

Flche; 50-348, 03/07/08, 03O7ISOO97 


rurwa 






030411-0910 Ic notice of violation. 

WRRELLl.D.M. Division of Project & Resident Programs. 
nCDONALO, R. P. Alabama Power Co, 2pp. 19605-039 24X 

Flche; 50-348, 33/07/13, 3307220920. 


33/06/19. 


--0307220539 Notice of violation from 
• Region 2. Office of Director, 
Ftebe: 50-343. 83/07/13. 8307220920. 


insp on 830411-0910. 

83/06/19. Ip. 19685:037, 24X 


insp KSpI 


r -- . ... w». aw ses wsf AwJ UM QOV*» i V. 

None onp I lanes nofctd: vl elation of Tech Spec Section 6.B re 
caektni in prohibited area in vicinity of euxlllaru bldo. 

BRADFORD, M. H. . fiULAND, W. H. Region 2, Office of Director. 
CANTREU.F.S, Division of Project b Resident Programs. 83/06/15, 
8pp. 19635:038. 84X Flehe; 90-340. 03/07/13, 8307220520. 


Notice 03-48. "Gaseous Effluent Releases of 
Radioactive 1-129 tc 1-131 in Ekcess of NRC Limits. " Svc list 

ends 

Safeguards b Inspection Programs (Post 
0301031. 83/07/14. Consolidated Edison Co, of New York. Ine. 

I 14 pp. 19719:870. 24X Fiche; 50-000. 33/07/14. 0306270406. 


Periodic operating reports t« related correspondence 


Monthly operating rept for June 1933. W/B30712 ltr. 
HA IRBTON, H. 0. , CLAYTON.F.L, Alabama Power Co. 33/07/06. 
of Rofourco Management, Director. Spp. 19636-039 24X 

Flehe: 90-34B, 33/07/06, 0307190103, 


0307180099 Forwards status of licensing Items 
of 8307(ffi. 

CLAYTON, F.L. Alabama Power Co. 03/07/00, 
Nuclear Reactor Regulation. Director. 9pp. 
Flche: 90-348, 83/07/00, 3307180095, 


requiring NRC approval 

VARGA. 8. A. Office of 
19596:331. 24X 


as 


S. Reportable occurrences, LERs t< related correspondence 


Bulletins tc correspondence 


***'“'* Inspector Followup Item 2 from IE 
Insp Rept 50-340/01-05 re pressuriier Inservice insp 
Indications, be reviewed b rept e orrec ted, based on 
?c‘lvSii*c“," li'dicatloni per util 830221 ltr, 

Powsr Co. 03/04/05. O'REILLY, J. P. Region 
B307140427 Fiche: 50-343. 33/04/05. 


8309100008 Forwards LER 03-O16/O3L-O. 

CLAYTONiF.L. Alabama Power Co. 03/08/02, Region 2, Office of 
Director. Ip. 10377:181. 24X Flehe; 90-348, 03/09/02, 3305100008. 

—0305100010 UR e3-016/03L-0; on 030412, d iesel generator IB declared 
inoperable due to start failure resulting in inoperability 
of train B due to lost of emergency power, Caused by 
■eehanleal binding of fuel filter constant vent check valve 
HAIRSTCm, U. O. Alabama Power Co. 83/05/02. Region 2, Office of 
Diroctor. 2 pp. 10377:102, 24X Fiche: 50-348, 03/05/02, 0305100003, 
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0aO712OS7i Forwards LEHs 83-0S3/03L-0 S. 03-024/031.-0. 

CLAYTON. F.L. Alabama Power Co. 03/06/22. Region S. Office of 
Director. Ip. 19433;079. 24X FI che: 50-340, 03/06/22. 0307120376. 


— B307120S90 UER B3-0B3/03L-0: on 03O32S. dor ing Calfbr Procedure 
FNP-2-BTP-612, 0. r eac tor coolant pump 2A undervoltage retag 
27-3 declared inoperable. Caused bg setpoint drift. Relag 
setpoint adjusted. 

HAIRSTON. M. 0. Alabama Power Co. 03/06/22. Region 3, Office of 
Director. ip. 19433:000. 24X Fiche : 30-340, 03/06/22. S307120S76. 


--0307120394 LER 83-024/03L-0: on 030325. fol lowi ng increased count rate 
on containment atmosphere particulate monitoring sgs R- 11 . 

RCS unidentified leakage found above Tech Specs. Cause not 
stated, Loop B drain valve tightened. 

HAIR0TQN. U. 0. Alabama Power Co. 03/06/22. Region 2. Office of 
Director. ip. 19433:001. 24X Fiche: 30-340, 03/06/22.8307120376. 


83071202S6 LER 83-027/03L-0: on 030607, d ur ing performance of 
PNP-1-0TP-43, 0. train A penetration room filtration sgs 
declared inoperable when exhaust fan damper 33S7A would not 
open, Caused bg comparator card f a 1 1 ur e. U/030630 Itr. 

HAIRBTON. H. 0. . CLAYTON, F.L. Alabama Powar Co. 83/06/30. Region 
2, Office of Director. 2pp. 19424:053. 24X FI cho : SO-34S. 83/06/30. 

8307120286. 


8307150103 Forwards LERs e3-030/03L-0 ti 83-031 /03L-O. 

CLAYTON.F.L. Alabama Power Co. 83/07/07. Region 2. Office of 
Director, Ip. 19536:130. 34X Fiche : 50-348. 83/07/07. S3071S0I03. 


— 0307150106 LER B3-030/03L-0; on 030607, dur Ing admlni s tratlve review. 
Stroke time test for turbine driven auilllarg feedwater pump 
steam admiislon valve 32350 determined not performed after 
B30603 maint.Caueed bg personnel error. 

HAIRSTON. U. 0. Alabama Power Co. 83/07/07. Ragton 2. Offlca of 
Director. 2pp. 19536:131. 24X FI che : 50-348, 83/07/07. 0307150103. 


— 0307150109 LER B3-031/03L-0: on 830610, dur ing solid state protection igs 
operabilltg test, loop 3 steam line differential pressure 
Instrumentation channel declared inoperab le. Caused bg 
failure of universal card. Card riplaced. 

HAIRBTON. H. 0. Alabama Power Co. 83/07/07. Region 2. Office of 
Director. ip, 19536:133. 24X Fie he; 50-340, 83/07/07. 8307150103. 


8307220338 LER 03-O35/O3L-O: on 030610. vacuum pump tripped t containment 
atffloiphere activltg particulate monitor R-11 6 gaseous 
monitor R-12 declared inoperab le. Caused bg failure of 
inboard pump during maint on outboard pump. H/83070S Itr. 

HAIRBTCN. M. 0. , CLAYTON.F.L. Alabama Power Co. 83/07/00. Region 
2. Office of Director. 2pp. 19675:359. 24X Fiche; 50-340. 83/07/08. 

6307220336. 


8307220303 Forwards LERs B3-032/03L-0, a3-033/03U-0, 83-034/03L-0 6 
03-O37/O3L-O. 

CLAYTON.F.L. Alabama Power Co. 83/07/15. Region 2. Office of 
Director. Ip. 19683:271. 24X Fiche; 50-340, 03/07/15, 8307220303. 


— 8307220311 LER 03-O32/O3L-O: on 830617, train A containment sprag sg« 
declared inoperable due to failure of MOV B826A to open 
fullg. Cause not determined. Valve stroked four times in 
succession. Burveillance frequency increased to monthly. 

HAIRBTON. U. 0. Alabama Power Co. 83/07/15. Region 2. Office of 
Director. Ip. 19683:272. 24X Fiche: 50-340. 83/07/15. 8307220303. 


.-0307220315 LER 83-033/03L-0: on 830613. RCS average temp dropped below 
Tech Spec requirements during routine startup. Caused bg 
personnel error. requesting too large steam demand during 
main steam line warmup. Responsible operators counseled. 

HAIRSTON. M. 0. Alabama Power Co. 83/07/15. Region 2. Offlco of 
Director. Ip. 19683:273. a4X Fiche: 50-34B, 03/07/13. 8307220303. 


— 6307220320 LER B3-034/03L-0; on 0306 1 6, pr ossur 1 > er pressure dropped 
below Tech 3pec limits during startup. Caused bg personnel 
error, RCS boratlon. combined w/load increase, resulted in 
pressurlier pressure drop. Personnel counseled. 

HAIRSTON. U. 0. Alabama Power Co. 83/07/15. Region 2. Office of 
Director. Ip. 19603:274. 24X Fiche: 50-348. 83/07/15. 8307220303. 


— 8307220323 LER 83-037/03L-0: on 030617. containment isolation valve 
RC-HV-B02e did not meet required stroke time during 
miscellaneous valve Inservice Test PNP~l-BTP-47. O. Caused bg 
faultg air solenoid valve. Valve repaired. 

HAIRBTON. M. 0. Alabama Power Co. 83/07/15. Region 3, Office of 
Director. Ip. 19603:275. 24X FI che: 50-348. 03/07/15. 8307220303. 


8307290170 LER B3-036/03L-0: on 830629. steam generator IB wide-range 
level indicator on remote shutdown panel declared inoperable 
due to erratic readings, Caused by failure of printed circuit 
card. Card replaced, M/B30721 Itr. 

HAIRSTON, U. e. , CLAYTON.F.L. Alabama Power Co. 83/07/21. Region 
2, Office of Director. 2pp. 19821:160. 24X Fiche: 50-348, 83/07/21. 

0307290170. 


DOCKET 50-352 LIMERICK GENERATINO STATION. UNIT 1 


A, Applicat lon/construc 1 1 on stage documents 6 correspondence 


6208060366 Board Notification 82-70. not I f ies of differing prof opinion 
re sensltiiation of BUR stainless steel weldments. 

EtSErWUT. D. e. Division of Licensing. 02/07/20. PALLADINO, N. J. 
Conoilssioners. 4pp. 17043:001, 24X Fiche: 50-000, 02/07/20, 

8208060366. 


— 8302040562 Forwards request for add! Info re reactor Internals matls. 
JQHf^TON, M. V. Assistant Oirector for Matls t. Ouallf Engineering 
IPre 030201). B2/05/I4, TEDESCO, R. L. Assistant Director for 

Licensing. 2pp. 17043:009. 24X F i che : SO-000. 02/07/20, 8203060366. 


8307070556 Summary of B3060S meeting u/utll.NUS.J Benjamin 1. Assoc. BNL 
ti Structural Mechanics Assoc In Bethesda.MD re severe 
accident risk assessment. Viewgraphs end. 

HARTINiR.E. Licensing Branch 2. 83/06/27. Licensing Branch 2. 

166pp. 19344:125. 24X FI c h e : 50-352. 03/06/27. 8307070556. 


6307080S43 Forwards Equipment Qualification Branch request for addl 
info re NUREO-0737. Item II. D. 1 re review of NEDE-24908-P. 

For specific saf etg/rel 1 ef valves employed at plant, 
applicability of generic test results must be justified 
aCHUENCER.A. Licensing Branch 2. 03/06/27. BAUER. E.O. 

Philadelphia Electric Co. 4pp. 19365:043. 24X 

Fiche: SD-353. 03/06/27, 03O7OBO543. 


8307010093 Forwards response to Core Performance (< Reactor Sys Branch 
telcon requests for add! info re differences In 
prassur 1 la tlon transient results between Limerick S. other 
8MR plants of similar design. 

BRAOLEY.E.J. Philadelphia Electric Co. 03/06/20. SCHUENCER. A. 
Licensing Branch 2. 3pp. 19124:217. 24X Fiche: S0-3S2. 83/06/20, 

8307010093. 


8307070S49 Summary of 030623 meeting w/ut 1 1. Dech te 1. CE S. Koch Process 
Sgs. Inc re offgas sys explosion resistance. Meeting handouts 
end. 

MARTIN, R E Licensing Branch 2. 83/06/20. Licensing Branch 2. 

13pp. 19344:112. 24X Ft che : 50-352. 03/06/20, 0307070549. 


8307130006 Provides statement of position re in-plant communication 
sgs. Conusunicatlon sys not seismically supported. Response 
requested in 7 days of Itr receipt. 

8CKHENCER.A. Licensing Branch 2. 03/06/20. BAUER. E.G. 

Philadelphia Electric Co. 3pp. 19525:355. 24X 

Fiche: 50-352,33/06/28, 0307130006. 


8307130271 Forwards revised draft response t. FSAR page changes to NRC 
Question 460.5 re air intake sys 6 addl info re ESF filter 
sgs Instrumentation, in response to 630524 S. 0606 telcons. 
BRADLEY.E.J. Ph 1 lade Iph la Elec tr ic Co. 63/06/26. SCHHENCER.A. 
Licensing Branch 2. 23pp. 19506:256. 24X Fiche: 50-352, 03/06/20. 

8307130271. 


8307070037 Forwards draft rev to Page 11.5-39 of FSAR re gas analysis L 
cere damage per 030620 request. Page will be incorporated in 
FSAR rsv scheduled for Aug 1903. 

BRADLEY.E.J. Philadelphia Electric Co. 03/06/29. SCHHENCER.A. 
Licensing Branch 2. 4pp. 19293:247. 24X Fiche: 50-352, 03/06/29, 

8307070037 


8307070206 Forwards draft rev to Request for Addl Info 210.62 re 
balance ef plant supports designed to Subsection NF & 
related PSAR page changes. 

BRAOLEY.E.J. Philadelphia Electric Co. 83/06/29. BCHHENCER.A. 
Licensing Branch 2. 5pp. 19269:330. 24X Fiche; 50-352, 03/06/29, 

8307070206. 


8307010185 Forwards Amend 52 to OL app 1 lea tlon. consist ing of Rev 21 
page changes to FSAR per NRC 630306 t< 0603 Itrs (, Rev 4 
pegs changes to design assessment rept. 

BRAOLEY.E.J. Philadelphia Electric Co. 63/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19186:356. 
24X Fiche; 50-352. 03/06/30. 0307010105. 


— 8307010190 OL application consisting of Rev 21 page changes to FSAR lx 
Rev 4 page changes to design assessment rept. 

BOYER. V.S. Philadelphia Electric Co. 03/06/27. 6pp. 19186:359. 
24X Fiche: 50-352, 03/06/30, 0307010105. 


—8307010192 Rev 4 page changes to design assessment rept. 

* Philadelphia Electric Co. 83/06/30. 49pp. 19187:003. 24X 

Fiche; 50-352, 83/06/30. 6307010185. 
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S307070167 PoTuarils Chaptsrs 9>6 & B.App A to Chaptar S & ravlaed 
table of eontants to "Severe Accident Risk Assessment." 

Chapter 7 will be provided In near future. 

BHADLEYi E. J. Philadelphia Electric Co. 03/07/01. SCHWENCEH.A. 
Division of Llceni inj. Spp. 19367:093. SAX Fi che; 50-353, B3/Q7/OI. 
B307070I67. 


”0307070170 Chapters 5, 6 4< 8, App A to Chapter 5 fc revised table of 
contents to "Severe Accident Risk Assessment. " 

* Philadelphia Electric Co. 03/07/01. 117pp. 19267 094 SAX 

FI Che: 50-353. 63/07/01,0307070167. 


0307150389 Notification of 830708 (netting u/util & consultants in 
Newport Beach, CA to discuss seismic aspecte of plant 
severe accident risk assessment. 

MARTIM.fi. E. Licensing Branch 3, 03/07/01. 8CHMENCER,A. Licensing 

Branch 2. 4pp. 19540:333. SAX Flche: 90-352. 03/07/01. 83071 50309. 


8306870397 Oenerlc Ltr 83-26 to all applicants for OLs & holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurl tg. Bve list end. 

EISENHI/r, 0. 0. Division of Licensing. 03/07/09. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flche: 50-000,83/07/05, 0306270397 


6307080296 Forwards draft FSAR pages containing addi Info re isolation 
of purge I. vent valves on high radiation, per Contain(neni 
3Vi Branch request at 830615 meeting. Info ulll be 
incorporated into FSAR rev scheduled for Aug 1903, 

BRADLEY, E.J. Philadelphia Electric Co. 03/07/05. BCHWENCER. A 
Licensing Branch S. 8pp. 19351:183. 24X Flche: 50-392. 03/07/05, 

0307000296. 


0307080300 Advises that responses to QA Branch 830607 Requests for 
Addl Info 260.56 (■ 260.97 udll be provided bg 830782. 

BRADLEYiE.J, Ph 1 la de Iph I a E 1 ee tr I c Co. 83/07/05, SCHWENCEH.A. 
Licensing Branch 2. 8pp. 19391:179. 24X FI che : 90-352, 03/07/09. 

8307000300. 


0307080905 Forwards draft rev to Mechanical Equipment Branch Reoueet 
for Addl Info RAI 210.33 re operahllltg of feedwater 
Isolation cheek valves. Info will be incorporated into nest 
FSAR rev. scheduled for Aug 1983. 

BRADLEY.E. J. Philadelphia Electric Co. 83/07/09- SCHWENCEH.A 
Licensing Branch 2 . 6pp. 19346:338. 24X Fi cha: 50-392, 03/07/09. 

8307000909. 


8307120330 Forwards response to Environ Oue 1 1 f icat Ion Branch *, 
Contalnieenb 8gs Branch requests for Info re containment 
purge 6 vent valve operabl 1 Itg, End draft FSAR pagas to be 
incorporated In Aug 1983 rev. Seismic rept b(g 830601. 

BRADLEY.E. <f. Philadelphls Electric Co. 83/07/07, BCHWENCER, A 
Licensing Branch 2. 19pp, 19431:199. 84X FI che: 90-392, 83/07/07. 

0307120330. 


— 8307120333 “Purge h Vent Velve Qperebllltv Qualification Analgsls. 
PhllhAelphle Electric Co.Limerlek Oeneratlng Stetlon.Unlt 

KRUEOER. J. E. , SANBONE.fi. C. CLOW Corp. 6-06-83. 83/06/30. 19Bpp 

19431:171. 84X Fiche: 90-392, 83/07/07, 0307120330. 


0307080169 Senerlt Ltr 03-20 to all licensees of opereting reactors, 
applicants for OL (> holders of CPs re required actions based 
on generic Implications of Salani ATW0 events. 8vc list end. 
EISENHUT.O. 0. Division of Licensing. 83/07/00, Consolidated 
Edison Co. of New York. Inc. 30pp. 19669:269. 24X 

FI Cha: 30-000.83/07/08, 0307080169. 


0307190079 Forwards NEDO-10678, •'Seismic Qual IPlca t ion of Clast I 
Electrical Equipment. " in response to R Martin 030609 
raquaet. 

BRAOLEY.E.J. Philadelphia Electric Co, 83/07/12. SCHWENCEH.A. 
Dlvlelon of Licensing. 2pp. 19939:287. 24X Flche: 90-392, 83/07/12, 


— 0307190001 ‘'Beiimlc Quellf icitlon of Class 1 Electric Equipment." 
TESTiL.D. Oanerel Electric Co. NEDO-1067a. 72/11/30, 77pp 

19»9;289. 24X Flc he: 90-392, 83/07/12, 03071 90079. 


8307190300 Responds to 830630 ltr re failure to receive documents. Name 
■cldad to NHC distribution llst.NRC 830620 ltr to otil, 
auiMiariilng NRC Caseload Forecaet Panel 830413-19 site visit 
fc 030721 aaetlng tu(nmarv, end, 

HaD09(m.A. P. Hearing Branch 2. 83/07/13. BUSH, M. H. Bush, M. W. 

21 pp. 19932:213. 24X Flche: 50-352, 83/07/13, 8307190300, 


0307190110 Forwards draft rev to Request for Addl Info RAI 210.02 t> 
nalatad FSAR pages containing Info requested by Mechenlcel 
Engineering Branch per 830701 telcon re balance of plant 
supports. Changes supersede info sent by 830689 ltr. 

BRADLEV.E.J. Philadelphia Electric Co. 83/07/13. BCHWENCER, A. 
Llcanslng Branch 2 . 9pp. 19639:001, 24X Fi che: 50-392, 03 / 07 / 13 , 

0307190116. 


0307150373 Motiflcatlon of 830718 meeting u/utll in Oithesda.HO to 
discuss outstanding items In Power Sys Branch revleiu, 
including util appeal of NRC position on communications sys 
MARTIN.R.E, Licensing Branch 2. 83/07/05, BCHWENCER. A. Licansing 

Branch 2. App. 19540:337. 24X Flche: 50-392. 83/07/09. 03071 90373. 


8307060329 Generic Ltr 83-27 to all licensees & applicants for 
operating power reactors 8, holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end. 

EIBENHUT.D, 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. I6pp, 19669:294 24X 

Fiche: 90-000, 03/07/06. 0307060329. 


0307110272 Requests info re decision to conduct 030413-19 caseload 
for«c«sfc panti & fcour onli| #t Unit 1 . 

aUOARMAN.R. J. Sugarman, R. J, 83/07/06, HAUGHEY, M. F. Licensing 
Branch 2 . Ip. 19379:160. 24X Fl che: 50-392, 03/07/06, 0307 1 10272 . 

Forwards draft ravi to responses to Questions 410. 10 t, 

410.12 re analysis for rotating compontnts <« tornado missile 
spectrum. Responses will be incorporated In FSAR rev 
scheduled for Aug 1903, 

BHADLEY,E.J. Philadelphia Electric Co. 03/07/06, BCHWENCER. A. 

“fP' i'?3B0:191. 24X Flche: 90-392. 03/07/06. 

63071 t04Tl, 

0307120484 Informs that util has elected to address chugging phenomenon 
bV capping douncomera on which uttual l/dr 11 vacuum 
broakars are mountad.Pool tuiall phanomcnon a-ddrtfsad bii 
listtd ntoda to vacuun brtakari. 

KEMPER. 0.9. Philadelphia Electric Co, 03/07/06. BCHWENCER, A 
8307120404 ^''”''^ 24X Flc he: 90-392, 03/07/06, 


’’••P®"** Structural Engineering Branch Oucstiei 
B 20 . 22 lb) re damping value for electrical raceway sys 
. ‘neorporated Into FSAR Rev 23 scheduled for 

Aug 1 tb3. 

BRADLEY.E, J, Philadelphia Electric Co, 83/07/07. BCHWENCER, A. 
830711045 ? " S-’X Fiehe;gO-392, 83/07/07. 


0307190121 Fmrwards draft rev to FSAR Section 8. 1.6- 1.12, C t. responses 
to Quaetlons 430,97 t. 430.62 re medium 8< lower voltage sys. 

Changes tfill be Ineorporeted Into FSAR rev scheduled for 
Aug 1983. 

BRADLEY.E.^. Philadelphia Elactrle Co. 83/07/19, BCHWENCER, A- 
Lieanelng Branch 2. 14pp, 19634:322. 24X Flche; 50-392, 03/07/19, 


twu/i7uiy/ rorwards draft rev to rtsponic to FSAR Ouestions 220.2 re 
P'‘***vre transiant caused by design basis tornado per 030624 
talcon. Info win be incorporated Into FSAR rev scheduled for 
Aug 1983. 

BRAOl£Y,E.J. Phlladelphie Electric Co. 83/07/19. BCHWENCER, A 
®PP- 24X Flche: 90-392, 03/07/19, 

63v71701t7* 

0307260406 Forwards marked-up FSAR pagte.ptr Instrumentation «< Control 
Sys Branch requast during 630711 meeting. Info will be 
incorporated into FSAR rev scheduled for Aug 1903. Requested 
Info Inapppepriate for incorporation into FSAR provided. 

KEMFERimf. 8. Fhlledalphia Electric Co. 03/07/18. BCHWENCER, A 

19733! =iO. 24X Flche; 90-392, 03/07/18, 

B3I/7 8o040e. 

0307230316 Advisee that FSAR Figure 9.4-9 will be revised to show thet 
hyrogen bottles now pieced outside reactor bldg & number of 
battles reduced. Next rev scheduled for August 1983, 

KEMPER, as. Philadelphia Electric Co. 83/07/20. BCHWENCER, A 

19701:341. 24X Flche: 90-392. 03/07/20, 

83O73P03 J o. 

8307260147 Forwards draft changes to FSAR Sections 1. 13 (, 6. 2. 4, 3 , 1 . 2 . 
1.1 rt tnfluBnb lints fiiduitttp lln#s»ptr ContiiniRtnt 
FftU"*'*'"*' telcon. Changii will be incorporated into 

BRADLEY, E.J. Phlladelphie Electric Co. 83/07/20. 8CHWENCBR, A 
030^60147 24X Flc he: 90-392, 03/07/20, 


0307260390 Forward s revised rcepisnss to 030411 Question 210.92 re RHR 
eye quality classification. Info will be Incorporated in Aug 

VO roAR. 

BRAOLEY,E.J. Fhiled.lphia Electric Co. 03/07/20, BCHWENCER, A 
0307260390 "*" *■ =« Flc he: 90-392, 83/07/20, 
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6307260372 Forwards draft FSAR page change reflecting revised response 
to Question 430.62 re design basis seismic event. per a307i9 
tilcon. Info will bo Incorporated into FSAR rev scheduled for 
Aug 1983. 

0RADLEV. E J. Philadelphia Electric Co. 03/07/21 SCHUENCEH«A. 
Licensing Branch 2. 4pp. 19733:037. 24X Flche : 30-332, B3/07/21. 

6307260372. 


B307260472 Submits Info re components of program plan for Aug 1983 
control room design review. Program will ref BUR Owners Oroup 
generic program plan & Include qua 1 1 f ica t ions t< structure 
of review team. 

KEMPER. 0.8. Philadelphia Electric Co. Q3/07/21. BCHWENCER.A. 
Licensing Branch 2. 3pp. 19734:165. 24X Fi che: 50-332. 03/07/21. 

B307260472. 


0307200237 Forwards draft FBAR change to Section 6. 2. 4. 3. >. 3. 2. 3. per 
830718 telcon w/Contalnment Sgs Branch. Rev will be 
incorporated in FSAR amend scheduled for Aug 1963. 

BRADLEY. E. J. Philadelphia Electric Co. 83/07/22. SCHWENCER.A. 
Licensing Branch 2. 8pp. 19795:280. 24X Fiche : 30-352. 83/07/22. 

8307280237. 


6307200242 Forwards draft FSAR page changes addressing operator actions 
whan antrg livat TRIP procedures met. Changes will be 
Incorporated Into FSAR rev scheduled for Aug 1963. 

BRADLEY. E. J. Philadelphia Electric Co. 83/07/23. SCHWENCER.A. 
Licensing Branch 2. 4pp. 19790:161. 24X Flche: 50-352. 83/07/23. 

8307280242. 


6307200294 Forwards response to Effluent Treatment 8i|s Branch 83Q71B 
request for addl info re delta P recording across first 
HEPA filter of E8F cleanup sgs. 

BRADLEY. E. J. Philadelphia Electric Co. 03/07/23. SCHWENCER.A, 
Lleentlng Branch 2. 5pp. 19709:322. 24X Fi ch e; 30-352. 83/07/23. 

6307280294. 


8307200330 Forwards ravistd draft FSAR page change to TMI Item 
"Pilot Monitoring of Selected Emergency Procedures for 
Near-Term OL Applicants. " 

BRADLEY.E.J, Philadelphia Electric Co. 83/07/23. SCHWENCER.A. 
Licensing Branch 2. 4pp. 19790:037. 24X Flch e: 50-352, 83/07/23. 

6307280330. 


83072S033B Forwards draft P8AR page change re availability of test 
procedures for fuel loading . ini tlal startup testing (• 
supporting activities. Info will be incorporated In Aug 1983 
rev. 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/23, SCHWENCER.A. 
Licensing Branch 2. 4pp. 19789:049. 24X Fich e : 30-332. 83/07/23. 

8307260338. 


6307280420 Forwards addl info re interlock setpoint value effect on 
ECC8 analysis. In response bo NRC 830713 request . PI ant-unique 
calculations will be submitted in Feb 1964. 

BRADLEY.E.J. Philadelphia Electric Co. B3/07/2S. SCHWENCER.A. 
Licensing Branch 2, 3pp. 19793:309, 24X Fi eh e: 50-352. 83/07/25. 

8307280420. 


6307290080 Forwards revised response to FSAR Question 430.47 re dc 
control relay (< terminal box. per 830721 telcon. Info wilt be 
Incorporated into FSAR rev scheduled for Aug 1983, 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/26. SCHWENCER.A. 
Licensing Branch 2. Spp. 19822:177. 24X FI ch e: 30-3 32. B3/07/26. 

63072900BO. 


C. Utility Environmental Report <ER). amends L correspondence 


6307190062 Forwards revised pages to Chapter 7 of "Severe Accident Risk 
Assessment" Si "Impact of Plant Design Changes on Llmerlcii 
Oenerating Station Severe Accident Risk Assessment (BARAl. " 
per B30701 ttr re environ rept. Section 7.1. 

BRAOLEY.E-J- Philadelphia Electric Co. 83/07/13. SCHWENCER.A. 
Division of Licensing. 8pp. 19633:249. 24X FI ch e: 50-332. 63/07/15. 

6307190082. 


—8307190092 Revised pages to Chapter 7 of "Severe Accident Rid 
Assessment. " 

» Philadelphia Electric Co. 83/07/13. 136pp. 19633:231. 24X 

Flche; 30-352, 83/07/13. 8307190082. 


--6307190096 "Impact of Plant Design Changes on Limerick Oenerating 
Station Severe Accident Risk Assessment (SARA)." 

• NUS Carp. 63/07/13. Bpp. 19636:027. 24X 

Flche: 30-332. 83/07/13. 83071900B2. 


D. NRC Draft/Final Environmental Statements, suppls t. correspondence 


— 6307080310 Notice of availability of DES (NUREG-0974) . 

SCHWENCER.A. Licensing Branch 2. 83/06/24. 3pp. 19365:033. 24X 

Fiche: 30-332.83/06/24, 6307080300. 


— 8307080522 Forwards notice of availability of DES (NUREO-0974 >. Roques t 
for comments being sent to appropriate agencies. FE& will be 
prepared after receipt of comments 

SCHWENCER.A Licensing Branch 2. 83/06/24. WILSON. K. 

Environmental Protection Agency. Ip. 19363:038. 24X 

riche: S0-3S2. 83/06/24. 83070B0300. 


— 0307080523 Advises that DES 1 tsued. Not ice of availability encl.W/o 
DES. 

SCHWENCER.A. Licensing Branch 2. 83/06/24. DAUER, E.O. 

Fhiladelphla Electric Co. 4pp 19363:039. 24X 

Flche- 30-352. 83/06/24. 8307080300. 


— 0307080327 Forwards DES (NUnEO-0974) for review U c omments. Comments are 
due within 45 days after FR publ Icat Ion. W/o end. 

SCHMENCERiA. Licensing Branch 2. 83/06/24. WOOD, J. M. Commerce. 

Dipt. of. Natl. Oceanographic k Atmospheric Administration. Spp. 
19363:063. 24X FI c he : 30-332. 83/06/24. 8307080500. 


8307030479 DRAFT ENUIRDNHENTAL STATEMENT RELATED TO THE DPERATIGN OF 
LIMERICK OENERATINO STATION. UNITS I AND 2, Docket Nos. 30-352 
And 30-353. (Philadelphia Electric Company) 

e Division of Licensing. NUnEO-0974. B3/06/30. 331pp. 19261:033. 

24X Fiche: 30-332, 83/06/30, 6307030479. 


8307200310 Concurs w/NRC conclusions re DES for facility. per NRC 830624 
request.No detectable effects to Delaware River from 
facility operation expected. 

BARBIERI.N. J. Army. Dept. of. 83/07/13. Division of Licensing 
ip. 19646:093. 24X Flc he : 30-352, 83/07/ 1 3, 830720031 0. 


8307260302 Advises of incorrect interpretation In DES of Delaware River 
Basin Commission water quality stds re mixing tone for 
discharge of constituents such as residual chlorine. 

HANSLERiO.H. Delaware River Basin Commission. G3/07/22. AULUCK.R. 
Office of Nuclear Reactor Regulation. Director. Ip. 19734:169. 24X 

Flche; 30-352, 63/07/22. 8307260302. 


E. NRC Safety Evaluation Report (BER). suppls b correspond ence 


8307110641 Notification of 830711 meeting u/utll in Dethesda.MD to 
discuss Instrumentatlun i Control Bys Branch SER open 
issues. Meeting agenda end. 

AOELSONiH. Licensing Branch 2. 83/06/27. SCHWENCER.A. Licensing 

Branch 2. 8pp. 19434:033, 24X Flche: 30-332. 83/06/27. 83071 1064 1. 


6307060245 Forwards draft revised F8AR Sections 6, 2. 4 fc 7.3 b Table 
6. 2-17, reflecting position on draft SER Item 15 re 
avtomatie isolation of containment isolation valves. Info 
will be included In FSAR rev scheduled for Jul 1983. 

BRADLEY.E.J. Philadelphia Electric Co, 83/07/01. SCHWENCER.A, 
Licensing Branch a. llpp. 19239:275. 24X Flche: 50-332, B3/07/01, 

S3O706O243. 


6307200449 Notification of 030707 meeting u/util in Dethesda.MD to 
discuss outstanding BER Items In containment sys area, 
including potential for over pressuri lat ion of standby gas 
treatment sys duct work. 

MART1N.R.6. Licensing Branch 2. B3/O7/01, SCHWENCER.A. Licensing 

Branch 2. 4pp, 19672:246. a4X Fiche; 30-352. B3/O7/0t , 0307200449. 


8307150377 Notification of 630713 meeting w/utll in QethesdaiMD to 
discuss status of development of SER & actions required to 
address all open Issues. 

HARTlNiR E. •Licensing Branch 2. 03/07/03. SCHWENCER.A. Licensing 

Branch 2. 4pp. 19340:326. 24 X Flche: 30-332. 03/07/03, 83071 50377. 


B3072003B4 Forwards request for addl info re vibration monitoring 
program for all essential safety-related instrumentation 
lines per draft SER Section 3. 9.2. Util 830404 Itr did not 
adequately address inaccessible instrumentation tines. 
SCHWENCER.A. Licensing Branch 2. 03/07/06. BAUER. E.O. 

Philadelphia Electric Co. 4pp. 19669:333. 24X 

Flche: 30-352. 83/07/06. 83072003B4, 


B307120S34 Forwards revised draft responses to draft SER Items 2.3.8 b 
9 re fuel rod mechanical fracturing b fuel assembly 
structural damage. Response s will be Incorporated into FSAR 
scheduled far release In Aug 1983. 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/08. SCHWENCER.A, 
Licensing Branch 2. 7pp. 19433:322, 24X Fiche: 50-332.83/07/00. 

0307120534. 


6307080500 Forwards FR notice of availability of DES (NUREO-0?74>. 
SCHWENCER.A. Licensing Branch 2. 83/06/24. CHERRY. M. Cherry. 

M.M./Cherry. Flynn & Kanter. 4pp. 19365:051. 24X 

Flcht: 30-352. 83/06/24. 6307080300. 
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0307130067 adril info re Iteoi 4 of Radioloaical A.,«tio>ent 

Dranch draft SER concernlno assignment of Taylor as special 
assistant to applied health physicist at Peach Bottom Atomic 
Power Station during Fall 19B3 refueling outage. 

DRADLEV-E.J. Philadelphia Electric Co. B3/'07/12. 8CHWENCEH.A 
‘’5‘’e:ia5 24X FI e h e : SO-3SS. 83/07/13. 

83071 S0067, 


B3071 50069 Forwards marked-up revised draft FSAR page changes per draft 
SER. rooQlv I ng discrepancies & Incorporating QESTAR II «< ODYN 
analysas of pressurli a t Ion transients Into FSAR. 

DRADLEVi E. J, Philadelphia Electric Co. B3/07/ia. SCHHENCER.A 
Licensing Branch 2. 7pp. 19348:178. SAX Flche: 50-332, 83/07/13. 


B3O7130196 Responds to telcon reiiuest re BNL review of util 830421 
severe accident risk assessment. BNL revieucri listed. 

HQDODON.A.P. Hearing Branch 2. 83/07/08. DORSEY, J. A. Limerick 

Ecology Actien. 2pp. 19463:351. 24X Flche; 50-332. 83/07/08. 

0307130196. 


B30713(K33 Forwards Page 6-16 to Rev 2 to emergency plan, inadvertantly 
not reproduced when emended. Emergency plan ulll be 
corrected u/next amend. Related correspondence. 

HETTERHAHN. H. J. Conner tc Uetterhahn. UETTERHAHN, H. J. Philadelphia 
Electric Co. B3/07/0B. DRENNER.L. . MORRIS. P. A., COLE, R.F. Atomic 
Safety and Licensing Board Panel. 2pp. 19468:330. 24X 

FI Che: 30-352. 83/07/08. 0307 1 30232. 


0307150132 Forwards responses to Chemical Engineering Branch fire 
protection sec 1 1 on. dra f t SER open review Items 17.20.22.24 b 
20.U/12 Dverslje draw 1 ng s. Ap ar tur e cards are available In 
PDR. 

BRADLEY. E. J. Philadelphia Electric Co. 83/07/12 SCHHENCER.A 
Licensing Branch 2. 27pp. 19338:001. 24X Flche: 50-332.83/07/12. 

□307150132. 


8307180136 Forwards Limerick Ecology Action rispac if ica t Ion of 
Contention 1-42 per 830516 memorandum. App 1 ice t Ion did not 
show compliance U/B30121 rule re environ qualification of 
electrical equipment. 

00R8EY.J.A. Dorsey. J. A. DORSEY.J.A. Limerick Ecology Action. 
03/07/11. DRENNER.L., MORRIS, P. A., COLE. R.F. Atomic Safety and 
Licensing Board Panel. ip. 19357:057. 24X Flche: 30-332. 83/07/1 1. 

B307IB0136. 


8307180034 Forwards revised response to Core Performance Brinch draft 
SER Itom lO. "Post-Irrsdlatlon Surveillance." Fuel will be 
visually Inspected at each refueling outage. Info will be 
incorporated into FSAR rev scheduled for Aug 1983. 

BRADLEY, E J. Philadelphia Electric Co. 83/07/13, SCHHENCER.A. 
Licensing Branch 2. 3pp. 19360:269. 24X Fiche: 50-332, 03/07/13. 

B3071B0034, 


0307250072 Summary of 830623 meeting w/utll 4c Dechtel In Dethesda.KB re 
Auxiliary 8ys Drench open SER issues. List of open SER issues 
cnc 1, 

ADELSON. M. Licensing Branch 2. 83/07/15. Licensing Branch 2. 

app. 19724:006. 24X Fi che : 30-332, 83/07/1 5. S3072S0072. 


G3072904G3 Summary of 030711 meeting w/u ti 1, Bechtel & ANL in Dethesda. 
HD re Instrumentation tc Control Sys Branch open SER Issuee. 

ADELBON. M. Licensing Branch S. 83/07/20. Licensing Branch 2. 
9pp. 19839:092. 24X FI che : 50-332, 83/07/20, 8307290483. 


F. Security, medical, emergency 4. fire protection plans 


0307130232 Forwards Page 6-16 to Rev 3 to emergency plan, inadvertently 
not reproduced when amended. Emergency plan will be 
corrected u/neit amend. Rela ted correspondence. 

HETTERHAHN, H. J.. Conner tc Uetterhahn. HETTERHAHN. M, J. Philadelphia 
Electric Co. 83/07/08. DRENNER.L., MORRIS. P. A., COLE, R. F. Atomic 
Safety and Licensing Board Panel. 2pp. 19465:358. 24X 

Flche; 50-332i 03/07/08, 8307130232. 


8307150076 Forwards draft revised Pages 3-6.9— I 4. 11 — 1 to security 
plan. Pages withheld (refs 10CFR2. 790 b 10CFR73. 21 ). Changes 
util be Incorporated In security plan amend to be submitted 
In Aug 1983. 

DRADLEY.E.^. Ph 1 lade 1 ph la Elec tri c Co. 83/07/12. SCHHENCER.A. 
Licensing Branch 2. 2pp. 19536:168. 24X Flch e : 50-332, 83/07/12, 

0307150076. 


8307150132 Forwards responses to Chemical Engineering Branch fire 
protection sec 1 1 on, dra ft SER open review Items 17,20.22.24 b 
2Q.U/12 oversiie draulngt. Aperture cards are available In 
PDR. 

BRADLEY. E. J. Philadelphia Electric Co. 83/07/12. SCHHENCER.A. 
Licensing Branch 2. 27pp. 19538:001. 24X Flche; 50-332, 83/07/12, 

B307I 50132. 


0. Adjudicatory eorrasponilence 


8306030332 Order granting Commonwealth of PA 830326 motion for partial 
relief from ASLR requirements to coordinate filing of onsite 
emergency planning con tent Ions. Commonuea 1 th required to 
negotiate language of contentions. 

BRENNER, L. Atomic Safety and Licensing Board Panel. 83/06/01. 
Penniylvanla, Commonwealth of,. 6pp. 18715:038. 24X 

Fiche: 50-332. 03/06/01,8306030332. 


8307060409 Answer opposing Del-Aware counsel 330616 Itr proposing new 
contention an use of supplemental cooling water Prom Point 
Pleasant d 1 vers 1 on. ASLD does not have jurisdiction over 
Issus Certificate of Bve end. 

CONNER, T O. Philadelphia Electric Co. CONNER, T, D. Conner b 
Uetterhahn. 83/06/30. Atomic Safely and Licensing Board Panel. 

6pp. 19234:288. 24X FI che: 50-332, 83/06/30. 8307060409. 


0307070255 Answer opposing Limerick Ecology Action 830617 onsite 
emergency planning contentions. Contentions either lack 

requisite specificity b bases or fall to allege 
noncompliance w/regul a tlons. Cert I f tea te of Sve end, 

HETTERHAHN, M. J. Phi 1 ed elph la El ec tr 1 c Co. HETTERHAHN, M. J. Conner b 
Hatterhahn. 83/07/05. Atomic Safety and Licensing Board Panel. . 
19267:221. 24X Flche: 50-352, 83/07/05, 8307070255. 


— B3071B0142 Respeclfication of Contention 1-42 re environ qual 1 f lea t Ion 
of electrical equipment. Cert 1 fl cati of Sve end, 
a Limerick Ecology Action. 83/07/11. 6pp. 19557:038. 24X 

Flche: 50^52, 83/07/1 1, B3D7180136. 


8307140475 Response to Limerick Ecology Action 830617 onsite emergency 
planning contentions. Contentions 9111-3,4,3,6,8,9,10 b 13 - 
20 incoBplcts In whole or part due to unavailability of 
pertinent ditalle. M/Cert if 1 ca tt of Sve. 

VOCLER.B.H. Hearing Branch 2. 83/07/12. Atomic Safety and 

Licensing Board Pantl. 22pp. 19520:181. 24X Flche; 50-352, 83/07/12. 

8307140475. 


8307150300 Responds to 830630 Itr re failure to racaiva documents. Name 
added to WIC distribution llst.NRC 830620 Itr to util, 
suwmariiing HRC Caseload Forecast Panel 830413-15 site visit 
b 830721 meeting summary , enc 1 . 

HaDODON,A.P. Hearing Branch 2. 83/07/13. BUSH, M. U. Bush, M. U. 

21pp. 19532:213. 24X Fl c h t: 50-352, 83/07/ 13. B3071 50300. 


8307180260 Hemorandum b ordtr rs Del-Auare 830616 Itr to A8LAB. Proposed 
contention denied. Contention vague b seams to address 
siatters beyond ASLAB jurisdiction. 

BRENNERiL. Atomic Safety and Licensing Board Panel. 83/07/14. 
Del-Aware Unllalted, Inc. 3pp. 19556:001. 24X 

Flche; 50-352, 83/07/14, 8307180260. 


8307190127 Second round of Intsrroge tori is re pressurlied thermal 
shock. Related corratpondenc t. 

LEWIB,H. Lewis, H. 83/07/15. Office of the Executive Legal 
Director. 2pp. 19636:051. 24X Flcht: 50-352, 03/07/15, 8307190127. 


8307210230 Requests all available info responsivi to 830603 first set 
of Interrogatories b request for production of documents. 

Including names, addresses b prof qualifications of all 
expert consultants b witnesses. Related correspondence. 

HETTERHAHN, H. J. Conner b Uetterhahn. UETTERHAHN. H. J. Philadelphia 
Electric Co. 83/07/18. ANTHONY, R. L. prlinds of the Earth. 2pp. 
19669:059. 24X Flc h e: 50-352. 83/07/ 18, 8307210230. 


8307220364 Brief incorporating documents to avoid duplication. 
Certificate of Sve end. 

SlfOARHAN, R. J. Del-Auere Uni Imi ted, Inc. 8U0ARMAN, R. J. Sugarman, 
R. J. 83/07/18. Atomic Safety and Licensing Appsal Panel. 3pp. 
19673:258. 24X Fich c: 50-352, 83/07/ 18. 8307220364. 


0307220371 Order striking Del-Aware Uni Imltcd, Inc collection of 
documents purporting to constitute Del-Aware appellate brief 
supporting exceptions to ASLB B30308 b 0601 decisions. 

Correct brief due by 830819. 

SHOEHMtER, C. J. Atomic Safety end Licensing Appeal Panel. 83/07/20. 

Del-Aware Unlimited, Inc. 3pp. 19675:271. 24X 

Fiche: 50-352. 83/07/20, 8307220371. 


B30729008B Forwards reply to NRC b util responses to onsite emergency 
planning contentions b motion for extension of time to file 
contentions on Chapter 7 of environ rapt - OL stage. 

DORSEYcU.A. Dorsey, J. A. DORSEY, vl. A. Limerick Ecology Action. 
83/07/21. BRENNER, A., CDLE.R.F., HORRIS.P.A. Atomic Safety and 
Licensing Soard Panel, Ip. 19815:333. 24X Flche: 50-352. 83/07/21 , 

8307290068. 


—8307290093 Reply to NRC b util responses to onsite emergency planning 
contentions. ASLD should admit contentions w/exceptions 

stated. 

Dm6EV,J,A. Limerick Ecology Action. DORSEY.J.A. Dorsey, J. A. 
83/07/21. Atomic Safety and Licensing Board Pantl. 16pp. 
.19815:334. 24X Flcht; 50-352, 83/07/21. B3072900BB. 
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— -6307290099 Motion for iitenslon until 630901 to file Chapter 7 environ 
rept OL content Ions. Llnitrlc k Ecology Action consultant had 
not received suppl to supporting document as of 830719. 

Certificate of Svc end. 

OORSEVi J. A. Limerick Ecology Action. DORSEY>J.A. Oorssg> J. A. 
83/07/21. Atomic Safety and Licensing Board Panel. 4pp. 

19819:390. 24X PI che: 90-392. 83/07/21. 8307290088. 


6307290192 Advises of placement in LPDR of portions of ACR8 Joint 
Bubcemiil ttees on Indian Point Units 2 t. 3 & Reliability t. 
Probabilistic Assessment 630706 meeting discussing Limerick 
PRA. 

HaDODON.A.P. Hearing Branch 2. 63/07/22. BRENNER. L.. K0RRI8.P.A.. 

COLE. R. F. Atomic Safety and Licensing Board Panel. Ip. 19706:104. 
a4X FI Che; 90-392. 83/07/22. 8307290192. 


6307260399 Foruards A Love notice of appearance {< DS Bronsteln notice 
of withdrawal of appearance. Cert 1 ficate of Svc end. 

BRONSTEIN. D. S. Bronsteln. D. S. DRONSTEIN. D. S. Oraterford 
Prisoners. 63/07/22. BRENNER. L. Atomic Safety and Licensing Board 
Panel- 9pp. 19733:119. 24X Flche; 90-392. B3/07/22, 3307260393. 


3307280147 Henorialiies matters dlccussed on 830722. Documents re 
carburetor icing to be sent to util. Resolution of discovery 
differences impossible. 

UETTERHAHN. N. J. Conner b Uetterhehn. WETTERHAHN. M. J. Philadelphia 
Electric Co. 83/07/29. ROMANO. F. Romano. F. 2pp. 19792:049. 24X 

Flcht: 90-392, 63/07/29, B307280147. 


6307260246 Objections to certain RL Anthony b Friends of the Earth 
in Delaware Valley 630714 Interrogatories b requests for 
documents. Interrogatories eiceed scope of admitted 
contentions. 

UETTERHAHN, M. J. Philadelphia Electric Co. UETTERHAHN. M. J. Conner b 
Uatterhehn. 63/07/29. Anthony, R. L. 9pp. 19799:268. 24X 

Flche; 90-392, 63/07/29. 6307260246. 


— 6307280294 Answer opposing admission of Limerick Ecology Action B307II 
revised Contention 1-42 re qualification of electric 
equipment eiposed to harsh environs. Contention lacks 
specificity b basis or Is premature. Car 1 1 flea te of Svc end. 
UETTERHAHN. H. J. Philadelphia Electric Co. UETTERHAHN. M. J. Conner 
b Uattirhahn. 63/07/29. Atomic Safety and Licensing Board 
Panel. Upp. 19799:293. 24X Flche: 90-332, 83/07/29, 8307280246. 


6307280144 Second Special Prehearing Conference Order LBP-83-39 re 
630909-11 prehearing conference In Ph 1 ladelph la. PA on 
proposed contentions b further schedul tng, Content ions 1-8. 

1-19 b I-33M admitted. Courtesy notification end. 

BRENNER. L., COLE. R. F. . MORRIS. P. A. Atomic Safety and Licensing Board 
Panel. B3/07/26. 44pp. 19792:001. 24X Flche: 90-392. 83/07/26, 

6307280144. 


6307280169 Informs of agreement In furtherance of memorandum b order 
confirming schedules established during 830916 prehearing 
conference. Draft amergincy plans will be delivered to 
counsel for Limerick Ecology Action. 

UETTERHAHN. M. J. Conner b Uetterhehn. UETTERHAHN. H. J. Fhlledelphla 
Electric Co. 83/07/26. BRENNER. L. . MORRIS, P. A,. COLE, R. F. Atonic 
Befety and Licensing Board Panel. 2pp. 19791:361. 24X 

Ficha: 90-392. 63/07/26. 6307280169. 


H. Otneral corrispondencc 


6307090179 Requests replacement of UU Ooode u/MU Bush on mailing list. 
BUSH.M.U. Philadelphia. PA. 83/06/29. SCHUENCER. A. Ltcinsing 
Branch 2. Ip. 19199:166. 24X Flche: 90-352. 83/06/29. 8307090179. 


K. Utility Final Safety Anelgsis Report IFSAR) b amends 


8307010189 Forwards Amend 92 to OL app 1 lea t Ion, cons Is ting of Rev 21 
pege changes to F8AR per NRC 830308 b 0603 Itrs b Rev 4 
page chenges to design essessment rept. 

BRADLEV.E.J. Ph 1 ledelphle Elec trie Co. 83/06/30. DENTON.H.R. 
Office of Nuelaar Reactor Regulation, Director. 3pp. 19106:396. 
84X Flche: 90-392, 83/06/30, 8307010189. 


—8307010190 OL application consisting of Rev 21 page changes to FBAR Ic 
Rev 4 pege changes to design assessment rept. 

BOVER.V.e. Phlledelphla Electric Co. 63/06/27. 6pp. 19166:399. 
84X Fichc; 90-392. 63/06/30. 8307010189. 


—8307010192 Rev 4 page changes to design assessment rept. 

» Philadelphia Electric Co. 63/06/30. 49pp. 19187:003. 24X 

Flehai 90-392, 83/06/30. 8307010189. 


— 6307010193 Rev 21 to F8AR. 

e Philadelphia Electric Co. 63/06/30. 989pp. 19167:064. 24X 

Flche; 90-392, 83/06/30. 6307010189. 


8307260063 Forwards Affidavit of Svc re distribution of Rev 21 to FSAR. 
per 010706 Itr. 

BRAOLEY.E.J. Philadelphia Electric Co. 83/07/20. DENTON.H.R. 

Office of Nuclear Reactor Regulation. Director. 3pp. 19791:201. 

24X Flche: 90-392. 63/07/20. 0307280063. 


Q. Inspection reports. IE Bulletins b correspondence 


8307010192 Foruards IE Insp Repts 90-332/83-06 b 50-393/83-03 on 
830916-20. No noncompliance noted. 

MARTIN. T-T. Division of Engineering b Technical Programs. 03/06/14. 

KEMPER,J.8. Philadelphia Electric Co. 3pp. 19179 326. 24X 

Flche: 90-392, 63/06/14. 83070101 32. 


— 6307010161 IE Inap Repts 30-332/83-06 b 50-353/83-03 on 830316-20. No 
noneompllance noted. Major areas inspec ted; ins tal la t Ion of 
clectrical/lnstrument components b sys In areas of receipt 
insp, mail qualification b Insp. 

PAOLINO.R. J. , ANDERSON, C. J. Region 1, Office of Director. 
03/06/07. Spp. 19179:328. 24X F1 c he : 90-332. 83/06/ 14. 83070101 32. 


6307210070 Forwards IE Insp Repts 30-332/83-09 b 50-353/83-05 on 
830929-0604 b notice of violation. 

STAROSTECKI, R. Division of Project b Resident Programs. 83/07/05. 
KEMPER. J.8. Philadelphia Electric Co. 2pp. 19668:250. 24X 

Flchs: 90-392. 63/07/09, 8307210070, 


-6307210073 Notice of violation from Insp on 830529-0624. 

a Division of Project b Resident Programs. 83/07/05. Ip. 
19666:292. 24X Flche : 90-392. 83/07/03, 83072 10070. 


— 8307210076 IE Insp Repts 50-392/83-06 b 50-393/63-05 on B30S29-0624. 
Noneompllance no ted: fai lure to label horilsntal shock 
arrestors 0gD-102-H34 b HDD-11S-H40 u/ "keep off" signs. 

ORANTaJ.H. Division of Project b Resident Programs. 

CHAUOHARY, 8. K. , CONNER, E.L. Region I. Office of Director. 
83/06/29. 9pp. 19668:253. 24X F 1 c h e: 50-392, B3/07/05, 0307210070. 


8307120903 Ack receipt of 830624 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-352/83-09 b 
90-393/83-02. 

STAROSTECKI. R. Division of Project b Resident Programs. 83/07/06. 
KEMPER, J.S. Philadelphia Electric Co. 2pp. 19433:247. 24X 

Ficha: 90-392.83/07/06. 8307120503. 


— 8307120906 Responds to NRC 830926 Ur re violations noted in IE Insp 
Repts 90-392/83-05 b 50-353/83-02. Corrective ac 1 1 one : pro jec t 
OC Instruction E-2. 0 revised b Drawing FJ-44-1B revised to 
include steel barrier per Section 10.0 of M-630. 

KEMPER.J.e. Philadelphia Electric Co. 83/06/24. MURLEY, T. E. 
Region 1, Office of Director. 4pp. 19433:249. 24X 

Flche: 90-352, 83/07/06, 8307120903. 


B306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem." 8vc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. t54pp. 19963:293. 24X Flche: 50-000, 03/07/1 1, 8306270401. 


8306270404 !E Info Notice 63-47. "Failure of Hydraulic Snubbers as 
Rasult of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19963:193. 24X FI che; 90-000. 83/07/12. 8306270404. 


8307180094 Forwards revised response to Core Performance Branch draft 
6ER Item IO> "Pds t-Irrad la t Ion Surveillance." Fuel will be 
vleually inspected at each refueling outage. Info will be 
Incorporated into FSAR rev scheduled for Aug 19B3. 

BRADLEY.E.J. Ph 1 1 ade 1 p h la El ec tr i c Co. 83/07/13. SCHUENCER. A. 
Licensing Branch 2. 3pp. 19960:269. 24X Flche; 50-392. B3/07/13. 

8307180094. 


8306270406 IE Info Notice 83-48. "Caseous Effluent Releases of 
Radioactive 1-129 b 1-131 in Excess of NRC Limits. " Svc list 
end. 

TAYLOR, J.M. Division of QA, Safeguard!, b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19719:270. 24X Flche: 30-000. 83/07/14. B306270406. 


8307280493 Forwards SALP rept for Jan-Dee 1982, conducted on 830418 
b discussed on B30302. Overal 1 performance in const area 
acceptable. 

HURLEY, T.E. Region 1, Office of Director. 83/07/18. KEMPER. J.S. 
Philadelphia Electric Co. 3pp. 19797:260. 24X 

Flche: 90-392, 83/07/18, 8307280453. 


— 8307260499 SALP rept for Jan-Dec 1982. 

• Region 1. Office of Director. 83/04/18. 30pp. 19797:263. 24X 

Flche: 90-332. 83/07/16. 8307280493. 
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--B3072B0461 Foruiariis SALP Board rept conducted on 8304»S. Meeting 
scheduled for 030502 to dlicu** performance asscfsnrnt S> 
any plans for improvieient. Hr i tten comments requested within 
20 daqs of melting. H/o end. 

aTAflOSTECKI.B, Division of Project fc Resident Programs. B3/04/ZB. 

KEMPER. J.S. Philadelphia Electric Co. Ip. 19797:293. 24* 

Fiche: 50-352. 03/07/10. 83072G04S3. 

—0307200463 Comments on 030502 SALP meeting. OA engineer will he added to 
audit electrical work 6 reaudit program u/emphaslt on 
deficient areas. 

KEMPER. J.S. Philadelphia Electric Co. 83/05/19. AU-AN.J.M. 

Region 1. Office of Director. 4pp. 19797:294. 24X 

Fiche: 50-352. 03/07/18.8307200433. 


0307200208 Responds to violations noted in IE Insp Repts 50-352/83-08 fa 
50-353/03-05 on 030329-0604. Corrective actions: pipe shock 
arrestors 08B-102-H34 fa H8B'110-44O have been labeled at 
required. 

KEMPER. J.B Philadelphia Electric Co. 03/07/25. MUHLEV.T.E. 

Region 1. Office of Director. 3pp. 19790:054. 24X 

FI Che: 50-352.03/07/25. 8307200280. 


8. Reportable occurrences. LERs fa related correspondence 


8307120216 Significant Deficiency Rept 74 re 4 kV switchgear supplied 
by Broun-Boverl. Inc. Initially reported on 830225. Circuit 
breakers fa ground trucks will have spring added to close 
hatch. Pinal rept ulll be provided by 830026. 

KEMPER.J.B. Phlledelphla Electric Co. 03/06/24. MURi-EY. T. E. 
Region 1. Office of Director. 4pp. 19423:259. 24X 

Fiche: 50-352. 03/06/24.8307120216. 


8307110371 Final Deficiency Rept 03-03 re medium voltage circuit 
breakers of same type Installed at Llnirlck which 
Inadvertently closed efttr completion of spring charging due 
to slipped close letch, discussed in Brown Boveri 030524 Itr. 
SCHROEDER. C. H. Commonwealth Edison Co. 03/07/07. KEPPLER.J.e. 
Region 3. Office of Director. 5pp. 19380:266. 24X 

Fiche; 50-000.83/07/07, B307U0371. 


—0307110377 Followup interim rept re potential deficiency in SHK 
switchgear supplied by Brown Boveri. Circuit breaker 
Inadvertently closed fa tripped following spring charging. 

Light spring added to close latch. 

OUVALLrD.D. Broun Boveri Corp. (subs. Brown Boveri fa Co.. Ltd.). 
03/04/28. STELLO.V. Director's Office. Office of Inspection and 
Enforcement. 2pp. 19300:271. 24X Fiche; 50-000, 83/07/07. 

8307110371. 


0307130015 Final Significant Daficiancy Rept 04 re defect in aiotor 
operated velvc tandem torque switches. One torque switch in 
each tandem assembly removed, reconfiguring switches to 
LImItorque std configuration. 

KEMFER.J.S. Philadelphia Electric Co. 03/07/00. HURLEY.T.E. 
Region 1. Office of Director. 3pp. 19474:209. 24X 

Fiche: 50-352. 03/07/00, 0307130015. 


DOCKET 50-353 LIMERICK OENERATINO STATION. WIT 2 


A. Application/construetlen stage documents fa correspondence 


0208060366 Board Notification 02-70; not i flat of differing prof opinion 
re seniitlzatlon of BUR stainless steel weldments. 

EISENHUT.D. 0. Division of Licensing. 02/07/20. PALLAOINO, M. J. 
Commissioners. 4pp. 17043:001. 24X Fiche: 50-000. 02/07/20. 

0208060366. 


— 0302040562 Forwards request for addl info re reactor intarnnls aiatls, 
ilOHNSTON. H. V. Assistant Director for hatls fa Oualtf. Engineering 
<Pre 0302011. 82/05/14. TEDE8C0.R.L. Assistant Director for 

Licensing. 2pp. 17043:089. 24X Fiche: SO-000. 82/07/20. 8308060366. 


8307070556 Summary of 830608 meeting w/util.NUS.J Benjamin fa Aieoc.BNL 
fa Structural Mechanics Assoc in Bethtsda.MD re severe 
accident risk assessment. Vleugraphs end. 

MARTIN. R.E. Licensing Branch 2. 83/06/27. Licensing Branch 2. 

166pp. 19344:125. 24X FI Che: 50-352, 83/06/27, 8307070556. 


83070B0543 Forwards Equipment Qualification Branch request for addl 
info re NUREO-0737. Item II.D. 1 re review of NEDE-249eB-P. 

For spoclfic saf e ty/rtl i tf valvot omployed at plant, 
applicability of gentrlc tost rosults mutt bo justified. 
SCHHENCER.A. Licensing Branch 2. 83/06/27. BAUERiE.O. 

Philadelphia Electric Co. 4pp. 19365:043, 24X 

Fif h.; 50-352, 83/06/27. 0307080543. 


8307010093 Forwards response to Core Performance fa Reactor 0yt Branch 
telcon requests for addl info re differences in 
pressurization transient results between Limerick & other 
BHR plants of similar design. 

BRADLEY. E.J. Philadelphia Electric Co. 83/06/28. SCHHENCER.A. 
Licensing Branch 2. Dpp- 19124:217. 24X Fiche: 50”352i 03/06/20. 

8307010093. 


8307070549 Summary of 030623 meeting w/uti 1. Bechtel, OE fa Koch Proceit 
Sye. tnc re offgas sys txploslon resistance. Meeting handouts 
end. 

HMlTtN.R.E. Llccnilng Branch 2. 03/06/20. Licensing Branch 2. 

13pp. 19344:112. 24X Fiche: 50-352. 03/06/20. 8307070549. 


8307130006 Provides statement of position re in-plant communication 
sye. Communication sys not saiimlcally supported. Response 
requested in 7 days of Itr receipt. 

SCHHENCER.A. Licensing Branch 2. 03/06/28. BAUER. E.O. 

Philadelphia Electric Co. 3pp. 19525:355. 24X 

Fiche: 50-352. 03/06/20. 0307130006. 


8307l3<a71 Forwards revised draft response fa F8AR page changes to NRC 
Question 460,5 re air Intake syi fa addl info re ESF filter 
eye Instrumentation, in retponsc to 030524 fa 0600 tslcons. 
BRADLEY.E.J. Philadelphia Electric Co, 83/06/20. SCHHENCER.A. 
Licensing Branch 2. 23pp. 1950B;236. 24X Fiche; 50-352, 03/06/20, 

8307130271. 


8307070037 Forwards draft rev to Page 11.5-39 of PBAR re gae analysis fa 
core damage par 030628 request. Page ulll be incorporated in 
F9AR rev scheduled for Aug 1903. 

BRADLEY.E.J, Philadelphia Electric Co. 83/06/29. SCHHENCER.A. 
Llcentlng Branch 2. 4pp. 19293:247. 24X Pleha: S0-3S2, 03/06/29, 

8307070037. 


0307070286 Forwards draft rev to Request for Addl Info 210.82 re 
balance of plant eupports designed to Subsection NF fa 
related FSAR page changes. 

BRADLEY.E.J. Philadelphia Electric Co. 83/06/29. SCHHENCER.A, 
Licensing Branch 2. Spp. 19269:330. 24X Fiche; 50-352, 83/06/29, 

8307070286. 


8307010105 Forwards Amend 52 to OL appl Icat Ion, consist ing of Rev 21 
page changes to FSAR per NRC 830308 fa 0603 Itri fa Rev 4 
page changes to design assessment rapt. 

BRADLEY.E.J. Philadelphia Electric Co. 83/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Spp. 19186:356, 
24X Fiche: 50-352, 03/06/30, 0307010185. 


—8307010190 OL application consisting of Rev 21 page changes to FSAR fa 
Rev 4 page changes to design assessment rept, 

B0YER.V.8. Philadelphia Electric Co. 83/06/27. 6pp. 19186:359. 
24X Fiche: 50-352, 83/06/30, 0307010185. 


— 8307010192 Rev 4 page changes to design assessment rept. 

e .Philadelphia Electric Co. 83/06/30. 49pp. 19107:003. 24X 

Fiche: SO-352, 83/06/30, 8307010105. 


8307070167 Foruerdt Chapteri S> 6 fa B, App A to Chapter 5 fa revised 
table of contents to "Severe Accident Risk Aesessment. " 

Chapter 7 ull) be provided in near future. 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/01. SCHHENCER.A. 
Olvleion of Licensing. 2pp. 19267:092. 24X Fiche: 50-352. 83/07/01. 

8307070167, 


—8307070170 Chapters 5.6 fa 8, App A to Chapter S fa revised table of 
contents to "Severe Accident Risk Asteisment. " 

e Philadelphia Electric Co. 03/07/01. 117pp. 19267:094. 24X 

Fiche; 50-352, 83/07/01,8307070167. 


8307150389 Notification of B3070B meeting u/utll fa consultenti in 
Newport Btech.CA to ditcute seismic aspects of plant 
■evera accident risk assessment. 

NMIT1N.R.E. Licensing Branch 2. 83/07/01. SCHHENCER.A, Licensing 

Branch 2. 4pp. 19540:322. 24X Fiche: 50-352, B3/07/01, 63071 S03S9. 


8306270397 Oineric Ltr 03-26 to all applicants for OLs fa holdors of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUTi 0. 0. Division of Licensing. 03/07/05, Consolidated 
Edison Co, of New York, Inc, I6pp. 19390:317. 24X 

Fiche: 50-000, 83/07/05, 8306270397. 


8307000296 Forwards draft FSAR pages containing addl Info re Isolation 
ef purge fa vent valvee on high radiation, per Containment 
Sys Branch request at 830615 meeting. Info ulll be 
Incorporated into FSAR rev scheduled for Aug 1983. 

BRAn.EY.E.J. Philadelphia Electric Co, 83/07/05. SCHHENCER.A. 
Licenilng Branch 2. Spp. 19351:183. 84X Fiche; 50-352, B3/07/05. 

B3070B0296. 



DOCKETED ITEMS 


83070S0300 Advises that responses to OA Branch S30607 Reiiuests for 
AddI Info S60. S6 fc 2LO. uiill be provided bg 630722. 

ORADLBY.E.J. Philadelphia Electric Co. 83/07/09. SChfUENCER. A. 
Licensing Branch 2. 2pp. 19391:179. 24X Flche: S0-353> 83/07/05. 

B3070B0300. 


03O7O8OSO9 Porwards draft rav to Mechanical Etiuiptnent Branch Request 
for Addl Info RAI 210.33 re operabilltg of feeduater 
isolation checV valves. Info ulll be Incorporated into naik 
FSAR rev. scheduled for Aug 1963. 

BRADLEY.E.J. Ph i lad e 1 p h ia El e c tr 1 c Co. 83/07/05. SCHWENCER.A. 
Licensing Branch 2. 6pp. 19346:336. 24X Fiche : 50-392. B3/O7/05. 

B307080509. 


6307190373 Notification of B30712 meeting u/utll in Dethesda.MD to 
discuss outstanding items in Pouer Sgs Branch revleu. 
including util appeal of NRC position on communications sys. 

MARTIN. R.E. Licensing Branch 2. 83/07/05. BCKUENCER.A. Licensing 

Branch 2. 4pp. 19940:337. 24X Flche; 90-352. B3/07/0S. 8307190373. 


8307060329 Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list end. 

EI8ENHUT. D. e. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:294. 24X 

Flche: 50-000. 83/07/06. 8307060329. 


8307110272 Requests info re decision to conduct 830413-19 caseload 
forecast panel meeting ti tour onlg at Unit 1. 

8U0ARHAN.R. J. Sugarman. R. J. 83/07/06. MAUOHEV. M. F. Licensing 
Branch 2. Ip. 19379:160. 24X Flche: 90-392. 83/07/06. 8307110273. 


8307110491 Forwards draft revs to responses to Quastions 410. iO li 
410,12 re analysis for rotating components 6 tornado missile 
spectrum. Responses will be Incorporeted in FSAR rev 
scheduled for Aug 1983. 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/06. BCKUEMCER.A. 
Licensing Branch 2. 19pp. 19380:191. 24X Flche; 90-392. 83/07/06. 

8307110491. 


8307120484 Informs that util hat elected to address chugging phenonenon 
bg capping douncomert on which wetuel 1/drgwel 1 vacuum 
breakers are mounted. Pool swell phenomenon addressed by 
listed mods to vacuum braaktrt. 

KEMPER. J.8. Philadelphia Electric Co. 83/07/06. SCHHENCER. A. 
Licensing Branch 2. 3pp. 19429:076. 24X Flche; 90-392. 83/07/06. 

8307120484. 


8307110499 Forwards response to Structural Engineering Branch Quastion 
220.22(b) ra damping valua for electrical raceway sgs, 

Response will be Incorporated into FSAR Rev 23 scheduled for 
Aug 1983. 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/07. 8CHUEMCER.A. 
Licensing Branch 2. 6pp. 19380:124. 24X Flche: 90-392. 83/07/07. 

8307110439. 


8307120330 Forwards response to Environ Qualification Branch b 
Containment Sys Branch requests for info re containment 
purge b vent valve opereblllty. Enel draft FBAR pages to be 
incorporated in Aug 1983 rev. Seismic rept by BSOBOi. 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/07. SCHUENCER.A. 
Licensing Branch 2. 19pp. 19431:199. 24X Flcha: 90-392. 83/07/07. 

8307120330. 


8307080169 Oaneric Ltr 83-28 to all licensees of operating reactors, 
applicants for QL b holders of CPs re required eetians based 
on generic Implications of Salem ATHB events. Svc list end. 
EISENHUT. 0. S. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York. Inc. OBpp. 19669:269. 24X 

Flche; 90-000. 83/07/08. 8307080169. 


8307190079 Forwards NEDa-1067B. "Seismic Qualification of Class I 
Elietrlcal Equipment." in response to R Martin 630609 
request. 

BRADLEY.E.J. Phi ladelphla El t c trie Co. 83/07/13. 8CHWENCER.A. 
Division of Licensing. 2pp. 19939:287. 24X Ficha: 90-393. 83/07/12. 

8307190079. 


8307190300 Responds to 830630 ltr re failure to receive documents. Nana 
added to NRC distribution list. NRC 830620 ltr to util, 
summariiing NRC Caseload Forecast Panel 830413-19 site visit 
b 830721 meeting summary. and. 

HODODON. A. P, Hearing Branch 2. 83/07/13. BUSH. M. H. Bush. M. M. 

21pp. 19932:213. 24X Flche: 90-392. 83/07/13. 8307190300. 


8307190118 Forwards draft rav to Request for Addl Info RAI 210.82 t> 
relatsd FSAR pages containing info requested by Mechanical 
Engineering Branch per 830701 telcon re balance of plant 
supports. Changes supersede Info sent by 830629 ltr. 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/13. 8CHHENCER.A. 
Licensing Branch 2. 9pp. 19639:001. 24X Flche: 90-392. 83/07/13. 

83071901 18. 


8307190121 Forwards draft rev to FSAR Section 8. 1.6. 1.12. C b responses 
to Questions 430.97 b 430.62 re medium b lower voltage sys. 

Changes will be incorporated into FSAR rev scheduled for 
Aug 19S3 

aRAOLEV.E.J. Philadelphia Electric Co. 83/07/15. 8CMUENCER.A. 
Licenaing Branch 2. 14pp. 19634:322. 24X Flche: 90-392i 83/07/19. 

8307190121. 


8307190197 Forwards draft rev to response to FSAR Questions 220 2 re 
pressure transient caused by design basis tornado per 830624 
telcon Info will be Incorporated Into FSAR rev scheduled for 
Aug 1983. 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/19. SCHUENCER.A. 
etcenstng Branch 2. Spp. 19630:130. 24X Flche : 90-392. 83/07/19. 

S307190197. 


8307260406 Forwards marked-up FSAR pages. per Instrumentation b Control 
Sys Branch request during 830711 meeting. Info will be 
incorporated into FSAR rev scheduled for Aug 1983. Requested 
Info tnappropriato for incorporation into FSAR provided. 

KB4PER.J.S. Philadelphia Electric Co. 83/07/18, BCHHENCER.A. 
Licenaing Branch 2. 31pp. 19733:210. 24X Flche; 90-392. 83/07/lD. 

8307260406 


8307250316 Advises that FSAR Figure 9.4-9 ulll be revised to show that 
hiirageti bottles now placed outside reactor bldg b number of 
bottles reduced. Next rev scheduled for August 1983. 

KEMPER. J.S. Philadelphia Electric Co. 83/07/20. SCHUENCER.A. 
Licenaing Branch 2. 2pp. 19701:341. 24X Fiche: 90-332. S3/07/20. 

8307290316. 


B307S60I47 Forwards draft changes to FSAR Sections 1. 13 b 6. 2. 4. 3. 1. 2. 
l.I re influent lines b feedwater lines. per Containment 
Bya Branch 830717 telcon. Changes ulll be incorporated into 

rawt. 

ORAOLEY.E.J. Philadelphia Electric Co. 83/07/20. SCHUENCER.A 
Licenaing Branch 2. 7pp. 19727:279. 24X Flche: 50-392. 83/07/20. 

8307260147. 


8307260390 Forwards revised response to 830411 Question 210.92 re RHR 
aya quality classification. Info ulll be Incorporated in Aug 
rev to FSAR. 

BRADLEY.E.J. Ph i I ade I ph 1 a £1 ec tr 1 c Co 83/07/20. SCHUENCER.A. 
Licanalng Branch a. Spp, 19731:136. a4X Flche: 90-392. 83/07/20. 
8307260330. 


^07260372 Forwards draft FSAR page change reflecting revised response 
to Queation 430.62 re design basis seismic event, per 830719 
telcon. Info will be Incorporated into FSAR rev scheduled for 
Aug 1983 

aRADLEY.E.J. Philadelphia Electric Co. 83/07/21. SCHUENCER.A. 
Licensing Branch 2. 4pp. 19733:097. 24X Fiche: 90-392. 83/07/21. 

8307260372. 


8307260472 Submits info re components of program plan for Aug 1963 
control room design rcvl ew. Program will ref BUR Owners Group 
generic program plan b Include qualifications b structure 
of ravlew team. 

KEMPER.J.S. Philadelphia Electric Co. 83/07/21. SCHUENCER.A. 
Licenaing Drench 2. 3pp. 19734:169. 24X Flche: 90-392, 83/07/21. 

8307260472. 


8307280297 Forwards draft FSAR change to Section 6. 2. 4. 3. 1. 3. 2. 3. per 
830718 telcon u/Containment Sys Branch. Rev will be 
Incorporated In FSAR amend scheduled for Aug 1983. 
aRADLEY.E.J. Philadelphia Electric Co. 83/07/22. SCHUENCER.A. 
Licenaing Branch 2. 8pp. 19799:280. 24X Flche: 90-392. 83/07/23. 

8307280297. 


8307280242 Forwards draft FSAR page changes addressing operator actions 
when entry level TRIP procedures met. Changes will be 
Incorporated into FSAR rev scheduled for Aug 1983. 
aRADLEY.E.J. Philadelphia Electric Co. 03/07/29. SCHUENCER.A. 
Licenaing Branch 2. 4pp. 19790:161. 24X Flche; 90-392. 83/07/29. 

B3O72S0242. 


8307280294 Forwards response to Effluent Treatment Sys Branch 630718 
request for addl Info re delta P recording across first 
HERA filter of E6F cleanup lys. 

ORAOLEY.E.J. Phi ladelphi a Elec tr Ic Co. 83/07/29. SCHUENCER.A. 
Licenaing Branch 2. Spp. 19789:332. 24X Flche: 90-352, 83/07/29, 

8307280294. 


8307280330 Forwards revised draft FSAR page change to TMI Item I.C.Si 
"Pilot Monitoring of Selected Emergency Procedures for 
Near— Tarm OL Applicants." 

BRADLEY.E.J. Phi ladelphla El ec trie Co. 83/07/25, SCHUENCER.A. 
Licenaing Branch 2. 4pp. 19790:037. 24X Flche : S0-3S2. 83/07/29. 

8307280330 , 



m 


DOCKETED ITEMS 


in07j&«ja Forworn drift FS« pift chinp. ri .valUSilttv of *•»» 
proc.d.rt, for fu.l I o»d I n j. I n 1 1 1 i 1 Ptirtop t.ttinj 6 
,L,pp3'»irg activUl.d Info will t» J nc orporatfd in Aug 19B3 

B»ACL6V,E J PuiUddlphl* eUttrtl Co 

l.lt.n«Jng Branch 2 4pp. 19789 049. 24* F 1 ch SO'352. 63/07/25. 

6307280333 


E. NHC Safety Evaluation Report (SERI, euppl* »c eorrotpondence 


0307110641 Notifitatlon of 030711 meeting ui/util in Betheida.MD to 
diicusf Inttrumentatlon t< Control 8ya Branch 8ER open 
leaves. Keetlng agenda end. 

ABELSONiH. Lleenelng Branch 2. 83/06/27. 8CHUENCER. A. Llcenelng 

Branch 2. Bpp. 19434:058. 84X Fleht; 50-382. 83/06/27. B3071 10641. 


8307230420 Forward* addl info re Interlock *etpolnt value effect on 
ESC9 anal**i».cn T»«pon»t to NFC 830715 reque* t. P 1 anl-on i ^ve 
calculation* vlll be *ut«itt»d In Feb 1904 

QBADUEY.E J phlljdtlphla Electric Co. 83/07/25. BCHHENCER.A. 
Licifl*ir.g Branch 2 3pp. 19795.309. 24* Fi c h e : 50-352. 03/07/25. 

8307280420 


0^37290080 Forward* rtvited r»*pon»* to FSAH Question 430.47 re dc 
control rtlay 1. ttralnal bei.per 830721 telcon. Info will he 
incorporated into FSAR rev schidulad for Aug 1983. 

B4AIXEY. E J Philadelphia Electric Co. 83/07/26. SCHHENCER.A. 
tlcen.ing Branch 2 Spp 19822 177. 24* FI Che' 50-352. 83/07/26. 

8307290080 


C Utility Environaental Report (EH>. anends 6 corretpondence 


0307060245 Forwards draft revited FSAR Bectlone 6.2.4 It 7.3 It Tabla 
A.2-17,reflccting position on draft 9ER Item IS re 
autonatlc itulatlon of containment isolation valves. Info 
will he Included In FSAR rev scheduled for Jul 1983. 

BRAn.EY.E.J. Philadelphia Electric Co. 83/07/01. SCHHENCER.A. 
Licensing Branch 2. lipp. 19239:275. 24X Flche; 50-382, 83/07/01. 

8307060245. 


8307200449 Notification of 830707 mietlng w/util in Bsthosda.MD to 
discuss outstanding 6ER Items in containment sys area, 
including potential for overprcssuriiation of standby gas 
treatment sys duet wort. 

HARTIN.R.E. Licensing Branch 2. 83/07/01. SCHHENCER.A, Licensing 

Branch 2. 4pp. 19672:248. 24X Fiche: 50-382, 83/07/01, 8307200449. 


8307190092 Forwards revised pages to Chapter 7 of "Severe Accident Risk 
Atseiteent’ 6 "lepact of Plant Design Changes on Limerick 
Cenerating Station Severe Accident Rlsl Aisissnent (SARA).* 
per S30701 Itr re environ rept. Section 7.1. 

BBACLEV.E J Philadelphia Electric Co. 83/07/15. SCHHENCER.A. 
Division of Licensing 2pp. 19635:249. 24X FI eh* : 50-352. 83/07/15. 

8307190082. 


--8307190092 Revised payee to Chapter 7 of "Sevir* Accident Risk 
Asselsoent * 

* Phi ladelphla Electric Co 83/07/15. 136pp. 19635:251. 24X 

Fiehe 50-352.83/07/15.8307190082. 


^07150377 Notification of 830713 meotlng u/util in Bethesda.MD to 
dlscuse status of development of 8ER h actions reiiulred to 
address all open Issues. 

HARriH.R.E. Licensing Branch 2. 83/07/05. SCHHENCER.A. Licensing 

Branchs. 4pp. 19540:326. 24X Flche: 50-352. 83/07/05, 8307150377. 


8307200304 Forwards request for addl info re vibration monitoring 
program for all essential safety-ralated instrumentation 
lines per draft SER Section 3. 9. 2. Util 830404 Itr did not 
adequately address Inaccessible Instrumintatlon lines. 

SCHIENCER. A. Licensing Branch 2. 83/07/06. BAUER. £.0. 

Phtladalphia Electric Co. 4pp. 19669:333. 24X 

Flche: 50^52. 83/07/06, 8307200384. 


--8307190C96 "tapeet of Plant Design Changes on Limerick Ocneratlng 
Station Severe Accident Risk Asseiiment (SARA).* 

* NUS Corp 03/07/15 Spp. 19636:027. 24* 

Flche 50-352.83/07/15.8307190082 


0 NRC Draft/Finel Environaental Statements, suppis 6 correipondonce 


B307120K34 Forwards revlsad draft responses to draft SER Items 2.3.8 It 
9 re fuel rod michanical fracturing h fuel assembly 
structural damage. Responses will be incorporated into FSAR 
scheduled for releeie In Aug 1983. 

BRADLEy.E.J. Philadelphia Electric Co. 83/07/08. SCHHENCER.A. 
Licensing Branch 2. 7pp. 19433:322. 24X Fleht: 50-352. 83/07/08, 

8307120534. 


8307080500 Forwards FR notice of availability of DES INlfflEO-09741. 
SCHHENCER.A Licensing Branch 2 83/06/24. CHERRY, H. Cherry. 

« M /Cherry, Flynn 6 Hanter. 4pp. 19365:051. 24* 

Fiche: 50-352.83/06/24, 8307000500. 


—8307080510 Notice of availability of DES INUREO-0974). 

SCHHENCER.A Licensing Branch 2. 83/06/24. 3pp. 19365:055. 24* 

Fiche. 50-352. 83/06/24. 0307080500. 


-0307080522 Forwards notice of availability of DES (NURE0-0974>. Request 
for comments being sent to appropriate agencies. FES wilt be 
priperao after receipt of comments. 

SCHHENCER.A. Licensing Branch 2. 83/06/24. HILSON.K. 

Environmental Protection Agency. ip. I9363'05S 24X 

Fiche: 50-352,83/06/24, B3070B0S00. 


"8307080525 Advises that DES issued. Notice of availability encl.H/o 
DCS 

SCHHENCER.A Licensing Branch 2. 83/06/24. BAUER, E. 8 

Philadelphia Electric Co. 4pp. 19365:059 24X 

Flche 50-352.83/06/24. B307060500 


B3071S0067 Forwards addl info rt Item 6 of Radiological Assassmant 
Branch draft SER concerning assignment of Taylor at special 
assistant to appltsd health physicist at Peach Bottom Atomic 
Power Station during Fall i9B3 refueling outage. 

BRAOLEV.E.U. Philadelphia Electric Co. 83/07/12. SCHHENCER.A. 
Licensing Branch 2. 3pp. 19548:185. 24X Flche: 50-352. 83/07/12. 

8307190067. 


8307190069 Forwards marked-up revised draft FSAR page changes par draft 
SER, resolving discrepancies tc incorporeting OESTAR II «< ODYN 
analyses of pressurliation transients into FSAR. 

BRADLEY.E. %>. Phi ladelph le Elec trie Co, 83/07/12. SCHHENCER.A. 
Licensing Branch 2. 7pp. 19548:178. 24X Fichs: 50-392, 83/07/12. 

8307190069. 


B307l90l:S Forwards responses to Chemical Engineering Branch fire 
protection section, draft SER open review Items 17.20,22.24 li 
28.W/12 overslie drawings. Aperture cards are available in 
pm. 

BRADLEY.E.J. Philadelphia Electric Co, 03/07/12. BCHHENCER.A. 
Licensing Branch 8. 27pp, 19938:001. 24X Flche: 50-392. 83/07/12. 

8307190132. 


-8307W527 Forwards DEB (NURE0-0974> for review t. comments. Comments ai 
PxMieation. U/o end. 

SC^NCCT. A Licensing Branch 2 03/06/24. UOOD.J.H. Ceeieierce. 

Sat ol. «■ Atmospheric Administration. 9pp. 

19363 063 24* FI ch e : 90-352. 83/06/24, 8307080500. 

And 50 353 (Philadelphia Electric Company) 

‘oai* NUnEO-0974 . 83/06/30. 331pp. 19261039 

24* Flche: 90-352.83/06/30.8307050479. ivwoi.oaa. 

facility operation eipected 

!, f:::. 


Forwards ravised response to Coro Performance Branch draft 
BER Item lO, “Post-Irradlatlon Surveillance," Fuel will be 
visually inspected at each refueling outage. Info will bi 
Incorporated Into FSAR rev schedulid for Aug 1983. 

BRADLEY.E.J. Philadelphia Electric Co. 83/07/13, BCHHENCER.A. 
Licensing Branch 2. Spp. 19960:269. 24X Fleht: 90-392, 83/07/13. 

8307180054. 

B30729M72 Summary of B30623 meeting w/util ti Bechtel in Bethesda.MD re 
Auitliapy Syi Branch open SER lisues.Llst of open SER Issutt 
snci. 

ABELSON,H Licensing Branch 2. 83/07/19. Licensing Branch 2. 

Bpp. 19724:086. 24X Fi Che : 50-392, 83/07/ 1 9. 8307250072 

8^7290483 Summary of 830711 mocting ui/ut 1 1 . Boch tel 1, ANL in Bethesda. 

*■ Branch open SER Issues. 

ABEUBON.H. Licensing Branch 2. 83/07/20. Lleenilng Branch 2, 

9pp. 19859:092. 24X Fi ch e; 90-352, 83/07/20, 8307290483” 
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F. Svcuritg. msdlcal. tmtrgsncg & flrt protection plans 


B307l9007i> Foruards draft revised Page* 3-6. 9-1 & !l-t to tecuritg 
plan.Page* withheld (ref* 10CFR2. 790 & 10CFR73. 21 >. Change* 
will be Incorporated In security plan amend to be eubmitted 
In Aug 1903. 

DRADLEV.E.J. Philadelphia electric Co. Q3/07/12. SCHMENCER. A. 
Lieeneing Branch 2. 2pp. 19536:160. 2dX FI che: 90-332, 03/07/12. 
0307190076. 


9307190132 Forward* response* to Chemical Engineering Branch five 
protection sec 1 1 on. draft SER open review Items 17.20.22.24 & 
20 .U /12 oversize drawings. Aperture cards are available in 
PDR. 

BRADLEV.E.J. Philadelphia Electric Co. 93/07/12. SCHHENCBR. A. 
Lleenelng Branch 9. 27pp. 19930:001. 24X Fiehe: 50-392. B3/07/I2. 

9307190132. 


8307170127 Second round of Interrogatories re pressuriied thermal 
sheet. Related corretpendence 

LEUIS.M. Lewis. M. 83/07/19. Office of the Ezecutlve Legal 
Director. 2pp. 19636:091. 24 X Fiehe: 50-352, 83/07/19, 0307190127. 


8307210230 Requests all available info responsive to 030603 first set 
of Interrogatories !> request for production of documents, 

Including names. addresses b prof qualifications of all 
axpart consultants i. ul tnesses. Related correspondence 

HETTERHAKN. H. J. Conner b Hetterhahn. UETTERHAHN. M. J. Philadelphia 
Electric Co. 93/07/10. ANTHONY, R.U. Friends of the Earth. 2pp. 
19669:099. 24X FI c h B : 90-352, 03/07/ 18, 0307210230. 


8307220364 Brief incorporating documents to avoid duplication. 
Certificate of Sve end. 

SUOARKAN, R. 0. Del-Aware Unlimited, Inc, 5UGARMAN, R. J. Sugarman, 
R. J. 83/07/10, Atomic Safetg and Licensing Appeal Panel. 3pp. 
19679:299. 24X FI c he 90-392, 03/07/ 10, 8307220364. 


0. Adjudlcatorg correspondence 


0306030332 Order granting Commonwealth of PA 930926 motion for partial 
rollef from ABLD requlremente to coordinate filing of onelte 
emerganeg planning contantlons. Commonwealth required to 
negotiate languago of contentions. 

BRENNER, L. Atomic Safety end Licensing Board Panel. 03/06/01. 
Pennsylvania, Commonwealth of,. 6pp. 19719:030. 24X 

Fiehe: 90-392, 93/06/01. 0306030332. 


8307060409 Answer opposing Del-Aware countel 030616 Itr proposing new 
contention on uso of supplemental cooling water from Point 
Pleaeant d ivers Ion. ASLB doe* not have jurisdiction over 
isiue. Certificate of Bve end. 

CONNER, T.B. Philadelphia Electric Co. CONNER. T.D. Connor fc 
Hotterhahn. 83/06/30. Atomic Safety and Licensing Board Panel. 

6pp. 19234:200, 24X Ftche: 90-392, 03/06/30, 0307060409. 


8307070299 Answer opposing Limerick Ecology Action 030617 onsite 
emergoneg planning contention*. Contentions either lack 
requisite specificity b bases or fail to allege 
noneompllance w/regulatlon*. Certificate of 8vc end. 

WETTERHAHN, M. J. Phlledelphla Electric Co. HETTERHAHN, 11. J. Conner I. 
Hetterhahn. 03/07/09. Atomic Bafetg and Licensing Board Panel. 
19267:221, 24X Fiehe: 90-352, 03/07/09, 0307070299. 


8307130196 Respond* to 
severe accident rlik 
HODODON.A. P. Hearing 
Ecology Action. 2pp. 
B307I30196. 


telcon request re DNL review of util 830421 
asseiiment. BNL reviewers listed. 

Branch 2, 03/07/00. DORBEY, J. A. Limerlcli 

19469:391. 24X Fiehe: 90-392, 83/07/00. 


8307130232 Forward* Pap* 6-16 to Rev 2 to emergency p Ian. inadvertently 
not reproduced when amended. Emergency plan will be 
corrected w/next amend. Related correspondence. 

HETTERHAHN. H, J. Conner b Hetterhahn. wfeTTERHAHN, H. J. Philadelphia 
Electric Co, 03/07/00, BRENNER. L., MORRIS, P. A., COLE. R. F. Atoeilc 
Safety and Licensing Board Panel. 2pp. 19469:338. 24X 

Fiehe: 90-392, 03/07/09, 9307130232. 


8307190136 Forward* Limerick Ecology Action r e spec I f lea t ion of 
Contention 1-42 per 830916 memorandum. Appl Icatlon did not 
•how compliance w/esOlSl rule r* environ qualification of 
electrical equipment. . 

DQRBEY.J.A, Di»r»*y, J. A. DORSEY, J.A. LlmerlcR Ecology Action. 
83/07/11. BRENNER, L., MORRIS, P. A.. COLE.R.F, « 

Licensing Board Panel. Ip- 19997:097, 24X FI che: 90-392. 93/07/11. 

8307190136. 


— 0307100142 Reipeelficatlon of Contention 
of electrical equipment. Certificate of 
» Limerick Ecology Action. 03/07/11. 
Fiehe; 90-392, 03/07/11,8307100136. 


1-42 re environ qualification 
8vc end. 

6pp- 19997:098. 24X 


8307140479 Response to Limerick Ecology Action 830*17 “r*!™* emergency 
planning contentions. Contentions VI 1 1-3, 4. 9. 6, 9, 9, 10 b 13 
20 Incomplete In whole or part due to unaval lab 1 1 i ty of 

93 / 0 ^ 12 . Atomic Safety -nd 

Luin^ing Bo.rS pin2l Slip. 19920:181. 24X Flcbe: 90-392. 83/07/12. 

0307140479. 


0307190300 Respond* to 930630 Itr re failure to Teceive document!. Nam* 
added to NRC dietrlbutlon list.NRC 830620 Itr to util, 
eummarliing NRC Caseload Forecaet Panel 930413-19 sit* visit 
b 030721 meeting summary, end. „ 

HODODON, A.P. Hearing Branch 2. 03/07/13. 

2tpp. 19932:213. g4X Fiehe: 90-392, 03/07/13, 03071 90300. 


8307190260 Memorandum b order re Del-Aware 030616 Ur to ABLAB. Propoeed 
contention denied. Contention vague b seem* to address 
matter* beyond ABLAB jurisdiction, nn/OT/i* 

BRENNER. L. Atomic Safety and Lieeneing Board Panel- 93/07/14. 
Del-Aware Unlimited, Inc, 3pp. 19996:001, 24X 

Fiehe: 90-392. 83/07/14, 0307100260, 


8307220371 Order striking Del-Aware Uni Imi ted, Inc collection of 
documents purporting to constitute Del-Aware appellate brief 
supporting exceptions to ASLB 030308 b 0601 decisions. 

Correct brief due by 830819. 

EHOEHMIER. C. J. Atomic Safety and Licensing Appeal Panel. 03/07/20. 

Del-Aware Unlimited, Inc. 3pp 19679:271. 24X 

Fiehe: 90-392,83/07/20, 0307220371. 


8307290003 Forwards reply to NRC b util responses to onsite emergency 
planning contentions b motion for extension of time to file 
contentions on Chapter 7 of environ rept - QL stage. 

DaRBEY.J-A. Dorsey, J. A. DDRSEY.J.A. Limerick Ecology Action. 
83/07/21. BRENNER, A., COLE.R.F., MORRIS, PA. Atomic Safety and 
Licensing Board Panel. Ip. 19819:333. 24X Fiehe: 90-392, 03/07/21. 




—8307290093 Reply to NRC b util response* to onsite emergency planning 
contentions. ASLB should admit contentions w/eiception* 
stated. , . 

OORSEY.J.A. Limerick Ecology Action. DDRSEY.J.A. Dorsey, J. A. 
83/07/21. Atomic Safety and Licensing Board Panel. I6pp. 
19919:334. 24X Fiehe: 90-352, 83/07/21, 0307290000. 


—8307290099 Motion for extension until 030901 to file Chapter 7 environ 
rapt OL contentions. Limerick Ecology Action consultant had 
not received »uppl to supporting document as of 030719. 

Certificate of Sve end. . . 

mRBEY.J.A. Limerick Ecology Action. DDRSEY.J.A. Dorsey, J. A. 
03/07/21. Atomic Safety and Licensing Board Panel. 4pp. 
19819:390. 24X Fiehe; 90-352, 03/07/21, 8307290080. 


307290192 Advise* of placement In LPDR of portions of ACR8 Joint 
Subcommittees on Indian Point Unit* 2 b 3 b Reliability b 


HDDODON<A.P. Hearing Branch 2. 83/07/22. BRENNER.U. , 

COLE.R.F. Atomic Safety and Licensing Board Panel. Ip. 
24X Fiehe; 90-352. 93/07/22, 9307250192. 


MORRIS, P. A. , 
19706: 104, 


1307260399 Forwards A Love notice of appearance b DS Bronstein notice 
of withdrawal of appearance. Car tl ficate of Bve 

BHONSTEINtD. B. Bronstein, D. S. BRONBTEIN. D, 8. Oraterford _ , 

Prisoner*. 03/07/22. BRENNER, L. A*?"'*' Safety and Licensing Board 


307280147 Memorialize* matter* discussed on 030722. Documents re 
carburetor icing to be sent to util. Resolution of discovery 

HETTER«AHN*M.*j!’“‘cinnIr b Wetterhahn_ ‘'’a^x 

Electric Co. 93/07/29. ROMANO, F. Romano, F. 2pp. 19/92.093. at* 


007200246 Objection* to certain RL Anthony b Friends of the Earth 
in Delaware Valley 030714 Interrogatories b request* for 
document*. Interrogatories exceed scope of admitted 

Hetterhahn. 93/07/29. Anthony. R. L. Spp. 19799.200. 

... O* S/Vfl A 


-9307200254 Answer opposing admission of Limerick Ecology Action 030711 
rovlted Contention 1-42 re qualification of electric 
equipment exposed to harsh 

!iETTi^HAHN?MV"pMUdi!phirEUd;irCo. HETTERHAHN, M J. Conner 


107280144 second Special Prehearing inference Order LBP-93-39 re 

830309-11 prehearing conference in Phlladelphi ' 

eropasad contentions b further scheduling. Contentions I 8, 

8307280144 . 
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B1072SOI6-? jn^orai of In furthtronc. of n.aoranifi/ilr t ortfor 

c-nflr^n, .ch»dwlt. ..t.bll.ntd dur.nj 830316 pr.hf.rln 9 

cenf.r.nc* or.fl fa.rp.nc^ pl.ni uilll b. d.Uv.reii to 

WETTEfiHAHN.M J. Phtl.d.lphl. 

^.ctrleCo. 93/07/26. BRENNER. U. . HOfiHlS-P.A,. CDt-E.R.F. Atontc 
E.f.tu .nd t-ie.nilnp Be.rd Pan.l. 2pp 19791:361. 24X 

Pi j h » 3C'332. 93/07/26. 83072801 69. 


►t 


Oin.r.l eorr..poni.nt» 


n’V57D90179 R.au.it. r.pl.c.o.nt of WW Cood. u/MW Bu»h on a.iling Hot. 
0:^ r1 w PMl.d.lphl., PA. 83/06/29. SCHWENCEfi. A. »# 

B^ch 2 IP. 19199 186 S4X FUh.: 50-352.83/06/29,8307030179. 


H Lttllitv Fin.! S.fftv An.lgfli Rfport (FSAfll b amends 


8307010185 Forwards Amend 52 to Ot app Ilea t ion. tonslstinp of Rev 21 
page ehanjes to F8AR per NRC B3030B (. 0603 Itrs b Rtv A 
oaof changes to tfeslen asieftsment rapt. 

BRADLEV.E ■J- Philadelphia Electric Co. 83/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation. Direclop. 3pp. 19186:356. 
2At Flthe: 50-352.83/06/30,8307010183. 


•••annnia to CoTB Performance Branch draf* 

"r-P win t. 

SER Itaa **'* . . h refueling outage. Info will be 

vlsuallB .eheduled for Aug 1983. 

nSlSrerE J Philadelphia Electric Co. 83/07/13. 8CHMENCER. A. 

Branee 2 aSp. 19360:269. 24X Flcha: 50-352. 83/07/13. 








• 97A 


Firhmr SQ~OOQ, 83/07/l4f 8306270406. 


B3072B0433 Forwards 8ALP rept for Jan-Dee 1982. condoc ted 
It discussed on 830502. Overall parfortnanc# In const area 

Region 1. Office of Director^ 
phlladilshla Electric Co. 3pp. 19797:260. 2AX 
. ...'.lao M /nv/<a. cnnTsnoASG. 




on 830418 

KEMPER. J. a. 


— 8307280439 8ALP rept for 
a Region 1. Office of 
Ficho: 30^52. 83/07/ 1 B. 


Jan-Dec 1982. 
Director. 03/04/18. 
8307280453. 


30pp. 


19797; 263. 


24 X 


--B307010193 Rev 21 to FSAR. 

• Philadelphia Electric Co. 83/06/30. 309pp. 

Flche. 50-352.83/06/30.8307010185. 


19187:064. 24X 


9307290063 Forwards Affidavit of Sve re distribution of Rev 21 to FSAR» 
per 810706 Itr. 

BRADLEY. E. J, Phlladelphle Electric Co. 83/07/20. DENTON. H.R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 19791:201. 

24X Flche’ 50-332, 83/07/20, 8307280063 


Q Inspection reports, IE Bulletins b correspondence 


B307010152 Foruirdt IE Insp Repts 50-352/03-06 b 50-353/83-03 on 
830516-20. No noncoap 1 { anc e noted. 

MARTIN. T T. Division of Engineering b Technical Programs. 83/06/14. 

KEMPER.J.S. Philadelphia Electric Co. 2pp. 19175:326. 24X 

Fiche- 50-352. 83/06/14. 8307010152. 


—8307010161 IE Insp Repts 50-352/83-06 b 50-353/83-03 on B303t6-20.No 
nonconp llancc noted. Mejor areas inspec ted: ins tallat ion of 
elec trlcal/lnstruaent conpenents b sgs In areas of receipt 
Insp.natl qualification b insp. 

PAOUIHO, R. J. . ANDERSON. C. J. Region t, Office of Director. 

83/06/07. 5pp. 19175:328. 24X FI c h e ; 50-352. 83/06/ 1 4. 8307010152. 


—8307280461 Forwardi 8ALP Board rept conducted on B30418. Matting 
scheduled for 030502 to diicute performance assessment b 
ang plans for improvement. Written comments requssted within 
20 days of «tetlng.W/o end. 

STAROSTECKIiR. Division of Project b Resident Programs. 83/04/20. 

KEtlPffiiJ.a. Phlladtlphla Electric Co. Ip. 19797:293. 24X 

cirha. ao-3BP. 83/07/18.8307280453, 


—8307280463 Comments on 830902 SALP meeting, OA engineer will be addoil to 
audit electrical work b reaudlt program u/emphasli on 
deficient areas. 

KEHPBl.J.S. Philadelphia Elaetrie Co. 03/05/19. ALLAN. J. M. 

Region t> Office of Director. 4pp. 19797:294. 24X 

Ficho: 50-352. 83/07/10.8307280493, 


^07280208 Responds to violations noted In IE Insp Rspts 90-352/83-08 t> 
50-353/83-05 on 830929-0604. Corrective actions; pipe shock 
arrestors 0BB-102-H34 b HBB-118-440 have been labiled at 
required. 

KEHPER.J.8. Philadelphia Electric Co. 03/07/29. HURLEY. T,E. 

Region 1. Office of Director. 3pp. 19790:094. 24X 

Fiche: 90-392. 83/07/25. 8307280208. 


8. Reportable occurrences. LERi b releted correspondence 


8307210070 Forwards IE Imp Repts 90-392/83-00 b 50-353/03-05 on 
830929-0604 b notice of violation. 

5TAR0STECK1.R. Division of Project b Resident Programs. 83/07/05. 
KEMPER. J.S. Philadelphia Electric Co. 2pp. 19660:290. 24X 

Flche; 90-352. 83/07/09.0307210070. 


"8307210078 IE Insp Repts 90-392/83-08 b 50-393/83-09 on 830929-0624. 
Neneompl lence noted: failure to label horiiental shock 
arrestors eB8-102-H34 b HBB-1IB-H40 w/ ‘keep off" signs. 

ORANT. J. M. Division of Project b Resident Programs. 

CHAUDHARV. S. K. . CONNER. E.L. Region 1. Office of Director. 
83/06/29. 9pp. 19668:293. 24X Fiche : 90-392. 83/07/09. 0307210070. 


0307120503 Act receipt of 630624 ttr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/83-05 b 
90-353/03-02 

BTARDSTECKI.R. Division of Project b Resident Programs. 83/07/06. 
KEMPER. J.S Philadelphia Electric Co. 2pp 19433:247. 24X 

Plthe. 50-352. 83/07/06. 8307120503. 


-8307120500 Responds to NRC 830526 Itr re violatians noted in IE Intp 
Repte 50-352/83-05 b 50-353/83-02. Corrective actions; project 
OC Instruction E-2. 0 revised b Drawing FJ-44-10 revised to 
Include steel berrtcr per Section 10.0 of H-B30. 

KEfPER.J.S. Phtladclphti Electric Co. 83/06/24. HURLEY. T. E. 
Region l. Office of Director. 4pp. 19433:249. 24X 

Flche: 50-352.83/07/06. 0307120503. 


S3M27040t IE Info Notice 83-46. “Common Mode Valve Failures Degrade 
Surrg Recirculation Sprig Subsgetem. " Sve list end. 

JORDAN, E.L. Division of Emergencg Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of Hoi* 

York. Ine. 154pp. 19563:293. 24X Fiche: 50-000. 83/07/11.8306270401. 


B3^7M04 IE Info Notice 83-47, “Fellur# of Hydraulic Snubbers ae 
raXlu Ccntaolneted HydreulU Fluid." Sve list end. 

^DAfd.e.L, Division of Emergency Preparedness b Engineering 
Response (Pest 830103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. i41pp. 19563:153. 84X Flche: 90-000, 83/07/12. 9306270404. 


e3071202t6 Significant Difldency Rept 74 re 4 kV switchgear suppllud 
by Brown-Beverli ine. Inl till ly reported on 830225, Circuit 
breaktrs b ground trucks will have s'prlng added tci dose 
hatch. Final rept will be provided by 830086. 

KEW^iJ.S. Philadelphia Electric Co. 83/06/24. MURLEY. T. E. 

Region t. Office of Director. 4pp. 19423:299. 24X 

Flche: 50-392. 83/06/24. 0307 1 20216. 


8307110371 Final Deficiency Rept 83-03 ri medium voltage circuit 
breakers of sans type installed at Limerick which 
inadvertently doted after completion of spring charging due 
to slipped close latch, ditcutssd in Drown Boveri 830524 Itr, 
SCHRKOER. C. N. Commonwealth Edlion Co. 03/07/07. KEPPLER.J.O. 
Regions. Offics of Director. 9pp. 19300:266. 24X 

Fiche: 50-000. 83/07/07. 8307110371. 


--03O711O377 Faltsuup interim rept re potential deficiency in 5HK 
switchgear supplied by Broun Boveri. Circuit breaker 
inadvertantly closed b tripped following eprlng charging. 

Light Bpring added to dose latch. 

DUVALLtD.D. Drown Boveri Corp. (tube. Broun Doverl b Co,. Ltd. ). 
83/04/28. STELLO. V. Director's Office. Office of Inspection and 
Enforcement. 2pp. 19380:271. a4X Flche: 90-000. 83/07/07. 
8307110371. 


6307130015 Final Significant Dofidsney Rapt 84 re defect in motor 
operated valve tandem torque switches. One torque switch in 
each tandem assemb ly removed, reconfiguring sultchei to 
Lielttorque std configuration. 

KeiPER.J.8. Philadelphia Electric Co. 83/07/08. MURLEY. T. E, 
Region 1. Office of Director. 3pp. 19474:209. 24X 

Flche: 50-352,83/07/08, 8307130015. 
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DOCKET 30-354 HOPE CREEK NUCLEAR STATION. UNIT 1 


A. App 1 icat ion/con strut t ion stage documents & correspondence 


B307080664 Advises that OL application sufFiclently complete far 
docket ing. Cone erns eilst re ability to support licensing 
effort U mgt eapab i 1 i ty. Bases for confidence to start 
licensing activities should be documented FSAR amended. 

EI5ENHUT. D. 0. Division of Licensing. 83/06/33. HITTL.R.L. Public 
Service Electric h Oat Co. of Neui Jersey. SSpp. 19364:020. 24X 

riche: 30-334. 83/06/23. 8307080684. 


8307140143 Advises that util request for relief re RCPD component 
codes justified k acc ep tab le. Two areas requiring upgrade 
include compliance u/NA-3260. "Review of Stress Rept" Sc 
fracture toughness requirements for older plants. 

SCHWENCER.A. Licensing Branch 2. 83/07/01. HITTL.R.L. Public 

Service Electric Si Oas Co. of New Jersey. 2pp. 19329:343. 24X 

Fie he: 30-354. B3/07/01 . 83071 40 1 43. 


8306270397 Oenerlc Ltr B3-26 to all applicants for OLs t. holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUT. D. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Flche: 30-000. 83/07/03. B306270397. 


B307080169 Oenerlc Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic Implications of Salem ATMS events. 8vc list end. 
EISENHUT. D. 0. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York. Inc. SBpp. 19669:269. 24X 

Flehe: 30-000. 83/07/08. 8307080169. 


8307130287 Responds to 830623 ltr forwarding acceptance review of OL 
application, Bechtel serves as AE ti cons true tor, Hope Creek 
licensing activities will not detract from safe operation 
of Satan. 

HITTL.R.L. Public Strvlce Electric (< Oas Co. of New Jersey. 

83/07/08. 8CKHENCER.A. Licensing Branch 2. 10pp. 19474:096. S4X 

FiChe: 30-354. 83/07/08. 8307130287. 


e. Adjudicatory correspondence 


B307210248 Notifies of VR Harding employment at law firm. Harding will 
not participate In any cate currently pending before NRC. 
8ILBER0.J.E. Shaw. Pittman. Potts (. Trowbridge. 03/07/13. 
PALLADINO. N. J. Commissioners. ip. 19664:061. 24X 

Flehe: 30-000. 83/07/13. 8307210246. 


— 0307210231 Notifies of employment at law firm.VR Harding will not 
participate in any case pending before NHC.Svc list end. 
HARDINO.V.R. Shaw. Pittman. Potts k Trowbridge. 83/07/13. 
PALLADINO. N. J. Commissioners. 3pp. 19664:062. 24X 

Flehe: 30-000. B3/07/13. 03O721O24S. 


J. Insurance fa indemnity Information 


8307130240 Forwards Endorsements 39 fa 60 to NELIA Policy NF-230 fa 
Endorsements 46 fa 47 to MAELU Policy MF-90. 
eOLDEN.H.P. Harsh fa McLennan. Inc. B3/07/06. SALTZMAN. J. 
Assistant Director for State fa Licensee Relations. Bpp. 19474:352. 
24X Flcha: 30-000.83/07/06. 8307130240. 


K. Utility Final Safety Analysis Report (FSAR) fa amends 


8307130087 Forwards affidavit certifying updated distribution of 
general info. environ rept - OL stage fa FSAR. per 10CFR2. 101 fa 
Enel 1 to NRC 830623 acceptance review ltr. 

NlTTLiR.L. Public Service Electric fa Oas Co. of New Jersey. 
83/07/08. SCHHENCER.A. Licensing Branch 2. tOpp. 19465:324. 24X 

Flche: 50-334. B3/O7/0B. 8307130087. 


Q. Inspection reports. IE Bulletins fa correspendence 


8307140439 Forwards IE Imp Rept 30-3S4/B3-03 on 830418-0603 fa 
notices of violation fa deviation. 

STAROSTECKI.R. Region 1. Office of Director, 03/06/28. MARTIN. T. J. 

Public Service Electric fa Oas Co. of New Jersey. 4pp. 19320:320. 
24X Flcha: SD-3S4> 83/06/28. 0307140439. 


S3072S0032 Notification of 830727-28 environ site visit w/util in 
Salem. NJ to discuss environ concerns. 

HAONER.O. Licensing Branch 2. 83/07/12. SCHHENCER.A. Licensing 

Branch 2. 3pp. 19723:299. 24X Flche; 50-334. 83/07/12. 8307230032. 


— 8307140463 Notice of violation from insp on 8304IB-0603. 

o Raglon 1> Office of Director. 63/06/2S. Ip. 19320:322. 24X 

Flcha; 30-354. 83/06/28. 8307140439. 


8307270164 Notifies of 830727 fa SB site visit to conduct environ 
site review. Agenda and. 

SCHHENCER.A, Licensing Branch 2, 83/07/13. HITTL.R.L, Public 
Service Electric fa Oas Co. of New Jersey. 6pp. 19811:140. 24X 
Flche: 50-334. B3/07/i3. 8307270164. 


8307270231 Forwards newspaper notice of 830727 public site meeting 
re OL application to be published in area newspapers. 

SCHHENCER.A. Licensing Branch 2. 83/07/14. HITTL.R.L. Public 
Service Electric fa Oas Co. of New Jersey. 3pp. 19611:173. 24X 
Flche: 30-354. 83/07/14. B30727023I. 


C, Utility Environmental Report (ER). amends fa correspondence 


B307130087 Forwards affidavit certifying updated distribution of 
general info. environ rept - OL stage fa FSAR. per 10CFR2. fOl fa 
End I to NRC S30623 acceptance review ltr. 

HITTL.R.L. Public Service Electric fa Oas Co. of New Jersey. 

B3/07/0S. SCHHENCER.A. Licensing Branch 2. lOpp. 19463:924. S4X 
Flche: 50-354. 83/07/08, 83071300S7. 


D, NRC Draft/Final Environmental Statements, luppls fa correspondence 


—0307140463 Notice of deviation from insp on 83041B-0603. 

• Raglon 1. Office of Director. 83/06/28. Ip. 19520:323. 24X 

Ficho: 30-354, 03/06/28. 6307140439. 


—0307140469 IE Insp Rept 5O-3S4/Q3-0B on 830410-0605. Noneompl iance 
noted; failure of QC insp to Identify pipe support welding 
li installation discrepancies fa OE valves designed fa mfg per 
AKIE Code, contrary to PSAR commitment. 

BATEHAN. U. H. . MCCADE.E.C, Region I, Office of Director, 83/06/17. 
14pp. 19520:324. 24X Flche: 50-354, 63/06/26. 8307 140459. 


0307200334 Forwards IE Insp Rept 50-334/03-09 on 030531-0603. No 
noncoiRpIlance noted. 

MARTlNiT.T. Division of Engineering fa Technical Programs. 03/07/13. 
MARTIN.T. J. Public Service Electric fa Oat Co. of New Jersey. 2pp. 
19790:095. 24X Flche: 30-354. 03/07/13, 8307200334. 


— 830728(»42 IE Insp Rept 50-354/03-09 on 830531-0603. No noneompl lance 
noted. Major areas Inspected: work observation fa document 
review of procurement activities. receipt insp. qual i f icatlon 
& Instollation of electrical components/iys. 

PAaLINO.R. J. , ANDERSON. C. J. Region 1. Office of Director. 
03/06/29. 7pp. 19790:097, 84X Flche: 50-354, 03/07/13, 0307280334. 


0307200480 Extends Invitation to attend NRC 830727-28 environ site 
visit. Public meeting will be held on evening of 030727. 

SCHHENCER.A. Licensing Oranch 2. 83/07/12. 0A8T0N. J. New Jersey. 

State of. 4pp. 19826:303. 24X Fiche: 50-334, 83/07/12, 83072Q0480. 


F. Security, medical, emergency fa fire protection plans 


8307210172 Notifies that representative of Dlv of Ecological Sves 
unable to attend site Insp during wk of 830725. No federally 
listed or threatened species under DOI jurisdiction known 
to exist in project area. 

CHEZ1K,M.T. Interior, Dept, of. Fish fa Ulldllfe Service. 63/07/18. 
SCHUENCER.A. Licensing Branch 2. 2pp. 17666:058. 24X 

Ficho; 30-354. 83/07/18. 8307210172. 


8307200154 Forwards request for addl info re security plans submitted 
830304. Info should be provided within 45 days. 

0CHHENCER.A. Licensing Branch 2. 83/07/14. HITTL.R.L. Public 

Service Electric fa Oas Co. of New Jersey. Ip. 19651:247. 24X 

Flehe: 50-354. 83/07/14, 8307200154. 


8. Reportable occurrences. LERs & related correspondence 


8307190199 Interim deficiency rept re possible lack of heat treatment 
on stainless steel flanges mfg by Tube-Line Corp. In i t ial ly 
reported on 030601. Affected flanges removed from svc. 

Bechtel providing ane lysis. Neit rept by 030013. 

HARTIN.T.J. Public Service Electric fa Oat Co. of New Jersey. 
83/06/30. ALLAN.J.H. Region 1. Office of Director. 2pp. 
19330:240. 24X Fiche: 50-354, 63/06/30. 8307150199. 



DOCKETED ITEMS 


V. Operator Eiemina 1 1 one 


83072S04S& Submits rev to Initial <ald licensing esam & tnstruetor 
certlficetion Siam schedules submitted on 330313 in response 
to Oenerlc Ltr S3-01 due to further development of operator 
training !> testing program. 

niTTLiR. L. Public Service Electric ti Oas Co. of New Jersey. 
03/07/14. SCHWENCERi A. Licensing Drench 2. ip. 19701:243. 24X 

Fi Che: 30-334.03/07/14, 0307230434,. 


DOCKET 30-353 HOPE CHEEK NUCLEAR STATION, UNIT 2 


0. Adjudicatory correspondence 


B30714012S Forwards rei^uest for addl info for OL application re trip 
setpoint ti ESF channel. Application should be amended to 
conply u/encl requirements. Revi eu schedule based on 
asswaption that add! info uill be available by 331001. 

VOtMOBLaODi B. J. Licensing Drench 1. B3/0&/29. WILLIAMS, J. 

Cincinnati 0»s it Electric Co. 7pp. 19339:347. 24X 

Flehe: 30-338, 63/06/E?, 6307140123. 


8307090483 Reiqueats Dechtel study draft rapt I, recent util proposals 
developed for consideration In final racommenda t i on re 
Independent review of facility project tngt.per 630326 
netting agreement. 

NEYLAN>A.J. Torray Pines Technology. 03/07/01. DICKKONER. U. H. 
Cincinnati Das t< Electric Co. ip 19346:336. 24X 

Flehe: 90-338, 63/07/01 , 6307060463. 


3307210246 Notifies of VR Harding employment at laui f Irm. Hard Ing will 
not participate In any cate currently pending before NRC. 

SILBERO.J E. Shaui Pittman, Potts it Trowbridge. 63/07/13. 
PALLAOINOi N. J. Commissioners. ip. 19664:061. 24X 

Flehe: 30-000,03/07/13,8307210248. 


8306270397 Oenerlc Ltr 83-26 to all applicants for OLs & holders of 
CPs for power reactors re c lar i f icat ion of surveillance 
requirements for diesel fuel impurity. Sve list encl. 

El^NHUTiD.S. Division of Licensing. 83/07/03. Consolidated 
Edison Co. Df Neu York. Inc. 16pp. 19390:317. 24X 

Flehe: 90-000, 63/07/03, 6306270397. 


—8307210251 Notifies of employment at law firm. VR Harding will not 
participate In any case pending before NRC.Svc list encl. 
HAROINOi V. R. Shaw. Pittman, Potts & Troubridge. 03/07/13. 
PALLADINO, N. J. Commissioners. Spp. 19664:062. 24X 

Flehe: SO-000, 63/07/13. 6307210246. 


/, Insurance & Indemnity information 


8307060389 Seneric Ltr 83-27 to all licensees h applicants for 
aperatlng power reactors tc holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end. 

E19ENHUT, 0. 0. Division oP Licensing. 83/07/06, Consolidated 
Edison Co. Df Neu York. Inc. 16pp. 19669:234. 24X 

Flehe: 90-000, 83/07/06, B3O706O329. 


3307130240 Forwards Endorsements 59 L 60 to NELIA Pellcyi NF-230 b 
Endorsements 46 t< 47 to MAELU Policy nF-90. 

flOLDEN.M.P. Marsh & McLennan, Inc. 63/07/06. SALTZMAN,J. 

Assistant Director for State it Licensee Relations. Spp. 19474:392. 
24X Fiehe; 50-000. 83/07/06,8307130240. 


6307130300 Forwards SER 1, request for addl info re 
qualification of electric equipment important to 
eafety-relaicd mechanical equipment. 3ch idu 1 e for 
of addl info requested by 630819. 

VOUNOBLDaO, B. J. Licensing Branch 1. 63/07/06. 

Cincinnati Oat it Electric Co. 3pp. 19311:061. 
Flehe: 90-336, 63/07/06, 8307130300. 


environ 
safety it 
submission 

UlLLIAMS. J. 
24X 


3. Reportable occurrences, LERs (c related correspondence 


13071S0199 Interim deficiency rept re possible lack of heat treatment 
on stainless steel flanges mfg by Tube-Line Corp. Initially 
reported on 830601. Affected flanges removed from sve. 

Bechtel providing analy s 1 s. Nei t re.pt by 630813. 

MARTIM.T.J. Public Service Electric 6 Oas Co. of Neu Jersey. 
03/06/30. ALLAN, J. M. Region 1, Office of Director. 2pp. 

19330:240. 34X Flehe: 30-354, B3/06/30, 6307190199. 


lOCKET 30-356 UMIV. OF ILLINOIS LOPRA RESEARCH REACTOR 


K Operator Esemlnations 


1307080427 Generic Ltr B3— 12A to ell nonpouer reector llcenseei re 
Issuance of NRC Form 396, "Personal Qua 1 1 flee tions 
Statement - Licensee." 8vc list encl. 

EISENHUT, D. O. Division of Licensing. 63/07/11. Michigan, Unlv. 
of. 14pp. 19563:136. 24X FI c h e: 90-000, 83/07/1 1 , 8307080427. 


lOCKET 90-336 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


I. AppI i catlon/cons true t ion stage documents & correspondence 


1307130437 Forwards NUREG-096?, "Rept of NRC Evaluation Team on Quality 
of Const at Zimmer Nuclear Power Station" for proprietary 
revi ew. 

SNIEZEKiJ.H. Director's Office, Office of Inspection and 
Enforcement. 03/04/18. DOROMANN, E. A. Cincinnati Oas tc Electric Co. 
39app. 19910:047, 24X Fi che: 50-350, 03/04/18. 6307130437. 


"8307130304 SER on environ qua 1 i f lea t ion of electric equipment Important 
to safaty h eafrty-related mechanical equ Ipment. Open Items 
li request for addl info encl. 

a Office of Nuclear Reactor Regulation, Director. 63/07/06. 

32pf. 19911:084. 24X Fich e: 90-398, 83/07/06. 8307 130300. 


8307060169 Oenerlc Ltr 33-29 to all licensees of operating reactors, 
applicants for OL t< holders of CPs re required actions based 
on generic tnpllcatlons of Salem ATMS events. 8vc list end. 
EISEHHLTTi 0. 0. Division of Licensing. 63/07/06, Consolidated 
Edison Co. of Neu York, Inc. 30pp. 19669:269. 24X 

Flehe: 90-000, 63/07/05, 6307060169. 


8307180293 Forwards 830630 ltr to Torrey Pines Technology 6 A6ME ltr 
to HJ Kaiser, Inc re ASME site renewal audit findings. 

MILLIANB, J. Cincinnati Oas t, Electric Co. 63/07/1 1, KEPPLER.J.O. 
Region 3, Office of Director. 3'2pp. 19596:020. 24X 

Flehe: 90-3SS, 63/07/11, 8307180233. 


83072002^ Reaponds to 821021 request for review of Sargent t< Lundy 
seisaic design anelyses of main steam piping between 
eutboerd HBlVs & turbine stop va Ives, p I p ing supports (i 
portions of turbine bldg. Design acceptable. 

EISENHUT, D. 0. Division of Licensing. 63/07/12. WARNICK.R.F. 
Region 3. Office «f Director. 7pp. 19670:263. 24X 

Flehe: 90-336, 83/07/12. 8307200233. 


8307210047 Revises 830706 ltr re Bechtel study draft rept on mgt of 
util. Bechtel should reteln rept S< arrange meeting w/Torrey 
Pines Technology. 

COLE.O.P. Cincinnati Gas tc Electric Co. 63/07/13. JONES, 0. 

Bechtel Corp. Ip. 19660:303. 84X Fich e; 30-398, 03/07/13, 8307210047. 


306290356 Rev A, to "Program Plan for Independent Review of Zimmer 
Project Mjt. " W/one overslie figure. Aperture card is 
availabl e In PDR. 

• Torrey Pines Technology. 03/09/31. 49pp. 66690:091. 24X 

Flehe: 30-336, 03/03/31, 6306290396. 


306270395 Generic Ltr 83-24 to all BWR applicants for QL ti holders of 
OLs for Grand CulfiLaSalle tc Susquehanna re TMI Tesk Action 
Plan Item I. (9.1, "Special Lou Power Testing tc Training 
tc Recommendations for OMRs. " Sve list end. 

EISENHUT, D. 0. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19364:113. 24X Flehe: 30-000, 63/06/29, 

6306270399 


307130002 Foruerds request for action under 10CFR2. 206 from Miami 
Valley Power Project for transmittal to OPc of FH for 
pub 1 lea t i on. W/o encl. 

AXELRAD, J.A. Enf ore ecran t Staff. 63/06/29. Docketing <> Services 
Branch. Ip. 19465:396. 24X Flehe: 90-336, 63/06/29, 0307130002. 


8307210109 Forwards HJ Kaiser, Inc response to ASHE 030616 ltr re site 
renewal audit find ings, Procedure PPE-1 revised to require 
Inclusion of procurement std In purchase ordere.All other 

deviations addressed. 

WILLlMdSaJ. Cincinnati Oas it Electric Co. 83/07/13. KEPPLERiJ.O. 
Reifon 3, Office of Director. 7pp. 19668:212. 24X 

Flehe: 90-398, 83/07/13, 830721 0109. 


8307280486 Notification of 830727 meeting u/utll in MoicouiOH to 
dlsctiss applicant jus 1 1 flea t ion s for deviations from FSAR > 
criteria for electrical cable separation. 

K1NTNER,L.L. Licensing Branch 1. 63/07/21. VDVNODLDOD, B. J, 

Licensing Branch I. 4pp. 19626:048, 24X Flehe : 30-339, 83/07/21, 

8307280486. 


DOCKETED ITEMS 
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0. Adjudicatory correspondenct 


830&1&OS39 Advlix that Appalach ia-Se i snce in Public Intereit requast 
to flla amicui curiae brie# or brief should not be reflled. 
Htsponies to request uillt be filed ui/responsos to Miami 
Valley Power Project motion. 

FRYE.J.H. Atomic Safety and Licensing Board Panel. 83/06/14. 
DAVISiM. Affiliation Unknown. Ip. ISB9a;SBS 24X 
Fiche: S0-3SB, B3/06/14i B3061605B9. 


0307060495 Responds to 830617 telephone request re lOCFR 2.206 petition 
to suspend const filed by Miami Valley Power Project on 
820820. Forwards two documents re petition. W/o ends. 

LGHISiS.H. Region 3, Office of Director. 83/06/20. FROUO.J. 

Frougi J. 2pp. 19299:209, 24)( F 1 c h e : 50--358. 83/06/20. 0307060495. 


8307130236 Responds to 830603 request to treat Miami Valley Power 
Project B30S25 allegations as onauthoriied submission or to 
permit util reply. Util reply should be sent to IE. Region 
III. Intervanor ti OELD. 

LIEBERMAN. J, Regional Bperations & Enforcement Division. 83/06/27. 
CONNER. T.D. Conner (< Hetterhahn. CONNER. T. D. Cincinnati Oas k 
Electric Co. ip, 19474:351. 24X Fiche: 50-35B. 83/06/27, 8307130236. 


83070500S2 Motion for leave to file reply brief. by 830706. to NRC & util 
830630 answers to Miami Valley Power Project 830603 motion 
to reopen record to admit eight contentions on QA 6 util 
character k competence. Certificate of 8vc end. 

DEVINE. T. Miami Valley Power Project. DEVINE. T. Government 
Accountability Project. 83/06/29. Commissioners. 4pp. 

19193:192. 24X Fiche; 50-358. 83/06/29. 8307050052. 


8307060197 Requests Info from 830607 interview re Ofe of Inspector It 
Auditor 1981 investigation be immediately reported to 
Commission k ABLB. Transcript requested for personal records. 
MCCARTEN. J. B. Affiliation Unknown. 83/06/29. HDYT. H, F. Atonic 
Safety and Licensing Board Panel. Ip, 19249:227, 24X 

Fiche; 50-358. 83/06/29. 8307060197. 


8307060396 Answer opposing Miami Valley Power Project 830629 metten for 
leave to file reply brie# to util k NRC answers to Project 
830603 motion to reopen record. No purpose would be served by 
permitting redundant d leeusslon. Cert 1 flea te of 9vc end. 

HETTERHAHN. M. J. Cincinnati Oas k Electric Co. HETTERHAHN. M. J 
Conner I. Hetterhahn. 83/07/01. Atomic Safety and Licensing Board 
Panel. 8pp. 19236:089. 24X Fiche: 50-358. 03/07/Oi, 8307060396. 


8307060399 Responds to Itr requesting removal of util from control of 
OA program by modifying Director's Dedslon DD-B3-02 k 
Commission 821112 order to show cause k order Immediately 
suspending const, Ltr to bi treated as 10CFR2. 206 petition. 
DEYOUNO.R.C. Director's Office. Office of Inspection and 
Enforcement. 83/06/27. DEVINE, T. Government Accountability 
Project. DEVINE, T. Miami Valley Power Project. Ip 19236-098 
24X Fiche: 50-358, 83/07/01, 8307060396, 


— 8307060403 Notice of Miami Valley Power Project 10CFR2- 206 petition. 
DEYOUNO.R.C. Director's Office, Office of Inspection and 
Enforcement. 83/06/27. 2pp. 19236:099. 24X 

Fiche: 50-358, 83/07/01. 8307060396. 


8307110331 Memorandum 1. order granting Miami Valley Power Project 
830689 motion to flic reply brief to NRC k util answers 
opposing Project 830603 motion to reopen record. FI 1 Ings due 
on 830712. 

FRYE.J.H, Atomic Safety and Licensing Board Panel. 83/07/07. 
Miami Valley Power Project, 3pp. 19381:288. 24X 

Fiche; 50-358, 83/07/07, 83071 1033i . 


8307080501 Roeponse opposing Miami Valley Power Project B30629 motion 
to file reply brief to NRC «< util 830620 briefs apposing 
Project 830603 request far reconsideration. No good cause 
shown for not including info in motion. H/Ctrtlflcate of Svc. 

BARTH. C. A, Hearing Branch 1, 83/07/08. Atomic Safety and 

Licansing Board Panel. 4pp. 19346:344. 24X FI che: 50-358. 83/07/08. 

8307080501. 


8307150312 Forwards Miami Valley Power Project 830602 original motion 
to reopen record for admission of eight contentions on QA k 
corporate character t. competence, to complete Commission 
record, 

DEVINE, T. Government Accountability Project. DEVINE, T. Miami 
Valley Power Project, 83/07/12. Commissioners. ip. 19533:019. 
84X Fiche: 50-35B. 83/07/12, 8307150312. 


-8307150317 Motion to reopen record for admission of sight contentions 
on QA ti corporate character t. competence, or alternatively, 
for A8LB to concider whether stds for B207IS oerclse of sue 
eponte authority etlits. 

DEVINE, T. Miami Valley Power Project. DEVINE, T. Government 
Accountability Project. 83/06/02. Atomic Safety and Licensing 
Beard Panel. 224pp. 19533:020. 24X Fiche: 50-358. 83/07/12. 

8307150312. 


8307150322 Forwards motions re reopening record to admit contentions on 
QA Ic corporate character k competence. 

DEVINE. T. Government Accountability Project. DEVINE. T Miami 
Valley Power Project. 03/07/12. Commissioners. ip. 19531 128 
24X Fiche: 50-358, 83/07/12, 8307150322 


— 8307150324 Reply brief supporting Miami Valley Power Project B30603 
motion to reopen record for admission of eight contentions 
on QA k corporate character 6 competence & motion to compel 
discovery on contentions. 

BEVINE.T, Miami Valley Power Project. DEVINE, T. Government 
Accountability Project. 83/07/12. Atomic Safety and Licensing 
Board Panel. S2pp, 19531:129. 24X Fiche: 50-358, 83/07/12, 

S3O7150322. 


— 8307150327 Motion to reopen record for admission of eight contentions 
on QA li corporate character t, compe tenc e. ASLAB has 
jurisdiction even If ASLD lacks jurisdiction to reopen 
record. 

DEVINE. T. Miami Valley Power Project. DEVINE, T. Government 
Accountability Project. 83/07/12. Atomic Safety and Licensing 
Appeal Panel. 3pp. 19531:181. 24X FI che; 30-350, 83/07/12. 

8307150322. 


"8307130331 Motion to defer ruling on whether to review ALAD-727 until 
ASLAD rule on Miami Valley Power Project 830603 6 
0712 motions to reopsn record to admit contentions on QA t. 
character b competence, or al ternat i vely . to reopen record. 

DEVINE. T. Miami Valley Power Project. DEVINE. T. Government 
Accountability Project. 83/07/12. Commissioners. 10pp. 
19531:186. 24X Fiche: 50-350, 83/07/12, 8307130322, 


-8307150319 Motion for protective order to shield Identity of affiants 
providing portion of basis for Miami Valley Power Project 
eight proposed content ions. Cert 1 ficate of Svc end. 

OeVINE.T. Miami Valley Power Project. DEVINE. T. Government 
Accountability Project. 83/07/12, Atomic Safety and Licensing 
Board Panel. 336pp. 19531:196. 24X Fiche: 50-358, 03/07/12, 

8307130322. 


8307190199 Motion for leave to respond by 830729 to Miami Valley Power 
Projoct CMVPP) reply brief re applicant opposition to eight 
QA contentions. MVPP reply distorts record k applicant 
position. Certificate of Svc end. 

CONNERiT.B. Cincinnati Oas *. Electric Co, CONNER. T.B. Conner 1. 
Mbttcrhahn. 83/07/15, Atomic Safety and Licensing Board Panel 
4pp. 19628:283. 24X Fiche: 50-358. 83/07/1 5, 8307190199. 


8307250^2 Response to applicant motion for leave to respond to Miami 
Valley Power Project reply brief. App I leant should respond 
only to substance of proposed contentions rs OA program 
inadequacy. Certl fi cate of Svc end. 

DEVINE. T. Miami Valley Power Project, 03/07/21. Atomic Safety 
and Licansing Board Panel. 4pp. 19705:324. 24X 

Fiche: S0-3SS. 83/07/21, 8307250202. 


0. Intpection roports. IE Bulletins t. correspondence 


8307220044 Addl response to FDIA request for documents re IE Insp Rapt 
30-358/81-13. Forwards J McCarten f 1 le. Port Ions of file b 
package addressing concerns raised at Commission meeting re 
crtmlnal Investigation withheld iref FOIA Exemptions 3 b 7). 

FELTON, J.M. Division of Rules and Records. 03/OS/lB. DEVINE. T., 
ROSENTHAL.J. Government Accountability Project. 2pp. 19713:357. 
24X Fiche; 50-350,83/05/10, 0307220044. 


—8307220061 J McCarten file on f ac 1 1 1 ty , eon tainlng handwritten notes b 
various documents. 

a NRC - No Detailed Affiliation Given. 83/03/18. 40Spp. 

19714:001. 24X Fiche: 50-358, 03/05/18, 8307220044. 


B3070B0278 Forwards IE Mgt Meeting Rept 3O-3SS/03-O6 on 030526. No 
noncoaplianca noted. 

KEPPLER, J. 0. Region 3. Office of Director. 83/06/23. UlLLIAMS.J. 
Cincinnati Oas b Electric Co. 2pp. 19332:128. 24X 

Flcho: 50-358. 83/06/23. 8307080270. 


•8307000204 ]£ Mgt Meeting Rept 50-350/83-06 on 830526. No noncompliance 
noted. Major areas d 1 seusstd: changes in independent design 
raviow program plan b Torrey Pines Technology Independent 
raviow of project mgt. 

HUNTER, O.R.. HARNICi^, R. F. Regions, Of f Ice of Dlrec tor. 03/06/17. 
3pp. 19352:130. 24X Fi che : 50-358, 03/06/23, 8307000278. 


8307120574 Forwards IE Insp Rept 50-358/83-07 on 030117-21,0214-18 b 
0411—15 b notice of violation. 

WARNICK,R.F. Region 3. Office of Director. 83/06/28. HILLIAMB.J, 
Cincinnati Oas b Electric Co. 2pp, 19433:178. 24X 

Flcho: 50-358, 83/06/28, 8307120574, 
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DOCKETED ITEMS 


•03O71SO58O NotU* of violation from inap on 8301 1 7-21, 0214-lS fc <Mtl- 

WARNtCK.B.F, Region 3, Office of Director. 63/06/33. Ip. 
19433:100. 24X FI ch e : S0-35Bi 03/06/28, 8307120574. 


— 8307120504 IE Insp Rep t 50-358/83 -07 on 830117-21,0214-10 tc 0411-IS. 
Nsncomplianee noted: Inaile^irafec QA/OC of HPC8 ti RHR pump tc 
motor testing, per ASHE Code. 

SCHEIBELHUT. C. . OUSTAFSON, R , N. , CHR ISTIANSQNr H. Regions, Office 
of Director. 83/06/20. 12pp. 19433:181. 24X 

Flche: 50-353, 83/06/28. 0307120574. 


8306270401 IE Info Notice 03-46, "Common Node Valve Failure* Degrade 
8urrg Recirculation Spray Subsystem." Svc list end. 

JORDANiE.L. Division of Emergency Preparedne** tc Engineering 
Response (Post 03O1O3>. 03/07/11. Consolidated Edison Co. of Neu 

Yorl, Inc. 154pp. 19563:293. 24X Fic ho: 50-000, 03/07/1 1. B306270401. 


8306870404 IE Info Notice 03-47, "Failure of Hydraulic Snubber* at 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness tc Engineering 
Response (Post 8301031. 03/07/12. Consolidated Edison Co. of Ncu 

Yorti Inc. 141pp. 19563:153. 24X Flche: 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 03-48, "Oaseous Effluent Releacei of 
Radioactive 1-125 tc I-I31 in Excels oP HRC Limits. " Bvc list 
end. 

TAYLOR, J.M. Division of QA, Safeguards tt Inspection Program* (Post 
830103). 03/07/14. Consolidated Edison Co, of Neu York, Ine. 

I14pp. 19715:270. 24X Flche: 50-000, 03/07/14, 8306270406. 


8307000345 Interim deficiency rept, Item K-S4,re Inadequate 
qualification of hydraulic control units. Initially reported 
on 020726. Reanaly si s of units tc limited scope operability 
testing will be performed. Nest rept expected by 031130. 

WILLIAH8,J. Cincinnati Oas l< Electric Co. 03/06/20. KEPPLER.J.O 
Regions, Office of Director. 2pp. 19350:313. 24X 

Fiche: 50-338. 03/06/28. 0307080345. 


83O7OS0K7 Interim deficiency rept. Item M-87.re design control process 
inadequate to assure design output documents contain 
adequata erection tc Insp cr iterle. Ini tlal ly reported on 
830S13.Rtpertabllity per lOCFRSO. 5S(e ) not yet determined. 
HILLIAHS.J. Cincinnati Oat tc Electric Co. 83/06/30. KEPPLER. J 0 
Regions, Office of Director. 2pp. 19350:147. 24X 

Flcha: 50-358, 03/06/30, 8307080327. 


6307W0335 Final deficiency rept, Item E-44 re undersized wiring in 
4. 160/4BO-volt load ctr* supplied by I-T-E Imperial Corp. 

Cable replaced u/S-kV ceble tc vendor not 1 fl ed. Mire replaced 
w/t /0 flexible wire. 

HlLLtAHS.J. Cincinnati Oas t, Electric Co. 83/06/30. KEPPLER, J 0 
Raglan 3, Office of Director. 3pp. 19350: 137. 24X 

Flcha: 50-358. 83/06/30. 0307080335. 


8307080428 Interim Deficiency Rept Item M-45 re Henry J Kaiser Co 
Indeterminate welder qua] If icat ions. Int tlal ly reported on 
BS0430. Program to identify welder qualification deficiencies 
being developed. Next rept by 831010. 

HtLLlAHB.J, Cincinnati Oat tc Electric Co, 83/06/30. KEPPLER.J.O 
Regions, Office of Director. 2pp. 19347:263, 24X 

Flche: 80-358, 03/06/30. 0307080420. 


0307210030 Responds to 830711 request for extension to respond to 
violation noted In IE Imp Rept 50-350/02-1 7. Ex tens 1 on to 
830024 granted. 

WARNICK.R.F. Region 3, Office of Director. 83/07/15. HILLIAMS^J 
Cincinnati Oas tc Electric Co. 2pp. 19668:322, 24X 

Flche: 50-358,83/07/15. 3307210038. 


— 8307210044 Request* 45-daij extension until 830024 for response to 
violation re welder qualification noted in IE Inso Riot 
50-350/02-17. 

WILLIAMS, J, Cincinnati Oat & Electric Co. 83/07/11. KEPPLER.J.O. 
Region 3, Office of Director. 2pp, 19668:324, 24X 

Flche: 50-350, 03/07/15, 0307210038. 


R. Periodic operating reports tc related correspondence 


8307200307 Forward* biweekly status rept on independent review of 
facility project mgt for 030618-0701. 

NBYLANcA.J. Torrey PInee Technology. 83/07/12. DICKHONER, H. H. 
Cincinnati Oas tc Electric Co. 3pp, 19648:065. 24X 

Flche: 50-350, 03/07/12, 8307200307. 


8307280262 Forwards Biwiehly Status Rept 6 on independent review of 
Zimmer project mgt for 830702-15, 

N^LAN.A.J, Torrey Pines Technology. 83/07/22. DICKHONER, M. H. 
Cincinnati Oas tc Electric Co. 2pp, 19795:304 24X 

Flche; 50-358,03/07/22, 8307280262, 


0 . Reportable occurrences, LER* I, related correspondence 


8307080402 Followup Final Deficiency Rept, Item M-32. re Incomplete 
hydraulic analysis of control rod drive p iplng. Sargent t< 

Lundy Engineers evaluation determined piping to be within 
ASHE Code allowables If Installed per design drawings. 

MELLlMffi,J. Cincinnati Oat tc Electric Co. 83/06/30. KEPPLER, J 0 
Regions, Office of Director. 2pp. 19345:354. 24X 

Flche; 50-358, 83/06/30, 8307080482. 


8307210186 FBllouup to 830506 final deficiency rept, Item M-16 re 
Rasemount 1151 preesure transmitters. Rosemount Model 1153 
reglaceaent program scheduled to begin on release of NRC 
021112 order to show cause. 

UTLLIA'ffiiJ. Cincinnati Oat tc Electric Co, 83/07/00, KEPPLER.J.O, 
Region 3, Office of Director. 2pp, 19666:034. 24X 

Flche: 50-358,03/07/08, 8307210186. 


8307210040 Interim deflcltney rept Item M-14 re HVAC damper aetuetori. 
Initially reported on 000312. Projee ted schedule for 
earrectivc ectlons will be submitted following rileasi of 
821112 thaw cause order, 

HtLLIAHSrJ. Cincinnati Oat t< Electric Co, 83/07/11. KEPPLER.J.O 
Region 3, Office of Director. 2pp. 19668:315. 24X 

Flche: 50-358, 83/07/1 1 , 8307210040, 


8307210116 Interim Deficiency Rept Item M-BS re inadequate testing of 
forged flanges, Initially reported on 830616. Test to 
deierisine cnechanlcal properties will be performed by 
approved lab tc results evaluatid. 

U1U.IAII8,J. Cincinnati Oat tc Electric Co. 83/07/14, KEPPLER.J.O, 
Region 3, Office of Director, 3pp, 19668:204 24X 

Flche: 50-350, 83/07/14, 83072101 16. 


8307060060 Suppl to final deficiency rept, ref QA-1595,<ltd 820120 re 
Item M-3I concerning main steacn relief valve solenoid 
valves, Unqualified solenoid actuated valves will be replaced 
upon release from NRC 821112 show cause order. 

WILLIAMS.J, Cincinnati Oat tc Electric Co. 83/06/27. KEPPLER, JO 
Region 3, Office of Director. 2pp. 19251:331. 24X 

Flche: 50-350. 83/06/27, 8307060060 


8307060297 Interim Deficiency Rept Item E-3S re nonconforming 
electrical panel foundation welding. Initially reported on 
030104. Paint removal tc insp will be completed by 030030 
Next rept will be submitted by 831010, 

WILLIAMS.J, Cincinnati Oas ti Electric Co. 83/06/28, KEPPLER.JS 
Region 3, Office of Director. 2pp. 19238:339 24X 

Flche: 50-350. 03/06/20, 8307060297. 


830^10002 Interim deficiency rept re Item M-33 use concerning use of 
high strees stamp on A8ME f 1 t tings, Ini tial ly reported on 
011829. Fittings will be blend grided tc ultrasonic test for 
aifn wall violations conducted. 

UtLLIAHS, J. Cloelnnati Oat tc Electric Co. 03/07/15, KEPPLER, J 0 
Region 3, Office of Director, 2pp. i966a- 190 24X 

Flche: 50-35Bi 83/07/15, 830721 0002, 


8307210096 Interim deficiency rept Item E-29 re lack of Insp rtcords 
for Nelson studs. Initially reported on 020928. Const 
autherlxatlon request wrl tten. Projected schedule for work 
completion contingent upon relaxation of NRC 821112 order. 

J. Cincinnati Oas tc Blactrlc Co. 03/07/15, KEPPLER, J 0. 
Region 3, Office of Director. 2pp. 19668:236 24X 

Fiche: 50-358, 83/07/15, 8307210096, 


8307060327 Interim deficiency rept re Item E-16 on OE HFA relaye. 
Corrective ection for NBSS shutoff sys relays revised to 
require replacement of entire relay. Cocnplctlon will be 
aceompllshed upon approval under NRC 821112 order. 

WILLIAMS.J. Cincinnati Oat tc Electric Co. 83/06/28. KEPPLER.J.O 
Region 3. Office of Director. 2pp. 19234; 185 24X 

Flche: 50-358. 83/06/20, 9307060327. 


8307000294 Suppl to final deficiency rept, Item M -44 re poselbla 
overpreisurliatlon of piping. Initially reported on 020430, 

Revised schedule for completion of corrective action* will 
uJ, “P'"' ^'• 0 '" NRC 021112 order. 

*' S3/06/28. KEPPLER, J.e. 

Region 3, Office of Director. 2 pp, 19351: 191 24X 

Flche; 50-358, 83/06/20,8307080294 


B3O7M0SS0 Interim deficiency rept, Item M-13 re svc water pump mod. 
Initially reported on 790010. Relnstellation of repaired 
equipment will be performed by HJ Kaiser Co bij Jan 1904 
Next rept by 840215. 

(fILLlAH0,J. Cincinnati Oae tc Electric Co. 03/07/10, KEPPLER.J.O. 
Region 3, Office of Director. 2pp. 19734:085. 24X 

Flche: 50-358, 83/07/18, 8307260550. 


B307260SW Interim deficiency rept, Item 8-12 re Bergan-Paterson EA-3 
pipe clamp Incorrectly used in support design. Initially 
reported cn 830620. Design or installation tolerance* will be 
revised to within 6-degreB allowable skew angle. 

HILLIAMB.J, Cincinnati Oat l< Electric Co. 83/07/10. KEPPLEfi.J 0 
Region 3, Office of Director. 2pp. 19732:025 24X 

Flche: 50-338. 83/07/10. 8307260556. 
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T. HeAring transcripts an non-anti trust oiatters 


8307360136 Informs of Conmlssion determination releasing portions of 
transcript of Commission 82102B meeting b releasing uhole 
transcripts of Commission 821108 t> 12 meetings re plant 
Inves t igat 1 one. 

CHIUK.8.J. Office of the Secratarg of the Commission. 83/07/19. 
Public Document Branch. Ip. 19812:062. 24>! Ptche: 90-398. 83/07/19, 

83072S0136. 


— 8307280141 Advises that Commission does not object to release of 
transcripts of 821028.1108 b 12 meetings re plant 
Investigations. 

CHILK.S.J. Office of the Secretary of the Commission. 83/07/12. 
PLAINS. H.K. Office of the Oencral Counsel. Ip. 19812:063. 24X 

Flche: 90-398, 03/07/19. 0307280136. 


— 8307280160 Transcript of portions of Commission 821028 closed meeting 
In Mash Ing ton, DC re status of plant Investigation. Pp 1-66. 

Portion of Pages 48 b 49 withheld per Ecemptlon 5. 

• Commissioners. 82/10/28. 70pp. 19812:064. 24X 

Flche: 90-398. 03/07/19. 8307280136. 


— B3072B0166 Transcript of Commission 82110B closed meeting in 
Ueshlngton. DC re status of plant Inves 1 1 gat Ion. Pp 1-103. 
e Commissionars. 82/11/08. 103pp. 19012:134. 24X 

Flche; 30-338, 83/07/19. 8307280136. 


— 8307260172 Transcript of Commission 821112 meeting In Washington, DC re 
Commission action on plant. Pp 1-60. 

« Commissioners. 82/11/12. 62pp. 19812:239. 24X 

Flche; 30-338, 83/07/19, 8307280136, 


DOCKET 30-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency b fire protection plans 


8307060066 Forwards Info re Orange County b San Clemente. CA plans for 
emergency planning zone. Info re Orange County Transit 
District emergency preparedness training also encl. 

BASKIN. K.P. Southern California Edison Co. 83/07/01. KNIOHTONj 0. U. 

Licensing Branch 3. 77pp. 19231:071. 24X Flche; 30-361. 03/07/01. 

8307060066. 


8307200363 Advises that plant Identified for application of IAEA 
safeguards. Installation Info should be prepared on encl IAEA 
design Info questionnaire forms b submitted by 630622. U/o 
enc 1. 

EI8ENHUT. D. 0. Division of Licensing. 63/07/08. DIETCH.R. eouthern 
California Edison Co. 2pp. 19669:323. 24X Flche; 30-361. 83/07/08. 

8307200363. 


0307200473 Comments on 830313 response to Generic Ltr 02-33 (NUREO-0737 
Suppl 1) on detailed control room design b safety parameter 
display tys rscvleu. Schedule for program plan or 
documentation describing processes b activities requested. 

KNIGHTON. 0. M. Licensing Branch 3. 63/07/06. DIETCH. R. Southern 

California Edison Co. HOLCOMBE. J. C. San Diego Oas b Electric Co. 

2pp. 19671:361. 24X Flche; 30-361 . 83/07/08, 8307200473. 


8307130219 Ack receipt of 030613 ltr Informing NHC of steps taken to 
correct violations noted in IE Insp Repts 30-206/83-10, 
30-361/83-19 b 30-362/83-17. 

BISHOP, T.H. Region 3, Office of Director. 83/07/11. PAPAY, L. T. 
Southern California Edison Co. Ip. 17330:269. 24X 

Flche; 30-206. 63/07/11 , 630713021 3. 


"0307190222 Responds to NfiC 630516 ltr re violations noted In IE Insp 
Repts 30-206/83-10.90-361/83-19 b 90-362/83-17. Correc t Ive 
actions; fl«ed emergency lighting sys tested b Instructions 
revised. Bii addi lights ulll be Installed. 

PAPAY, L.T- Southern California Edison Co. 83/06/19. MARTIN.^I.B. 
Region 9, Office of Director. 4pp. 19930:270. S4X 
Flche: 90-206, 03/07/11, 8307130213. 


B307270029 Forwards Rev 10 to physical security plan. Rev withheld 
(ref 10CFR73. 21). 

BASKlNrK.P. Southern California Edison Co. 63/07/21. Division of 
Licensing. ip. 19749;399. 24X Flche: 30-206. 03/07/21 , 8307270029. 


8307260139 Discusses review of emergency operations facility (EOF) 
ventilation sys des ign. Potent la 1 problem u/alr leakage from 
EOF equipment will be corrected. 

BASKIN, K.P. Southern California Edison Co. 83/07/22. EISENHUT. D. 0. 

Division of Licensing. Ip. 19727:289. 24X FI che; 50-206, 03/07/22, 

8307260139. 


O. Adjudicatory correspondence 


8307030048 Advises that time for Commission to review ALAD-717 ezplred 
Commission declined review. Dec i sion became final agency 
action on 830621. 

CHILKaE. J. Office of the Secretary of the Commission. 03/06/30. 
HHARTONiR. J. San Diego, Unlv. of. San Diego. CA. ip. 19192.163. 
24X Flche: 90-361, 83/06/30. 8307030048. 


8307030093 Advises that time for Commission to review ALAD-717 eiplred 
Commission declined review. Decl sion became final agency 
action on 830621. 

CHILKaE. J. Office of the Secretary of the Commission. 83/06/30, 
HCCLUNO, C, E. Flemming, Anderson. tIcClung b Finch. Ip. 19193:191. 
24X Flche: 90-361, 83/06/30. 0307030059 


P. Operating license stage documents b correspondence 


8307110616 Monthly notice of amends to OLs involving N3HC issued since 
830323. 

CLARK.R.A. Operating Reactors Branch 3. 83/06/14 26pp. 

19391:192. 24X FI che: 90-000. 83/06/14. 8307 1 10616. 


8307190411 Forwards request for addl info to complete NRC review of 
util submittal addressing NUREG-0737, I tern ll.D, 1, 

■’PerPeraiance Testing of Relief b Safety Valves. " Response 
requested within 30 days. 

KNtOHTON, 0. M. Licensing Branch 3. 83/06/27, DIETCH, R. Southern 

California Edison Co. lOpp. 19340:166. 24X F iche: 30-361, 83/06/27, 

8307180411. 


B3071 10568 Forwards FR notice of consideration of Issuance of amend to 
License NPF-IO b proposed NSHC determination b opportunity 
for hearing re 10-monlh surveillance requirements for ESF 

sys. 

ROOD. H. Licensing Branch 3. 83/06/28. DIETCH, R. Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Oas b Electric Co 
3pp. 19391:332. 24X FI c h e : 30-361 , 03/06/28, 8307 1 10568. 


■83071 10973 Noti ce of consideration of Issuance of amend to License 
NPF— lO b proposed NSHC determination b opportunity for 
hearing re J8-month surveillance requirements for ESF sys. 
NERSESiV. Licensing Branch 3. 83/06/16, 0pp. 19391:335. 24X 

Flche; 30-361.83/06/28. 8307110568. 


8307060091 Requests concurrence u/mods to post-fuel loading initial 
test program for F8AR Sections 14.2.10.2. "Initial 
Critlcalitg* b 14.2. 12. 96, "Loss of Offsite Power Test. " 

BASKINiK.P. Southern California Edison Co. 63/06/29. KNIGHTON. 0. W. 

Licensing Branch 3. 4pp. 19233:246. 24X Flche: 50-361. 63/06/29, 

830706DC9I. 


B3070601SS Forwards fees for 621119,1203.20 b 830107 proposed changes 
to Tech Specs re Unit 3 low water level refueling 
operations, turb ine overspeed protection for Unit 2 b 
component coaling water loops for Units 2 b 3. 

BABKINiK.P. Southern California Edison Co. 83/07/01. MILLER. H.O. 
Lleenea Fee Management Branch, 4pp. 19249:230. 24X 

Flche: 90-361. 63/07/01. 8307060 133. 


B30687O397 Oencrie Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity, Sve list encl. 

EIKNfEiT, D. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flche: 30-000. 83/07/03, 0306270397. 


B30707O164 Forwards Rev 3 to "Inservice Testing Program Plan. San Onofro 
Nuclear Generating Station. Unit 2." Rev incorporates changes 
discussed w/pmc on 830213. 

BOSNAKrK.P. Southern California Edison Co. 83/07/09. KNIGHTON, 0. U. 
Licensing Branch 3. Ip. 19294:261. 24X Flche; 50-361, 63/07/09, 

8307070164. 


"8307070166 Rev 5 to "Inserviee Testing Program Plan, San Onofre Nuclear 
Banaratlng Station, Unit 2. " 

* Southern California Edison Co. 83/07/03, 79pp- 19294:262. 

24X Flche: SO-361. 83/07/03, 8307070164. 


6307060329 Oenerie Ltr 83-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS. Sve list encl. 

EISENHUT. 0. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. i6pp. 19669:234. 24X 

Flche: 90-000, 83/07/06, 8307060329. 


B3070B0169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic Implications of Salem ATUS events. Sve list end. 
EISENHUT. 0. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 3Bpp. 19669:269. 24X 

Flche: 90-000,63/07/06, 0307080169. 



202 


DOCKETED ITEMS 


83071B0076 Foruird* C-E Owntrj Group program descriptJon for resolving 
Till Action Plan Itara II.K.3.5. "Automatic Trip of Reactor 
Coolant Pumps" & trip tuo/leave tuo strategy Schedule for 
generic operations'related info being developed. 

BASKIN. K P. Southern California Edison Co 93/07/14. KMIOHTONi C. U. 

Licensing Branch 3. hpp. 19556:357. S4 X FI che . 50-361 . 83/07/14. 
G307ie0096 


— B307IS03SS Responds to NRC B30516 Itr re violations noted in IE Insp 
Reptt 50-206/93-10.50-361/93-19 6 50-362/83- 1 7. Cor rec t ive 
actions: Fieed emergency lighting sys tested (< instructions 
revised. Bii addl lights will be Installed. 

PAPAY.L.T. Southern California Edison Co. 03/06/15. MARTIN. J D 
Region 5. Office of Director. 4pp. 19530:270 24X 

Flehe: 50-206. 93/07/11. 0307150215. 


9307190105 Responds to B30701 t. 07 telcon requests to reevaluate B30307 
core protection calculator (CPC) schedule U to implement CPC 
software corrections Secondary calorimetric power (< plant 
power differences clarified. 

BASKIN. K P. Southern California Edison Co. 83/07/14. KNIGHTON. 0. M. 

Lleeniirg Branch 3 2pp 19557:020. a4X FI che: 50-361. 83/07/14. 
8307180105 


8307180236 Requests concurrent review 6 approval of 830106 tr 25 
Proposed Changes NPF-10-33 U NPF-lS-33. respectively Proposed 
revised ONER penalty factors partially restore operating 
margin removed by current rod bow penalty factors. 

BASKIN, K.p. Southern California Edison Co. 83/07/14. KNIGHTON. O. W. 

Licensing Branch 3. 2pp. 19535:229. 24X Fi c h c : 50-361 . 83/07/14. 

S307180236. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers at 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDAN.E.L. Division Of Emergency Preparedness 6 Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

Yorl. Inc. 14Ipp. 19563:133. 24X F 1 ch e : 30-000. 03/07/ 12. B306270404. 


8306270406 IE Info Notice 83-40. "Gaseous Effluent Releases of 
Radioactive 1-123 & I-I3| in Excess of NRC Limits." 9vc list 
end. 

TAYLOR. J.H. Division of QA. Eafeguards & Inipsctlon Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York. Inc 

li4pp. I97!5;270. 24X Flehe: 50-000, 03/07/14. 0306270406. 


R. Periodic operating reports & related correspondence 


8307200202 Forwards "Rept on Hydrogen Sensor Response to Dynamic 
Hydrogen Buildup for Southern California Edison Co," per 
util 830420 Itr. Results support acceptability of post-L8CA 
hydrogen monitoring sys. 

BASKIN. K.P. Southern California Edison Co. 83/07/18. KNIGHTON. C. M. 

Licensing Branch 3. 2pp. 19648:009. 24X Fi che: 50-361 • 83/07/18. 

8307200202. 






Btatian.Unit 2 for 1902 Radiological Environ Monitoring 
Evaluation." H/830429 Itp. 

BA8KIN.K.P. Southern California Edison Co, BASKIN, K.P, 8an Diego 
Gas 6 Electric Co. 83/04/29. MARTIN, J.D. Regions, Office of ® 
Director. 199pp. 19350:344, 24X Flehe: 50-361 , 83/04/29. 9307080392 


— 8307200205 ‘Rept on Hydrogen Sensor Response to Dynamic Hydrogen 
Buildup for Southern California Edison Co." 

HEVERUV. L. Genera! Electric Co. PIR 1454-294. 83/04/27. 16pp. 

19648:011 24X Fi C h e : 50-361 . 83/07/ IB. 8307200202. 


HAYHEATH^. L. . RAY.H.B. Southern California Edison Co. 8b/06/I9 
Office of Resource Management. Director, 23pp, 19605:322 24X 

Flclie:SO-361. 83/06/15,8307220463. ^ 


8307210064 Informs that integrated sys demonstration of DNBR trip 
function requested on 830312 will be performed after 
warranty run !. prior to completion of startup testing 
program Test performed u/60X power natural circulation test. 

BASKIN. K.P. Southsrn California Edison Co. 83/07/19. KNIGHTON. 0. H. 

Licensing Branch 3. 2pp. 19660:267. 24X Flehe: 50-361. 83/07/19. 

8307210064. 






Toloot riiZ- " progress rept for post-accident 
^ total 93* capability 

83 M 20 * ^ outage for sys malnt will be completed by 

^Llelm^^nrn 03/07/11, KNIOHTON.OH 

a»7*3019l. S4X Flehe: SO-361, 03/07/11. ' 


8307270162 Discusses commitment to resolve design concerns re adequacy 
of fuel shoulder gap clearance to accommodate differences 
observed at Arkansas Nuclear One Unit 2 In fuel rod t< guide 
tube ailal growth. 

BASKIN, K.P. Southern California Edison Co. 03/07/25. KNIGHTON. 0. H. 

Licensing Branch 3, Ip. 19749:340. 24X Flch e : 50-361 , 83/07/25. 

6307270162 


Q. Inspection reports, IE Bulletins 1. eorrespondenee 


S. Reportab le "aturr^ces^ LERs S, related correspondence 

Flcha: 90-361. 03/06/20. 0307060062 a4X 


8307120540 Forwards IE Insp Repts 50-361/03-23 & 50-362/aj-n» 
030309-13 6 0531-0603. No noncomp 1 lance noted. 

BISHOP, T.W Region 3, Office of Director. 83/06/27. PAPAV.L.T. 
Southern California Edison Co. 2pp. 19434:020. 24X 

Flehe: 30-361, 83/06/27. 8307120540. 


— 0307120551 IE Insp Repts 50-361/03-23 U 50-362/03-22 on 030509-13 & 
0931-0603. No noncomp 1 lane e noted. Major areas Inspected: 
malnt program, onsite review committee meeting. Unit 2 control 
room h emergency lighting. 

ECKHART. J. H. , KIR8CH.D.F. Region 9. Office of Director. 83/06/24. 
6pg. 19434:030. 24X Flehe: 50-361, 03/06/27, 8307120540. 


8307050010 Responds to IE Bulletin 02-02, "Degradation of Threaded 
Fasteners in RCPB of PHR Plants." Action Items 1.2 t, 4. 

Required Insps will be performed only when closures are 
opened for component malnt. 

HAVNES.J 0^ Southern California Edison Co. 83/06/29. MARTIN. J. B. 
Region 5. Office of Director. 12pp. 19192 091 24X 

Flehe: 50-361. 83/06/29. B3070SOOIO. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Subsystem." Sve list end. 

(0 Preparedness 6 Engineering 

Respon e (Post 330103). 83/07/11. Consolidated Edison Co of He 

York. Inc, 154pp. 19563:293. 24X Fi che : 50-000, 83/07/1 1 , 830627040 


NRC Of steps taken to 

50-361/83-19 I. 50-362/83-17. 

BISHOP. T.U. Region 5, Office of Director. 83/07/11 PAPAY.L T 
southern California Edison Co. ip. 19530:269 24X 

Fiche: 50-206. 83/07/1 1. 8307150215, 


smob. — - 

R.,icn 9, 

Flehe: 90-361, 03/06/21. 8307060067 ^ 


Flehe: 90-361, 83/06/22, 8307060214 





fallurei:dlt£hiraed hllr.i »lmuUaneoui 

"•P*-”''- ^ 62 ^ ».^mi*-Iign.d alarm 

Region 9. Of f ic#’'of^Dli« toi* ^''RTIN. J. B. 

Fiehe: 90-361. S3/06/aS,85oXo76"- 


*< B toxic gas isolation tus butlni/D P * 1“ * flames of Tral 

aaptrienced persistent t "H»nltori 

Jj'J'-"#''' 'Mllilder.W/830624 ?tr '‘•P ‘•'= of 

Raglon 9, Off urSf*^DiJ«loi* ^4pr" I 9251 ^m°*''®‘’' J. B. 

Fiche: 90-361. 83/06;24,83S7oIo08o”- 
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£9 ROs 83~063 Sc &3-‘03? . on Q3062 limotor-driven auxlliarg 
yT pumps SP-141 Sc OP-SOd failed to complete 4Q ft 
;e test successfully. Initially reported on S306B4. 
f tj Improperly machined oil grooves. LERs forthcoming. 

Southern California Edison Co. e3/0d>/S7. MARTIN, J.Q 
Office of Director 2 PP, 19463:339. 24X 

>—361, 03/06/27, 0307130096. 


} LER B3-0S9/O3L-0; on B3092B, inner motor bearing oil feeder 
- component cooling uater sya pump 2P-S04 

broke. Caused by operator climbing in area to 
ci'oper valve al 1 gnmen t . Line repaired. N/S30627 Itr. 

Southern California Edison Co. 83/06/27. MARTIN, J.D. 

}.. Office of Director. 3pp. 19474:340. 24X 

p— 361, 83/06/27, 'B307i3O23S. 


I LER 03-D61/O3L-O: on B30529, core protection calculator 
C declared Inoperab 1 e. Caused by loop 2A cold leg 
. istor to current converter 2TT-9179-3 out of 
' — cold loop recalibr. U/03O62a Itr. 

Southern California Edison Co. 03/06/28. MARTIN, J. 0 , 
Office of Director. 4pp. 19507:324. 24X 

i — 061, 03/06/28, 0307130246. 


I nO:C-E has advised util that RCS hot leg sampling line 
oads exceed stress 1 Iml t s. Accep tab i I i ty of ASME 
i«nts being evaluated. Four teen-day rept ulll be 
d by 030712. 

Southern California Edison Co. 03/06/29. MARTIN.J.B. 
r Office of Director. 2pp. 19300:200. 24X 

— 361, 83/06/29. 0307130273. 


LER 03'062/03L-0: on 030601 , revleu of chemistry surveillance 
T'evealed that secondary coolant sys sampling S, 
for specific activity per Tech Spec 4. 7, 1.4 not 
d by 830331. Caused by personnel error. M/830701 Itr. 

Southern California Edison Co. 03/07/01, MARTIN.J.B. 

* Office of Director. 4pp. 19474:341. 24X 

—361, 03/07/01, 8307130001. 


LER 63-064/03L-0: on 830602, ui/core operating limit 
ory sys out of sve. Burvei 1 lance Test 3023-3-3,6 
o verify that DNDR uias ulthin acceptable limits. 

U conservative thermal pouer uncertainty bias. 

., HAY,H. 8 . Southern California Edison Co. 03/07/03. 

- D. Region 5, Office of Director. 4pp. 19557:053. 24X 

— 361, 03/07/03, 0307100133, 


LER B3-043/03L-0: on 030607. u/p lant in Mode 3, attempt to 
start auilllary feeduater pump 2PS04 fal 1 ed. Caused 
r'« of control relay in start permissive control 
far pump. Relay replaced. 

Southern California Edison Co. 03/07/07. MARTIN, J.D- 
I Office of Director. 4pp. 19536:236. 24X 

-361, 03/07/07, 0307100146. 


Foruards LERs 03-O63/O1T-O S, e3-039/01T-0. 

Southern California Edison Co. 83/07/00. MARTIN.J.B. 
Office of Director. 2 pp, 19360:246, 34X 

-361, 83/07/08, 0307180050. 


3 1 LER 03-O63/OIT-O; on 030621 , mo tor-dr Iven auklllary feeduiater 
*“304 declared inoperable due to improperly machined 
3 ovBs. Proper 1 y machined bearings installed. 

3. Southern California Edison Co. 83/07/00. Region 3, 

«f Director, 2 pp. 19360:248. 24X FI che: 30-361 , 03/07/08, 

5030. 


53 LER 83-039/01T-0: on B30621, motor-driven auiillary feeduater 
*—304 declared Inoperable follauing failure to 
: e 48 h endurance run. Caused by failed outboard 
1 . Bearings replaced. 

1. Southern California Edison Co. 03/07/08. Region S, 
of Director. 2 pp. 19360:230. 24X FI e h e; 30-361 . 83/07/00, 

>030. 


nOs 83-072 t 83-041: on 030706, u/Unl t 2 in Mode 5 t, Unit 3 
1 * marine fouling of Inservlee component cooling 
resulted in high differential pressure 1 , reduced 
' cooling flou.HXs realigned. 

Southern California Edison Co. 03/07/08. MARTIN.J.B, 
Office of Director. app. 19336:326. 24X 

-361, 83/07/08. 8307100093. 


l-ER 03-O6S/O3L-O: on 830609, c on trol element assembly tCBA) 37 
lore than 19 Inches during group ad jus tment. Caused 
'« tionlng upper gripper on assembly. CEA coil stacks 
«placed ui/ 8 ys 80 col Is. W/03O71 1 Itr. 

nOYAiH.E. Southern California Edison Co. 03/07/11. 

■D. Region 5, Office of Director. 3pp, 19701:168. 24X 

361. 83/07/1 1, 8307230462. 


8307250490 LER 83— <)69/03L-0. on 830610, wh i 1 e in Mode 1, control element 
essembty calculator 1 declared inoperable due to erratic 
position indication. Caused by faulty isolation amplifier 
card. Card replaced. W/030711 Itr. 

RAY.H-B., HDROAN.H.E. Southern California Edison Co. 83/07/11. 
MARTIN.J.B, Region 5, Office of Director. 3pp. 19701:230. 24X 

FI Che: 90-361. 83/07/11,8307230490. 


8307230472 LER 83— 070/03L-0: on 830613, while In Mode I, two steam leaks 
observed in line to turbine-driven auxiliary feeduater pump 
2P-140. Caused by leaking plug on turbine stop valve t< valve 
seating surfaces. Plug replaced. W/830712 Itr. 

RAY,H. B Southern California Edison Co 03/07/12. MARTIN, J.D. 
Region 9. Office of Director. 3pp. 19702:002. 24X 

Flche; 90-361, 83/07/12, 8307230479. 


8307230474 Foruards LERs 83-06B/01T-0 «< 83-040/01T-0. 

RAY.H.B. Southern California Edison Co. 83/07/12. MARTINiJ.D. 
Region 9. Office of Director. 2 pp. 19701:197. 24X 

Flche; 90-361. 83/07/12. 8307230474. 


—8307250476 LER 03-063/017-0; on 030620, C-E advised util of deficient 
RCS hot leg sampling noole loads. Caused by design error. 

Shims Installed to reduce noiile loads to acceptable limits, 
RAV.H.D. Southern California Edison Co. 03/07/12. Region 5, 
Office of Director. Ip. 19701:199. 24X Flche: 50-361 , 03/07/12. 

0307290474. 


— B3D7250479 LER 03-O4O/O1T-O: on 030620, C-E advised util of deficient 
RCS hot leg sampling noiile loads. Caused by design error. 

Shims installed to reduce noiile loads to acceptable limits. 
RAY.H.B. Southern California Edison Co. 83/07/12. Region 3. 
Office of Director. Ip. 19701:200. 24X Flche : 30-361. 83/07/12, 

8307290474. 


8307180234 Foruards turbine trip test results showing plant dynamic 
responss per design requirements following 830616 turbine 
trip. Approval requested for proposed FSAR mod re power 
ascension testing sequence to support startup testing. 

BASKIN. K.R. Southern Callfarnia Edison Co. 83/07/14. KNIOHTON.O H. 

Licensing Branch 3. 3pp. 19536:125. 24X Ficft e : 50-361, 83/07/14, 

8307180284. 


— 8307180286 “Assessment of Turbine Trip of 830616 for Satisfying FSAR 

Requirements, ” 

• Southern California Edison Co. 83/07/14. 34pp. 19536:120 

24X F i ch #; 90-361. 83/07/14, 0307180284. 


83072S0491 RQ 83-073: on 030714, uih i I e In Mode i at SOX power. Channels 
D 6 D contained nonconservative core protection for 
addressable cons tents. Caused by constants from previous 
channel test left In data base. 

RAY.H.B. Southern California Edison Co. 83/07/13. MARTIN.J.B. 
Region 5. Office of Director. 2 pp. 19701:218. 24X 

Ficho; 50-361. B3/07/1S. 8307250491. 


DOCKET 90-368 SAN ONOFRE NUCLEAR STATION. UNIT 3 


A. Application/construction stage documents t, correspondence 


8307060329 Oeneric Ltr 63—27 to all llconiees b applicants for 
operating power reactors t, holders of CPs for power reactors 
re eurveillance intervals in STS. Sve list end. 

EISENHlfT. 0. 6 . Division of Licensing. 03/07/06. Consolidated 
Edison Ca. of Neu York, Inc. 16pp. 19669:234. 24X 

Flche; 90-000, 83/07/06. 8307060329. 


F. Security, medical, emergency b fire protection plans 


8307060066 Forwards info re Orange County b San Clemente, CA plans for 
emergeeicv planning lone, Info ro Orange County Transit 
District emergency preparedness training also encl. 

DASKIN.K.P. Southern California Edison Co. 83/07/01. KNIGHTON. 0 . H. 

Licensing Branch 3. 77pp. 19231:071. 24X Flche: 30-361, 03/07/01, 

8307060066. 


8307060128 Forwards proposed change to License NPF-i5,re License 
Condition 8 , Ctl2)b. "FlTe Protection." for revleu b 
approval . Formal request for amend will be submitted during 
wk of B3071I. 

DASKIN.K.P- Southern California Edison Co. 83/07/01. KNIGHTON, 6 . U. 

Licensing Branch 3. 9pp. 19230:230. 24X FI che: 50-362, 83/07/01. 

8307060188. 


8307200473 Comments an 830313 response to Generic Ltr 02-33 <NURE0-O737 
Suppl 1> on detailed control room design b safety parameter 
display sys reeview. Sthedul e for program plan or 
dacumentatlon describing processes b activities requested. 

KNIOHTON. Q. U. Licensing Branch 3. 63/07/08. DIETCH, R. Southern 

California Edison Ca. HOLCOMOE, J. C. 6 an Diego Gas b Electric Co. 

2pp. 19671:361. 24X Flche: 50-361, 03/07/08, 0307200473. 
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03O71SO815 Act rsc.lst o# 030615 Ur informing NRC of stops taken to 
correct violations noted in IE Intp Rept* 80-206/03-10. 

50-361/B3-19 t, S0-362/B3-17. 

DISHOP. T.W. Region 3. Office of Director. 83/07/U. PAPAV.L T 
Southern California Edison Co. Ip. 19530269 24X 

Flcho: 80-206. B3/07/11, B30'7130215. 

—0307180222 Responds to NRC 830516 Ur re vlnlattons noted In IE Insp 
ReptS 50-206/83-10.30-361/83-19 t 50-362/83-1 7- C orrec 1 1 ve 
act on5;fl..d emergency lighting sys tested «. instructions 
revised. Sli addl lights uil] be Installed. 

S3/06/15- MARTIN.O.B. 

Region 3. Office of Director. 4pp. 19530-270 24* 

F I c he ; 30-206. 83/07/ 1 1 , 83071502 1 3 


8307000169 OeBerle Ltr 83-20 to all licensees of operating reactors, 
applicants Pot OL b holders of CPs re required actions based 


on generic implications of Salem ATWB events. Sve list end 
EISENHUT. 0. 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of Neu» York. Inc. 3app, 19669:269 
Fteho: 90-000. B3/O7/O0. B3070B0169 


24X 


Oiiners Group program description for resolving 
TMI Action Plan item M.K.3.8. "Automatic Trip of Reactor 
Coolant Puaps” & trip tuo/leave two strategy. Schedule for 

being developed. 

California Edison Co. 83/07/14. KNIGHTON, 0. W. 
6pp. 19336:337. 24X Flcho: 50-361. 83/07/14. 


BASKIN. K. P. 

Licensing Brandi 3. 
8307180096. 


®^?rer?0CFR7r2ir physical security p Ian. R sv withheld 

California Edison Co. 03/07/21. Division of 
Licensing. Ip. 19749;359. 34X Fiche: 50-206, B3/07/21, 8307270029. 

emergency operations facility (EOF> 
pn?**’ •'J* li'sisn-Potentlal problem u/alr leakage from 

EOF equip/ntrifc will 60 corrected. 

Southern California Edison Co. 03/07/22. EISENHUr. D. 0. 
8307260138 l'?727: 289. 24X F 1 c he : 90-206, 83/07/22. 

0. Adjudicatory correspondence 

^^Comm?2sIo^'’^a’n *h“‘ “?* ^ to review ALAB-7I7 eipirid. 

Shar^ONb' , fchn Secretary of the Commission. 83/06/30. 

HHARTONiR.d. San Diego, Untv. of. San Diego. CA. Ip 19192-163 
24X FI Che; 50-361 , 83/06/30. 8307050046. ^ * ' 

^^CommlsfL^^dl*?? ‘a** » *‘0" to review ALAB-717 eipired. 

review. Decision became final agency 

MCCLUMOc'e = O' Commission. 83/06/30. 

MCCLOMO.C.B Flemming. Anderson, McClung 4. Finch. ip. 19193- I9£ 

24X Flehe;SO-361.B3/CI6/30iB3070S003S, . ivs. 

Operating license stage documents t, correspondence 

Por'-ards request for addl Info to complete NRC review of 
util submittal addresslnj NUfiEO-0737. Item tl D 1, 

Performance Testing of Relief S. Safety Valves." Response 
-equested within 30 days. P n e 


requ 

CaU^IrnlfpH. Branch 3. 83/06/27. DIETCH.R, Southern 

California Edison Co. 1-Opp. 19840- 166 

B307150411. V, ICO. 


24X Flehe: 90-361. 83/06/27, 


8307060091 Requests concurrence u/mods to post-fuel loading Initial 
test program for FSAR Sections 14.2.10.2, "Initial 
BASKIN^K^p’' a "‘-“S* o' Offsite Power Test." 

M^inLin^’n California Edison Co, 83/06/29. KNIOHTDN.Q H 

8307 S 6 OM 1 . »'?33a:846, 24X FI ch. : 80-361 . 

830706012B Forwards proposed change to Licanie MPF-18, re License 
Condition a.C(I 2 }b, "Fire Protection," for rivltu. b ‘-‘'•n** 
wk‘’of'‘B 3071 l"'*^ request for amend will be submitted during 
BASKIN, K.P. Southern California Edison Co, 83/07/01 KNIGHTON a U 

24XFlcha:Sol362"8"oJ™if-‘'' 


*■ requests to raevaluate B30307 

core protection calculator (CPCl schedule b to implement CPC 
softkiarc corrections. Secondary calorimetric power b plant 
fGHcr dtfferancas clarified. ^ 

BASKIN.K.P. Southern California Edison Co, 83/07/14. KNIGHTON, 0 U 

eMnwISS. «XFlch.:S0-36irS3%7/i;: • 

0307180121 Application for amend to License NPF-1 8, changing Tech Specs 
r« 4o»i»l4ry feedwater sys to permit entry Into b op.f.tlon 
111 Node 3 prior to initial criticality w/one motor-driven 
auilliary feedwater pump inoperab la. U/CIa ss III fea 
BAaKrM.K.P. southern California Edison Co. 03/07/14. KNIOHTQN.OW 
0 ^ 7100121 . ' 24X Ftehe: 30-362,83/07/14; 

Changes permitting entry into b operation 
in Mode 3 prior to initial criticality w/one motor-driven 
auxiliary feedwater pump Inoperable. 

# Southern California Edison Co. 03/07/14. 4pp. 19856-262 24X 

Flch#:SO- 3 & 2 ,e 3 / 07 /! 4 .aa 07 la 0121 , sa.,cb^. 

0307180236 Requests concurrent review b approval of 630106 b 25 
Proposed Changas NPF-IO-33 b NPF-18-33, respective ly. Proposed 
revlsod WJBR penalty factors partially restore operating 
Mrgin removed by current rod bow penalty factors. 

BA^IN.K.P. Southern California Edison Co. 83/07/14. KNIGHTON, 0 H 
8307*00236 ‘’5=9:82’- 84/ FUhe: 80-361, 83/07/14, ' 

8307OT(ffl02 Forwards "Rept on Hydrogen Sensor Response to Dynamic 
Southern Collfornia Edison Co," p.r^ 
util 030420 ltr. Results support acceptability of post-LDCA 
hydrogen monitoring sys. v h • uuum 

BAmiM,K.P. Southern California Edison Co. 83/07/18. KNIGHTON. 0 U 

2^X Fiche: 80-36ir83/S7;V8f ' 

Sensor Response to Dynamic Hydrogen 
Buildup for Southern Collfornia Edison Co." " 

STC**'*^ Electric Co. PIR 1484-294. B3/04/27. I6pp 

19648.011. 24X FI che: 80-361, 03/07/18, 0307200202. 

to resolve design concerns re adequacy 
of fuel shouldor gap clearance to accommodete differences 

Nuclear On# Unit 2 In fuel rod b guide 
«up« 4il«i frou^h. * 

California Edison Co. 03/07/28, KNIGHTON, 0 H 
BMTWolbl. *'’■ S-IX Flehe:»0-361, 83/07/23, 

Q. Iwspac tion reports, IE Bulletins b correspondence 


881119,1203,20 b 830107 proposed chango. 
fv Specs re Unit 3 low water level refueling * 

operations, turbine overspaed protection for Unit 2 & 
water loops for Units 2 b 3. 

BASKlN.K^P, Southern California Edison Co. 83 / 07/01 MILLER, M n 
”*''*®*'"*'** Stanch. 4 pp. 19249 : 230 , 24 x 

Fiche: 80 - 361 , 83 / 07 / 01 , 83070601 33 , 

B306270397 Generic Ltr 93-26 to all applicants for OLs b holders of 
CPs for power reactors ro clar 1 f lea t i on of surveillance 
EISENHU?T1 '“m"!*?*' '"** impurity. SVC list end. 

EdUon^r«'^' Licensing, 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390-317 24X 

Fiche: 30-000, 83/07/08, 8306270397, 

”En^K '• program plan. 

BASKIN.K.P Southarn California Edison Co. 83/07/08 KNIGHTON a u 

B3o5o7S^2r'"‘" 84X FUhe:50°L2.M^07j«:®-”- 


program plan. 

Edison Co. 83/07/03. 256pp, 

24X Flehe: 30-362, 83/07/08,8307070068. 


19268: 048. 


30-361/03-23 b 80-362/03-22 on 
STmTm ®931”0*03. No noncompllance noted. 

BIB^.T.H. Ba-glon 8, Office of Director. 

Southern Californio Edison Co. 2pp 
Fiche; 80-361, 83/06/27, 8307120340. 


83/06/27. 
19434:020. 24X 


PAPAY, L. T. 


"•"w 90-361/03-23 b 30-362/03-22 on 030307-13 b 
0331 0603. Ho noncomplianee no ted. Major areas Inspaeted- 
Mint program, onsite review committee meeting, Unit 2 control 
room b tmergoney lighting. 

ECKHART.JH., KIRSCH.D.F, Region 8, Office of Director. 03/06/24 
6pp. 19434;O30 . 24X Fic h e: 80-361, 83/06/27, 8307120840. 

0307030010 Responds to IE Bulletin 82-02, "Degradation of Threaded 
0' PWR Plante." Action ItSmt 1,2 2 I Threaded 
Required insps will be performed only when closures are 
for coApontnt Aiinfe. 

MYffiS.U.O. Southorn California Edison Co. 83/06/29 MARTIN. J G 

‘=PP 19I92:0;i 2^ MARTIN, J. B. 

Fiche: 30-361, 83/06/29, 0307080010. 

“basrin^^ program plan. 

California Edison Co. 03/07/08. KNIGHTON, G M 
aM7S?Si2l a4X Flcho: 80-362,23/67/05: 
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— B3070700i7 Inservlce tii»p & testing proa''am plan. 

* Southern California Edison Co. B3/07/0S. 23J>pp. 192&B;04e. 

24X Fiche; SO-362. 03/07 /03i B307070065 


930i270401 IE Info Notice 83-46, "Cnmiron Mode Valve Fai Ivres Degrade 
Biirrg Recirculation Sprag Subsystem.'' Svc list enel. 

JORDAN, E.L. Division o# Emergency Preparedness t. Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

Yort, Ine. I34pp. 19363:293. 24X FI c he : 50-000, 03/07/11, 8306270401. 


G3071S0213 Act receipt of 830615 Itr informing NRC of steps taten to 
correct violations notad In IE Insp Repts 30-206/83-10, 

30-361/83-19 (. 50-362/83-17. 

BISHOP, T.W. Region 3, Office of Director. 83/07/11. PAPAY.L.T. 
Southern California Edison Co. ip. 19330’ 269 24X 

Fiche: 30-206, 03/07/11, B3071 30213. 


•G307130222 Responds to NRC B30516 Itr re violations noted in IE Isiaa 
Repts 50-206/03-10. 30-361/83-19 & 30-362/83-17. Correc tlve 
actions: Filed emergency lighting tys tested & instructions 
revised. 81> addi lights ulll be installed. 

PAPAYiL.T. Southern California Edison Co. 83/06/15, HAftTlN, J. a. 
Region 5, Office of Director. 4pp. 19530:270 24X 

Fiche; 50-206, 83/07/11, 0307130215. 


0306270404 IE Info Notice 83-47, "Feilure of Hydraulic Snubber* as 
Result of Contaminated Hydraulic Fluid. " Svc list encl- 
JORDANiE.U. Division of Emergency Preparedness 1, Engineering 
Response (Post 830103}. 83/07/12. Consolidated Edison Co. of New 

Yorl, Ine. Ulpp. 19363:153. 24X Fiche: 30-000, 83/07/12, 8306270404. 


8306270406 !E Info Notice 83-40, "Oaseous Effluent Releases of 
Radioactive 1-125 & 1-131 In Escess of NRC Ulmlts. " Svc lilt 
enel. 

TAYLOR, J.M. Division of QA, Safeguards I, Inspection Program* (Post 
830103}. 83/07/14, Consolidated Edison Co. of New York. Ine. 

Il4pp. 19715:270. 24X FI e he: 50-000, 83/07/14, B30627O406. 


R, Periodic operating reports ti related correspondence 


8307220463 Monthly operating repts for May 1903. H/B306 1 3 Itr. 

KAYHEATHER, L, , RAY, H. B, Southern California Edison Co. 33/06/15. 
Office of Resource Management, Director. 23pp. 19683:322. 24X 

Fiche: 50-361, 83/06/15, 8307220465. 


03O7L3O192 Submits second progress rept for post-accident sampling sys 
(PASS) as of 830701, Test verifying total gas capability 
completed. Mod outage for sys malnt will he completed bu 
830820. 

BA8KrN,K.P. Southern California Edison Co, 83/07/11. KHIONTON, 0. U 
Licensing Branch 3. 3pp. 19465:347. 24X Fic h e: 50-361. 83/07/1 1. 

8307130192. 


8. Reportable occurrences, LERs Sc related correspondence 


8307060307 Updated LER B3-029/01X-1 : on 830323. vendor identified concern 
re valve position indication for Uestinghouse gate valve. 

Caused by design def ec t. ins true tlons to visually Sc (nanuallu 
check velve init 1 tuted. U/B30622 Itr. 

RAVcH.B. Southern California Edison Co. 03/06/22. MARTIN.J.B. 
Region 5, Office of Director. 3pp. 19236:117. B4X 
Fiche; 30-362, 83/06/22, 8307060387. 


8307060311 LER 03-034/011.-0: on 830527, po tent 1 a 1 for loss of Indlcafeion 
during tc after seismic event discovered during testing of 
qualified safety parameter display sys akin to Installed 
sys. Caused by loose loc kwasher. H/e30627 Itr. 

RAYiH.B. Southern California Edison Co. 83/06/27. MARTIN, J.B. 
Region 3, Office of Director. 3pp, 19239:179, 24X 

Fiche: 30-362, 83/06/27. 8307060311. 


8307130096 ROs 83-063 Ic 83-039: on 830621* motor— driven auxiliary 
faadweter pumps 2P-141 b 3F-S04 failed to complete 48 h 
endurance test successfully. Ini tial 1 y reported on 830624. 

Caused by Improperly machined oil grooves. LERs forthcoming. 
RAY.H.B. Southern California Edison Co. 83/06/27. MARTIN.J.B. 
Region 5, Office of Director. 2PP. 19465:339. 24X 

FI eh e: 50-361, 83/06/27, 8307130096. 


B307130275 RD:C-E has advised util that RCa hot leg sampling line 
noxils loads exceed stress 1 1ml ts. Acc eptabi I Ity of ASHE 
requirements being evaluated. Fourteen-day rept will be 
submitted by 830712. 

RAY.H.B. Bouthern California Edison Co. 03/06/29. MARTIN, J.D. 
Region 5, Office of Director. 2pp. 19500:280. 24X 

Fiche; 30-361, 83/06/29, 8307130275, 


0307180050 Forwards LERs e3-063/01T-0 b B3-039/01T-0. 

RAYrK.B. Bouthern California Edison Co. 83/07/08. HARTINiJ.B. 
Region 5, Office of Director. 2pp. 19560:246. 24X 

FI Che: 50-361, 83/07/08, 8307180050. 


®3071B0053 LER 63-039/0 1 T-0 : on 830621 . mo Cor— dr i van auxiliary feedwater 
pump 3P-504 declared Inoperable following failure to 
complete 40 h endurance run. Caused by failed outboard 
bearing. Bearings replaced. 

RAY. H a. Sootharn California Edison Co. 03/07/08. Region 5, 
Office of Director. 2pp. 19560:230 24X FI c h »; 50-36 1 , 83/07/08, 

8307180050. 


0307180093 RDi 83-072 t< a3-041;on 830706, w/Un 1 C 2 in Hode 5 t. Unit 3 
In Hod* 4. marine fouling of inservlce component cooling 
water HX* resulted in high differential pressure 1, reduced 
saltwater cooling floui.HXs realigned. 

RAY.H.B. Southern California Edison Co. 03/07/08. MARTIN,J-B. 
Region 5, Office of Director. 2pp. 19556:326. 24X 

Flcfce: 50-361, 83/07/00, 0307180093. 


8307230394 RD 83-043: o’n 830708, train B emergency chiller E-335 declared 
Inoperable, rendering all equipment inoperable in rooms In 
both units where chilled water provided to cool ambient sir 
Cause not stated. 

KOROAN.H.E. aouthern California Edison Co. 83/07/11. MARTIN, J.D. 
Region 5, Office of Director. 2pp. 19701:326. 24X 

Fiche: 50-362, 83/07/11, 8307250394. 


0307250474 Forwards LERs 03-O6B/O1T-O b B3-040/01T-0. 

RAY.H.B. Southern California Edison Co, 03/07/12. MARTIN, J. B. 
Region 5. Office of Director. 2pp. 19701:197, 24X 

Fiche: 50-361. 03/07/12, 0307250474. 


—9307230479 LER B3-040/01T-0: on 030628, C-E advised util of deficient 
RC6 hot leg sampling noiile loads. Caused by design error. 

Shims Installed to reduce notile loads to acceptable limits. 
flAYiH. B. Southern California Edison Co. 83/07/12. Region 5, 
Office of Director. Ip. 19701:200. 24X FI c he; 50-361 . 83/07/ 12. 

0307230474 


83073S029S RD 83-044:on 03071 1, duri ng Mode 4imanual Isolation valve 
HU-0S5 unlocked b opened in response to request for svc air. 
Caused by assistant control operator net recognliing Tech 
Spec requirement. 

RAY.H.O. Southern California Edison Co, 83/07/13. MARTIN, J.D. 
Raglan 3. Office of Director 3pp. 19705:320 24X 

Fiche: S(}-362, 03/07/13. 0307330298. 


®307230426 LER fl3-045/03L-0: on 830614, uih i 1 e performing QC insp of fire 
barrier penetration seals in Mode 5, five seals in diesel 
generator bldg damaged. Cause not dc terml ned. Fire watch In 
affect until seals repa i red. H/830714 Itr. 

RAY.H.B. Southern California Edison Co. 83/07/14. MARTIN, J.Q. 
Region 3, Office of Director. 2pp. 19701:262. 24X 

Fiche: 50-362, 83/07/14. 8307230426. 


G3072SO4S9 Updated LER 82-006/OIX-I ; on 821217, while In Mode S.ESF 
actuation sys inadvertently ac t I va ted. Caused by simultaneous 
failure of two Independent power supplies associated 
u/plant protection sys. Switch rep lac ed. M/03071S Itr. 

RAY.H.C. Southern California Edison Co. 03/07/15. HARTINiJ.B. 
Region 5, Office of Director. 4pp. 19701:246. 24X 

Fiche: 50-362. 03/07/13. 8307250459. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 2 


F. Security, medical, emergency b fire protection plans 


83O71S03I4 Releases public version of revised emergency plan 
leipiemsnting procedure. 

FELTm.J.M. Division of Rules and Records. 83/06/24. Document 
Management Branch. Ip. 19566:090. 24X Fiche; 50-348, 83/06/24, 

8307180314. 


8307180319 Public version of Rev 5 to Emergency Plan Implementing 
Prseedure FNP-O-ElP-26, "Dffsite Notification." M/a30614 
t tr, transml t ta I form b procedure request form. 

ODOM.J.S., HUDSPETH, J. fl. Alabama Power Co. 83/06/10. Office of 
Nuclear Reactor Regulation, Director. Spp. 19366:091, 24X 

Fiche: 30-348, 83/06/24.8307180314. 


0307220520 Ack receipt of 830703 Itr informing NRC of steps taken to 
correct violations noted in IE insp Repts 30-348/03-15 b 
30-364/83-13. 

k^RELLI. 0. M. Division of Project b Resident Program*. 83/07/13. 
MCODNALD. R. P. Alabama Power Co. Ip, 19685:031. 24X 

Fiche; 50-348,83/07/13, 8307220520- 


■B3072S053O Responds to NRC 030615 Ur re violations noted in IE Insp 
Rapt* 50-348/83-15 b 50-364/83-1 3. Correc tlve actions: 
no smoking signs posted on auxiliary feedwater pump room 
b personnel counseled re proper logging of entries. 

CUAYTW4,F.L. Alabama Power Co. 03/07/05. VERRELLI , D. M. Region 
a. Office of Director, 3pp. 19685:032, 24X Fl e he: 50-348. 

03/07/13, 8307220520. 
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DOCKETED ITEMS 


~e307S2O539 Notice o, , 

* n»9loii 3, OfficB 1 

Plch.e:30-a.a,a3.07.,3.,“‘;‘ctcr^ g 


“l'-*ctor B304li-0310. 

M07sa0ssb. Ip- 196B5:037- SAX 


—8307220849 IE Into R. . 

Notjcompliance notan ” ®t>~ 34 S/a 3 -i s l 

^mokln^ in proh 1 1 ot ^eM" ®" ^2°““ 

40-W H B»*r ^ in Vlr<«.* Section 6 . B re 

533. 24X P?iK".?l Office oj n ““S’ 


?92^8:03V ''2;;"*?‘‘- 

83072304.96 Relea.e, putu. 

Implementing procedur. ''eT»ion of revi. ^ 
reUTON, J, H. Divi.< ' '^'VUid emergency plan 

"*»3sior>opp,., 

ran^:^ . RUJ#I 

W-/V//47. UOCUi 

anX FicJie; 30-340.83/07/19 


-0310. 


_ , ,. u,y, j 

Management Branch 
0307230696. 


*'’• ‘97aO:l?f. '*®nSv‘‘i, Document 


Farley Nuclear 


Office of 


—8307830699 Public v.t.i„ 

Procetfure FNP-o-eip-q ’’•v 28 to p_. 

-TO.: 

utility Final Safety An , 

(FSAni t amende 

8307080402 Foruardt R.y , . 

Plant, Units 1 i, n o.„ * '® updated fsab u , -.. 
through 030101 6 chan plant t, * *!■ for OM 

CUflyTOM.F. L. Alabim" pn ‘aCFRsJ ^9?^" 

nu. 83/07/01, gg^pg^^Jtctor. 3pp, 19394 : 090 . 24X 

—0307080405 Rev l to . 

Units 1 N B, Pilatid FSAR.Vol 81 ,m t . 

* Alabama Power Co fof UM Farley Nuclear Plant. 

Ei ch*: 250^340. ®3/07/3i 

&3/07/0|,S307Qgjj‘^^ 377pp, 19394:093. 24X 

P. Operating license . 

*‘«rre.p„nd.nce 

8306060070 Oeneru Ltr B 3 b, 

Svc list end "E'nsrgencu R. ‘^•‘tloahouse PHRs 

EISENHUT.S S. Dlvlsi «»Sfon.e Ouldellnes. " 

WOhMoS/S"’ ‘’5W:nI''’*B5g-p Atomic 

•'4X Plche: 30-000. 03/06/03, 

0307010132 Remits fee fnr a 

^LAY?ON,‘F.:"‘’^y::,^» "'“n- NPF-B re masonry wall 

=PP-'’“’r95lb:27r"^i?>"«^'-E«-W-0. Ucsnse Fee 
24X Flche; 50-364, 03/06/13, 




re post-trip revieu. 


duet of Dparatlons 


-0307010107 "Temporary Pr„ . 

Operations Group, n'' ''»«dur. Change, Condt. . 

• Ala 64 A)» Pouer* Co «-» i^P«iaTi 

Flche: 50-348,03/06/26, ^”S'': 2 B 0 . 24X 

307000479 Advises that 

S^'3p«"t^NScUa?'F'''f*i l>E-CR01 -03NE44361 , 

107070104 Supplemental aboki 


07080308 Foruartft saf.tu . , 

:LAyTON.F.L. AiA?.!* i* "•'"'inittrlfci,,:*!**' ’’••Ponie to 


830629 rei^S . b\“r2*«‘«*_;ion i mgt” iTTi 

uLAyrnw pi if •rfmiin •*-Ij.a ******' ‘^ rffporiii 


change to 
to 

Office of 

24X 


®^?r?f‘^rLt!r^r: design info for eutomatlc shunt trip of reactor 
trip breakers 4 description of scope 4 objective of DS-416 
undervoltage trip attachment confirmatory life testino 
program. Info withheld (ref 10CFR2.790). ^ 

CLAYTOM.F. L. Alabama Power Co. 83/06/30, VAROA, 8 . A. Office of 
Nuclear Ruactar R^golftlon. Dirtctor. 2 pp. 19349' 307 24X 

Ficha: a0-34e, 03/06/301 8307080272. 

“"‘‘ilai'-tion of issuance of amends to Licenses 
NPF 24 NPF-S 4 proposed no significant hazards 
conslduratlon determination 4 opportunity for hearing re 
fi«xlbilit 9 ilk daflning rod Inopirabi 1 1 ty . 

“>•'■'*‘''9 Raactors Branch 1 . 83/06/30. 7 pp. 19500-329 

24X Ftehe: S0-34B, 03/06/30, 0307120885. V 3 Ub.j.d 9 , 

'-tr 83-26 to all applicants for OUs 4 holdtrs of 
CPs for pouer reactors rs clarification of surveillance 
Impurity. Svc list end. 

ldffI^l“ Se Licensing. 03/07/05. Consolidated 

Edison Co. of New York. Inc. 16pp. 19390-317 S 4 X 

Flche; 90-000, 03/07/09, 8306270397. 

B3071302« Forwards comments an 8 ER re util relief reoucsts from 
*■•**’>« Teqolrements. 8 EHS should be revised by 

CLAYTOM ^ a"“ ® Impacted. 

CLAYTON, F. L. Alabama Power Co. 03/07/09. VAROA, 8 , A Office of 

'** 9 Ulatlon, Director. 8 pp. 19808; 238 24X 

Fiche: 90-348, 03/07/09, 8307130262. 

B307060389 Beneric Ltr 03-27 tc all licensees 4 applicants for 
operating power reactors 4 holdtrs of CPs for power reactors 
‘"tTvali in ST 8 .SVC list aneU 

EISBNHUr, D. ©. Division of Lleanilng. 83/07/06, Consolidated 
Flche: 90-000. 03/07/06. 8307060329. 

aubmlts info In response to request for changes to emergencu 
operating procedures (EOP) for reactor trip 4 antlclpitad 
transient w/o trip lATHTl. Draft reactor trip EOP to be 
completed within 2 wki. ATHT EOP to be revised 

CLAyTON.F.L. Alabama Power Co. 03/07/06. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Dlractor. 2 pp, 19429:060 24X 

Fiche: 90-340. 83/07/06,8307120483. * 

®“I«nl« consideration of Issuance of amends to 

cond 2 !^..M« ® *“ A *■ "0 *igniflcant hazards 

consideration re testing 4 Insp of river water sys 

Id UilS-?f=.‘’‘'S2;‘c?'A C*-AYTON.F.L, Alabama Power Co. 

ip. tV92B.112. 24X Flche: 90-348, 03/07/06, 8307140110. 

”®^P^a‘ 4 *WF*s'! consideration of Issuanca of amends to Licenses 
Nff d 4 NPF -0 4 proposed no significant hazarils 

‘'•‘•'■"'‘'’•‘‘‘’f'CO'-x'ctlng administrative error 
a ^ J”“"9 «■ insp of river weter syi. 

i5w2'?in Reactors Branch I, 83/07/06. 4pp. 

19928.113. 24X Fiche; 90-348, 03/07/06, 03071401 10 . 

'"•'ting w/utll 4 Westinghou.e 
wriv!*Jl!J?«”®e‘ discuss util requests to delete turbine 
valve testing from Tech Sptci. 

°P*T***'*» Raactors Branch I. 03/07/07. VAROA, 8 , 

Oparating Raactors Branch 1. 2 pp. 19840:161, 24X 

Flche: 90-364. 03/07/07, 8307190402, 

”u«t 4 ^h NotlPication of date change for 830016 meeting w/utll 4 
UestlnghoiiSB in Bethesda.MO to discuss util requests to 
J ‘'‘“ng from Tech Specs. Meeting 

artglnellg tcbe^ultd on 630713. ^ 

REEVEB.E. Operating Reactors Branch 1 , 03/07/07. VAROA, B 

S?*!***"® Reactors Branch 1 . 2 pp. 19716:001. 24X 

Flche: 90-364, 03/07/07, 8307290967. 

B3O70BO169 Oenerle Ltr 83-20 to all llcensaes of oparating reactors, 

CPs re required actions based 

IJalSSTi? n i averts, avc list end. 

i w '-Icenslng. 83/07/08. Consolidated 

E«i«on Co. o# Neuf York* Inc. 36pp. 19669*269 24X 

Flcbe: 90-000 j 83/07/00. 8307000 1 69r 

td amend Licenses NPF-2 4 NPF-B changing Tech 
Iinir i 3* ^•t'.taatlng crl terle, Proposed one-time amend 
for Unit 2 designated Class II I. Parmanent Tech Spec change 
considered suppl to 820810 submittal. " 

C^YTON.F.L. Alabama Powar Co. 83/07/00. VAROA, S.A. Office of 
Nucltar Ruaeior Ragulatign* Director. 4 pp. 19936*012 24 X 

Flche: 50-348,83/07/00. 0307190097. ^ 

— Q30719M99 Proposed Tech Specs re leek rate testing criterle. 

* Alabama Power Co. 83/07/00. 4pp. 19936:016. 24X 

Flche: 50-340. B3/O7/08, 83071 90097. 


DOCKETED ITEMS 


Q307190144 Application to amend (.Icense NPF-B requesting one-time Tech 
Spec change to permit foregoing turbine valve testing after 
8307S9 bg advancing approval date to S3071B. Approve 1 by 
83071B requested. 

CLAYTONiF. L. Alabama Pouier Co. 83/07/13. VARGA, S. A. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19636:192. S4X 
Flche: SO-364. 83/07/13. 8307190144. 


8307200106 Suppls 830714 request for addl Info to support erpedited 
revieu of 830923 application for one-time change to License 
NPF-8. to forego turbine valve testing until end of fuel 
cycle. 

CLAYTON. F. L. Alabama Pouier Co. 83/07/19. VARGA. S. A. Office of 
Nuclear Reactor Regulation. Director. 3pp. 19647: 141. 24X 

Flche: 90-364. 83/07/19, 8307200106. 


— B307200110 Revised proposed Tech Spec Pages 3/4 3-72 t> 3/4 3-73. 
permitting one-time change to forego ueetly turbine valve 
testing until end of fuel cycle. 

* Alabama Power Co. 83/07/19. 2pp. 19647: 144. 24X 

Flche: 90-364. 83/07/19. 8307200106. 


8307290334 Notice of consideration of issuance of amend to License 
NPF-8 4i proposed N8HC determination b opportunity for 
hearing re Cycle 2 refueling In area of pressure Isolation 
valves leak rate test criteria. 

VARGA, S. A. Operating Reactors Dranch 1. 83/07/22. 9pp. 19898:139. 

24X Flehei 80-364, 83/07/22, 0307290334. 


0. Inspection reports, IE Bulletins b correspondence 


8307140169 Forwards IE Insp Rept 90-364/82-29 on B2102B-1102 b notice 
of violation. W/o notice of violation. 

LEWIS, R. C. Division of Project & Resident Programs. 83/02/03. 
MCDONALD, R. P. Alabama Power Co. 2pp. 19923:167. 24X 

Flche: 90-364, 83/02/03, 8307140169. 


—8307140184 IE Insp Rept 50-364/82-29 on 821028-1 102. Noncomp 1 lance 
noted: containment spray sys inoperable for Indefinite period 
of time prior to 821025. Enforcement meeting held on 821119. 
BRADFORD, W. H. Region 2, Office of Director. CANTRELL, F. 3. 
Division of Project b Resident Programs, 83/02/02. 9pp. 
19923:169. 84X Flche: 90-364, 83/02/03, 83071 401 69, 


8307140094 Estendi invitation to attend B30701 mgt meeting at Region 11 
dfc to present findings of util investigation of transuranic 
matls in radwaste sh Ipmcn t s, per 830609 telcon. 

LEWIS, R.C. Division of Project & Resident Programs. 83/06/10. 
MCDONALD, R. P. Alabama Power Co. 2pp. 19914:143. 24X 

Flche: 90-348, 83/06/10, 8307140094. 


8306270401 IE Info Notice 33-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Gpray Subsystem." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 194pp. 19963:293. 24X FI che: 90-000, 83/07/11 , 0306270401. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 8301031. 83/07/13. Consolidated Edison Co. of New 

York, Inc. 141pp. 19963:193. 24X Flche: 50-000. 03/07/12, 8306270404, 


8307220920 Ack receipt of 830703 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-348/83-19 b 
90-364/83-13. 

VERRELLI, D. M. Division of Project b Resident Programs. 83/07/13. 
MCDONALD. R. P. Alabama Power Co. Ip. 19689:031. 24X 

Fiche: 90-348, 83/07/13, 8307220920. 


--8307220930 Responds to NRC 830615 Itr re violations noted In IE Insp 
Repts 90-348/83-19 b 90-364/83-13. Correc tive actions; 
no smoking signs posttd on auilllary feedwater pump room 
b personnel counseled re proper logging of entries. 

CLAYTON, F.L. Alabama Power Co. 83/07/09. VERRELLI , D. (1. Region 
2r Office of Director. 3pp. 19689:032. 24X Fiche: 90-348, 

83/07/13, 8307220920. 


— 0307220934 Forwards IE Insp Repts 90-348/83-19 b 90-364/83-13 on 
830411-0910 b notice of violation. 

VERRELLI, D. M. Division of Project b Resident Programs. 83/06/19. 
MCDONALD, R. P. Alabama Power Co. 2pp. 19689:035. 24X 

Flche: 90-348, 83/07/13, 8307220920. 


— 8307220939 Notice of violation from insp on 830411-0910. 

• Region 2, Office of Director. 03/06/19. Ip. 19689:037. 24X 

Flche: 90-348, 83/07/13, 8307220520. 


— 0307220949 IE Insp Repts 30-348/83-15 b 50-364/83-13 on 030411-0510 
Noncomp 1 lance noted . viola tl on of Tech Spec Section 6.8 re 
smoking in prohibited area in vicinity of auiiliary bldg. 

BRADFORD. H. H. , RULAND. W. H Region 2, Office of Director. 

CANTRELL. F. S. Division of Project b Resident Programs. 83/06/15. 
0pp 19689 038 24X Fl c h e ; 30-34B, 83/07/ 1 3, 8307220920. 


8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-129 b 1-131 in Eicess of NRC Limits " Svc list 
enc t . 

TAYLQRiJ M Division of QA. Safeguards b Inspection Programs (Post 
030103) 83/07/14. Consolidated Edison Co of New York, Inc 

114pp. 19715.270. 24X F 1 c he : 30-000. 83/07/ 1 4, B306270406. 


R. Periodic operating reports b related c orv eso ond e nc e 


0307190113 Monthly operating rept for June 1983. W/S307I2 Itr. 

HAIRSTON, H. G. . CLAYTON, F. L Alabama Power Co. 83/07/06. Office 
of Resource Management, Director. 9pp. 19636.040. 24X 

Fiche. 50-364, 83/07/06, 8307190113 


B3O7IB0O95 Forwards status of licensing items requiring NRC approval at 
of 830708. 

C{.AVTaN,F. L. Alabama Power Co. 83/07/08. VARGA, S. A Office of 
Nuclear Reactor Regulation. Director 9pp. 19536:331. 24X 

Fiche: 50-340. 83/07/05. 8307180095. 


S. Reportable occurrences. LERs b related correspondence 


B307I20576 Forwards LERs 83-023/03L-0 b B3-024/03L-0. 

CLArTON.F.L. Alabama Power Co. 83/06/22. Region 2. Office of 
Director. Ip. 19433:079. 24X F 1 c h e : 50-348, 83/06/22, 83071 20376 


— B3O7120S9O LER e3-025/03L-0: on 830528, dur i ng Calibr Procedure 
FNP—2-STP-612. O. reactor coolant pump 2A undervoltage relay 
27-3 declared Inoperab le. Caused by setpoint drift. Re lay 
setpoint adjusted. 

HAIRSTON, M. O. Alabama Power Co 83/06/22. Region 2, Office of 
Dlractor. Ip. 19433:080. 24X Fi che: 30-348. 83/06/22, 8307120376. 


DOCKET 90-366 EDWIN 1. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency b fire protection plans 


8307140229 Forwards FEMA Region IV rept of observation results from 
821200-09 emergency eierclso b Georgia Emergency Mgt Agency 
response Encourages continued wort w/offslte agencies as 
neceseary to resolve open issues. 

□ 'REILLY. J.P. Region 2, Office of Director. 03/03/23. KELLY, R J. 
Georgia Power Cs. 25pp. 19323:126. a4X Flche: SO-321 , 03/03/29. 

8307140225. 


8307060287 Forwards IE Safeguards Insp Repts 30-321/83-12 b 
90-366/83-12 on B304S4-28 b notice of viola tl on. No t ice of 
violation withheld (ref 10CFR73.21). 

LEMISiR.C. Division of Project b Resident Programs. 83/03/17. 
KELLY.R.J. Georgia Power Co. 2pp 19238:297. 24X 

Flche; 90-321. 83/05/17, 8307060287. 


— 0307060299 IE Safeguards Insp Repts 90-321/93-12 b 50-366/83-12 on 
030424-28. Noncoffipl lane 0 noted in area of personnel 
access control. Oeta i Is withheld (ref 10CFR73.21) 

HALL.B.L. Region 2. Office of Director 83/05/16. Ip. 

19238 299. 24X F i che : 90-321 , 83/03 / 1 7 , 8307060287. 


8307110173 Releases public version of revised emergency plan 
cross- reference proc edure. 

FELTON, J.H. Division of Rules and Records. 83/06/24. Document 
Kanagement Branch. ip. 19386:008. 24X FI che : 50-321. 83/06/24. 

0307110173. 


—8307110176 Public version of Rev 1 to Emergency Plan Cross-Reference 
Procedure GPND 13. Receipt form encl. 

QUCUA.L-T. Georgia Power Co. 83/03/10. Office of Nuclear 
Reactor Regulation, Director. 3pp. 19386:009. 24X 

Flche. 50-321.83/06/24, 8307110173. 


8307180249 Releases public version of transmittal sheet notifying of 
change to emergency plan Implementing procedure. 

FELTON.J.H. Division of Rules and Records. 83/06/24. Document 
Management Dranch. Ip. 19567:336. 24X Fiche: 50-321 , 83/06/24, 

8307100249. 


— 0307100251 Forwards public version of transmittal sheet notifying of 
deletion of Emergency Plan Implementing Procedure HNP-8133. 

NIXrH.C. Georgia Power Co. 83/05/27. Office of Nuclear Reactor 
Regulation, Director. 2pp. 19967:337. 24X FI che- 50-32! , 83/06/24, 

8307180249 . 
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docketed items 


030714044,7 4c k r 

— 0307140473 Rb. 

0307^0417 ^PP" 

ffch'^'^o'^' °'°'‘S‘»”poi!er^Co*'^'^3*' Programs. 

'^‘''’®^^^-32j’e3/06/27, 33^7540467 >”20^206. 34X 

30706034i I 


B3/05/ao. 


3« Plcl,a:SO-32,;e3/oi;3S. 


ernsrasncv response 


‘a S-.eric Utr 82-33 r^ 

fflplamentation of'^guf dan« “"n'"* for *‘"®P3tncv i 

VcLi:^^T'xiiv 

°* revised emergency pjon 

3307 ^ 90513 ,' ^PP. f 9 a? 7 M 73 . 'n Ihe” ^S- 32 t" 37077 n: 

^oa"; J 77 . 
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Generic Ltr Q3-S6 to 4 II appliconCs for OLs- 6 holders of 
CP'S for power reactors re clarification of surveillance 
r e<iulreiren ts for diesel fuel Impurltg.Svc list enc ! 

£ ISEKHUTi D. 0. Division of Licensing. 53/07/05. Consolidated 
edisan Co. of New York. Inc. Ihpp. 19390 317. 2<tX 
fr iehe: 30-000, 33/07/03, 0306270397. 


Generic Ltr 33-27 to all licensees & applicants for 
operating power reactors & holders of CPs for pouier reactors 
re surveillance intervals in STS Svc list end. 

£I8ENHUT, D. G. Division of Llcenislng. 53/07/06. Consolidated 
ETdison Co. of New York. Inc. 16pp. 19669.234. 24X 

fs-lche: 30-000. 03/07/06. 8307060329. 


5307140541 Notification of 530707 meeting w/util in Dethesda.MO to 
discuss pipe crack matters. 

FirVENBARK-O. Operating Reactors Branch 4. 83/07/06. 3701.2, J.F 

operating Reactors Branch 4. 2pp. 19327:338. 24X 

js-lche: 30-366, 83/07/06, 8307J 40341. 


5307870048 Defers implementation of Tech Specs re operability of high 
uiater level trip 6 turbine bypass sys for 60 days foltoutng 
startup for Cycle 4 operation, to allow time to discuss 
.objections raised In 830386 ltr. 

ST0L2.J.F. Operating Reactors Branch 4. 83/07/06. BECKHAM, J. T. 

Georgia Power Co. 3pp. 19511:035. 24X F i che : 30-366, 83/07/06, 

3307270048. 


530708016? Generic Ltr 83-25 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic Implications of Salem ATUS events. Svc list end. 

E IBENHUT, D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. SAX 

fs-lche: 30-000, 83/07/08, 8307080169. 


83071B0101 Commits to addl volumetric testing of welds to determine 
(extent of Intergranular stress corrosion cracking in 
T'eclrculatlon sys 6 RHR sys piping. per 530707 meeting w/MRC. 
Proposed Insp plan will be submitted by 830803. 

KEAD.O.F. Georgia Power Co. 53/07/08. STOLZiJ. F. Operating 
Reactors Branch 4. Ip. 19957:009. 24X F i che . 90-366, 83/O7/0B, 

5307180101. 


B3O7810339 Forwards order confirming util 830325,0602,08 & 0708 
commitments to repair ultrasonic indications on 
T-aclrcula 1 1 on sys piping. Order authoriies plant restart. 

STOLZ.J. F. Operating Reactors Branch 4. 53/07/08. DECKHAH, J. T 

Oaorgla Power Co. 4pp. 19672:332. 24X F i che : 50-366, 83/07/08, 

6307210333. 


*— ~S307210339 Order confirming licensee commitments to repair 
recirculation pipe sys cracks 6 authorlilng restart. 

PURPLE, R. A. Division of Licensing. 83/07/06. Georgia Pouer Co. 
0pp. 19672:336. 24X Fiche: 50-366, B3/O7/0S, 83078 1033S. 


O. Inspection reports, IE Bulletins 6 correspondence 


S3O7140292 Requests that liquid samples spiked w/rad i onvcl t das be 
«T>jlyiid for trl tlum, Sr-89 b Sr-90 content within 60 days of 
«*ectipt of samples. Spiked samples will be sent annually as 
part of routine insp program. 

l-EUI8,R.C. Division of Project 6 Resident Programs. 83/02/07. 
KELLY. R.U. Georgia Power Co. Ip. 19925: 134. 24X 

K 1 C h e; 30-321 , 83/02/07. 8307 1 40292. 


1B3070602S7 Forwards IE Safeguards Insp fiepts 30-321/03-12 6 
90-366/63-12 on B304S4-2B b notice of vl ola t ion. No t ice of 
vtolatlon withheld (ref 10CFR73. 211. 

L_ElfIS,R.C. Division of Project 6 Resident Programs. 83/09/17. 
KELLY, R.J. Georgia Power Co. 2pp. 19235:297. 24X 

F'lc he: 30-321. 03/03/17. 8307060287. 


•3307060299 IE Safeguards Insp Ropts 90-321/83-12 b SO-366/S3-I2 on 
830424-28. Noncompllanee noted In area of personnel 
access control. Detal Is withheld (ref ]OCFR73.21> 

HALL.B.L. Region 2, Office of Director. NCGUIRE.D.R. Division of 
Emergency Preparedness b Materials Safety. 83/09/16. Ip. 

19238:299. 24X Fiche; 30-321, 83/05/17, 8307060287. 


^-^4^7140030 Responds to IE Bulletin 80-13. "Cracking In Cor# Spray 
Spargers.” No cracking observed In spargers or in in— vessel 
Piping during 1953 maint/re f ue 1 tng outage insp. 

®tJCWA>L.T. Georgia Power Co. 53/06/24. 0 'REILLV, J. P. Region 2. 

C9<fflee of Director. ip. 19314:143. 24X Fiche ; 30-366, 83/06/24, 

Sao714003a. 


®^®7i 40243 Responds to IE Bulletin 00-23, "Operating Problems U/Targ»t 
Rock Safety Relief Valves at PURs. " High pressure relief 
'k''<nive t> high pressure alarm sys installed b dripwelt 
Pneumatic sys pressure twitches reset. 

OeCKHAM.J.T. Georgia Power Co. 83/06/84. 0 'REILLY. J. P. Region 2. 

Office of Director. 2pp. 19323:061. 24X Fiche : 90-321 , 53/06/34, 

ea07140243. 


0307140467 Ac k receipt of 830616 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/53-13 b 
50-366/53-13. 

LEWIS. R.C. Division of Project (, Resident Programs. 83/06/27 
HELLV. R. J. Georgia Power Co Ip 19520 203. 24* 

Fiche: 50-321 , 83/06/27. 5307140467. 


— 8307140472 Responds to NRC 830520 ltr re violations noted in IE Insp 
Repts 90-321/53-13 b 50-366/83-1 3. C or r ec 1 1 ve a c 1 1 ons : c arbon 
filter replaced b criteria for carbon filter testing being 
evaluated Results b schedule will be available by 830714. 
GUCWA.L.T. Georgia Power Co. 83/06/16 O’RE ILLY. J. P. Region 3. 
Office of Director. 2pp. 19520:204. 24X Fich e: 50-321, 83/06/27, 

5307 1 40467 


— 5307140473 Forwards IE Insp Repts 50-321/53-13 b 50-366/B3-13 on 
B3O336-0423 U notice of violation. 

LEUIS.R.C. Division of Project b Resident Programs 83/09/20. 
KELLY.R.J. Georgia Power Co. 2pp. 19520:206. 24X 

Fiche. 90-321, 53/06/27, 5307140467. 


— 8307140476 IE Insp Repts 50-321/83-13 b 50-366/03-13 on 530326-0423 
Noncoti.p li anc e not od: ha log enat ed hydrocarbon b carbon not 
sampled following extensive control room mods. 

CRLEHJAK. R. V. . HBLMES-RAY, J. Region 2. Office of Director. 
ORQMHLEE, V. L. Division of Project b Resident Programs. 83/05/16. 
4pp. 19520:209. 24X Fi c he . 50-32 1 , 53/06/27, 8307 1 40467. 


8307060346 Ac k receipt of 830616 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
90-321/83-12 b 30-366/83-12. 

OANCE.M.C. Division of Project b Resident Programs. 83/06/30. 
KELLY.R.J. Georgia Power Co. Ip. 19234:178. 24X 

Fiche: 90-321, 03/06/30, 8307060346 


—5307060352 Responds to NRC 830317 ltr re violations noted in IE 
Safeguards Insp Repts 90-321/83-12 b 30-366/83-12. Cor rec ti ve 
actions Ml thhe Id (ref 10CFR73.21I. 

GUCHA.L.T. Georgia Power Co. 83/06/(6. 0 ‘RE ILL V, J. P. Region 2. 

Office of Director, ip. 19234:179. 24X Fi che . 30-321 , 63/06/30. 

8307860346 


B307I80101 Commits to addl volumetric testing of welds Co deCermine 
extent of inter g ranular stress corrosion cracking in 
recirculation sys b RHR sys piping.per 830707 meeting u/NRC. 
Proposed insp plan will be submitted by 530B05 
HEAD.G.F. Georgia Power Co. 53/07/08. STOLZ.J.F. Operating 
Reactors Draneh 4. Ip. 19937:009. 24X Fiche 50-366, 83/07/05, 

5307180101. 


5307210339 Forwards order confirming util 530323.0602,08 6 0708 
connltaients to rapair ultrasonic indications on 
recirculation sys piping. Order authorties plant restart. 
STOLZ.J.F. Operating Reactors Branch 4. 83/07/08. DECKHAH, J.T. 

Georgia Power Co. 4pp. 19672:332. 24X Fiche 30-366, 83/07/05, 

0307510339. 


—0307310339 Order confirming licensee commitments to repair 
recirculation pipe sys cracks b authorlilng restart 
P4JRPLE,R.A. Division of Licensing. 83/07/08. Georgia Power Co. 
8pp. 19672:336. 24X F i c h 0 : 30-366, 53/07/08, 8307210335. 


8306270401 IE Info Notice 53-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list cncl. 

JORDAM,£. L. Division of Emergency Preparedness b Engineering 
Response CPost 530103). 53/07/11. Consolidated Edison Co of New 

York, Inc. 194pp. 19563:293. 24X F I C h e : 30-000. 83/07/ 1 I , 8306270401 . 


B30&27O4D4 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list end 
JONDANiE. L. Division of Emergency Preparedness & Engineering 
Response fPost 830103). 53/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19963: 153. 24X Fiche : 30-000. 83/07/ 12, 8306270404. 


830627O4C6 IE I'nfo Notice 53-48, "Gaseous Effluent Releases of 
Radioactive I-I29 b 1-131 in Excess of NRC Limits. " Svc list 
enc I. 

TAYLOR, J. M. Division of QA, Safeguards b Inspection Programs (Post 
aSOfCm. 83/07/14. Consolidated Edison Co. of New York, Inc. 
L14pp. 19719:270. 34X Flch e: 50-000, 53/07/14, 8306270406. 


R. Periodic operating reports t, related correspondence 


0307190006 Monthly operating repts for June 1983. U/a30710 ltr. 

MIX.H.C-I REDNANZ, F. J. Georgia Power Co. 83/07/10. Director's 
□Fflce, Office of Inspection and Enforcement. 42pp. 19635:050. 24X 

Fiche: 90-321, 53/07/10,5307190006. 
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— 8307060291 IE Insp Hepts 30-313/03-08 t 30-368/83-08 on 830418-32. No 
noncoirp I lane e noted. Major areas inspected security plan b 
implementing procedures & security program aud i t. Safeguards 
Info withheld (10CFR73.2n. 

EVANS, C. A. Region 4, Office of Director. 83/06/33. Ip. 

19238:346. 24X F 1 c h o : SO-31 3, 83/06/29. 8307060282. 


8307060290 Informs that response to NRC 830621 Itr on five open Iteas 
re fire protection 6 schedule for submitting info to resolve 
items will be submitted by 830730. 

MARSHALL. J. R. Arkansas Power «. Light Co. 83/06/30. CLARK.R.A. 
Operating Reactors Dranch 3. Ip. 19239:286. 24X 

FI Che: 50-368. 83/06/30, 8307060350. 


8307150416 Advises that facility identified by IAEA for application 
of IAEA safeguards. Enel design info questionnaire must be 
submitted to NRC by 830822. U/o end. 

EISENHUT, D. 0 . Division of Licensing. 03/07/06. QRIFFIN.J.M- 
Arkansas Power b Light Co. 3pp. 17540:178. 24X 

Flche; 80-368. 83/07/06. 8307150416. 


B3071B0079 Advises that uti! will cease Further opedlted efforts to 
provide schedule per request for eiempbion from App R re 
barrier b suppress lon/do tec t Ion sys b NRC 030617 Itr. pending 
receipt of addl NRC clarification. 

MARSHALL. J. R. Arkansas Power b Light Co. 83/07/12. STQLZ.J.F-. 
CLARK.R.A. Operating Reactors Branch 4. 3pp. 19960:363. 24X 

Flche: 90-313, 83/07/12, 8307180079. 


8307190159 Provides addl Info in support of 820729 schcdular request 
for exemption from 10CFR90, App R. in order to complete 
proposed mods to redundant safe shutdoun equipment in Fire 
Zones 2100 -Z b 2101-AA. 

MARSHALL. J. R. Arkansas Power b Light Co. 83/07/13. STOLZaJ.F. 
Operating Reactors Branch 4. CLARK.R.A. Operating Reactors Branch 
3. 2pp. 19636:232. 24X Flche : 90-313, 03/07/13, B307I90I53. 


K, Utility Final Safety Analysis Report CF5AR) b amends 


8307290452 Forwards Amend I to updated FSARs.U/o Unit 2 rept. 

MARSHALL. J. R. Arkansas Power b Light Co. 83/07/15. NRC — No 
Oatalled Affiliation Given. Ip. 19708:100. 24X 

Flche: 50-313, 83/07/15, 8307250482. 


P. Operating license stage documents b correspondence 


8307220310 Forwards Rev 6 to QA program topical rept. "OA Manual 
Operations.'' Rev deletes procedural refs throughout to>t b 
changes organiiation of energy supply dept. 

MARSHALL, U. R. Arkansas Power b Light Co. 83/06/10. CO-LINS. J. T. 
Region 4, Office of Director, 3pp. 19674:081. 24X 

Flche; 80-313, 83/06/10, 8307220310. 


— 8307220314 Rev 6 to "QA Manual Operations. " 

» Arkansas Power b Light Co. 83/06/10. 14app. 19674:084. 24X 

Flche: 50-313, 83/06/10, 8307220310. 


8307110616 Monthly notice of amends to OLs involving NSHC issued since 
830523. 

CLARK, R A. Operating Reactors Branch 3. 83/06/14. 26pp. 

19391:182. 24X F i c he : 80-000, 83/06/ 14 , 8307 1 1 0616. 


B3071S0403 Ack receipt of util 830526 Itr providing addl info to 
support util 830429 conclusion that eight Category II. B 
items qualified. Review of Info concludes that Items 
environmental ly qualified. 8 ER end. 

CLARK.R.A. Operating Reactors Branch 3. 83/06/22. GRIFFINiJ.H 

Arkansas Power b Light Co. 2pp. 19540:059. 24X 

Flche: 50-368. 83/06/22. 8307150403. 


— 8307190405 Safety evaluation concluding that Equipment Items 31.32,97. 
98,101,102,104 b 109 environmentally qua I if led. 1 terns 
designated Category I.A instead of II.B.No justification 
for continued operation required. 

• Office of Nuclear Reactor Regulation, Director. B3/06/22. 

42pp. 19940:061. 24X Flche; 90-368, 83/06/22. 8307190403. 


8307060091 Responds to 830510 request for final submittals of 
radiological effluent Tech Spec s, of f si te dose calculation 
manual b process control program within 30 days. Response 
plan to be submitted by 830930 based on ongoing activities. 

MARSHALL, J. R. Arkansas Power b Light Co. 83/06/29. STOLZiJ.F. 
Operating Reactors Branch 4. CLARK, R. A. Operating Reactors Branch 
3. 2pp. 19250:340. 24X Fiche : 50-313, 83/06/29. 8307060091. 


8307090072 Application For amend to Licenses DPR-5I b NPF- 6 . revising 
Tech Specs to ref ANBI/ASME 0144-1982 guidelines for 
functional testing, per safety-related hydraulic shock 
snubber operability requirements. 

ORIFFINrJ.M. Arkansas Power b Light Co. 83/06/30. STOLZ. J. F. 
Operating Reactors Branch 4. CLARK.R.A. Operating Reactors Branch 
3. 3pp. 19193:159. 24X Flche : 90-313, 83/06/30. 8307050072. 


— 6307050079 Proposed Tech Specs refei-encing ANSI/ASME DM4-I9a2 
guidelineE for functional testing.per safety-related 
hydraulic shock snubber operability requirements 
« Arkansas Power b Light Co 33/06/30. 22pp 19193. 162 24X 

Fiche 50-313.83/06/30,8307050072 


8307260946 Identifies precautionary measures to be taken re shape 
annealing matrii (SAH) transposl 1 1 on, i nad ver t en t ly omitted 
from 830603 Itr. Procedure mods planned to ensure SAM valves 
properly calculated. 

MARSHALL, J. R Arkansas Power b Light Co. 83/06/30 SEIDLE.W.C 
Region 4. Office of Director ip 1973) 295. 24X 

Fiche: SO- 36Q. 83/06/30, 8307260546. 


8306270397 Generic Ltr 83-26 to all applicants for OLS U holders of 
CFs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. 5vc list end 
EISENHUT. O. 6 . DiviEion of Licensing. 83/07/09 Conso 1 i d a ted 

Edisen Co. of New York. Inc I 6 pp. 19390 317. 24X 

Flclie: 90-000.83/07/05, B306270397 


8307060329 Generic Ltr 83-27 to all licensees U applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end 

EISENHUT. D. Q. Division of Licensing 83/07/06 Consolidated 
Edison Co. of New York, Inc. 16pp 19669;254- 24X 

Ficlie;90-000,S3/07/06, B307060329 


8307130306 Advises that, based an review of B30126 b 041S SERs re 
environ qual 1 f lea 1 1 on. submi t tals do not require proprietary 
classification b may be made publicly available. 

MARSHALL, J. R. Arkansas Power b Light Co. B3/O7/07. STOLZ, J. F 
Operating Reactors Branch 4. CLARK. R A. Operating Reactors Branch 
3. Ip. 19424:103. 24X F I ch e : 50-313, 83/07/07 , 83071 20306, 


B307080169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants For OL b holders of CPs re required actions based 
on generic implications of Salem ATiyS events. Sve list end. 
EISENHUT. D. C. 01 vl s 1 on of L i c ens I ng . 83/07/08 Consolidated 

Edison Co. of New York, Inc. 38pp 19669:269. 24X 

Fiche: 90-000. G3/07/OB, 8307080169. 


8307190098 Application for amend to License NPF -61 proposing Tech Spec 
changes re instrument in-core detectors Change defines 
In-cora detector string operability u/three out of five 
rhodium detectors operable. 

ORIFFIN.J.H. Arkansas Power b Light Co. 83/07/12. CLARK. R A 
Operating Reactors Branch 3. 2pp. 19634.274. 24X 

Flche: 90-368,83/07/12, 8307190098. 


— 8307190101 Proposed Tech Spec changes re instrument in-core detectors 
a Arkansas Power b Light Co 63/07/12. 6 pp. 19634:276. 24X 

Flche: 30-368. 03/07/12, 8307190098 


83072SOS44 Requests FR publication of notice of consideration of 
issuance of amends to Licenses DPH-51 b NPF -6 b proposed 
NSHC b opportunity for hearing re hydrogen/oiygen 
concentration limitations in radwaste gas sys. 

STOLZ, JF. Operating Reactors Branch 4. 83/07/13 CLARK.R.A. 

Operating Reactors Branch 3. 2pp. 19715:330. 24X 

Fiche: 90-313. 03/07/13, 8307250944. 


8307290663 Forwards draft safety evaluation concluding that util meets 
Criteria 1 b 3-9 in Item II. D. 3 of HUREO-O737i "Post- 
Accident Sampling Sys." Addl info requested within 60 days 
on Criteria 2,10 b 11 to complete evaluation. 

CLARK, R A Operating Reactors Branch 3. STOLZpJ F. Operating 
Reactors Branch 4. 03/07/14. GRIFFIN, U. M, Arkansas Power b Light 

Co. I9pp. 19718:291, 24X F I c h e : 50-3 13, 03/07/ 1 4. 8307230663. 


B3O7210I99 Advises of submittal of Amend 1 to updated FSAR on 830715. 
Brief description of safety evaluation for design changes 
made to Facility b completed during 1982 b early 1983 oncl. 
MARSHALL. J. R. Arkansas Power b Light Co. 83/07/15. STQLZ.J.F. 
Operating Reactors Branch 4. Ilpp 19669 187. 24X 

Flche. 90-313,83/07/1 9i 8307210139. 


Q. Inspection reports, IE Bulletins b correspondence 


Q30712O240 Forwards IE Insp Ropts 50-313/83-10 b 50-368/83-10 on 
830501-31 b notice of violation. 

SEIDLE.U.C. Region 4, Office of Director 83/06/15. ORIFFIN.J.M. 
Arkansas Pouar b Light Co. 3pp. 19423:001. 24X 

Fiche; 50-313, 63/06/ 19, 0307120240. 


— 8307120242 Notice oF violation from insp on 830501-31. 

e Region 4. Office of Director. 83/06/19. 3pp. 19423:003. 24X 

Flche: 50-313,83/06/15, 8307120240. 
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--e307120?47 IE Insp Repta 50-313/83-10 t- S0-3&a/a3-10 on S303D1-3I. 
Moncoiap I larc e no t f P : fai lore to folloiu procBdurea for proper 
laPelina of raduaste 6 use of inadrciuate procedure to 
perforin rrorthlij naint. 

CALLAN, 1.. J , CUMMIUSp J. E. , JOHNSON. M.D. flegion 4. Office of 
Director. 03/06/M. 19pp. 19433:006 S4K f i c he : SO-3t 3> 03/06/ I S. 

3307120340. 


8307140107 Forwards evaluation of util fuel insp results. per B30602 & 
630330 supmi 1 1 a 1 a. Ut i 1 responsive (< t borough. Rou tine fuel 
surveillance r ec oirrnerd ed on periodic basis Qne addi insp 
necessarg to fulfill FSAR commitment. 

CLARK. R. A. Operating Reactors Branch 3. 83/06/24. GRIFFIN. J IS. 

Arkansas Poioer J. Light Co. 6pp. 19528: 117. 24X 

FI Che: SO-360. 83/06/24 . 3307 1 40107 . 


03O7O6O2B2 Forwrards IE Insp Repts 50-313/83-03 t 50-360/33-08 on 
630518-22. No noncompliance noted. 

SEIDLE.iJ C. Region 4, Office of Director. 33/06/29 CRIFFIN.J.n 
Arkansas Power b Light Co. 2pp. 19239:344. 24y 

Flche: 30-313. 33/06/29, 0307060202. 


—8307060291 IE Insp Repts 30-313/63-08 b 30-368/83-06 cn 830410-22. Na 
noncompliance noted. Major areas inspee ted secur i tg plan b 
imp Semen ting procedures 6 securitg program aud i t. Safeguards 
Info withheld ( 10CFR73. 21 ) . 

EVANS-C.A. . KEULV.J. A. , JOHNSON, W. D- Region 4, Office of Director. 
83/06/33. Ip. 19233:346. 24 !< Fic he 50-313, 03/06/29, 8307060202. 


8306270401 IE Info Notice 33-46, "Cemmon Mode Valve Failures Degrade 
Surrg Recirculation Sprag Bubsgsteih. " Sve list end. 

JORDAN, E.L. Division of Emergencg Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of Neu 

York. Inc I54pp, 19363:293 24 X F 1 ch B . 30-000. 63/07/1 1 . B306270401 . 


8306270404 IE Info Notice 03-47, "Failure of Hgdraullc Snubbers as 
Result of Contaminated Hgdraullc Fluid." Sve list end. 

JORDAN. E.L. Division of Emergencg Preparedness i Engineering 
Response (Post B30I03). 83/07/12. Consolidated Edison Co. of Heiu 

York, Inc l4lop. 19563 133. 24 X F 1 c h e: 30-000. 63 /07/ 12. S3062704O4. 


8306270406 IE Info Notice 83-48, "Caseous Effluent Releases of 
Radioactive 1-125 4, 1-131 in Eicess of NRC Limits." Sve list 
enc 1 . 

TAYLOR, J M. Division of QA. Safeguards U Inspection Programs (Pest 
630103). 33/07/14 Consolidated Edison Co. of New Vort, Inc 

I14pp. 19715:270. 24X F i c h e : 30-000. 83/07/ 14 , 3306270406. 


6307220560 Provides status 4 overview of waste gas sgs upgrades per 
021220 commitment In response to SALP rept.Mods include 
replacCng large amount of carbon steel pipe ui/stainiess 
steel 4 rerouting to minlmiie low spots In sgs. 

MARSHALL. J. R. Arkansas Power 4 Light Co. 83/07/18. STOLE. J.F. 
Operatkng Reactors Drench 4. CLARK, R. A Operating Reactors Branch 
3. 2pp. 19686:029 24 X Fl c h e ; 50-31 3, 83 /07/ I B, 3307220360. 


fl. Periodic operating reports 4 related correspondence 


8307260180 Submits fifth monthlg status rept on progress of reguletorg 
response 4 commitment control program. for 830314-0614. 

Rept on passive commitment tracking espected bg 830601. 

MARSHALL, J. fl. Arkansas Power 4 Light Co. 93/06/14. COLLINS. J. T. 
Region 4, Office of Director. 2pp. 19727.102. 24X 

Flche 50-313, 83/06/14. 8307260180. 


8307220305 Monthly operating rept for Mag 1 983- H/930613 Itr. 

BRAMLETT.L.S . MARSHALL , J. R. Arkansas Power 4. Light Co. B3/06/I9. 
BASSETT, H.S. Division of Data Automation 4 Management Information 
7pp. 19663 279. 24X F 1 c he • 50-360. 83/06/ I S. 8307220303 


S. Reportable occurrences. LERs 4 related correspondence 


8307050078 LER B3-025/01T-0 : f r am 3211 1 3-21 . d egra d ed response time for 
resistance temp detector RTD 4611-4 not adeguatelg 
compensated for per Tech Spec 3. 3. 1. I , Subs eguen t response 
time testing after refurbishment performed. 

LEVINE. J M. Arkansas Power 4 Light Co 83/06/24. COLLINS. J. 
Region 4, Office of Director 2pp. 19193.086 24X 

Fiche. 50-366, 83/06/24. 8307030073. 


9307120191 LER 33-023/01 T-0: on 83061 5. d i scev e red that since 630917, 
DNBR power operating limit penalty not adequate for cold leg 
resistance temp detector response time. Caused bg degradation 
of Never-Seei coup lent W/83062B Itr. 

ROGERS. PC.. MARSHALL. J. R. Arkansas Power 4 Light Co S3/06/88. 
SEIDLE, H. C. Region 4. Office of Director 3pp 19423 354 24X 

Fiche: 30-360, 33/06/23. 8307120191. 


8307260354 LER 63-D26/03L-0: on 830620, def i c 1 on t fire barrier 
penetration seals discovered between walls providing access 
to electrical equipment 4 cable spreading rooms. Cause not 
stated. Fire watch posted. Seals repaired. U/B3071S Itr. 

ROGERS.P-. MARSHALL, J. R. Arkansas Power 4 Light Co. 83/07/15. 
SEIDLE.M C. Region 4, Office of Director. 3pp. 19731:326. 24X 

Flche: 50-360, 83/07/13. 0307260394. 


0307260075 LER a3-027/03L-0: on 830623, 2CV- 1 51 1-1 sve water inlet 
isolation valve to reactor bldg cooling loop 1 failed to 
open during surveillance test. Caused bg manual valve doting 
to prevent leakage which overtightened valve. U/03O7ia Itr. 

UAOE.P. B. ■ MARSHALL, J. R. Arkansas Power 4 Light Co. 83/07/13. 
SEIDLE.U C Region 4. Office of Director. 2pp. 19727:337. 24X 

Flche: 90-360. 83/07 /1 3, 8307260075. 


8307260322 LER 03-O29/O3L-O: on 830703. c on tro 1 element assembly 
calculator I sensor failure lights came on for assemblies 64 
& 7S.Cause0 bg failure of high level mai card in calculator. 

Card replaced k calculator returned to sve. W/B3071B Itr. 

ROGERS. P. I MARSHALL, J. R. Arkansas Power 4 Light Co. 83/07/18. 
SEIDLE.U. C. flegion 4, Office of Director. 2pp. 19726:087. 24X 

Fiche: 90-360, 83/07/18, 0307260322. 
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F. Security, medical, emergencg 4 fire protection plans 


S307140312 Identifies personnel successfully completing comprehensive 
training course In generic aspects of radiation protection, 
emergency response 4 physical security. NRC personnel 630207 
access Itr teJll be revised. 

MCGUIRE. D. R. Region 2. Office of Director. 83/02/10. TUCKER. H.B. 
Duke Povier Co. tp. 19523:307. 24X Fl che: 30-369. 03/02/10, 

S30714O312. 


9307140257 Ack receipt of 830426 Rev IS to physical security plan. 
Changes consistent w/lOCFRSO. 34 (p ) 4 acceptable for 
inclusion in plan. 

LEWrS.R.C. Division of Project 4 Resident Programs. 03/06/17. 
TUCKER. H. B. Duke Power Co. 2pp. 19523:007. 24X 

Flche: 90-369. S3 /06/ 1 7. 8307 140257. 


8307140302 Ack receipt of S30414 4 0931 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
90-369/83-12 4 30-370/83-16 

DANCE.H. C. Division of Project 4 Resident Programs. 83/06/24. 
TUCKER. H D. Duke Power Co. Ip. 19321:007. 24X 

Fiche: 90-369. 83/06/24. 0307140302. 


—8307140305 Submits supplemental response to NRC 030314 Itr re 
violations noted In IE Insp Repts 30-369/83-12 4 
30"37'®^B3~16. Corrective actions:adequate shielding provided 
for Class IE equipment subj to water spray. 

TUCKER. H.B. Duke Power Co. B3/03/3I. O'REILLY. J. P. Region 2, 
Office of Director. Rpp. 19921:000. 24X Fl che: 30-369. 83/06/24, 

8307140302 


— B307S4030B Ack receipt of 830414 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-369/83-12 4 
90-370/83-16. 

DANCE.N.C Division of Project 4 Resident Programs. 83/03/17. 
TUCKER. H.D. Duke Power Co. Ip. 19921:010. 24X 

Fiche: 90-369, 83/06/24. 0307140302. 


-8307140310 Responds to NRC 030314 Itr re violations noted in IE Insp 
Repts 30-369/83-12 4 50-370/83- 16. C orrec t 1 ve actions: 
autamallc supervision 4 fire suppression automatic actuation 
circuits added. Fire protection review In progress. 

TUCKBI.H 0. Duke Power Co. 03/04/14. 0 'REILLY. J. P. Region 2, 

□fflce of Director. app. 19321:011. 24X Flche: 90-369. 83/06/24. 

8307140302. 


B3O714O04B Forwards fees for amends to Licenses DPR-38, DPR-47, DPR-99 
4 HPF-9 re location of emergency operating facility 4 
addition of license condition for verifying accep tab 1 1 1 ty of 
Kodel D2 steam generator design mod. respect ively. 

RUTHERFORD. N. A. Duke Power Co. 03/07/00. DIGGS. R.M. License Fee 
Hanageaent Branch. Ip, 19314:227. 24X Flche; 50-000, 83/07/00, 

8307140048. 


8307180076 Provides supplemental Info supporting 330506 request for NRC 
approval of two deviations from NFPA 72D-197S re local fire 
alarms. Fire protection review. Sac 1 1 on E. 1. (a ), Paragraph 
2471 Mill bo revised. 

TUCKER, H. B. Duke Power Co. 83/07/12. DENTON, H.R. Office of 
Nuclear Reactor Regulation. Director. ADENBAM.E.G. Licensing Branch 
4. 2pp. I9S60.-201. 24X Flche: 90-369, 83/07/12, 03O71SOO76. 
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^07290084 Releases public version of revised emergency plan 
Imp lement ing proc edures. 

1^EI.T0N< J K. Division of Rules and Records. 83/07/19. Oocunent 
Management Branch. Ip. 19724:140. 24X FI che: 90-349, 03/07/19. 

9307290004. 


~'B3O729OO07 Foriuards public version of revised emergency plan 
implementing procedures, Inc lud ing Procedure HP/1 /D/ 1009/19 
re Unit 1 nuclear post-accident containment air sampling sys 
&: Station Directive 3.6.2 re emergency organ 1 lat 1 on. 

TUCKER. H.D. Duke Power Co. 03/05/17, DENTON.H. R. Office Of 
Nuclear Reactor Regulation, Director. ADENSAK.E. 0. Llcenting 
Branch 4. 3pp. 19724:141. 24X FI che : 90-369. 03/07/19, B3072SO0B4. 


"~B307290092 Public version of revised emergency plan Implementing 
procedures, Inc 1 ud ing Procedure HP/1 /fi/ 1009/13 re Unit 1 
nuclear post-accident containment air sampling sys & StafetoR 
Directive 3.8.2 re emergency organl ia 1 1 on. 

KCCONNELL, T. , JOHNSON, t1. K. Duke Power Co. 03/09/30. Slpp. 
19724: i44. 24X F I c h e ; 90-369, 03/07/ 1 9. B3O729OO04. 


®307290101 Rel cases public version of revised crisis ingt plan For 
nuclear stations. 

PELTON.J.H. Division of Rules and Records. 83/07/19. Docunant 
Management Branch. ip. 19737:287. 24X Flche: SO-000, 83/07/19. 

6307290101. 


"8307290110 Public version of Rev 9 to crisis mgt plan for nuclear 
stations. 14/830630 Itr. 

UAUOHN, T. 8. Duke Power Co. 83/06/19. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 127pp. 19737:288. 24X 
Flche; 90-000. 03/07/19, 8307290101. 


^3072907i7 Releases public version of revised crisis mgt plan 
imp lement ing procedures. 

FELTON. J.H. Division of Rules and Records. 83/07/19. Oocunent 
Management Branch. ip. 19719:314. 24X Flche: 30-000, 83/07/19. 

8307230717. 


8307250730 Forwards public version of Rev i to Crisis Mgt Plan 

implementing Procedure 3.3.2 re crisis news group plan & 

Rev 3 to Procedure 9.3.3 re administrative li logistics 
support group. 

TUCKER, H.B. Duke Power Co. 83/09/02. DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19719:313. 24X 

Fiche: 30-000, 83/07/19, 8307290717, 


— 8307250744 Public version of Rev 1 to Crisis Hgt Plan Implementing 
Procedure 9.3.2 re crisis news group plan t. Rev 9 te 
Procedure 9.3.3 re admlnl s tra 1 1 ve t, logistics support group. 

♦ Duke Power Co. 83/03/16. lB6pp. 19719:317. 24X 

Flche; 90-000. 83/07/19, 8307250717. 


S307290939 Releases public version of rev to emergency plan. 

FELTON, J. K. Division of Rules and Records. 83/07/19. Document 
Management Branch. ip. 19857:006. 24X Fiche: 30-369, 83/07/19. 

0307290539. 


— —0307290944 Public version of Rev 11 to emergency p Ian. W/830630 Itr. 
MCINTOSH, M. D. Duke Power Co. 83/06/30. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADEN6AM,E.O. Licensing 
Branch 4- 67pp. 19857:087. 24X Flcho: 30-369. 83/07/19. 8307290339. 


. Operating license stage documents & correspondence 


S307i40218 Clarifies scheduling retiulraments for integrated leak rate 
tests (Type A tests), per 830309 rei^uest. Tests may be 
performed at end of current maint outage or during neit 
refueling outage, scheduled for Oct-Dec 1983. 

LEHIS.R. C. Division of Project ti Resident Programs. 83/03/16. 
TUCKER, H.D. Duke Pouter Co. tp. 19823:166. 24X 

Fiche; 90-369, 03/03/16, 0307140218. 


0306060070 Oonerlc Ltr 83-22 to all operating reactor ilceniaes. 
applicants for OLs 6 holders of CPs for Mas t Inghousa PURt 
re safety evaluation of "Emergency Response Oul del Ines. " 

Svc lilt end. 

EISENHUT, D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. lOpp. 19963:116. 24X Fi che: 90-000, 83/06/03, 

0306060070. 


^g07090377 Ack receipt of 830609 ltr reiiuestlng proposed change in 
Tech Spec Figure 3.2-3 re rated thermal power li total RCS 
flow. Review of proposed 830609 request Inappropriate. 

Check will be returned. 

ADENSAM. E. 0. Licensing Branch 4. 83/06/22. TUCKER, K.B. Duke Power 

Co. Ip. 19263:314. 24X Flche: 90-369, 83/06/22, 0307090377. 


0307130104 Forwards Amends 22 t. 3 to Licenses NPF-9 t. NPF-17. 
respectively 1< SER. Amends change Tech Specs to reduce 
meaiurement uncertainty for total RC8 flow rate. 

ADENSAH.E.B. Licensing Branch 4. 83/06/28. TUCKER. H.B. Duke Powar 

Co. 3pp. 19311:140, 24X Flche: 3O-369.S3/O6/20,B3O713OIO4. 


— 0307130112 Amends 22 & 3 to Licenses NPF-9 t, NPF-17, respectively, 
changing Tech Specs to reduce measurement uncertainty for 
total RCS flow rate. 

ADEM8AH. E. O. Licensing Branch 4. S3/06/2S. ISpp. 19311:143. 

24X Flche: 30-369, 83/06/26, B307130104. 


—*■0307130118 SER supporting Amends 22 Si 3 to Licenses NPF-9 ti NPF-17, 
respectively. 

• Office of Nuclear Reactor Regulation, Director. 83/06/28. 
lOpp. 19311:138. 24X Flc h e : 50-369 , 63/06/2S, 8307130104. 


8306270397 Oeneric Ltr 83-26 to all applicants for OLs Si holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EISENHUT, 0. 0. Division of Licensing. B3/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flche; 80-000, 83/07/03, 8306270397. 


B30706m29 Qentrlc Ltr 83-27 to all licensees S applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list end. 

EISENHUT, D. O. Division of Licensing. B3/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Flche; 80-000, 83/07/06, 8307060329. 


0307140118 Forwards 830609 fee, returned per NRC 830622 ltr concluding 
that application will not be reviewed. 

DIOOSiR.H. License Fte Manegement Branch. 83/07/06. TUCKER, H.B. 
Duke Power Co. ip. 19340:031. 24X Fiche: 50-369. 83/07/06, 

8307140113. 


8307080169 Oeneric Ltr 83-88 to all licensees of operating reactors, 
applicants for DL tc holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT, O. 0. Division of Licensing. S3/07/0S. Consolidated 
Edison Co. of New York, Inc. SSpp. 19669:269. 24X 

Flche: 80-000, B3/07/0B, 83070B0169. 


8307140048 Forwards fees for amends to Licenses DPR-3B, DPfl-47, DPR-98 
& NPF— 9 re location of emergency operating facility tc 
addition of license condition for voYlfying acceptability of 
Modal 02 steam generator design mod , respec 1 1 vel y. 

RVTHERFSRD. N. A. Duke Power Co. 83/07/08. OlOOB.R.H. License Fee 
Manageaient Branch. Ip. 19914:227. 24X Fic he: 90-000, 83/07/08, 

83071 4004S. 


8307260926 Responds to unresolved Items in EO Adensam B30610 ltr re 
control of heavy loads. Visual aids will be provided to 
assist crane operator In ensuring that designated safe load 
paths followed. Li f ted lifting devices under evaluation. 

TUCKERiH.a. Duke Power Co. 83/07/13. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Llcenting Branch 
4. 2pp. 19731:289. 24X Flch e: 90-369, 03/07/15, 8307260926. 


0307280409 Forcgards revised "Reactor Trip," "Unit Fast Recevery, " b 
"Controlling Procedure for Unit Startup,” requiring 
performance group evaluation be completed prior to restart. 

AddI changes will be provided, per Oeneric Ltr 83-28. 

TUCKER. H.B. Duke Power Co. 83/07/22. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4. Ip. 19802:131. 24X Flch e : 30-369. 83/07/22. 8307280409. 


— 0307280413 Changes 0 to 1 to Procedure AP/l/A/3SOO/Oi, "Reactor Trip. 
FIREBAU9H.L. , SOMMER, S.J. Duke Power Co. 83/03/12. 6pp. 
19803:132. 24X Flche: 30-369, 83/07/22, 8307280409. 


•0307280421 Changes O to 13 to Procedure QP/1/A/6100/0S. "Unit Fast 
Recovery, ” 

MAYE8.R. , FIREQAU9H, L. Duke Power Co. 83/03/27. Ilpp. 
19803:138. 24X Flche: 90-369. 83/07/22, 0307200409. 


— 030728042? Change 63 to Procedure OP/ 1 /A/6100/01, "Controlling 
Procadure for Unit Startup. " 

MAYE8.R. > FIREDAUSH, L. . HAMILTON, B. Duke Power Co. 83/09/19. 
9pp. 19002:149. 24X Flche : 90-369. 83/07/22, 8307280409. 


Q. Inspection reports, IE Bulletins b correspondence 


8307140336 Informs that liquid samples spiked u/rad lenuel Ides will be 
sent to facilities for radiochemical analyses as part of NRC 
canf irmatory measuremints program. Samples should be analyied 
for tritium, Br-a9 b 8r-90 content within 60 days. 

LEWIS. R.C. Division of Project & Resident Programs, 83/02/07. 
TUCKER, H.D. Duke Power Co. ip. 19323:120. 24X 

Flche: 90-000, 83/02/07, 8307140336. 
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&307140ia9 Foruarif* IE Insp fiapts SO-SA^/BS-EZ !< 50-370/B3-30 on 
830S03-06. No none amp i 1 a nc e naced. 

LEWIS. R C. Division of Project & Resident Programs. 83^06/16 
TUCKER. H.D. Dole Power Co. 2pp. 19522:073 2dX 
PI Che: 50-369. 83/06/'l&. 63071401 89 


— 03O714O19S IE Insp Repts 50-369/83-22 t 50-370/03-30 on 830503-06. No 
nencompllance noted. Major areas Inspec Ced: I icensed t, 
nonllcensed operator training 8< r egua 1 1 f lea tl an programs & 
on-sh 1 f t/rea l-time training. 

BURGER. C.. SCHNEIDER, 0. , SKINNER. P. Region 2. Office of Director. 
03/06/16. 9pp. 19322:077. 24X Fl Che . 30-369. 03/06/ 16, 3307140169. 


8307140302 Act receipt of 830414 t. 0531 Itrs informing NHC of steps 
taken to correct violations noted In IE Insp Repts 
50-369/83-18 t 30-370/03-16. 

DANCE. H.C. Division of Project U Resident Programs. 03/06/24. 
TUCKER. K.D. Duke Power Go. Ip. 19521:007 24X 

FI Che; 30-369. 83/06/24, 8307140302. 


R Periodic operating reports l< related correspondence 


8307190184 Foruards monthly operating repts for June 1903, inc lud Ing 
revised unit shutdowns 6 power reduction sheets for Unit 1 
for Feh 1902. 

TUCKER. H. 8. Duke Power Co. 03/07/13. Director’s Office. Office 
of Inspection and Enforcement. Ip 19641.308 24X 

Fi Che: 30-369, 83/07/13. 8307190104. 


— 8307190180 Monthlij operating repts for June 1903. 

REAVIS. J. A. Duke Power Co. 03/07/13. 9pp. 19641-309 24X 

Flcha. SO-369. 03/07/15. 8307190104 


8307190309 Revised unit shutdowns t, power reductions for monthlu 
operating rept for Feb 1982. 

REAVIS.J.A, Duke Power Co. 02/06/13. 3pp. 19641 310 24X 

Ficher 50-369. 83/07/1 3, 8307190104. 


•8307140305 Submits supplemental response to NRC 030314 Itr re 
violations noted In IE Insp Repts 30-369/03-12 6 
30-370/03-16. Correc tlve ac t Ions : adequate shielding provided 
for Class IE equipment subj to water spray. 

TUCKER, H.B. Duke Power Co. 83/03/31. O 'REILC./, J. P, Region 2. 
Office of Dlroctor. 2pp. 19321:008. 24X FI ch e : 30-369, 83/06/24. 


•8307140300 Ack receipt of 830414 Itr Informing NRC of 
correct violations noted in IE Insp Repts 30-369/33- 
30-370/63-16. 

DANCE. H.C. Division of Project * Resident Programs. 
TUCKER, H.B. Duke Power Co. Ip. 19521:010 24X 

Flche; 50-369, 83/06/24. 8307140302. 


steps taken 
12 t< 

83/03/17. 


to 


-8307140310 Responds to NRC 030314 Ur re violations noted in IE Insp 
Repts 50-369/03-12 St 50-370/83—16. Corrective actions: 
automatic supervision It fire suppression automatic actuation 
circuits added. Fire protection review In progress. 

Power Co. 83/04/14. □ 'REILLY. J. P, Region 2, 

Bpp. 19331:011. 24X Flche: 30~369,e3/06/24, 


TUCKER, H.B. Duke 
Office of Director. 
8307140302. 


Forwards IE tnsp Repts 50-369/03-12 6 50-370/03-16 on 
030214-18 b notice of devlatlo-n. 

Division of Project b Resident Programs. 03/03/14. 
TuCKERi H. B. Duke Power Co, 2pp. 19321-019 24X 

Flche: 30-369. 83/06/24, 8307140302. 


Notice of deviation from Insp on 030214-10 
Region 3, Office of Director. 03/03/14. 2pp. 19321 021 24X 

Che; 50-369.83/06/24, 8307140302 


—0304200323 


S. Reportable occurrences, LERs b related correspondence 


0307120113 LER 83-030/01 T-0: on 830326, d t sc overed monthly test of 
containment pressure control sys failed to satisfy 
surveillance requirements to check permls s ive/ termina t ion 
setpoint accuracy. Alarm modules recal 1 br. W/830627 Ur. 

NARDQCIi P. B. I TUCKER. H, 0. Duke Power Co. 03/06/27. O'REILLY.J P 
Region 2. Office of Director. Spp. 19423:037 24X 

Flche: 50-369.83/06/27. 8307120115. 


8307120383 LER B3-035/03L-0; on 03031 3. pr e ssur 1 i er heater group IG 
failed to energlie in manual b declared inoperable per Tech 
Spec 3.4. 3. Caused by blown fuse In heater contactor control 
circuit. Fusa rep laced , W/830620 Itr 

NARDOCI. P. 0, I TUCKER, H.B. Duke Power Co. 83/06/28. O'REILLY.J P 
Region 2. Office of Director. 2pp. 19432- 133 24X 

Flche: 30-369,83/06/28, 8307120303. 






IB failed to energlie In manual b declared Inoperab le. Hea t 
damage found at heat dissipating resistor connoc t ions. Caused 
6y design defect In contactor coll c 1 rcul t. H/03O62e Ur. 

NAROOCI. P. B. , TUCKER, H.B. Duke Power Co. 03/06/20. O'REILLY.J P 
Region 2. Office of Director. 2pp. 19433 077 24X 

Flche: 30-369,83/06/80. 03071 20S97. 


8307190212 LER 83-039/03L-0: on 830606, c ontro 1 room ventilation sys 
train A failed control room pressurization test performed 
In response to control room doer mod. Caused by out-of- 
positlon manual damper. N/830706 Ur. 

NARDOCI. P. D. , TUCKER, H.B- Duke Power Co. 03/07/06. O'REILLY.J. P 
Region 2. Office of Director. 2pp. 19S30 267 24X 

Flche: 50-369, 83/07/06, 8307190212 


-8304200989 IE Insp Repts 50-369/03-12 b 50-370/03-16 on 030214-10 
Noncompllence no ted: sub standard automatic sprinkler sys for 
reactor bldg annulus b failure to Insp b teat fire detection 
« actuation sgt for dltttl -gvnerdtor. 

HILLER, W.H., CONLON.T.E. Region 2, Office of Director. 03/03/09 
lipp. 19321:023. 24X Flcha : 50-369. 03/06/24 , 8307 1 40302. 


8307220431 Forwards I£ Insp Repts 50-369/83-24 b 30-370/03-31 on 
830420-0520. No noncompliance noted. 

of Project b Resident Programs. 83/06/30. 
lUtKfcHiH. B. Power Co. Sflp. 1^686M2l 24X 

riche; 50-369. 83/06/30. 030722043 I 


—8307220441 IE Insp Repts 50-369/83-24 b 30-370/83-31 an 030630. No 
noncompl lance noted, Major areas Inspec ted ; opera t Ions, 
surveillance testing, malnt activities b follawop of 
unresolved Items. 

M/DA/mn' of Project b Resident Programs. 

03/06/30. 5pp, 19606; 123. 24X Flche: 30-369. 03/06/30, 0307220431. 

8306270401 IE Info Notice B3-46, "Common Mode Valve Failures Degrade 
Subsystem." Bve list end. 

Emergency Preparedness b Engineering 
5!^ <Po*t 6301031. B3/07/11. Consolidated Edison Co of Ne. 

York. Inc. 184pp, 19963:293. 24X Flche ; 50-000. 83/07/1 1, 8306270401 


InFo Notice B3-47. "Failure of Hydraulic Snubber. a« 
".Sinh*. Hydraulic Fluid." Sve list end. 

fB Emergency Preparedness b Engineering 

Response CPost 8301031. 83/07/12. Conso 1 Ida ted Ed 1 eon Co af Ne. 

Tori. Inc. I41pp. 19963:153. 24X FI che: 50-000, 03/07/12, 830627040 


B3071S0234 LER 03-O30/O3L-O; on 03OS27, narrow-range levels of steam 
generators not verified within AX of average value.Dn 
830605. lee condenser monitoring sys b applicable instrument 
ttenks Missed. Caused by personnel error. H/e30706 Ur. 

NARDOCI, P, B. ■ TUCKERiH.D. Duke Power Co. 83/07/06. O'REILLY.J P 
Region 2, Office of Director. 2pp. 19530 210 24X 

Flche; 50-369. 83/07/06, 8307150234. 


awv/iawaow uen B3-037/03L- 




valve ISV-9 1 Ifted, w/raaln steam pressure below acceptable' 
lift setpoint range, during reactor tflp transl ent. Caused by 
setpoint drift, probably due to vibration. W/030706 Itr. 

NARDOCI. P. B. . TUCKER.H.B. Duke Power Co. 03/07/06, O'REILLY, J.P 
Region 2, Office of Director. 2pp. 19S38' 250 24X 

Flche: 50-369, 83/07/06, 8307130233. 


830719OI0S LER 83-04 1 /03L-0: on 030607, c onta I nmen t hydrogen monitor A 
hydrogen analyier gas flow found out-of-spec. Caused by 
partially blocked flow path. Monthly test performed again on 
830610 b ihonl tor declared operas le. W/030707 Ur. 

NARDOCI. P. B. I TUCKER, H.D. Duke Power Co. 83/07/07. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 19536:211 24X 

Flche: 30-369, 83/07/07, 0307130100. 


8307190340 LER S3-040/03L-0: on 830604,06 b 20, Fire Detection Zones EFA 
76,190 b 103 declared Inoperable due to Invalid alarms. 

Caused by spurious alarms b high dust concentration. Bmoke 
fc fire ionization detectors replaced, U/a30707 Ur. 

NARDOCI. P. D. , TUCKER.H.B. Duke Power Co. 03/07/07. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 19338:277 24X 

Flebe : 30-369, 83/07/07, 8307190340. 


^^R^dUacti^e Effluent Releases of 

Radioactive I-ias b I-I31 In Eictss of NHC Limits." Sve list 

Safeguards b Inspection Programs IPoi 
M4 o Consolidated Edison Co. of New York. Inc 

114pp. 19719:270. 24X Flche : 50-000, 83/07/14, 8306270406, 


S307220409 LER B3-042/03L-0: on 830609. d 1 ese 1 generator IB declared 
Inoperable when two unsuccessful attempts made to load 
generator. Caused by Inaccurate timing. Test procedure revised 
to allow for 3 minute wait. H/B3070G Ur. 

NARDOCI. P.B. Duke Power Co. 03/07/08. O'REILLY.J, P Region 2. 
Office of Director. app. 19691:173. 24X Flche: 50-369, 03/07/00. 



DOCKETED ITEMS 


JJ0726033B Poriusrds LER 03-043/017-0 V 03-029/011 -0. 

TUCKER. H.D. Duke Poujer Co 83/07/14. O’REILLY, JP. Regions. 
OPPlee of Director 3pp. 19732.334 24X Fictke 50-369,03/07/14, 

0307260550 


— 8307260567 LER 63-043/017-0.011 83060 1 , Wes 1 1 ng hous e notified util that 
eitended operation at lower power >• subsequent escalation to 
power in same fuel cgcle would result in heat flu< hot 
channel factor limit violations to LOCA analysis. 

NARDOCI.P.D, Duke Power Co. 03/07/14 Region S. Office of 

Director. ip. 19732:330. 24X Fiche 30-369,03/07/14.0307260558. 


"B307260369 LER 83-029/01 7-0 . on 03060 1 . W e s t i ng h ouse notified util that 
extended operation at low power L subsequent escalation to 
power in same fuel cgcle would result in heat flux hot 
channel factor limit violations for UQCA analysis. 

NARDOCI.P.D. Duke Power Co. 83/07/14. Region 2, Office of 
Director, ip. 19732:339. 24X F I c h e 50-369. 83/07/14. 0307260550. 


83072S0202 LER 03-O44/O3L-O: on 8306 1 7. c on ta i nmen t atmosphere gaseous 
radioactivity monitor EMF-39L declared inoperable while in 
Mode 1. Caused by failure of monitor to meet acceptance 
criteria due to lower detector voltage road 1 ng. M/a3071S Itr. 
NARDOCI.P.D., TUCKER, H.D. Duke Power Co. S3/07/IS. O 'REILLVp J. P. 
Region 2. Office of Director. 2pp. 19705:343. 24X 

Fiche: 50-369, 03/07/15, 8307250202 


8307260462 RO 369/83-46: on 830617. two independent control area 
ventilation sys inoperab 1 e. v i ola t i ng Tech Spec 3.7.6. Rept 
will be submitted by 830729. 

TUCKER, II. D. Duke Power Co. 83/07/15. 0 'RE ILLY, J, P . Region 2. 

Office of Director. Ip. 19728:359. 24X Fiche: 50-369, 03/07/15. 

8307260462. 


8307260535 LER B3-045/03L-0: on 8306 1 6, c en tr 1 f uga 1 charging puap ID 
stopped due to high temp on motor inboard bearing. Caused by 
excess oil removed from bearing reservoir for sample 
ana ly a 1 s . Dear Ing, ro t or S, endbell rep lac ed. W/83071 3 itr. 

NARDDCI.P D. , TUCKERiH.n, Duke Power Co. 03/07/15. 0 ' REILLY. J. P. 

Region 2. Office of Director. 2pp 19731.354. a4K 
Fiche; 50-369, 83/07/15, 0307260535. 


0307260495 Presents plan for satisfying Intent of Part 21 in order to 
continue procurement of equipment from Nelson Electric Div 
of General 8ignal Co, in view of Nelson Electric refusal to 
accept purchase orders involving Part 21 requirements 
TUCKER, H.D. Duke Power Co. 03/07/20 DENTON.H.H. Office of 
Nuclear Reactor Regulation, Director 2pp 19733:330. 24X 

Fiche: 50-000, 83/07/20, 8307260495. 


DOCKET 50-370 WILLIAM D. MCGUIRE NUCLEAR STATION, UNIT 2 


A. App 1 lea 1 1 on/cons true t ion stage dgeuments h correspondent# 


8307060329 Generic Ltr 83-27 to all licensees L applicants for 
operating power reactors !, holders of CPs for power reactors 
re surveillance Intervals In STS. Sve list end. 

EIBENHUT, D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co of New York, Inc. 16pp. 19669.254. 24X 

Fiche: 50-000. 83/07/06, 8307060329 


F. Security, medical, emergency t, fire protection plana 


8307140312 Identifies personnel successfully completing comprehensive 
training course In generic aspects of radiation protection, 
emergency response & physical security NRC personnel 830207 
access Itr will be revised. 

MCGUIRE, D. R. Region 2, Office of Director 83/02/10. TUCKER, H.B 
Duke Power Co. Ip. 19523.307. 24X Fi c he: 50-369, 83/02/10. 

8307140313. 


8307140237 Ack receipt of 030426 Rev IS to physical security plan. 
Changes consistent w/lOCFRSO 54<pl 5 acceptable for 
inclusion in p Ian. 

LEWIS. R.C. Division of Project & Resident Programs. 03/06/17. 
TUCKER, H.B. Duke Power Co. 2pp. 19523 007. 247 

Fiche: 50-369, 03/06/17. 0307140237. 


8307140302 Ack receipt of 030414 8, 0531 Itrs informing MIC of steps 
taken to correct violations noted in IE Insp Repts 
50-369/03-12 L 50-370/83-16. 

DANCE, H.C. Division of Project t Resident Programs 83/06/24. 
TUCKER. H.D. Duke Power Co. Ip. 19521:007. 24X 

Fiche: 50-369, 83/06/24. 8307140302. 


— 8307140305 Bubmits supplemental response to NRC 030314 ltr re 
violations noted in IE Insp Repts 50-369/83-12 8, 

50-370/83-16. Corrective ac t ions : adequate shielding provided 
for Class IE equipment subj to water spray. 

TUCKER, H.D, Duke Power Co. 03/05/31. 0 'REILLY. J. P. Region 2, 

Office of Director. 2pp. 19521.000. 24X F 1 Che; 50-369. 03/06/24. 

8307140302 . 


--8307140308 All receipt of 8304 1 4 ltr informing NRC of steps talen to 
correct viDlations noteo in IE Insp Repts 50-369/83-12 
5Q-370,'B3-I6 

DANCE, H C. Division of Project ?■ Resident Piograms 83/05/17. 
TUCKER. H a. Duke Power Co ip I952I 010 24X 

Fiche. 50-369. 83/06/24. 0307140302 


— B30714031O Responds ta NRC 830314 1 ’. r ,e .lolations noted in IE Insp 

Repts 50-369/83-12 S 50-370/03-16 Corrective actions 
automatic supei’ v i s 1 on fii'e suppi’ession automatic actuation 
circuits added Fire protection review in progress 
TUCKER, M B. Duke Power Co 83/04/J4 0 'RE IL LY. J. P. Region 2. 

Office of Director Opp 19521 OIJ 24X Fjche 50-369.03/06/24. 
0307140302 


03O71BOO76 Provides supplemental info supporting 830306 request for NRC 
approval of two deviations from NFPA 72D"1975 re local fire 
alarms Fire protection rev i ew. Sec 1 1 on t I ( a ). Paragraph 
2471 will be revised. 

TUCKER, H D Duke Power Co. 83/07/12. DENiaN.H ». Office of 
Nuclear Keawtor Regulation. Director ADEnSAM. E. G. Licensing Branch 
4 2pp I9360’201 24X F I c he ’ 50- 369, 83/07/ 1 2, B307 1 60076. 


0307250084 Releases public version of revised emergency plan 
imp I ement 1 ng procedures 

FELTON, J W. Division of Rules and Records 83/07/19. Document 
Management Branch. Ip. 19724.140. 24< Fi cho. 50-369. 03/07/ 19, 

B307S30004 


--B307230067 Forwards public version of revised emergency plan 
implementing procedures, including Procedure HP/ l/B/1009/ IS 
re Unit 1 nuclear post-accident c ontainmenl air sampling lys 
If Station Directive 3.8 2 re emergeiicij organiiatlon. 

TUCKER. H.B. Duke Power Co 03/05/17 DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director ADENSAMpE.G Licensing 
Branch 4. 3pp 19724- i41 24X Fiche 50-369,83/07/19,0307250004 


— 8307250092 Public version of revised emergency plan implementing 
procedures,, including Procedure HP / I /D / 1009/ 1 5 re Unit I 
nuclear post-accident containment air sampling sys 1, Station 
Directive 3.0 2 re emergency organ i lat i on. 

rtCC-ONNELL. T , JOHNSON. M.K Duke Power Co 03/03/30. Blpp 
19724 144 24X F I c h e 50-369, 83/07/ 1 9, 6307250084 


S3072S0101 Releases publit version of revised crisis mgt plan for 
nuclear stations. 

FELTON, J.M. Division of Rules and Records 83/07/19 Document 
Kanagament Oranch. Ip. 19737.207 24X Fiche . 50-000, 03/07/ 19, 

8307250101 


— B3O723011O Public version of Rev 9 to cnials mgt plan for nuclear 
stations. W/ 6306 30 Ltr. 

VAUGHN, T. 3 Duke Power Co 03/06/15 DENTON. H R. Office of 
Nuclear Rfeactor Regulation, Director. I27pp 19737.288. 24X 
Fiche. 50-000.83/07/19, 8307250101 


8307250717 Releases public version of revised crisis mgt plan 
implement i iig prec e dures 

FELTON.J.K Division of Rules and Records. 63/07/19. Document 
tianagement Di-anch. Ip. 19719:314. 24X fiche 50-000,03/07/19, 

8307250717 


— 0307250730 Forwards public version of Rev I to Crisis Mgt Plan 
Impleii.enting Procedure 5.3.2 re crisis news group plan b 
Rev 5 to Procedure 5. 3. 3 re administrative >.■ logistics 
support group. 

TUCKER, H.D Duke Power Co. 83/05/02. DENION.H.R. Office of 
Nuclear Rnactoi' Regulation, Director 2pp 19719.315. 24X 

Fiche- 5-0-000, 83/07/19, 8307350717 


—6307250744 Public version Of Rev I to Crisis Mgt Plan Implementing 
Procedure 5 3. 2 re crisis news group plan Rev 5 to 
Procedure 5.3.3 re administrative logistics support group. 

• Duke Power Co. 83/03/16 ia6pp 19719 317 24X 

Fiche: 50-000, 83/07/19, 830725071 7. 


8307290539 Releases public version of rev to emergency plan. 

FELTON. J M- Division of Rules and Racords. 83/07/19. Document 
Management Branch. Ip 19Q57 0B6. 24 X Fic h e . 50-369, 03/07/ 19, 

0307290539. 


— 0307290544 Public version of Rev 11 ta emergency p Ian. U/B30630 ltr. 
MCINTOSH. M.D Duke Power Co 33/06/30. DENTON, H R. Office of 
Nucleai Reactor Pegulation, Director. ADENSAMpE.G Licensing 
Branch 4. 67pp 19857 007. 24X FI che: 50-369, 83/07/19, 0307290539. 



216 


DOCKETED ITEMS 


stage docu.-ienta K 


: or re spond ence 


license cnnijitinns ‘criticality per 

sz'p™''. ™cke,,„.„ 

03O71<1O224 >7=S3-1&J 747 Plcne 30-37O,Q3705/oa. 


sr- e 3 ?: 5 ;a;rsK 7 SSo 4 o?— 

'= »7ii..i„, » ,.rr,. 


9?06040070 Ltr 

applicants for OLs I, holders of CP^ f or eI*^H “ = 
re safety evaluation n# "ir~ ' CPs for We s 1 1 nghou $ e PWRs 
Svc listentl Emergency Response Oo i de ! 1 nes. “ 

flSENHOTpO Q n,vic.r.t7 -7! . 

Electric Co. 10 p 19363 I r S3/06/03. Vanlee Ato.ic 

8306060070. 363. I !6. Fichs 30-000,83/06/03, 



.. Duke Power Co. In 

Fiehe:a0-000. 83/02/07, 8307M0336 


Programs. 
l‘?32S: 120. 24X 


8307050377 Ack receipt nf SIOAno 

Tech Spec Figure 32-3 re rated t n »r*^ PTOposed change in 

measurement uncertainty for total Ire x? * reduce 

rf4Qr>jc;AK Cl-' I / total HtS fiotj rat« 

3PP 

-- -=U:M3. 

■"'relpe^^fvef" 22 . 3 to License, .PF-9 . «PF-, 7 , 

03O<62'7O3®?7 I tr o-i ?)•. *. 

CPs for power reactors rf c “rtf caS?on''‘J‘* ^ hal-kra of 

reoulrements for diesel f.ie t ^ ^ 'orveillance 

EiseimuT.D 0 nivJtttn ity- sve int end. 

Edison Co. of N.L'yVri: tnt ” 60 ^“ Ccnsa.tOated 

Fiche:3(j-COO,e3/O7/O5.03O627O397 S-JX 

S307140J18 Forur»i'{je SSOaop ^ 

-n not cand„d.n, 

Duke Power 00.’'®?^ '"l TUCKER.H.B 

B307J401!B I'/jyo.oSl. «,47 Fi c he . SO-Se-?, 83/07/06, 

8307030169 Oeneric Ltr 33-28 to all 11 

applicants for CL 6 holders of CPs'it ! opitratin, reactors. 

Of! generic Impl 1 cat Jon oJ stle™ Irwc actions tased 

EISENHUT.D 0 . DlvisJon tf L^rln Pvents.Svc list end. 

Edison Co. of Ne^yttt ?nc sLt"® Consol, dated 

Fiche. 30-000, 83/07/08. e30?0a0167." 2 « 

:i:vr ^ - 

2 ?RKEdnV"V?''^‘’ ^ 

32pp. .9697:04r'’'2S? FU:r=o:.OOa 83/"oL^ 3, eaOTlISI^a” 

control °f''hBtty'lotdt'’vituiralds‘^wM"l,^® Adensam 830610 ltr re 
TUCKER, u D Dnki p!,, '‘^“"9 devices under evaluation 

«dc,ear ReactSr^‘Se:“r:;.^°: aS^ ^ o"' 

2 PP ,9731:289. Fi ch e: 30-367. 83/S7d3^B3072653ir 

e3072a0<109 Forwards revised "(iBarf^r t • ., .. 

"Controlling Procedure for Unit Startup' ■■ Recovery," «. 

performance otouo evaluatinn k requiring 

f^ddl chas.jes will 6 e ortwdtd P"*®'' “■ Testart. 

^^RecovttJ. ^ Procedure OP/ 1 /A/61 00/03, -Unit Fast 

S't3e '’“ie; 30^^11. 


^ . 0 - 370 / 83-0 on 

Fiehe: 30-369, 63/06/16, 8307140189: 24X 

noncomp I iar,trnSted’’mjoratIas^,nspecrd^li''^^~^° N° 

nonljcensed operator trlVnfJ^ . ‘d'Pec ted: 1 icensed *, 
an-shift/real-tlma training.® Tequa 1 1 f teat 1 on programs S, 

9pp'^^'?9322 i7r‘^2nt’Fl h''*!"’" Director. 

PP 19322.077 2nx Eii:he:S0-369,a3/06/16, 8307140189: 

8307140302 Ack receipt of 830414 6 033 , i*.„ , < 

^RER^H%. ’’oult^ptwtr Co.°'"; ^3/06/24. 

Flch6;30-369, 83/06/84, 8307140302. 24X 

0307140302. 19321,008, S-IX F 1 c h e: 30-369, 83/06/24, 

i;: ‘r-r'sj ™' •' - 

30-370/83-16, ‘ ' P Rapts 50-369/03-12 & 

C6“'“tp '■ ti52?-?o'’''“2;r‘' 

Flche: 30-369. 83/06/24, 8307140302. =*»* 

TUCKFA M n r% , ^ P"oc6ction F^eviou in proaresft 

8307140309. i^52*-0n. 24X F I ch e : 50-369, 83/06/24, 

TUCKEH.H, B. ^^Ouk t^ptwe^ *“ Programs, 83/03/14. 

Fiche: 50-369, 83;S6/2r03§?.4O3SI: ^dX 

?i'I:!;"”'?«2l:O2r"2jx%ich:?5S-69,0L'^^ 

TUCKER.H. B. D«{|*pSutr *“ ’’fllo®"* ^’'oprams. 83/06/30, 

F,c6e:30-369.eS/l6/lrB3S52204Sf: 

«“v,tla. 6 followup of 

' 5 S“ 86 !-. 23 ‘’‘''^^i“^:h%'’;sisi^. ^ 3 %:)^sra 3 o;i?s: 5 !: 



DOCKETED ITEMS 


S306S70401 IE Info Notice a3-46i "Common Mode Valve Failures Degrade 
Surrg Recirculation Sprag Sufiegstem. " Svc list end 
JORDANiE.L. Olvliion of Emergency Preparedness Engineering 
Response (Post 830103). 93/07/11. Consolidated Edison Co. of Neui 

Vork, tnc. 154pp 19363.293 24X F I c h o : 50-000, 03/07/ 1 1 . 8306270401 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 630103). 03/07/12. Consolidated Edison Co. of Neu 

Vorli. Inc 141pp. 19363.153. 24X F i c h e 50-000, 63/07/ 12. 8306270404. 


8306270406 IE Info Notice 03-40, "'Gaseous Effluent Releases of 
Radioactive I-12S & 1-131 in Excess of NRC Limits. "' Svc list 
enc 1. 

TAYLOR, J M. Division of QA. Safeguards t, Inspection Prograas IPost 
030103). 03/07/14. Consolidated Edison Co. of Neu York, Inc. 

Il4pp. 19713-270. 24X F I cli e : 90-000, 83/07/ 1 4. 8306270406. 


R. Periodic operating reports & related c arrespondence 


6307190184 Foruards monthly operating repts for June 1983, including 
revised unit sliutdouns pouier reduction slieets for Unit 1 
for Feb 1982. 

TUCKER, H.D. Dulie Power Co. 83/07/15. Director's Office. Office 
of Inspection and Enforcement. ip. 19641^308. 24X 

FI Che: 30-369, 83/07/13, 0307190184. 


— 8307190180 Monthly operating repts for June 1983, 

REAVIS, J. A. Dulce Power Co. 83/07/13. 9pp. 19641:309. 24X 

Fiche: SO-369, 83/07/15, 8307190184. 


S. Reportable occurrences, LERs tr. related correspondence 


8307120200 LER 83-019/01T-0: on 630526, con ta Inmen t pressure control sgs 
monthly test failed to satisfy surveillance requirements fee 
check perml ss 1 ve/termina t ion setpoint accuracy . Caused by 
eut-of-tolerance Ins truments. Modules recal Ibr. M/630627 ttr. 

NARDOCI.P. D. , TUCKER, H.D, Dolce Power Co. 83/06/27. O 'REILLY. J. P. 
Region 2, Office of Director 6pp. 19423 307. 24X 

Flehe: 50-370, 83/06/27, 8307120200. 


8307150259 LER 83-0Q4/03L-0: on 030526-0610. FI re Deteefeion Zones 
EFA 179.109,102.01,102,174 t. 163 declared inoperable due to 
invalid a larms. Caused by dirt accumulation In Fircmark 9620 
smoke de tec tor s. W/830706 Itr. 

NAROOCI. P. D. . TUCKER, H.D. Duke Power Co. 83/07/06. O 'REILLY, J. P. 
Region 2, Office of Director 4pp. 19537:359 24X 

Fiche: 50-370, 83/07/06, 0307150259. 


8307150305 LER 03-O2S/O3L-O: on 030605, d 1 g 1 ta I rod position indication 
for control bank C rod F-6 declared Inoperable due to 
ambiguous indication that rod was at both 228 & 204 steps 
from core bottom. Caused by failed display card . M/e30707 Ifer. 
NARDOCI, P. D. , TUCKER, H.D. Duke Power Co. 83/07/07. 0 'REILLY. J. P- 

Reglon 2, Office of Director. 2pp. 19532:309. 24X 

Fiche: 50-370, 03/07/07. B307I 50305. 


8307220221 LER 83-026/03L-0: on 030608, while In Mode I. reactor coolant 
leakage calculation revealed excessive unidentified RCS 
leakage. Caused by valve 2NM-68 lifting at less than intended 
setpoint. Valve will be rep laced . M/B30707 Itr. 

NARDQCI.PB., TUCKER, H.D. Duke Power Co. 83/07/07. 0 ‘REILLY. J. P. 

Region 2, Office of Director. 4pp. 19674:001. 24X 

Fiche: 50-370, 63/07/07, 0307220221. 


8307220257 LER B3'028/03L-0: on 6306001 p r e s s ur 1 i er heater group 8D 
declared Inoperable when supply breaker found tripped open. 

Caused by damaged closed indicator lamp socke t . Soc ke t 
replaced. M/830708 Itr 

NARDOCI, P. D. , TUCKER, H. D. Duke Power Co. 83/07/08. 0 'REILLY, J. B. 

Region 2. Office of Director. 2pp. 19684:220. 24X 

Fiche: 50-370, 83/07/09, 0307220257. 


8307220499 Advises that RO-370/03-27 re violation of Tech Spec 3.6.3 
concerning isolation times on 830609 will be submitted by 
S30722. Delay due to Incomplete investigation L rept 
preparation. 

TUCKERiH. D. Duke Power Co, 03/07/08. 0 'REILLY. J. P. Region 2. 

Office of Director. Ip. 19605:225. 24X FI c he : 50-370, 63/07/08, 

B307220499. 


8307260558 Forwards LER 83-043/011-0 «< 03-O29/OtT-O 

TUCKER, H.D Duke Power Co. 83/07/14. 0 'REILLY. J. P. Region 2, 

Office of Director. 3pp. 19732:334. 24X FI che: 50-369, 83/07/14. 

6307260558. 


— 8307260569 LER 83-029/0 1 T-D : on B3060 1 , M es t i ng h ou s e notified util that 
extended operation at low power & subsequent escalation to 
power in same fuel cycle would result in heat flux hot 
channel factor liisiit violations for LOCA analysis 
NAROQCI.P.D. Duke Power Co. 63/07/14 Region 2, Office of 
Director. Ip. 19732:339. 24X Fiche 50-369.83/07/14.6307260550 


8307360364 LER 03-O27/O3L-O: on 830609. f o 1 1 owl ng mairt to ac tua I or , va ! ve 
SCF-39 (S/0 2A feedwater containment isolation) eiceeded 
stroke time of less than 5 s. Caused by solenoid failure of 
valve 2CF3S. Solenoid rep lac ed. M/6307 1 6 Itr 

NARDQCI.PB., TUCKER, H.B. Duke Power Co. 83/07/18. □ 'RE! LLY. J. P. 

Region 3. Office of Director. 2pp. 19733 162 24X 

Fiche: S0-370, 83/07/18, 8307260384. 


8307360390 LER B3-030/a3L-0. on 83061B 20. fire detection Zones EFA 100 

6 170 declaned Inoperable due to invalid alarms. Caused by 
dirt accumulation in two Flremark 9620 loni lat ion-type firs 
detectors. De tec tors cleaned U returned to ivc.W/S30718 ICr. 

NARDOCI. P B., TUCKER, H.B. Duke Power Co 83/07/18. D 'RE I LLY, J. P. 
Region 3. Office of Director. 2pp 19733:164. 24X 

Fiche: 30-370, 83/07/18, 6307260390 


8307360495 Presents plan for satisfying intent of Part 21 in order to 
continue procurement of equipment from Nelson Electric Div 
of Oeneral Signal Co. in view of Nelson Electric refusal to 
accept purchase orders involving Part 21 requirements. 

TUCKER. H.B. Duke Power Co. 83/07/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19733:350. 24X 

Fiche; 90-000, 83/07/20, 8307260495. 


DOCKET SO-373 LASALLE COUNTY STATION, UNIT I 


A. Application/construction stage documents U correspondence 


8307130382 Forwards revised responses to NRC Guestions 031.290 b 292 
re potential multiple control sys failures due to high 
energy line break events, per 830621 discussion. 

8Ck«0eDER.C. U. Commonwealth Edison Co. 83/07/06. DENTDN.H.R. 
OfflCB of Nuclear Reactor Regulation, Director. 9pp. 19429:030 
34X Fiche: 30-373, 03/07/06. 8307120382. 


E NRC Safety Evaluation Report <SER>, suppls b correspondence 


8307860314 Forwards marked-up revised FSAR Table 14. 2-123, per 630706 
telcon & SER Section 14. deleting ref to measurement of 
relief valve capac i ty . Changes will be Incorporated into FSAR 

Aneitd 64. 

SCHRQEDER.C. M. Commonwealth Edison Co. 03/07/21. DENTDN.H.R. 
Office of Nuclear Reactor Regulation, Director. Spp 19726:297. 
34X Fiche; 30-373, 03/07/21 , 830726031 4 


F. Security, medical, emergency b fire protection plans 


8307110411 Acb receipt of 030610 b 24 Itrs Informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-373/02-54 
& 90-374/62-22. 

SPESSARD.fl. L. Division of Engineering. 03/07/06. REED.C. 
Coononieealth Edison Co. Ip. 19302:021. 24X Fiche: 50-373, 63/07/06. 

8307110411. 


— 6307110419 Responds to NRC 830420 Ur re violations noted In IE Insp 
Repts 50-373/62-54 b 90-374/02-22. C err ec 1 1 ve actions: 
response re fire endurance capability of US Gypsum cement 
firestops will be submitted by 03O6OS. 

FARRAR, D.L. Commonwealth Edison Co. 03/06/10. KEPPLER. J. 0. 
Regions. Office of Director. 2pp 19382:022. 24X 

Flehe: 50-373, 83/07/06, 0307110411, 


--B307I10434 Responds to NRC 830428 Itr re violations noted In IE Insp 
Repts 50-373/82-54 b 50-374/02-22. C o rr ec 1 1 ve actlon5;flre 
seal acceptable If seal contains no cracks. voids or 
separations greater than 3/a-lnch wide. 

FARRAR.O. U. Commonwealth Edison Co. 63/06/24. KEPPLER, J. 0. 
Regions. Office of Director. 202pp. 19362:024. 24X 

Flehe: 50-373, 83/07/06, 8307110411, 
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DOCKETED ITEMS 


=0-3.3.e.-.. on B3C333-.*. 

MILLER, J.fl. Region 3. Of f j c e o f D i rec to r- 83/07/07 BPrn r 

co^.o^th Edison Co. .pp ,.4^5.2.4 24 . Pi cLe ! 50-373! ^/07/O7. 

6307190410 ResBondi to B3061S request for acteotAnro t ,, 

Sr^eM -c.ptatU.Acceptance of qoo?^:':.?: 

qfijLjlSXn\* ‘ r-esulti eipected bg B40401. 

SPESSARO,fi.L Dlvi&lon of Eogineenno. 83/07/11 BFPrv r 
B3071S0062!'*' ‘’3*0:338 34X F 1 che ; 30-373! 83/07/1 1 . 

— a3071B00fi3 Bespoinos to NRC aoOilO Itr re vlalatinnc i ,^ . 

flepte 50-373/82-54 t. 50-374/82-22, c orrec ui| i c^on ^ 

FARRa ’''-'^"‘^‘^oce frequency incrLteJ - 

ReSio 'x «EPPf.ER.J.O. 

Thermaflber C 7 Felt “ v^psum ft 

247 F, the 50-373, 83/07/11, B3onQSo6l. 19561:011. 

-8307180066 '■Firecode CT Ggpsum Tl.er.af. 6 er Acce.e F.restopplng for 

“«^F:c6e^S-^7l'l3/07/U.8^S;rSoS63 ‘’“>“'•7- 


8307SQ0347 Faruarda ravia>ii) of aa*, a ^ 

decT.jSnPencI ° e.ergeocy pffeue protective 

83/07/26,0307230347. O'S- SAX F1 c h e . SO-OOO, 

reports 6 correspondence 

2 Ui>ANS 7 ir“ potential UQCA environ. 

ACftS -'aw - Inst i tut e /Frank I 1 n Research Center ZUDANS Z 

WK?M.E?'yr'''ACRT“Ar/’’ Safeguards. 83 / 56/15 ®''- 

19670:357. 24X Fi c h e : 50-5?5^5/S" f5,"3572S“- 

«*^3® documents J. correspondence 

SCHMENCEH i 1 “? response to Section 3. 1 of M1REG-06I2 

SLHMEMCEH.A. Licensing Branch 2 . 83/06/21 farbah nt 

24X Flche:50-373, 83/06/21. 

U^ts°?\ 2'*lP6ale*’l£'j*"'^draft''t ‘^“cjear Power Plan t », LaSal le 
Flctioi 50-373, 83/06/21, 0307050333!^°" 009, 24X 

» Recommendations for DWRs. " Svc llst°e^!l* *" 

F ^ V- — 

B30627039S. IV3B4, 119. 24x F 1 c h e ; 50-000, 83/06/29, 


■■''or?c°a-oo:i^”“t^‘^° rest, 

23x“F[!L!'50-37ri3/i7^U.33j7moL2,"^'°'''^ W56.:034 

^ --4/B3-21 on 

19/90. 210 24X f'‘'‘'e-50-37a. 83/07/15, 8307280323, 

Co^^on^eo^tK Ed^^:: rtss'’ '' 24^ ‘ ^ 

8307250434 ‘Sa, 34X FI ch e : 50-373, 83/07/ 1 9, 

FUhe 50-373,93/07/19.8307250434 ‘’701.183 24K 

response to NUnEG- 0737 ,Suppl 1 ISeneric 
submitted bo 631231 hL!„ parameter selection criteria to be 
avs verification tn 6 «' *^^<’'•1 Parameter display 

SWARTZ FA r pBrfor/Tifld lu/ veM f j ca 1 1 on program 

leaf ReacurR:o f:tfc:^“n S3/07/20 '’deWk.r. Office 

Fiche 30-050, 83;o;/2l?83S726So.8‘'°‘‘°^- "" «^’*^7:,77. 24X 


- 

OfVi« of'NucleafT^'T^^^'' 63/07/01. DENTON.RR, 

24X F.che: 50-371 83"7^oI, B3?7!!onS: ‘‘^^"=^<’ 21 . 

"%“^™rpf::rf:a“errrTcnr!i! ^ Holders of 

e’sENHUt'o''o ‘Flpu”ty“svf^ls^en^^“"" 

consolidated 

Flehe:30-O00.a3/07/05,B306270397^^ 0.317. 24X 

83^^060329 Gancriff i fr c'l— 9*7 i.^, .. 1.1 s u 

operating po„,r reactors 6 holders oVTpVUr pSwer“eac%orf 
EISCNl^l?‘i‘l"'®n,‘"*®''''“'® “> STS Svc list end 

E ^ consolidated 

Ficha. 3D-000, 83/07/06, 0307060329. 

".eetlng cu/Co-nm Ed, Sargent Lundy 6 
ouadrei Corp m Delhesda.fID re multiple control sus failure* 
BOURMIa"! lT “xe breaks. Attendee l^t end. 

E “'^o^f^iidated 

Fiche: 50-000. 83/07/08, 8307080169. 

®^WF-lf^i prejudice. 820918 request for amend to License 

chLt tf “OfS’ * O-IOS requests for rev to arganliatlon 
cnarc to reflect project manager position, 

WWOEDEB.C-H, Commonue a 1 1 h Edison Co. B3/O7/O0. DENTON, H R 
□Ffica of Nuclear Reactor Regulation. Director. Ip 19425-239 S 4 x 

Flthe: SO-373. 83/07/08, 83071 2043 1 . ^ IT423. 239, 24X 



DOCKETED ITEMS 


5307220375 Poruards revised response to N5C Questions 0301. S90 ta 
031.272 rs potential anultiple control sijs failures due to 
high energy line breaks. 

SCHROSDER. C. H. Commonwealth Edison Co. 83/07/19 OENTON.H.R 
Office of Nuclear Reactor Regulation. Director. Spp. 19675274 
24X Flche. 50-373.83/07/19.5307220375. 


8307110569 Foruards request for addl info re fatigue evaluation methods 
to resolve concerns lu/test & analysis programs. 

SCHWENCERp A. Licensing Branch 2. 83/07/28. FARRAR. O.U. 

Commonwealth Edison Co. 3pp. 19391;304. 24X Fi c he . 50-373. 83/07/28, 

8307110569. 


Q. Inspection reports. IE Bulletins & correspondence 


Q3070S0024 Ack receipt of D30622 Itr Informing NRC of steps taken to 
correct violations noted in 1£ Insp Repts 50-373/83-16 6 
50-374/83-14. 

STREETER. J. F. Region 3. Office of Director. 83/06/23. REED. C. 
Commonuealth Edison Co. Ip. 19220:280. 24X F i ct e : SO-373. 83/06/28, 

8307050024. 


— 8307050033 Responds to NRC 830524 Itr re violations noted In IE Insp 
Repts 50-373/83-16 8( 50— 374/33— 14. Correct 1 ve ac t ions: cab le 
2RH-363 removed from ESF Dlv 2 cable tray U Into proper 
cable tray & cable pan cleanliness Inspected. 

FARRARiO.L. Commonwealth Edison Co. 33/06/22. KEPPLER.J.O. 
Region 3. Office of Director. 3pp. 19220:281. 24X 

Flche; 50-373, 83/06/20, 3307050024. 


3307050259 Confirms 030630 enforcement conference tn Glen Ellyn, IL to 
discuss circumstances resulting in mi epos 1 1 1 oncd drywell to 
suppression chamber vacuum breaker Isolation valve. 

NORELIUS, C. E. Division of Project & Rosldont ProBrams. 33/06/20. 
REEDiC. Commonwealth Edison Co. Ip. 19199:057. 24X 

Fiche; 50-373. 83/06/28. 8307050259. 


B307140175 Forwards IE Insp Rept 50-373/83-23 on 830601-03. No 
noncompl lance noted. 

LITTLEiU.S. Region 3. Office of Director. 83/06/30. REED, C. 
Commonwealth Edison Co. 2pp. 19522:291. 24X Fiche: 50-373. 83/06/30. 

8307140175. 


— 8307140182 IE Insp Rept 50-373/33-23 on 830601-03. No noncompE iance 
noted. Major areas Insp acted : 1 Icensee action on previaus 
Insp findings & stone protection on cooling pond embankment. 
NORTOMiJ.F., WILLIAMS, C. C. Region 3, Office of Director. 

83/06/26- 4pp. 19522:293. 24X Flcho ; SO-373. 83/06/30. 8307140175. 


8307180195 Forwards IE Enforcement Conference Rept 30-373/S3-19 on 
830512. No noncompliance noted. 

NORELIUS. C. E. Division of Project l< Resident Programs. 63/07/01. 
REEOiC. Commonwealth Edison Co. 2pp. 19555:146 24X 

Flche; 50-373, 83/07/01, 8307180195. 


— 8307100199 IE Enforcement Conference Rept 50-373/83-19 on 830512. No 
noncompliance noted. Major areas discussed: licensee 
performance in surveillance program area & proposed 
corrective actions. 

MADISON, A. L. , WALTER, R.O. Region 3, Office of Director. 83/06/30. 
11pp. 19555:148. 24X F i c h e : 50-373, 83/07/01 , 83071 801 95. 


8307110411 Ack receipt of 830610 & 24 Itrs Informing NRC of steps taken 
to correct violations noted In IE Insp Repts 50-373/82-54 
& 50-374/82-22, 

SPE8BARD. R. L, Division of Engineering, 83/07/06. REED, C. 
Commonwealth Edison Co. Ip. 19382:021. 24X Flc he: 50-373. 83/07/06, 

8307110411. 


—0307110419 Responds to NRC 830428 Itr re violations noted in IE Insp 
Repts 50-373/82-54 i 50-374/02-22. Correct I ve actions: 
response re fire endurance capability of US Gypsum cement 
flrestops will be submitted by 830805. 

FARRAR, D.L. Commonuealth Edison Co, 83/06/10. KEPPLE8,J.O. 

Region 3, Office of Director. 2pp. 19382:022. 24X 

Flche: 50-373, 03/07/06, 8307 1 10411, 


— 8307110434 Responds to NRC 830428 Itr re violations noted In IE Insp 
Repts 50-373/82-54 fc 50-374/82-22. Corr ec t tve actions: fire 
seal acceptable if seal contains no cracksrvoids or 
separations greater than 3/8-lnch wide. 

FARRAR.D.L. Commonwealth Edison Co. 83/06/24. KEPPLER,J.e. 
Region 3, Office of Director. 202pp. 19382:024. 24X 

Flche: 50-373, 83/07/06, 83071 1041 I, 


6307120321 Advises that ene 1 insp rept re Sargent S< Lundy pipe design 
activities concerning preloaded clamps unresolved item. 

M/o end. 

POTAPOVS. U. Division of Vendor & Technical Programs. 83/07/07. 
DANIELSON. D. H. Division of Engineering. Ip. 19429:287. 24X 

Fiche; 50-373, 83/07/07,8307120321. 


8307120434 Forwards IE Safeguards Insp Rept 50-373/83-22 on 830523-25. 
27 6 0601-03. No noncompliance noted. 

MILLER. 3.n. Region 3, Office of Director. 83/07/07. REED. C. 
Commonwealth Edison Co 2pp 19425.244. 24X Fjche 50-373. 83/07/07, 

8307120434 


— 8307120439 IE Safeguards Insp Rept 50-373/33-22 on 330523-25,27 t 0601 
03. No noncompliance notod. Major areas Inspec t ed: secur I ty 
plan & implementing procedures U security or gam ration. 

Safeguards info deleted Cref 10CFR7331I. 

BELANGER, -J L. . MADEDA.T, J. , CHR I STOPFER. 0 Regions, Office of 
Director. S3/06/30. 2pp. 19425:246. 24X F I ette . 50-373. 03/07/07, 

8307120434. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Rec ircuta t i on Spray Subsystem." Sve list end. 

JORDWf.E L Division of Emergency Preparedness h Engineering 
Response {Post 930103). 83/07/U. Consolidated Edison Co. of New 

7orl. Inc I54pp. 19563.293 24 X F I c he : 50-000, 83/07/ 1 1 . 3306270401 


8307180017 Ack receipt of 830603 itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-373/33-14. 

M8RELIUS. C. E. Division of Project t< Resident Programs. 93/07/11. 
REED.C. Conunonujeal th Edison Co. 2pp. 19560: 138. 24X 

Flcho: 50-373, 33/07/11, 8307180017. 


— 8307180023 Responds to NRC 830506 ICr re violations noted in IE Insp 
Rapt 50-373/33-14. Corrective ac 1 1 ons : Survel I 1 ance Testing 
Procedures LIS-RP-01 & 02 revised to comply w/Toch Spec 
setpoints. 

FASRAR.D.L. Commonwealth Edison Co. 03/06/03. KEPPLER.J.G. 
Region 3, Office of Director. Spp. 19560 140 24X 

Fiche; 50-373. 83/07/ 1 1 . 8307180017. 


8307180062 Ack receipt of 030706 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/32-54 L 
50-374/32-22. 

SPE5SARD.R. L. Division of Engineering. 83/07/11. REED.C. 
Commanwealth Edison Co Ip. 19560:328 24X F i c h e. 50-373 , 33/07 / 1 1 , 

8307180062. 


— 8307180063 Responds to NRC 830610 Itr re violations noted In IE Insp 
Repts 50-373/82-34 S, 50-374/82-22. Correct ive actions cable 
pan cleanliness surveillance frequency increased 
FARRMl.D.L. Commonwealth Edison Co. Q3/07/06. ISEPPLER . J. G. 
Region 3, Office of Director 6pp. 19560:329. 24X 

Flche. 50-373. 93/07/1 1 , 8307180062. 


— 8307180064 ''Concrete Floor Fire-Step Test of Nonqualified IEEE 303 
Cable Penetrations Protected W/Flrccode CT Gypsum i 
Thermaflber CT Felt. " 

QUIOO.P B. , ORALS, D. L. U3 Gypsum Co. SO/03/14 3epp. 19560:335. 
24X Fiche; 50-373. 83/07/11, 0307180062 


— 8307180065 "Fire-Stop Sys H/o Cable in 3 H Fire-Rated Hall. " 

OUlCe.P.S., ORALS, D.L. US Gypsum Co. 79/09/06. 6pp. 19561:011, 
24X Flche. 50-373. 83/07/1 1 . 8307 180062. 


— 8307180066 "Fireeode CT Gypsum Thormafsber Access Ftrostopplng for 

Walls. '■ 

ouieo.p S. . ORALB.D.L. US Gypsum Co. 7B/07/24 I7pp. 19561:017. 
24X Flche: 50-373, B3/07/1 1, 8307180062. 


--8307180067 Transco Fire Test Rept Tn-109, 'Tire Hose Stream Tests 
of TCO-OOl Cement. '■ 

UARQ&Z.G.J. Transco, Inc TR-I09. 83/04/07. Q6pp 19561:034 

24X Fiche: 50-373, 33/07/11, 3307180062. 


6306270404 IE Info Notice 63-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness b Engineering 
Response {Post 8301031. 83/07/12. Consolidated Edison Co. of New 

York, Inc- I41pp. 19563:153. 24X F 1 Che : 50-000, B3/07 / 1 2. 8306270404 . 


8306270406 IE Info Notice 83-48. '‘Gaseous Effluent Releases of 
Radioactive 1-125 !> 1-131 in Eicess of NRC Limits. ’’ Sve list 

enc I . 

TAYLOR. J. f1- Division of OA, Safeguards & Inspection Programs {Post 
830103). 83/07/14. Consolidated Edison Ca. of New York. Inc 

I14pp. 19715:270. 24X Fi c h e : 50-000 , 83/07/ 1 4. 8306270406, 


8307^0323 Forwards IE Insp Repts 50-373/83-21 t 50-374/03-21 on 
830607-10 I< 16. No noncamp 1 lance noted. 

PAPEHIELLO. C. J. Division of Emergency Preparedness 6 Operational 
Support B3/D7/IS. REED.C. Commcinwea] th Edison Co. 2pp 
19790:218. 24X F s ch e : 50-373, 83/07/ 1 5, 8307280323. 



220 


docketed items 


SHftFER.H-D Region G- QfFlce ggg^FieieTso-SM^RGFOFFl’- 

ComiTioiiuealth Edison Co. If- l-^^Ol, 192. 241t Ficne 

B307250'»34. 

-3307230439 R.spon-*» to NRC 030613 Ur ro 

tlegSon 3. Office of DU€ctor. Spp- l-?70J.ia3. Z« 

Ficho: 50-373, 03/07/19,6307250434. 

issuSsrs'E* 

??EEDi C Ccffiffionwea I th Edison Co. 2pp. 19791. 

FleChe: 50-000, 33/07/22, 8307280064. 

G3072S0034. 

R, Periodic operatlns r*ports_4_rBla t«d 

0307220200 Monthly oporatinj ropt 

LIMiD.E.-, DIECERICH.O. J. Commonwealth Edison Co. 83/06/09. 

Division oF Data Automation U Managamenl Information- lapp, 

19684; 101. 24)f Fi ch e ; 50-373, 03/06/09, 8307220200. 

0307030210 Forwards Startup Test H.pt y.conslstinj of test procedurM 
re water level measupetnanl. average power range monttop 

kepple«.g.». 

Region 3, Office of Director. 2pp. 19193:297. 24X 

Ftche: 50-373. 03/06/24, 0307050210. 

— 8307050213 "Startup Test Procedure 9.W4tef Level “ 

« Cammonuealth Edison Co. 83/06/24. 3pp. 19190:299. 24* 

Fich-e: SO-373. 83/06/24, 0307050210, 

—8307050215 "Startup Test Procedure IS.Average Power Range Monitor 

a Commanwealth Edison Co. 03/06/24. Ip 19190:302. 2411 

F iche: 30-373, 83/06/24, 0307050210. 

8307050210 "Startup Test Procedure 17,Sg5 Eipanslon." 

» Commonuiealth Edison Co. 83/06/24. 2pp- 19190:303. 24X 

FI Che : 50-373, 03/06/24, B3070S02J0. 

8307030220 ‘‘Startup Test Procedure 23A, Foedualer Control Bgs. " 

» Commonwealth Edison Co B3/06/24. 2pp. 19198:303. 24X 

Fiche: SO-373, 83/06/24,8307050210. 

3307050223 "Startup Test Procedure 26iRelt8f Valves." 

• CaimnonuBalth Edison Co. 83/06/24 2pp. J9190:3O7. 34X 

Flehei 30-373, 03/06/24,0307050210. 

— 6307050225 "Startup Tost Procedure 29, Recirculation Flow Control Sgi." 
9 Commonwealth Edison Co. 63/06/24. 3pp. t9l98'309. 84X 

Fiche. 50-373.83/06/24, 0307050210. 

0307050229 "StaTtop Test Procedure 30. Recirt olatlon Ogs. “ 

9 Commonwealth Edison Co. 83/06/24. 2pp 19198:314. 24X 

Fiche; 50-373. 63/06/24, 8307050210, 

— 8307050233 "Startup Test Procedure 33, Orguell Piping Vibration." 
a Commoniuea 1 th Edison Co. 03/06/24. Ip 19190:316. 24X 

Fiche: 50-373,93/06/24,8307050210. 

0307050233 "Startup Test Procedure 35, Roc irculat ion Gijs FlouCaltkr.* 

* CommonuieaUh Edison Co. 83/06/24. ip 19198:317. 84X 

Ftche: 50-373. 83/06/24,8307050210 


inO7030aT'f -ntartup lest I’vtH: ediH'O 74,()ffgni n.(s " 

e ComsdoweaUh Edlsun Co IKl/O/./lld ;ipp 191911:310. 24 

Fiche. 30-373, i3,J/()6/a4, I) JO'/DnOi! 1 0 

B. Reportable ociurrertcas, l.hUs h re la led r o.-r e.poi.d.nc t 

m07030070 Updated LEH (13 -0 1 Il/O.IX • I on (1H02 10, w/ r oa c tor In cold 
shutdown, .elpoint. fur swllthos IE31 -Hf.lirA/ll found ahnve 
Tech Boat limits Cause uiiknuiun flullrneo rnllhr W/(i:t06l6 Hr 
HITTENOUHO.K C . UIKDEHICH.CJ J C ommonwea I Ih _ Ed I son Cp. 0 


REPPLER.J G lloglon 3, (IffU# nf Dirotlin 

Fiche; 30-373. 63/06/ 1 f„ li:il>/0500/0 


Dpp 


03/06/16 
19193: 106. !4X 


03070500011 Updatud I lUI 03 i)l>5 /0 1 * - 1 un II:K>;/1)7 , vo ra 1 temp lultchiieri 
bo PanaJarm Hlv nf lilUv Co detovmlnsd out of Tech Spec 
pooulroffloiiis Caused by culllir betuuoii HI ley modules 6 
common liidltaKir meter H/IKIOhlf, llr 

giTTENDUHO'K • I) I EDI-:!' I CH, 0 '> Commoniuu a 1 1 li Edisun Co. 03/06/16 
REPPLCn.J Q llegliin :i. Office nf nirocti>r 6pp. 19220:014. J4i 

Fleho: 90-373. U3/06/ I/,, 113(37050011(1 

8307090146 Updated UEll fl3-0I 3/0:iX- I nn (IIIOUIO, to t pol nt i tor lultchei 
IE31-N603A through It found above l.CP Cause of Instrument 
drift not found (111 of 10 switches replaced u/t)nll 2 modules 
I. swltchos cfll Ibr. U/IKI06I6 Itr 

UITTENOUIIO, It . OIEOEH ICIt. 0 .1 Commonwealth Edison Co, 03/06/16 
REI’PLEH.J 0 (legion 3. Office of Dlrorlur 3pp 19220:063, 241 

Fleho: 90-373. 113/06/16. II30709U 1 46 

03O706O333 LEU (i:i"09:i/0:».-0 on (130321). d 1 ese 1 genorator lA operabllltg 
furvolllancv l,Ot3-l)0"H2 freiiuentij estooded lech ilpecs bg 10 
dage. Caused bg personnel error I’rocedure change In 
LAP-1600-6 being Implimeiiled H/li:i06l6 Itr 


U!L0DN,0 . DIEDERKH, 0 ./ Commonwealth Edison Co 
HEPPLER, J. G- (legion 3, iJfflce of Director :ipp. 
Fleho: 90-373. 83/06/16. D:IO/060333 


1)3/06/16 

19236:290. 


0307060331 LLR 03 OOh/OUl.-O nn (1:11)529. w/un 1 1 In Condition 2, rod 30-19 
'wont to over-travel position while being withdrawn for 
slortup. Pnselbig caused bg eecesilve crud buildup 6/or 
unduo force applmd dlrttlly K' ‘"''er flHei- W/():i06l7 Itr 
KALIinN.lt.J . nlEDEIllCM.O ./ Consolidated Edison Co. of NluYorl. 

Inc 03/06/17, HEI'PLED. J 0 (legion 3. Ilffice of Director. 3fp- 
19234: 210 JMX (•' I ch* 90-37:ii (13/06/ I / . (1307060331 . 

030721004H updated l-EH lJ3-042/()3X.. I on (130423, Inboard MOIVt I1I21-F027A, 
B.C i D touiiil leahing above Tech Upec limit Caused bg 
Imperfect seating of disc «. seat surfaces Valves fc disci 
lapped 5 rvinslalJed H/(J30707 Itr 

HASTEIIEDN. n. r UIEDEIIICH. G 3 Commonwuallh Edison Co. 

KCPPLER, 3 U Reglnn 3. (Jffite of Oiroclur 4pp 
Flthi: 50 - 37 :i.ti;!/ 06 / 2 l,ll.'l 0 / 2 l 004 lj 


(13/06/21 
l'/66U:2'!9. 241 


B30706034;: LER 113-055/031.-0 on li:i032r>. month I g functional test on aitn 
steam Uaknge eontrnl temp i ns Irumen tat i on not performed 
since last tallbr on tiyOUH. Caused bg misunderstanding of 
Teeponslbllllg. Test frequeneg revised 11/1130627 Itr, 

TfiAINOn.A,. DIEDhTIlCfl.O .1 Commonwealth Edison ... 

KEPf'LHR.U 0 Region 3, Office of Director Jpp. 19236:239. asi 
Fiche; 90-373.03/06/27. (i:i07()60;i42 

D307060004 LER I33-057/03E-0 on II31I60I . f o I I owl ng reactor sirem, opiratet 
decreased reactor pressure to 290 psig to allow condensate 
mattup to roaelop to correct low Fll’V | «ve 1 , Moderator temp 
decreased faster than Tech Itpee limit in I h W/(I.1<>62V I". 
HlTTENaUIIO.K , DIEDEMtCH.O 3 Commotiwea 1 1 h Edison tli_ H3/y6/2v 
HEPPLEfl. J. G Region 3. (Ifflce of Director 3pp. 1 /230,344 

FlchB; 90-373, (13/06/29, (1307060034 

D307i 10400 Lni 83-039/031.-0 on 1130331 , wh I I # in ' J*^****' 

discharge Unu hl-hl radlallcin isolation valve C1W1.067 faliee 
to close Caused bg coaling of dirt on valve soal.ueat 
cleaned t> renisimbled. 14/(130630 llr 

fMAND.J.U , DIEDEHICII. (f. J Ciuemonwea 1 Ih Edison Co, 

HEPPLED.J 0. Region 3. Office of Dtroctiir 3pp. 

Fiche . 30-373, Ori/O/i/DO. (13071 10400 


03/06/30 

19302:200. 


Q3071104I6 l.GH 03 -OSIt/Ol T-O: on 1 ) 30621 . pv imarg containment vecu 
breaker IHCOOlD Isolatioii valve U>C003D found cloeed 6 
unJocted Cauted bg shortfall In administrative control or 
equipment. Equipment procedure revised W/lJ:i0709 Itr^ m/ 07 /os 
ATCIILEY. J. II. , DIEDRIUCH.O J. Commonwealth Edison Co^ uJ/u . 

HEPPLSn.J 0 Region 3. Office of Director .Ipp, I fJU4. a 
Fiche; 90-373.03/07/03. H307I 10416. 

8307110400 l.EII 03 060/031. -0. 01 ) (130606, fu H owing tur b Ine trip L “f 
due to high vibration on main lurb inu. reac lor reclrcuiati 
breaker 411 closed. Cause und etermi ned. Aui i I larg contacts 


cleaned U/1130705 llr. . as/nf/os 

REWJICK.J.C , UIEUEfKCkhO J. Commonwealth Edison 3 

KEPPLfR.J 0. Region 3. Office of Director 3pp. 

Fichi. 90-373, (13/07/09, 113071 10400 


19300: 131. 241 



DOCKETED ITEMS 


B307230S3I PMO—1 1 1 -B3-063; on B3<J7 14 . d ut i ng monthly «orveillanc« testing 
of ECCS actuation t 1 r cu i t ry . 0 ne of tuo realtor water level 
switches failed to re spend. Caused by improperly connected 
wires in terminal panel. Panels will be sealed 

MADISON. A.. SHAFER. W. Region 3, Office of Director. B3/07/ia. Ip 
19609 000 24X Fiche . 30 - 373 , 03 / 07 / 16 . 8307220331. 


DOCKET 30-374 LASALLE COUNT/ STATION. UN I T 2 


A App I icat ion/cons true t ion stage documents II correspondence 


8307110371 Final Deficiency Rept B3-03 re medium voltage circuit 
breakers of same type Installed at Limerick wbich 
inadvertently closed after completion of spring charging due 
to slipped close la tch. d 1 scusse d in Broun Ooveri 830324 itr. 
aCHROEDER, C. W. Commonwea 1 Cb Edison Co. 03/07/07. KEPPUER.J. 0. 
Region 3, Office of Director. Spp. 19300:266. 24* 

Fiche: 30-000. 03/07/07, 0307110371. 


— 8307110377 Followup interim rept re potential daflciency In 5f9t 
sultchgear supplied by Qroun Doveri. Circ ui t breaker 
inadvertently closed b tripped folloulng spring charging. 

Light spring added to close latch. 

DUVALL. D. D. Qroun Boverl Corp. (subs. Broun Bovert (i Co. . Ltd. > 
83/04/23. STELLO. V. Director's Office. Office of Inspection and 
Enfarcomenl. 2pp. 19300:271. 24X F i c h e : 30-000. 03/O7/O7i 

8307110371. 


— 8307110301 Procedure IQ-8307i "Instructions for Installation of Close 
Latch Anti-Shock Spring in HK Mechanism (Used in Breakers 
Less Then 1. 000 MVA). " 

» Broun Dover! Corp. (subs. Drouin Boverl 4. Ca.. Ltd, 1. 83/’04/2S. 

3pp, 19380:273. 24X Fi cho : 30-000, 83/07/07. B307 1 10371 . 


8307160191 LER 83-062/03L-0: on 6306L2> of fgas hydrogen analyier train A 
would not suitch aiitomatlcal ly out of callbr mode. Caused b(f 
contact failure within control suitch. Uork on analyier 
completed on 630623. H/03071 1 Ur. 

HOUSTON, R, W, , DIEDERICH, 0. J. Commonwealth Edison Co. 03/07/11. 
KEPPLERi v). 0. Region 3. Office of Director. 3pp. I955S;807- 24X 

Fiche: 30-373. 03/07/1 1. 0307180191. 


8307210001 LER 03-O64/O3L-O: on 830613, Dlv 1 post-LOCA oxygen (nonitor 
drifted downscale ti declared inoperab 1 e. Caused by dust 
particles in metering valve at anatyier cell. Oxygen monitor 
callbr per LIS-PC-07. M/03071 1 Itr. 

DUS. R. , KALNANi K. , DIEDER ICH. 0. J. Commonwealth Edison Co. S3/07/I1. 

KEPPLEft.J.O. Region 3. Office of Director. 3pp. 19660:192. 24X 

Fiche: 30-373, 03/07/1 1 , 0307210001. 


8307210063 LER 83-063/03L-1 : on 030613 & 13,Dlv 1 post-LOCA oiygan 
nonitor began to drift downsca le. Caused by leaking diaphragm '' 

In vacuum pump & leaking O-rings of analyier ce 1 1. Conponents 
replaced & monitor recal Ibr. W/a3071 1 Itr. 

DU6.R., DIEDERICH. (}. J. Commonwealth Edison Co. 83/07/11. 
KEPPLER.J.O. Region 3. Office of Director. 3pp 19660:264. 24X 

Fiche: 30-373, 03/07/1 1 . 0307210063. 


8307210148 LER B3-063/03L-0: on 830613. w/Div II post-LDCA hydrogen 
monitor out of svc.DIv I hydrogen recorder road lU 4. 
declared inoperab le. Caused by out of callbr hydrogen 
analyier cell.Dlv I monitor recal i br. U/a3071 1 Itr. 

DUSiR. I KALMAN. K. , DIEDER ICH. (}. J. Commonuiea 1 th Edison Co. 63/07/11 
KEPPLER.J.O. Region 3, Office of Director. 3pp. 19660:358. 24X 

Fiche: 50-373, 83/07/1 1 , 8307210143, 


8307220201 LER 83-067/03L-0: on 830617. KPCS testable check bypass valve 
IE22-F334 failed to close. Caused by Insufficient spring 
tension of actuator assemb ly. Bpr Ing tension to rack li gear 
assembly increased (■ Inservlce test ravl sed. M/B3071S Itr. 

HASTERSDN. V. V. , DIEDERICH, G. J. Commonwealth Edison Ci}. B3/07/1S. 
KEPPLER.J.O. Region 3. Office of Director. 4pp. 19684:360. a4X 
Fiche: 30-373. 83/07/13. 0307220201. 


8307220446 Part 21 rept re possible discrepancy in variable springs in 
turnbuckle 6 top plats assemblies bolt interface. No recorded 
failures or complaints registered against subj produc ts. Enc 1 
list of springs identified for Comm Ed only. 

LITKA.T.J. Elcen Metal Products Co. 03/07/15. KEPPLER.J.O, Region 
3. Office of Director. 26pp. 19686:006 . 24X Fiche: 30-000. 83/07/13. 
8307220446. 


8307220342 RO: on 030619. while DA diesel fire pump running. out t-a 
freguent autostart signal on low pressure, troub le light 
r ecelved. Caused by broken V-belt.Pump operability restored 
on 030629. 

DIEDERICH, 0, J. Commonwea Ith Ed I 5 on Co. 03/07/lS. KEPPLER.J.O. 
Region 3, Office of Director. Ip. 19606:037. a4X 
Fiche: 30-373. 03/07/13, 0307220342, 


8307220193 LER B3-066/03L-0: On 030617. HP3C testable check valve 
IE22-F003 failed to close. Caused by failure of bypass valve. 

Mork request generated & completed on 830703. Spr tng tension 
to rack & gear assembly increased. U/830713 Itr. 

MASTERBQN. V. V. , D lEDER JCH, 0. J, Commonwealth Edison Co. 83/07/17. 
KEPPLER.J.O. Region 3, Office of Director. 4pp. 19684:009. 24X 

Fiche: 30-373. 03/07/17, 8307220193. 


8307220167 Advises that on 030712. ENML employee working at site left 
escort to go to washroom. Si tuat ion warrants further action. 

8NML should be contacted to obtain firm commitment to meet 
security responsibilities at sites. 

CREED, J.R, Region 3, Office of Director. B3/07/1B. AXELSON.H.L. 
Region 3, Office of Director. Ip. 19603:346. 24X 

Fiche: 30-373, 83/07/18, 8307220187. 


6307050293 Responds to B30S3S Itr re conceptual design of guard pipe 
cooling sgs to assure that flashing of Level insbrumertC ref 
leg will not occur Final design should he submitted for 
review prior to installation. 

SCHUENCER.A. Licensing Branch 2, 83/06/21. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 19263:224 24X Fiche 30-373,83/06/21. 

6307030293. 


8307050333 Forwards draft technical evaluation rept. "Control of Heavy 
Loads at Nuclear Power P lants . LaSa 11 e Units 1 V 2 
{Phase III." based on response to Bection 5. 1 of NUREO-0612. 
SCHMENCER.A. Licensing Branch 2. 83/06/21 FARRAR, D.L. 

Comnionwealth Edison Co 2pp. 19262:007. 24X FI che; 30-373, 83/06/2 I . 

6307030333. 


--Q3O6240O37 "Control of Heavy Loads at Nuclear Power P 1 ants. LaSai 1 e 
Units i t, 2 (Phase III," draft technical evaluation rapt. 
JENSEN.&. A. , STICKLET, T. H. ECS.G. Inc FINA-6437. 03/05/31. 

NRC - No Detailed Affiliation Given. 21pp. 19262:009. 24X 

Fiche: 50-373,83/06/21, 8307050333. 


6306270395 Generic Llr 03-24 to all DWR applicants for OL & holders of 
OLs for Grand Gulf.LaSalle 4> Susquehanna re TMI Task Action 
Plan I tem I.O. t. "Special Low Power Testing 4 Training 
& Recommendations for DMRs. " Sve list oncl. 

EISENKUT, D. S. Division of Licensing. 03/06/29. Long Island 
Lighting Co. 26pp. 19384:1 15. 24X F i c h e SO-000. 83/06/29, 

6306270395. 


6307110114 Forwards discussions of detailed automatic depr essur i la t isii 
sys logic implementation & plant-specific analysis 
justifying bypass timer setting per License Condition 
3.C. (30>. (1> 6 TMI Item U. K 3. 18. 

SCHROEDFR, C. M. Commonue a 1 1 h Edison Co. 83/07/01. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 7pp. 19373:021. 

24X Fiche: 30-373, 83/07/01. B307 UOI 14 


6307060329 Generic Ltr 83-27 to all llcens(!BS applicants for 
operating pouer reactors l< holders of CPs for pouer reactors 
re surveillance intervals in STS. Sve list oncl. 

ElSENHUTi D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. i6pp. 19669:254. 24X 

Fiche: 30-000, 63/07/06, 8307060329. 


6307120382 Forwards revised responsas to NRC Questions 031.290 L 292 
re potential nuitlple control sys failures due to high 
energy line break events. per 830621 discussion. 

SCHROEOERpC. H. Commonwealth Edison Co. 83/07/06. DENTON. H.R. 
Office oF Nuclear Reactor Regulation. Director. 9pp. 19429:030. 
24X Fiche: 50-373. 83/07/06. 8307120302. 


83072002S3 Summary of 830621 meeting u/Comm Ed. Sargent 6 Lundy U 
Quadrex Corp in Bethesda.MD re multiple control sys failures 
resulting from high energy line b reak s. A t tendee list end. 
BOURNIA.A. Licensing Dranch 2. 83/07/06. Licensing Branch 2. 

3pp 19669.302. 24X F 1 e he ; 30-373. B3/07 /06. 8307200253. 


8307060169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants For OL & holders of CPs re required actions based 
on generic implications of Salem ATMS events. Sve list end. 
ElSENHUTi D. O. Division of Licensing. 83/07/00. Consolidated 
Edison Co. of New York. Inc 3Bpp. 19669:269. 24X 

Fiche- 30-000. 83/07/06, 0307080169. 


8307220375 Forwards revised response to NRC Questions 0301.290 L 
031.292 re potential multiple control sys Failures due to 
high energy line breaks. 

SCHROEDER, C. M. Commoniaea 1 th Edison Co. 33/07/19. DENTON. H.R. 
□Pfice of Nuclear Reactor Regulation, Director. Spp. 17673:274. 
24X Fiche: 50-373. 83/07/19. 8307220373. 


B3O726O301 Requests deferral of end preopera t 1 onal tests beyond fuel 
iead.Delaij due to des Ign, del i very 6 Installation problems. 
Evaluation prior to fuel load will ensure sys (< subsystem 

adequacy, 

REEO.C. Comaion(jealth Edison Co. 63/07/21. DENTI3N.H.R. Office of 
Nuclear Reactor Regulation, Director. Spp. 19726: 109. 24X 

Fiche: 30-374, 83/07/21. 8307260301. 
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docketed items 


830711036'? Foruaros request for addl infn ^ c •. 

to resolve concerns w/test & analusn ni- * '^stisoe evaluation aethods 
SCHWENCER ft > 7 n “ analysis programs. 

Ccmmon'LltP Ed :rCa' “ooo"'’ FARltAR. D. L. 

B30711(J56«? IWI.304 24* Fiffe' 50-373. B3/07/38. 

correspcmdeno. 

»=-== '=“- . .. 

emergency response capabllltu ResnnI? <'eslgn review based on 
XdeOER^^^S* ‘ *° section C. 

C^f.cro^'Nu^lea^r:cror^^:g^?i;r:„‘^“p, t^HHTON. H. R. 

2AXFlche.S0-374.S3/O7/O6.B3O7iaO3S4' ‘^PP- 19433:364. 

telcon J. SEfi“'sectlDri4.'*deletrna*reF'"tn\^^'"^ 1A.2-I23.per 830706 
^^Anges will be inU 

24X Ficbe: 50-373, 63/07/21.3307260314' ^PP- I9726r297 

8307110411 Ack receipt of 


to correct vl oil* l on 9 °^o t ed*i’n lE^ln'*’’^ of steps take 

t 30-374/82-22 noted in IE Insp Repts 50-373/32-54 

II 1V382.02I 24X Flche:S»-373,B3/07/06. 


SPESSARD, R, C. Dlvl s I 
C&jhinanus 

8:3071104 


-8307U0419 Responds to NSC B 3 oaso i r. , . 

Repts 50-373/02-54 4 . 50-374 /SS-aa Jo Tr/i ? ‘ ® >"*P 

response re fire enduranro *7, 7? ‘''® Actions; 

^ 1 fR^R°dV‘c ■■* 83^805.“' 

Region 3 . bffUe'"of“'DlJector‘'*° 2 fl^°' XEPPLER. J. O. 

Flcbe: 30-373. e3/07/ol j3S7no4n'^’^' 24X 

8307110434 Responds to NRC B 3043 R i * 

Repts 50-373/82-54 t 50-374/82-22 Jnr! AeteA In IE Insp 

seal acceptable If s-al c„nrfT t > ve actlonsifir* 

Rlcho:50-373, 83/07/06, 830711041?'’*"^'^ 19302:024, 24X 

NUREG-OT37rrrdMIlBrf"t’on£r Ltr 82-33 (Suppl 1 to 

emergency response capabl U tu%.sDDn ‘***‘9'' review based on 
‘r'“ ' -persed.s Section C. 

Office of Nuciear°Reactor*Bl'9ulitl'on'^°Dl HENTDrj.H. R. 

24X Flche: 50-374, 03/07/06. 8307120512! ‘‘’PP- 19433 264. 

correct v l o lat ioJl'^not ed^fn’^E lil^p to 
30-374/02-22. Ropts 30-373/82-34 & 

Cournonuealth Edlso^'co" iSJIJ'nSn REED. C. 

8307180062. **' *9360.328, a 4 X F 1 c he : SO-373. B 3 / 07 /I J, 

Repts SO-s/a^aa^sa^^ 30-374/B2~a“j„rr "'■tA'i *n IE Insp 

Region 3 , Office of dIJJc t or * 6 « °° '^EPPLEft. J. 0 

Flche:50-373.83/07/U,‘JJ5^I^006l'"- 24X 

8307SG0333 Foruard« tp tn « 

SKS?„fc.‘; ‘ - 

Support 83/07/16 REED c Preparedness t. Operational 

Mo noncompliancB no ted, Major^aroJsS*' 783-21 on 830607-10 6 16 

emergency preparedness Oen^nrrrh 

reioadea.ete 

*9790:220, ^-X Flc^e : 

Commono/ealth Edison Co ?osn‘ 83/07/19. REED.C 

0307250434, 'f *9701:182, 34X Fi che: 50-373l^^>07/19. 


^8307250435 Responds bo NRC 

ftepta 50-373/33-12 it SO-374/U-10 Correct lit 

oefsonnal ACtiona' ^ 

to be considered when^eval oat! no* * ^^^*^* **" ^ Papameters 
FASBAtj n I J. evaluating emergencu olan 

Region's; Off?TorDlJI^to?‘“’So‘'‘’ KEPPLER, j. o. 

Fiche:50-373.B3/07M9,JJ57«0434"- 2'**< 

“?tr“|l33fD:;c^^p*t?Sn*:^p^'^a:;“^^s”.e^^u^^^ I 

^rzhr ^ 

:=-.r. off.ce 

Fiche: 50-000. 93/07/20, 8307260010, *9727:177. adX 

gBner«tlo9'’ItiIIon "^emergency “'plln Plant'd "Ii 

83/07/26,8307200347. *9/89.010, 24X Fi c h e : 90-000, 


R» 4 ctor saf 


eguards reports 6 correspondence 


etSonTAccept^ncrCrUer a 

sore structures uitii e., Analysis methods adequat 


ZUDANS, Z. 


to assure - • 

ZUDANS. 

ACR 8 - 

IlCKINLEy. C ACRQ .- Aa, , -•-. w. 

1,670:357, ^PP. 

jtP£^_ApcumenU correspondence 

03062703^7 Oensrif i br az. & 

CPs for pouer reactors re^c larif e^t 1 on'*f ** °‘'* *■ ^®‘P®rs of 

requirements for d 1 ase 1 f ... i < ‘ f . " surveillance 

Edison CO. of Nervoj^r ?nc Consolidated 

Fiche:3O-OOO.83/O7/M.03i227O397'^'^- 24X 


0- Inspect ion reports. IE DulUtlns t. c 


orrespondene e 


8307030024 Ack re 
correc 
30-374/83 
STREEI^, j. F 


SiiSr p”«"iUSfiS;s 


83/06/20. 


83070S0033 Responds to NRC mnsoa it 

Repts 30-373/03-16 fc 50-374/03-ii‘jQl!® noted in IE Insp 

aiH-363 removed from ESF Div a ^5?^! ^‘I!* , " ‘ « 

PaSr«V 2 " ‘^-n.fn:st‘l„s%ted‘"^“ 

Regions; DffLTuniiector^S *''’• KEPPLER, J. 0. 

Flcbe: 50 - 373 , 03/06/28, «J^JSo024'’'’- 24X 

JmLr^^r r’T 

commonwealth eIIso" Co °^Ip“ ? 735 n''! 4 ^°''’ «EED,C. 
8307080329 . * 9350 . 141 . 34 X F 1 c h e : 50 - 374 , 83 / 06 / 30 , 

™^pr^0-374%3-?I, J“p^'"^tiv?''aMoJs''N I" IE Insp 

FAnoau n ■ ‘"rBrnal panel wiring ulU be develoDa/ 

Region's; bffurof'“o?i 5 .‘c\^''‘®"n ®3/05/23. KEPPUER.O.G. 

Flche. 50 - 374 ?^/ 06 ; 30 ,‘jJjJo"o 329 '’‘’- =''>= 

-a3070aO33a^Suppl. ^”PAi^e to NRC 830426 Itr re violations noted 

Regie's; OffurrjIiectf^‘”S ®3^06/*A. KEPPLER, vI. 0, 

Fich.: 50 - 37 rolIo:; 3 S.‘ 8 jJ$JJo 329 ”- 

®”uJ?cry:;"i:ii,f 30 - 374 / 03-20 on 030517 - 0617 . 

Co™“n“;itrEdinn°cV' 

8307140176. * 9531 : 001 . 24 X F 1 c h e ; 50 - 374 . 83 / 07 / 01 , 
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— 0307140181 Notice of violation from Insp on 030517-0617. 

BTREETERp J. F. Region 3. Office of Director. 03/07/01 Ip 
19521:003. 24X F 1 c He : 50-374. 83/07/0 1 , 3307 140 1 76. 


— 8307140422 IE Insp Repts 30-374/83-20 on B30S 1 7-06 1 7. Nonconpl lance 
noted: fai lure to Identify deficiencies in reactor 
circulation sys preopera tiona 1 test procedure for jet pufflpe. 
LANK9BURY, R. D. . DUPONT, S. 0. . REYES, L. A. Region 3. Office of 
Director. 83/06/30. 3pp. 19521 004. 24X F i c h e : 30-374. B3/07/01 . 

8307140176. 


B3O7110411 Ack receipt of 830610 6 24 Ifcrs informing NHC of steps takei 
to correct violations noted In IE Insp Repts S0-373/S2-34 
S< 50-374/02-22. 

SPESSARO. R. L. Division of Engineering. 83/07/06. REED,C. 
Commonuealth Edison Co, Ip. 19302:021. 24X Fiche 50-373.03/07/06. 

8307110411. 


— 8307110419 Responds to NRC 830420 Itr re violations noted in IE Insp 
Repts 50-373/02-34 t> 50-374/82-22. Correct Ive actions: 
response re fire endurance capability of US Gypsum cement 
flrestops uill be submitted by 830003. 

FARRAR, D.L, Commonwealth Edison Co. 83/06/10. KEPPLER.J.O. 
Region 3. Office of Director. 2pp. 19302:022. 24X 

Fiche: SO-373, 83/07/06, 0307110411. 


— 8307110434 Responds to NRC 030420 Itr re violations noted in IE Insp 
Repts 30-373/82-54 i, 50-374/82-22. C □ r r e c 1 1 ve actions; fire 
seal acceptable If seal contains no cracks, voids or 
separations greater than 3/8-lnch wide. 

FARRARiD.L. Commonwealth Edison Co. 83/06/24. KEPPLER.J.O- 
Reglon 3, Office of Director. 202pp. 19382:024. 24X 

Fiche; 30-373, 83/07/06, 8307110411. 


8307210147 Forwards IE Insp Rept 30-374/83-26 on 830621-22. No 
noncompliance noted. 

>-ITTLE,W.8. Region 3, Office of Director. 83/07/06 REED.C. 
Commonwealth Edison Co. 2pp. 19668:334. 24X FI che : 30-374, 83/07/06, 

8307210147. 


--8307210134 IE Insp Rept 30-374/83-26 on 830621-22. No noncontpliance 
noted, Major areas Inspac tad: review of procedure specs (< 
test set-up for structural integrity test. 

NORTONiJ.F., WILLIAMS. C. C. Region 3, Office of Director. 

83/07/07. 2pp. 19668:336. 24X Fl e h a : 30-374, 83/07/06, 83072101 47. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failores Degrade 
Surry Recirculation Spray Subsystem. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness fr Engineering 
Response IPost 03OIO3>, 03/07/11. Consolidated Edison Co. of New 

York. Inc. 154pp. 19363:293. 24X Fiche: SO-000, 83/07/ 1 1. 8306270401. 


8307100062 Ack receipt of 830706 Itr informing NRC of steps token to 
correct violations noted In IE Insp Repts 30-373/82-34 6 
SO-374/02-22. 

8PE0BARDi R. L. Division of Engineering. 83/07/11. REED. C. 
Commonwealth Edison Co, Ip, 19360: 32B. 24X Fiche; 30-373, B3/07/1 1. 

8307100062. 


— B3071S0063 Responds to NRC 030610 Itr ro vlolat Ions noted in IE Insp 
Repts 30-373/82-34 & 50-374/02-22. Correc 1 1 ve ac 1 1 one: cabl i 
pan cleanliness surveillance frequency Increased. 

FARRAR, D. L. Commonwealth Edison Co. 03/07/06, KEPPLER,J.G. 
Region 3, Office of Director. 6pp. 19560:329. 24X 

Fiche: 50-373, 83/07/ 1 1 , 8307 180062. 


6306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness fc Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19363:153, 24X Fic he: 50-000, 03/07/12, 0306270404. 


6306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive I-12S i 1-131 In Excess of NRC Limits." Svc list 
end. 

TAYLOR, J.M. Division of QA, Safeguards ti Inspection Programs <Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

I14pp. 19713:270. 24X Fi c h e : 50-000, 03/07/ 1 4, 0306270406. 


8307280142 Forwards IE Insp Rept 50-374/03-22 on 030316-0610. No 
nancemp I iance noted. 

LITTLE, W.S. Region 3, Office of Director. 83/07/14. REED.C. 
Commonwealth Edison Co. 2pp. 19791:300. 94X Fic he: 30-374, B3/07/I4. 

8307280142. 


— B3O720O1S6 IE Insp Rept 30-374/03-22 on 830516-0610. No noncompi lance 
noted. Major areas Inspec ted: correc t Ive actions on previous 
items i< observation U record review of instrumentation 
installation. 

AHMED,!., NAIDU.K.R., WILLIAMS, C. C. Regions, Office of Olractor 
83/07/13, 6pp. 19791:302. 24X Fl che : 30-374. 83/07/14. 0307200142 


8307280323 Forwards I£ Insp Repts 50-373/83-21 U 50-374/83-21 on 
030607—10 6 16. No n one omp ) i anc e noted. 

PAPEHIELLO. C. J. Division of Emergency Preparedness t. Operational 
Support 83/07/15. REED.C. C ommonuea I Ch Ed i so n Co. 2pp. 
19790-21B 24X Fic h o • 50-373, 83/07/ 1 5, 8307280323 


— 8307200329 IE Insp Repts 50-373/83-21 S, 50-374/83-21 on 830607-10 !< 16 
No noncompliance noted. Major areas i nspec t ed . s ta te of 
emergencij preparedness. Gener I c problem eiists re inadequate 
documentation of emergency plan activities. 

PLOBKI.T., GLOEflSEN,W., AXElSON, W. L. Region 3, Of f 1 c e o P 0 i r ec to r. 
03/07/13. 9pp 19790 220 24X F l c h e 30-373, 83/07 / 1 5, 3307230323 


0307230434 Adc receipt of 830711 Itr informing NRC of steps taken to 
correct violatians noted In IE Insp Repts 50-373/83-12 (. 
30-374/83-10. 

SHAFER. M. D. Region 3, Offire of Director 83/07/19 f!EED,C. 
Coaimonaiealth Edison Co. Ip. £9701 102. 24X Fl efle: 50-373. 83/07/19, 

8307230434 


—8307250435 Responds to NRC 030613 Itr re violations noted In IE Insp 
Repts 50-073/83-12 i 30-374/83-10. Corrective actions: 
personnel briefed re proper f la s s 1 f 1 cat 1 on & parameters 
to be considered when evaluating emergency plan. 

FARRAR, D.L. Commonuealth Edison Co 03/07/11. KEPPLER, J. G. 
Region 3. Office of Director 3pp. 19701:103. 94X 

Fiche 50-373, 83/07/19, 0307250434. 


0307200004 Confirms 030726 mgt meeting In Chicago, IL to discuss 
licensee regulatory performance & communication problems 
between WIC & util, per 830715 discussion. 

NORELIl^.C. E. Division of Project i< Resident Programs. 03/07/22. 
REEDiC. Commonuealth Edison Co. Rpp 19791:169 24X 

Fiche: 50-000. 03/07/22, 8307200084. 


-6307280102 Confirms request for NRC {- util senior mgt meeting on 830726 
i n Cfi Icaga, IL to discuss licensee regulatory performance St 
relationship u/NRC. 

REED.C. Commonwealth Edison Co. 83/07/11. DAVIS, D A. Region 3, 
Office of Director. Ip. 19791. 171. 24 X Fiche: 50-000, 03/07/22, 

B3O72B00B4 


8. Reportable occurrences, LERs 5 related corresportdence 


0307110371 Final Deficiency Rept 03-03 re medium voltage circuit 
breakers of same type anstalled at Limerick which 
Inadvertently closed after completion of spring charging due 
to slipped close la t c h . d i s cu s sed in Drown Doverl 830324 Itr. 
8CHROEOER. C. U. Commonwealth Edison Co. 03/07/07 KEPPLER, J 0 
Region 3. Office of Director. 5pp. 19380 266. 24X 

Fiche: SO-ODO. 83/07/07, 03071 10371 


6307220446 Part 2.1 rept re possible discrepancy in variable springs In 
twrnbuckle & top plate assemblies bolt i r.terface. No recorded 
failures or complaints registered against subj pr oduc t s . Ent 1 
list of springs Identified for Comm Ed only. 

LITKA.T. J. Elcen Metal Products Co. 03/07/13. KEPPLER, JG. Region 
3. Office of Director. 26pp. 19636 006. 24X Fic he. 30-000, 03/07/13, 

8307220446. 


8307220486 Final rept re potentially defective Figures 425,426 !, 428 
spring hangers mfg by Eicon Metal Products Co. Initially 
reported on 830617. Revl eui revealed spring hanger installed 
at facility n«t type In question. Item closed. 

SCHRKOER.C H Commonwealth Edison Co. 03/07/15. KEPPLER, J 0 
Region 3. Office of Director. ip. 19683.103. 24X 

Fiche; 30-374. 83/07/ I 5. 0307220486. 


OOCKCr 50-382 HATERFORD GENERATING STATION, UNIT 3 


A. Application/construction stage documents t carrospondence 


8307260225 Forwards chart of util nuclear operations dept u/functlonal 
responsibilities for NRC contacts. 

DRUnnOMD, F. J. Louisiana Power U Light Co. 03/06/06. COLLINS, J.T 
Region 4. Office of Director. 3pp. 19727.245. 24X 

Fiche: 30-382. 83/06/06. 8307260225. 


0307260229 Provides info re changes to QA program from P5AR 
descrip t ion, for review L acceptance. 

0ERRET6, T. F. Louisiana Power b Light Co. 03/06/09. COLLINS, J.T. 
Region 4, Office of Director. 9pp. 19726:346 24X 

Fiche: 30-382, 83/06/09, 0307260229. 


■8307260247 Topical rept evaluation of ETR-I001,Rev 0, "Ebasca Nuclear 
QA Progrea. " Rept acceptable 

• QA Qranch. 83/06/09 2pp. 19726:337 24X 

Fiche: S0'3B2. 03/06/09, 0307260229. 
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ai/oiJos'' Vheridse.m H^’^'c^bu^tiDr'e:'’'' <8>''03/on. 

17726.359. 24* F,.h..50-3a2.a3/oI/07.eSo229''' 

S30707043J R&QUQSts list nt v * 

L.cbP.ing Br.„ch^3.‘“|pp ««8HrcN,e.H. 

3307040251. * V-i-S?. 3 1 3, 24 * F 1 c he; B0-3B2. 83/06/'29. 

Licensing Branches. * ^|pp '’“l^sat a09^ a4X * ®«™J, O. W. 

S307060332. ‘^234.309. 24 X F It h e; 50-332. 83/06/29. 

- Manb-sp^.F. 

^Ul be cperatlonal bj I5|23L ^ "-anpouier. Simulator 

Llce6sln/flranch“a ‘’Ipp 24* >^«>0«TON. C. H. 

3307030298. 17331. !B1. 24* F 1 1 he ; 50-3B2, 33/07/01. 

B306270397 Generic Ltr S3-?6 %ii 

CPs for power reactors re clar i f (ca t i o*'*? *^* *“ '‘Elders of 

requirements for d i esM i ‘ f J ‘ ^ »9rvetnance 

eiSENHUr.D 0 Division “** *’’='• 

enison Co of Nei Yei?, Jnc ?L* . 6^00®^'°=' Consclldated 

Flche;So-000.63/07/oS.B306l70397”- 24X 

33070^0329 Ci^nertc Ltr 83'>S7 hn ii 14 
operating power reaeto?. 6 boldly 

re surveillance Intervals In srs L? 1. ! power reactors 
E41scn Co. Of New Yeir ?nc r^Do’'^- Consolidated 

Fiche; 50-000, 83/07/oI, B3i?060329'^' ='»« 

8307090167 Generic Lfcr 03-2S fcn jii 1 

applicants for OL 6 holders of CPa'r.^"*®*? operating reactors, 
on generic Imp 1 1 ca 1 1 ons o f Salerirwl required actions based 
EISENHOT, D. G. Dlvl Jon of ff events. Svc list ,ncl, 

Edison Co. Of n“w Yo r ?nc 38^^®' loffo"”"'"®- Co"*°I*dated 

Flche:90-000.83/07;0B.b5?090i67'^' 

containment Bldg Integrated Leakage Rate 

UcensJ'ng''Branch“3.‘“?p'' %i3® “aS?' p ®3/07/19. KNIOHTON.G. H. 

8307220412, 176YI .2J3. 24X Fi c h e- 50-382, 83/07/ 19. 

"'^^^fnarrept'*'^''*" t Bldg Integrated Leakage Rate Test." 

<’^■^1:215, 24X Flche;50-3l2ri3/"7/.9.‘lSo72204ir“^^°‘ 

IEEE-33B 4 Reg ^ulde i ll h^TlTrU Provisions of 

™io f‘'V'” -P-aJlon enc'r°' 

Lic:::jrn°g"8;^ancJ;-^.‘’‘?S^p'’-;;,^3-^«^^ KKlGHTCld.G. „. 

8307260489. 17733.357. 24 X FI c he; 50-3B2, 83/07/21. 


E valuation Report ISERJ, suppls i cor 


respondencB 

lEF3:HS:;n£rH;rr 'r" 

0696 & NUnEG-0737,SuppI 1 ^ tflsplag sgs.per NUREO- 

“«I^nraranch°3.‘*‘tr '’?9JI9^07^'’^4; > KNIGHTON, 0 . W. 

G3O7OIO0I9. 17169,107, 24X FI c he : 50-382, 83/06/27. 

®^KN?2hto 2 S. NURE0-07a7. W /0 end 

?si^TL?g!;t ?;:52^^2 ^^4^;?^ 

8307200503. 176/2.302. 24X FI c he : 50-332. 83/07/08, 

'’?97^4^k^''^4X Fl^^"''®‘- ««‘0HTON. G. H, 

0307260470. 17734.164. 24X FI c h e ; 50-382. 83/07/21 , 

‘rr 7 --'‘‘-‘-'P --loar pUnt Island 
SER suppl be wrtden to ^Ln! ?!“" resol ved, Reques t, that 
DHOHMI^.F j iouililn. t ^ Mcense condition. 

^enslng Branch a t? J^/Si 3 ^® P • KNIGHTON, 0. H. 

8307260511 17/31.344. 24X F 1 c h e; 30-3B2, 83/07/21 . 

^EH^BgJ^nr'firJesurevJJuTLntr'b"® IV ‘’®'’ ® 

sample k cnmparino resni f . .^./t '’V obtaining HCS 

bg normal means. oncurrent RCS sample obtained 

Licensing DTanci^‘’3.*’ ‘ ip* ''l973i*‘34S®^ ‘^24x ' fi ''NIOHTON, 0, H. 

8307260518. ^ 17/31.345. 24X F l che : 50-3S2, 83/07/21 , 

Licensing Branches.* **ip“ ^?9732*'o24® '' ^ 34 ?' pv®^'’°^'’®‘- KNIGHTON. 0. M. 

8307260560. ■^' '7/32 024. 24X FI che : 50-382, 83/07/21 . 

■>* — val license 

°lSv™ J:.";:*" 

Licensing Cranch‘’3‘ * ^tp “ 1 97^''! 06^^ Fi ®' W- 
8307260568. ^ 17/32.106. 24X Fi e he : 50-382. B3/07/21 , 


F, Sacurltg. medical, 


emergency t, fire protection plans 

emergency plan 


public version of rev t 
inp 1 00011 1 i ng proc«d ur es , 

FELTaM.Jn. Division of Rules and Record 
Management Branch. Ip «eeopd 
8307120042. 


9439; 233, 24X Fi c h "sS-ols; 83/06/2^" ' 


®*ep<i0nc i0« f EP-3- 1 ort ^es ^^6 t 
EP-2-MO re r0entrv ^ ^ natural emergfncits & 


reentry. ^ natural emergencies 6 EP-2-140 re 
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B307I40134 Responds to util 820106,11 k 2B Itrs re primary backup 
emergency operations fac i 1 i ty . Fac i 1 i ty location acceptable. 
Approval of other features of facilities uill be determined 
during post- imp lementa t ion appraisal. 

EISENHUTi D, 0. Division of Licensing. 03/06/24. MAURfNiL.V. 
Louisiana Pouier & Light Co. 2pp. 19540:029. 24X 

Flche: 50-302, 03/06/24, 0307140134. 


B3D7LS0408 Requests clarification re util 030311 evaluation of effect 
of Dee 1902 Union Carbide plant eiplosion on facility. Add I 
emergency planning info needed to complete OL revieu. 

Response requested uithin 30 days. 

EISENHUT, D. 0. Division of Licensing. 03/06/27. nAUHrN,L.V. 
Louisiana Pouer k Light Co. 3pp. 19540163. 24X 

Flche: 50-302, 83/06/27, 0307 1 50408 


8307110055 Submits updated schedule for completion of responses to 
NUREO-0737 Suppl I on emergency response capability re 
safety parameter display sys. Update based on reevaluation of 
fuel load schedule. 

DRUMMOND, F, J. Louisiana Pouer t, Light Co. 83/07/05. KNIOHTOM, 8. U. 
Licensing Branch 3. 2pp. 19375:243. 24X Flche: 50-302, 83/O7/05i 

0307110055. 


0307080442 Forwards response to Reg Guide 1.97, Rev 2 " Ins tFumenta tien 
for Llght-Uater Cooled Nuclear Power Plants to Assess Plant 
V Environs During b Following Accident," per NUREG-0737. 

Suppl i re emergency response capability 

DRUMMOND, F. J. Louisiana Power 6 Light Co. 83/07/06. DENTONiH.R. 
Office of Nuclear Reactor Regulation, Director. 47pp. 19347:150. 

24X Flche; 50-302, 03/07/06, 0307000442, 


0. Adjudicatory correspondence 


8307050077 Decision ALAB-732, affirming ASLD 021103 Partial Initial 
Decision LBP-B2-t00 as modified by LBP-B2-1 12. I f synergism 
occurs, enhancement effect none 1 1 stent. 

SHOEMAKER, C. U. Atomic Safety and Licensing Appeal Panel. 03/06/2?. 
69pp. 19193:000. 24X F I c he : 50-382. 83/06/29, 0307050077. 


63O7OSO120 Advises that notice of appearance should be filed 
Commission rules of prac tic e, federal rules of civil 
procedure fc NHC case law should be reviewed for guidance on 
reopening Contention 22. 

NOLFErS.J. Atomic Safety and Licensing Hoard Panel. 83/D6/30. 
BUH8TEIN, C. H. Affiliation Unknown. ip. 19220:212, 24X 

Fiche: 50-382. 03/06/30, 0307050128. 


0307070206 Order correcting errata in ASLB Partial Initial Decision 
LBP-83-27. 

WOLFE, B. J, Atomic Safety and Licensing Board Panel 03/07/05. ip. 
19269:314. 24X Flche: 50-302. 83/07/05, 0307070206. 


9307080494 Notice of ASLAB rec ons 1 1 tut I on. CN Koh 1. cha irman & MR Johnson 
t< HA Ml Iber, members. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 83/07/06. 
Ip. 19346:337. 24X F I c h e : 50-382, 03/07/06, 0307000494. 


0307150342 Forwards SER Suppl 5, NUHE0-07a7. M/o and. 

TURK. 8. E- Hearing Branch 1. 03/07/12. KOHL.C.N,, JOHNSON, W. R. ■ 

MILBERiK.A. Atomic Safety and Licensing Appeal Panel. tp, 
19530:327. 24X F i C h e ; 50-302 , 03/07/ 1 2, 03071 S0342. 


0307190268 Notifies of VR Harding employment at law firm. Harding mIH 
not participate In any case currently pending before NRC. 

BLAKE, E.L. Bhaw, Pittman, Potts & Trowbridge. 83/07/13. KOHL.C.N., 
JOHNSON. U. R. , WILBER, H. A. Atomic Safety and Licensing Appeal Panel. 
Ip. 19620:259. 24X Flche; 50-302, 03/07/13, 0307190260. 


--8307190271 Notifies of employment at law firm. VH Harding will not 
participate in any case pending before NRC. Svc list end. 
HARDINO.V.R. Shaw, Pittman, Potts k Trowbridge. 03/07/13. 
KOHL.C.N., JOHNSON, M. R. , WILBER, H.A. Atomic Safety and Licensing 
Appeal Panel. 3pp. 19620:260. 24X Flche: 50-302, 03/07/13. 

8307190260. 


8307100145 Motion to associate author as co-counsel ui/L Fontana for 
intervenors. 

BURBTEIN, C. H. Joint Intervenors-Watorford. BUR8TEIN, C. H. Burstein. 
C.H. 03/07/15. Atomic Safety and Licensing Board Panel. ip. 
19596:217. 24X Flche: 50-3B2. 83/07/15, 8307180145. 


"8307180153 Motion to reopen Contention 22 in light of newly discovered 
evidence. 

BURSTEIN, C. H. Joint Intervenors-Wa ter ford. BURBTEIN, C. H. 

Bursteln, C.H. 83/07/15. Atomic Safety and Licensing Board 
Panel. ip. 19556:218. 24X Flche: 50-302, 03/07/19, 83071 00145. 


— B307180I60 Memorandum In support of motion to reopen Contention S3 re 
available info on slab cracks initially reported in 1977, 
reappearing on 030511. New hearing requested to re-revlew 
deficiencies in plant design. 

BURBTEIN, C. H. Joint Intervenor s -Wa ter f ord . BURSTEIN. C H. 

Burstein, C.H. 83/07/15. Atomic Safety and Licensing Board 
Panel. 5pp. 19356:219 24X F i c h e 30-382. 83/07/ 1 5, 0307 ISO 1 45. 


0307200120 Order re jec t i ng. w/ o pre j ud ic e, Jo int Intorvenois motion to 
reopen content ion. Jo 1 nt Intervenors may resubmit motion in 
praper fern showing svc on all parties. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. 83/07/10. 

Joint Intervenors-Waterford. 3pp 19647:069. 24X 

Fiche: 30-302. 83/07/10, 8307200120 


B3O727O032 Notice of appearance in proceeding. 

BURSTEIN. C. H. Joint Intervenors-Waterford. BURSTEIN, C. H. Burstein. 
C.H. 83/07/22. ip. I9B21.013. 24X F i c h c 30-382, 83/07 /22, 

83072900S2. 


— 0307290036 Motion to reopen Contention 2? in light of newly discovered 

evidence. 

BURBTEIN. C. H. Joint Intervenors-Waterford. BURSTEIN. C. H. 

Burstein. C.H. 03/07/22. Atomic Safety and Licensing Appeal 
Panel. Ip, 19821:014. 24X Fi ch e . 30-302, 03/07/22, 3307290032. 


■8307290067 Heniorandum supporting motion to reopen Contention 22 re 
cracks in plant f ounda t ion. P 1 ant la sui generis. Safety 
Inpllcations re plant built w/o pilings on cracked slab 
unknown. Cert I Ficate of Svc end. 

BURBTEIN. C. H- Joint Intervenors-Waterford. BUBSTEIN.C H. 
Burstein. C. K. 03/07/22. Atomic Safety and Licensing Appeal 
Panel. 9pp. 19021:015. 24X Fich e 50-302, 03/07/22, 8307290052. 


8307290077 Order to show cause by 830800 why Joint Intervenors should 
not be found in defaul t. Exc ep 1 1 ons dismissed since ASLAB 
has not received Joint Intervenors brief on exceptions which 
was to be deposited in mail by 830711 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. 63/07/27. 

Joint Intervenors-Waterford. 2pp.. 19022: 17S. 24X 

Fiche: S0-3B2, 83/07/27, 0307290077. 


K. Utility Final Safety Analysis Report (FSAR) k amends 


8307010119 Amend 32 to FSAR U/830630 ICr 

CAVANAUGH. H. Louisiana Power S, Light Co. B3/06/30. Office of 
Nuclear Reactor Regulation. Director. 980pp. 19102:279. 24X 

Flche: 50-382. 93/06/30, 0307010119. 


9307070045 Certifies svc of Amend 32 to FSAR on 030701 

0AMDINt,E Louisiana Power k Light Co. 03/07/01 ip 19293-234 
24X Flche: 90-302, 03/07/0 1 , 0307070015. 


Q. Inspection reports, IE Bulletlnq^ k correspondence 


8307120440 Forwards IE Insp Rept 30-302/03-10 on 030228-0303 No 
noncompi lance noted. 

MADSEK.G.L. Region 4, afflco of Director. 03/05/23. MAURIN,L.V. 
Louisiana Power k Light Co. 2pp. 19423:270. 24X 

Fiche: 50-382. 03/05/23, 0307120440. 


— 0307120447 IE Insp Rept 50-382/83-10 on 030220-0303. No noncompUance 
noted. Major areas I nspec ted : pr eoperat ional insp of licensee 
cheaitstry/radiochemistry program. Inc lud 1 ng organ 1 lat ion. 
staffing b staff qualifications U training program. 

NICHOLAS, J. 0. ■ WISEiR. . MURRAY, B. Region 4, Office of Director. 
83/05/11. 30pp. 19425*2e0. 24 X F 1 ch e 50-302, 03/05/23, 0307 1 20440 


8307120425 Forwards IE Insp Rept 50-302/03-19 on 030420-30. No 
noncoaipl lance noted. 

MADSEN.G.L. Region 4, Office of Director. 83/06/06. MAURIN.L.V 
Louisiana Power k Light Co. 2pp. 19425:226. 24X 

Flche. 50-382, S3/06/06, 0307120425- 


— 8307120430 IE Insp Rept 50-302/83-19 on 030428-30. No noncompliance 
noted Major areas Inspec t ed . revl e w k witnessing of 
containnent integrated leakage rate test. 

TAPIA.J.1.. HUNNICUTT, D. M. , CROSSMAN. U. A. Region 4. Office of 
Director. 83/06/03. 3pp. 19425:220. 24X Fich e: 50-302, 83/06/06, 

8307120425. 


0307060241 Ack receipt of 030606 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/62-09. 

KASSEN.O. L. Region 4. Office of Director. 83/06/30. MAURIN. U. V. 
Louisiana Power k Light Co. ip 19239:316. 24X 

Flche: 50-382.83/06/30. B307060241. 
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-8307060246 Respon<f, to NRC 330504 I tr re violation, noteO in IE Insp 
Rept 50 362782-0*?. Corrective ac t i o ns : r e c or d seared conducted 
to «stdbl 3 fth number instruments affected bv calJbr bu 
unqualified feec^nlci^n. 

DRUMMOND, F^J. Louisiana Pouer S, Light Co. 83706/06. KADSEN.O L 
Region 4. Office of Director. 3pp- 19239-317 S4X 
Fiche. 50-382, 83/06/30, 6307060241. 

®^orvtolitTon“^’''’‘ =®"3®2/a3-IB on 830501-31 «. notice 

MADSEN, Q.L^ Region 4, Office of Director. 83/06/30. MAURIN.L V 
Louisiana Power i: Light Co. 2pp. 19S31 lOB 24X 
Ft Che: 30-382, 83/06730. 8307150261. 


-6307130263 Notice of violation from insp on 830501-31 
• Region 4, Office of Director. 63/06/30 
Fiche 30-082.83/06/30,6307150201 


Ip- 


19331: 110. 24X 


=^0-362/83-18 on B3050 1 -31 . Noncomp 1 1 anc . noted- 
failure to follow component cooling water, flaw belance «: 
pump performance procedures during startue testlno 
CONBTADLE.C.L., FLIPPD.T.A,. CROSSMAN, «. Regio^ 4 , Office of 

8306270401 IE Info Notice 83-46, -'Common Mode Valve Failures Deei-ade 
Subsystem." Sve list end ’ ' 

JOHDAM.E.L^ Division of Emergency Preparedness b Engineerino 

?ort'”’tnc‘ Consolidated Edlsorco® of «e« 

■ Inc- 154pp. 19563.-293. 24X Fi e h 0 ; SO-000. 83707/ 1 1 . B3(}6a704»I. 


M I ? interim rept for Deficiency 56 re reactor containment 
nn^S-JU^rr'’'®^® nudear coating fal lores. Ini t la 1 ly reported * 

rescheduled for completion by 
830815. Final rept expected by B30915. ^ 

mumDND.F.J. Louisiana Power 6 Light Co. 83/06/29 COLLINS, J T 
Region 4. Office Of Director. Ip. 19433:343. 24X ^ 

Fiche: 50-3B2, B3/06/29. 6307 130343. 

Ddidency Rept 77 re Inadeauate closure 
tine & flow rate for containment purge va 1 ves. Correc t Ive^ 

»‘H>™‘tted by B30729. 

fledef^ nff, 33^07/03. COLLINS, J.T. 

Region 4, Office of Director. Ip. 19532:176. 24X 

Fiche; 50-382,83/07/05, 8307150289. 

Deficiency Rept 57 re inadequate 
instrumentation 6 control Installation *, tnrnnwa.. ^ 

documentation. Initially reported on 030405. Corree tive action 
complete. Review underway. Final rept by 830729 

= Co. 03707705. COLLINS.JT 
Region 4. Office of Director. Ip, 19538:333 84X 

Fiche; 50-382, 83/07/05, 8307150339. 

e307lM3es Third Interim Const Deficiency Rept 72 re radiation 

Tdr^Str^r -nodules. uSll Lalting rlciipt 

of six control modules shipped by vendor on 830617 

DROMMONo''f V“,°" t ‘-"“I 030726. 

WUmOND.F.J. Louisiana Power & Light Co. 83/07/03 COLLINS J T 

Region 4. Office of Director. ip, 19339- 149 34 X ‘^°ULINS, J. T. 

Ftche:50-3B2, 03/07/03, 0307150388 


■>•= Hydraulic anubbers as 

JOfifiAM P^ nf Hydraulic Fluid." Sve list end. 

JORDAN, E.L. Dlvliion of Emergency Preparedness U Englneerina 

Consolidated Ed!:o"cS“ of Nou. 
41pp. 19563:153. 24X FI cfia : 50-000, 83/07/134 B30627Q4O4. 

!"r° "OfSfPS Effluent Releases of 

Radioactive I-I25 4 I-I3l in Excess of NRC Limits, " Sve list 

BSOlSs'.'" *■ Program. (Post 

T7ai» , bS.b Z Consolidated Edison Co. of New York. Inc 

114pp. 19715.270. 24X FI e h e: 30-000. 83/07/ 1 4. 8306270406. 

8307280363 Notifies that, due to unanticipated difficulties in rent 

830701^ Jir''a 3 n 5 nr''‘”.i"‘'’ '"‘“S'’-®'" be submitted by ^ 

830701. per 830404 comml tmen t. Preservice Insp program 
requests far relief end, program 

DRUMMOND, F J. Louisiana Power t Light Co. 83/07/25. DENTQH.H R 

olJ'cf Director. 146pp 19796-121 

24X Flch6:S0-3B2, 83/07/23,3307280363. 1V/96.I2J. 


S. Reportable Occurrences. LERs 4 related car 


respondence 


8307150261 Fourth Interim rept re Significant Const Deficiency 29, 
concerning inadequate clearance between process pipIn^lyS 4 
*’'*‘*J‘'PP«''‘s/'-”tralnts. Initially repoded on 

flHUMHOMD F J r « M °"*n ‘ “"P ‘ ® ‘ ‘ rept by 830S3I, 

muMKOND. F. J. Louisiana Power i Light Co. 83/07/11 COLLINS i t 

of ip. 19330:075 24X COLLINS.J.T. 

Flche:5D-3a2.a3/07/n. 8307150261, 

interim Significant Const Deficiency Rept 76 re 
damage to pressurixer heaters during hot functional testing 

SiSJS ^Cf^duled for replacement b” 

F ‘““-"“ted hy B30915. 

ORUHHOND. F. J. Louisiana Power & Light Co. 83/07/13 COLLINS I T 

Region 4. Office of Director. Ip, 19733 030 24X J. T. 

Fiche. 50-382, 83/07/13, B307260356. 

Significant Const Deficiency 01 re shelf life 
'f'® *■ ‘n’-T-lnatlon tape. Comp 1 et Ian of 

corrective action delayed due to testing of volt 

“dTs Qfflre'’“J*nr® ®3/07/IS. COLLINS.J.T. 

negion 4. Office of Director. lo I9727-S9S oav 
Fiche: 50-362, 83/07/15, 03072601 1 4 



8307260126 Rept on Significant Const Deficiency 42 R-I re HMA aoxillari, 
relays.Completion of corrective action delayid due to 
’■*"^‘'’‘"9 -=“>»» -ill be installed during 
DBU^Mn‘p"\ '’® P-’P'-'i*'*-! by 830923 

ORU^ND.F.J. Louisiana Power 6 Light Co. 83 / 07/15 COLLINS J T 

Region 4. Office of Director. 1 p. 19727 - 290 ^ax COi-LINS, J. T. 

F»che:30-aS2,e3/O7/15, 8307260126 


Significant Const Deficiency Rept 54 re tube steel 
lam nations. All tube steel w/HT 16600 replaced w/Lcy^able 
H 3 - 3304 ''* ^basco warehouse, per Nonconformance Rept 

I, co.u, 

Flche:5O-302,a3/O6/23.B3O7OSO17O *’1^’°0I. 24X 


Fourth interim rept of Significant Const Deficiency 60 re 
*“ hanger weld problems ^ 

"•^“Plobio'’ of corrective action 8 . documentation review 
scheduled for B30B17, Final rept by B309I6. review 

03/07/15. COLLINS.J.T. 

R* 9 ion 4 f Office of Director. to. 19733 124 sox 
Ft €b»: 90-352.83/07/15, 0307260392^ 


SuSSjiV"*' 

Fiche: 50-382. 83/06/23, 8307050204 i"/' ’’-=<>■*- 24X 

C-fidency Rept 33 re 

DCN-MP-439, come ete’s^^SS I! action. Including 

^QN^F j‘^' ™tted"b%‘'8307l9"^'“'' 

Rogio'n 4 : 

F.ehe: 50-332.83/06/29. 8307120202.^ ‘9423.313. 24X 

^^GEdJpy'^A^S'y?eI!;y;rw/J!Mi°" Sisnificant Const Deficiency 66 re 
-oatl ^ceiverrco“ecdvri?eir''‘J^ off. Required 

Final rept by 830805 action to be completed by 830715. 

SS?onT''bffUe°of’itr«tr*'' t '■‘®59a^“- COULHfS. J. T. 

Fiche: 50-302.83/06/29 , bIS 5?205 i 1'- ' 


orH^rM- r* *‘ 9 nlftcant Deficiency Rept 35 re matl 

properties of tube track I. welding f 1 1 tings. Flna 1 rept will 
be delayod from 330720 to 030325, Jtil review expected to be 
coaipieted by 030729. °* 

‘■‘’“i’i®"'® ** ‘-‘5'“ 03/07/19, COLLINS.J.T, 

Region 4. Office of Director, Ip, 19020 332 24X 

Fleho: 50-302, 83/07/19, 8307290104 

V. Operator Eianlnations 

83072604^ Forwards util 830411 Itr to NRR providing estimated 
fciketfuie it nuAb«r of operator license & instructor 
certification exams necessary between present & Dec 1909 
fer Generic Ltr 83-01. 

MURIlfiL. V. Louisiana Power Liyht Cd. 03/04/21. COLLINS, J T 
R«9ien 4» Office of Director, Ip. 19733; 17| 24X 

Fiche: 50-3©2, 83/04/21, 0307260422. 
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DOCKET 30-3B7 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT I 


f. Security, medical, emergency & fire protection plans 


8007170173 Foruards evaluation rept oF radiological emergencii ecercise 
conducted on 830323. DeF 1 c i enc let cited in Four areas that 
ulll require schedule of corrective a c t ions. Ex tens ion until 
end of June to Furnish schedule granted 

KRIMM.R.M. Federal Emergency Management Agency 33/0la/13. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 030103). 3pp 19634:172. 24X F i c h e : 50-3S7^ 03/Odx/ 13, 

B307190173. 


--B307190177 Evaluation of PAiColumpla t, Luierne Counties & participating 
(nun ic Ipal 1 1 1 es emergency preparedness plan For Susquehanna 
Steam Electric Station. 

* Federal Emergency Management Agency. 83/03/23. 66 pp 
19634:173. 24X FI c h #: 30-307, 03/06/ 1 3. 83071 90 1 73 . 


8307010033 Application to amend License NPF-14, consi s t ing of Proposed 
Amend 23 to revise physical security plan to Inciude Changes 
N ,0 it P & Changes A it 0 to security training t, qualification 
plan. Change P withheld (ref 10CFR73.21). 

CURTIS, N.H. Pennsylvania Power t< Light Co B3/0&/27. D£NTQN>H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19t&8;192. 
24X FIche; 50-387, 83/06/27, 0307010035. 


0307260076 Advises that rept on Reg Guide 1.97 expected by May 1984, per 
NRC request re response to Generic Ltr 02-33. Schedule For 
submittal of safety parameter display sys safety analysts 
remains 830930 due to resource limitations 

CURTIS, N.U. Pennsylvania Power S, Light Co. 83/07/3S. SCHWEMCER.A. 
Licensing Branch 2 . Ip. 19727:262. 24X Flcha: 50-387, S3/07/aS. 

8307260076. 


H. Oeneral correspondence 


0307220161 Requests that all nuclear plants be closely supervised, based 
on listed reasons. Knowl edge about nuclear power 
insufficient to permit continued plant operation. 

WOOO,B. Affl 1 iation Unknown. 83/07/14. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp 19684:079. 24X 

FI Che: 30-307. 03/07/14, 0307220161, 


P. Operating license stags documents b correspondence 


0200060366 Board Notification 82-70: no 1 1 f ies of differing prof aplnlon 
re sensitiiatlon of BUR stainless steel weldments. 

EIBENHUT, 0 . 0 . Division of Licensing. 02/07/20 PALLADINO, N. J. 
Commissioners. 4pp. 17043:001. 24X Ficha: 50-000, 82/07/20, 

8208060366. 


— 8302040362 Forwards request for addl Info re reactor internals matls 
JOHNSTON, U. V. Assistant Director for Matls i Qualif. Engineering 
(Pre B3D201). 92/03/14. TEDESCO, R . L. Assistant Director For 

Licensing. 2 pp. 17043:009. 24X F 1 che . 30-000, 82/07/20, 8203060366. 


0307010033 Application to amend License NPF-14, cons 1 st ing of Proposed 
Amend 23 to revise physical security plan to Include Changes 
N,a & P t< Changes A Si B to security training S, qualification 
plan. Change P withheld Iref 10CFR73.21). 

CURTI 81 N.U. Pennsylvania Power Si Light Co. 03/06/27. DENTON, H R 
Office of Nuclear Reactor Regulation. Director. 3pp. 19160:152. 
24X FIche: 50-387. 83/06/27, B3070100S5. 


8307060471 Requests licensee provide conservative estimate oF therinal 
load vital equipment due to delayed ignition of Flammable 
gat plume resulting from rupture of proposed Transco 42— Inch 
d lame t ir pi pe 1 Ine. 

aCHMENCER.A. Licensing Branch 2. 83/06/20. CURTIS.N. W. 

Pennsylvania Power Si Light Co. 2pp. 19365:069. 24X 

FIche: 50-3Q7, 03/06/28. 0307080471, 


9306270395 Oenerlc Ltr 03-24 to all BUR applicants for OL t. holders of 
□Ls for Grand Gulf, LaSalle Si Susquehanna re TMl Task Action 
Plan Item 1.0. 1. ''Special Low Power Testing S, Training 
Si Recommendations for BMRs." Svc list end. 

EIBENHUT, D. 0, Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19384:115, 24X FIche: 30-000 . 63/06/29. 

0306270393. 


6307090039 Summary of 830617 meeting w/util in A 1 lentoum PA re ECCS 
actuation Instrumentation 81 imp I emen t all on of applicable 
Tech Specs. List of attendees end. 

PERCH, fi.L. Licensing Branch 2. 03/06/29. Licensing Branch 2. 

app. 19366:300. 24X FI che: 50-387, 83/06/29, B3070900S8. 


— 8307090061 Tech Specs re ECCS actuation instrumentation. 

* Pennsylvania Power Si Light Co. 83/06/29. 7pp. 19366:303. 24X 

FIche; 50-307, 03/06/29, 0307090030. 


0307180008 Informs that separate independent design verification 
program not required on Unit 2 since design process 
essentially same as program applied to Uiiit 1 S incorporates 
improveaients made per lessons learned on Unit 1 
EISENHUT. D. O. Division of Licensing 83/06/29 CURTIS. N W. 
Pennsylvania Power S, Light Co 3pp 19367 356 24X 

Flclie: 30-307, 83/06/29. 8307180008. 


8306270397 Oenerlc Ltr 03-26 to all applicants for OLs V holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl 
EISEhPfUT, D. G. Division of Licensing 83/07/03. Consolidated 
Edison Co of New Vsrh. Inc. 16pp 19390 317. 24X 

Fidie. 30-000.83/07/03, 0306270397 


8307060329 Generic Ltr 83-27 to all licensees S, applicants for 
operating power reactors U holders of CPs for power reactors 
re surveillance intervals in STS. Svc list encl 

EISENHUT, D. e Division of Licensing 63/07/06. Consolidated 
Edison Co of New 'Vorli. Inc. I6pp 19669:254 24X 

PlcJie: 30-000,83/07/06. 0307060329. 


0307190494 Submits list of outstanding proposed changes to License 
NPF— 14 to be held in abeyance until requested info or 
clarification provided- 

SCHUENCER.A Licensing Branch 2. 03/07/06. CURTIS.NW. 

Pennsylvania Power & Light Co 3pp. 19651 359. 24X 

Fiche; 30-387, 83/07/06, 8307190494 


8307110431 Advises that review conducted to identify power sources or 
sensors providing power or signals to two or more control 
sys, per License Condition 2.C.25(al.Nu failures found which 
would result In consequences outside Chapter 15 analyses. 
CURTI8,N.H. Penney I van 1 a Power U Light Co. 03/07/07. SCHHENCER, A 
Licensing Drench 2. 2pp. 19302:246 24X Fiche: 50-3H7, 83/07/07. 

8307110431. 


8307110439 Submits info re automatic d epre s sur i la 1 1 on sys timer setting 
Sc justification for setting. In response to NRC 830425 ltr 
en TKl Item 1 1 K. 3. 16 

CURTISjN.M. Pennsylvania Power S, Light Co 03/07/07. SCHUENCER.A 
Licensing Drancb 2. 3pp. 19302:235. 24X F Iche. 50-307, 03/07/07. 

8307110439. 


8307110466 Responds to 830628 ltr re assessment b consequences of 
imnedlate or delayed gas cloud ignition resulting from 
rupture of Transco p Ipe 1 1 ne . Hea t flux does not pose safety 
concern. 

CURTIS, N.M. Pennsylvania Power I, Light Co. 83/07/07. SCHWENCER.A 
Licensing Cranch 2. 2pp. 19300:009. 24X Fiche 50-307, 03/07/07, 

8307110466. 


8307000169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants For QL fe holders of CPs re required actions based 
on generic implications of Salem ATMS events Svc list encl 
EISENHUT. 0. O. Division of Licensing. 83/07/00. Consolidated 
Edison Co of New York, Inc. 30pp 19669:269. 24X 

Fiche: 30-000,83/07/06. 8307080169. 


8307190440 InForxns that processing b Issuance costs for OL exceeded 
max fee No addl Fee required. 

MILLER, H.O. License Fee Management Branch. 03/07/08 CURTlBiN M 
Pennsylvania Power L Light Co. ip 19656:076. 24X 

Fiche; 30-307. 83/07/08, 0307 1 90440. 


— B307190444 Foruards summary of review costs far processing & issuing 
OL. No addl fee required for costs exceeding max Pee paid. 

H/o end. 

HOLLOHAY, C. »f. License Fee rtanagement Branch. S3/07/OB. License 
Fee ManaDcnent Branch. ip. 19656.077. 24X Fich e ; 30-307, 83/07/00. 

0307190440. 


8307370478 Foruards notices of c one Idora t Ion of issuance of amends to 
License NPF-14 6 proposed NSHC determination b opportunity 
for hearing re 830203,0413 6. 27 submittals on alignment of 
particulate & gaseous radioactivity monitors. 

BCHMENCER,A. Licensing Branch 2. 03/07/10 CUHTIB.N.H. 

Pennsylvania Power Light Co. 2pp. 19780:336. 24X 

Fiche: 30-387,03/07/10, 83072704 70. 


—8307100369 Notice of consideration of issuance of amend to License 
MPF-14 re particulate & gaseous radioactivity monitors J, 
proposed NSHC determination b opportunity for hearing. 

SCHWENCER.A. Licensing Branch 2. 03/07/01. 6pp. 19700:330 24X 

Fiche 30-307, 03/07/10, B307270478. 

--03O72OOOSO Notice of cons i dera 1 1 on of Issuance of amend to License 
NPF— 14 6 proposed NSHC d e terminat ion 6 opportunity for 

hear Ing. 

8CHWENCER,A. Licensing Branch 2. 83/07/01 6pp 19780:344 24X 

Fiche 50-387, 83/07/10, 0307270478. 
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consideration of issuance of aaend to License 
NPF 14 re safety parameter display sys t, proposed NSHC 
d « 1 9rf!i] nil t s or h opportunity ^or heai'tng 

SCHWENCER.A, Licensinj Branch 2 . 83/07/01 fepp >97Se'330 B. 

Fiche. 30-387.03/07/16, S30727047B. »’'/bb.jso 2 - 

8307260336 Forwards application for Amend 27 to License NPF'14. 
requesting relief from Tech Spec Tafiles P. 2 . j-i & 3 3 3-2 to 
increase main steam line radiation high trip setpoint of 3 
tiiTte^ rkornia 1 backpround. 

CUF?7IS,N. Pennsglvanla Power t, Light Co 83/37/33 SCHHENCEH.A 
33072i&3L >9726 002. 24 X Fi c h e : 50-3B7, SS^T/alf ' 


30-367/83-15 & 50-388/83-07 on 
330608*27. No noncompliance noted. 

“‘''f'"’" 9f Project «, Resident Programs, 83/07/01 
UNVON.B, D. Pennsglvanla Power k Light Co. 2pp. 19332 312 24» 

Fiche. 30-387. 83/07/01. 8307 1 50307, ^ 

—3307130313 IE Imp Repts 50-307/03-15 k 50-388/G3-07 on 830608-27 M» 
noncompliance noted. Major areas I nspec ted: preopera t lonal 
test review, opera tlonal ver 1 f I ca t Ion. maint observation. 

observation !. preopera t i ona 1 test witnessing 

■ NICHQLAS.H, Region 1. Of f I c ^of Si r ec tor 
83/06/30. 14pp. 19532:314. 24X F 1 Che • 50-387, 03/07/01 . 0307 1 50307. 


-0307260339 Application for Amend 27 to License NPF-14. r equest ino 
re lef from Tech Spec Tables 2.3. l-i t. 3. 3. 2-2 to ® 

main steam line radiation high trip setpoint of 3 times 
normal baciground. 

CURTIS, N.W Pennsylvania Power k Light Co. 03/07/22 la 
19726.005 24X Fl c h e : 50-337, 83/07/22, 8307260336 

-0307260342 Proposed Tech Spec Tables 2 2 !-l t. n n a-s 

do::* :::: ‘^ip setpoint T«ie'’re'^FF,i:r'”"® 

Power i, Light Co. 83/07/22. 3pp 19736 006 34 * 

Fiche: 50-387, 03/07/22, 3307260336 «M >- 006 24X 


- 1^®^“'''=’' Dulletins 6 correspondt 

B3O7OIOO10 Ack receipt of 630617 1 tr informing NRC of st 
50-388/83-04^^*°"* ''*'’** 50-387/83-11 

KFi:vrN^n'^h'‘'’B Project k Resident Programs 

KEfJVCN.D D. Pennsylvania Power k Light Co Ip 19169 
Flehe:50-3B7.83/06/2a, 8307010018. 


eps taken to 


83/06/33. 
19169: 103. 34* 


8306270401 IE Info Notice 83-46, "Cemmon Mode Valve Failures Oearade 
Subsystem." Svc list encl D®S’-«e 

JOROANjE-L. Division of Emergency Preparedness 4 Engineering 
Response fPost 830103). 83/07/1 1 . Consolidated Edison of Mew 

York. Inc. 134pp, 19563:293. 24* Fi cho: 50-000, 83/07/ 1 1 , 8306370401, 

*! JFfo, Notice 83-47, "Failure of Hydraulic Snubber, as 
Contaminated Hydraulic Fluid. " Svc list encl 
^RDAM.E.L. Division of Emergency Preparedness k Englneerlno 
Response fPost 030103) . 83/07/12. Consolidated Edison c:® of New 

, Inc. 14tpp. 19563:153. 84 X Fl c h e : 50-000, 83/07/ 13, 8306370404. 

'’“P** S0-3B7/83-12 4 50-388/83-06 on 
B30904'*0&07 it notice of violation, 

^NVON^^n^‘"o Division of Project 4 Resident Programs. 83/07/12 
reNVON.a.^ Pennsylvania Power 4 Light Co. 2 pp 19790 061 P 4 * 

Flelie:S0-3®7.83/O7/12,B3073aO332. *v/vu, 061 . 24* 

8307^0335 Notice pf violation from Insp on 830504-0607 

*’ Director. 03/07/12. 3pp 19790 063 34 * 

Fiche: 50-307, 03/07/12. 0307380332. ^ iv/vo. 063. 34* 


Hi' ‘r 

BTAJnnTFru. ‘ vanla Power 4 Light Co. 83/06/17. 

l 9 : 69 ^To 4 ^*'ma» “‘vision of Project 4 Resident Programs. 3pp. 
19169.104. 24X Fi c h e ; 50-307, 03/06/38, 83070 1 0018. 


93072B0349 IE Insp Repts 50-387/83-12 4 50-300/03-06 on 830504-0607 
Noncompliance noted: In term 1 1 ten t breaches of secondary 

implemented 4 use of unapproved 
handbook for acceptance of pipe supports. 

D^«fn®" 1' Off lee of Director. HCCADE. E C 

Project 4 Resident Programs. 83 / 06/13 20oq 

19790:066. 24X F i ch e: 50-387, 83/07/ 1 2, 8307280332 


6307050004 Forwards Rev 0 to PPL-OI-0207, "Iniervlce Insp Prooraa “ 
including oppMeable ASME Section XI relief requests 4 * 

?noT c‘M^? cl4,stficatlon drawings. ^ 

‘"“Hi iiy 

ruB?U iS w valves required by lE Dullatln 03-03. 

CURTIS.N. M. Pennsylvania Power 4 Light Co. 83/06/30 SOHUFMCrn A 


—8307080371 Rev 2 to In.ervice Insp program for pumps 6 
34*^1? ** ‘-‘S"' B3/06/30. Il2pp 

24* Fiche 50-387. 83/06/30, 8307080368. 


valves. 
19350; 191. 


® . '^«""sy>vanla Power 4 Light Co. 33/05/24 KAHTIH T T 

““^"^rfn^p^R^prsS/BS^Sfv “■ Violations noted in 

gross alenri-r?.: PFocedures for performing 

^ ZTollT 

□iv?si:r df *' *'1®''* ^ 3/06/22 . martin.t.t 
24* Ftche:L0-3B7.83:O7/Ol B3o5^5i«I. 


^^vloUtlSn''"'''""'’* SO-3G7/03-14 on 830608-15 4 notice of 

Division of Project 4 Resident Programs. 83/07/13 
MM^.n.D. Pennsylvania Power 4 Light Co. 2 pp. 19790- 104 24X 

Fiche: 50-387.83/07/12, 0307280336. /vu. 104. 24X 


8307380340 Notice of violation from Insp on 830608-15 

* Resion I. Office of Director. 03/07/12 Ip. 19790- 106 
Fiche; 50-307, 83/07/12,6307380336. 


34X 


S0-3B7/B3-14 on 830608-1 3. None omp 1 lane e noted: 
operating with mode switch In run position wlille high 

water level trip to main turbine bypassed 

^7/12 ;ioo“''?e 7 en'^,nv'’‘''‘®“’" Project 4 R^Sident Programs. 

07/12, 4pp. 19790:107. 24X F 1 c h e ; 50-307, 83/07/ 12, 0307280336. 

le Effluent Releases of 

Haoioactive 1-125 & i-i3i in Eicess of NRC Limits." Svc list 

MWrai'' Safeguards 4 Inspection Programs (Post 

.7- Consol Idated Edison Co. of New York, Inc 

114pp. 19715:270. 24X F i c h e : 50-000. 03/07/1 4, 0306270406. 

B. Period ic operating reports 4 related correspondence 

'■^Dt for May 1983. W/83061 3 Itr. 

“ Pennsylvania Power 4 Light Co. 

? 9 a 2 J ^^1 ”• management Information Branch. Spp. 

19684.036. t 4 X Fiche: 30-387, 83/06/09, 8307220176. 

8 . Reportab le o ccurrences. LERs 4 related correspondence 

830513, interactions of chlorine detector 
in concrol room emergency outside air supply sys noted 
Follouing loss of p ouier. Procedure changes instituted to 


'"''appropriate corrective actions, 
^ISER.H. U. Pennsylvania Power 4 Light Co. 83/03/16 
Region 1 < OfPIce of Director. Ip. 19124 357 24* 

Fiche: 50-307, 83/05/ 16, B307010069. 


ALLAN, J, M. 


S307010099 Interim deficiency rept re defective GE HMA auiiliary 
relays. Insp program completion awaiting receipt of OE 
raOTOl""^"* '®'''‘*®*‘ve actions. Final rept scheduled for 

CUBTr 8 .N.H. Pen-nsylvanla Power 4 Light Co. 83/06/09. ALLAN.Jfl 
Kegtnn I, Office of Director. 3pp. 19168 155 24X 

Fiche; SO-387. 83/06/09. 8307010099. 
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0307010034 LEFl 03-O83/O3L-O: on B30520. d ur J ng review of draft 
procedure*! a larm check required bg Tech Spec not included 
In chemlstrg surveillance procedure's Change made to 
surveillance procedures to Include alarm ch ec k. W/S306t 7 Itr. 
KUCZYNSKI. L. A, . KEISER. H. U. Pennsg 1 van i a Power U Light Co. 
03/06/17. ALLAN. J. M. Region 1. Office of Director. 2pp. 
19160:333. 24X FI c h e : 30-387. 83/06/ 1 7, 030701 0054 . 


83071BO264 LER S3-OB9/O3L-0 on 830606. d ur i r g surveillance testing 
Train S of stardhy gas treatment sga tripped snortlg after 
starting Caused bt) controls for outside .nr makeup damper 
in closed instead of open position M/B30706 lti'. 

PIEfiaNTESE.A. P. . HEISER.H.W. Pennsglvania Power f. Light Co. 
83/07/06- ALLAN. J t1 Region ]. Office of Director 2pp 
19336.010. 24X F ic ho - 30-307. B3/07 /06. 0307 1 00264. 


0307010031 LER 83-002/01 T-0: on 830607. mam turbine trip on high reactor 
pressure vessel level hgpassed to clear i n ter 1 ock. After 
outage. bgpass discovered still installed.Caused by lack of 
clear requirement for bypass r ev lew. W/B30621 Itr. 

KUCZYN0KI. L. A. . K61SER. H. W. Pennsylvania Power k Light Co. 

83/06/21. ALLAN. J. M. Region I. Office of Director. 4pp- 
19169:196. 24X F 1 c h e : SO-387, 83/06/ 2i . 830701003 1 . 


G307?204S9 LER 83-O91/O3L-0 on 030609. LPCI loop Q of BKR discovered 
not full LPC! declared inoperable Caused by loose LPCI 
control disc valve. Tack weld on disc/stem assembly 
increased. W/S3070B Itr 

KUCZVNSKl.L. A . KEISER.H.W. Pennsylvania Power Light Co. 
B3/O7/0B. ALLAN. -J.M. Region 1. Office of Director 3pp 
19686.113. 34K F l c he . 50-307, 63/07/0B. 0307220459 


0307120443 LER 03-O84/O3L-O: on 030524 . d ur i ng surveillance testing, 
control room emergency outside air supply sys fan tripped. 

Caused by out of tolerance of time delay relay for heater 
differential temp. Relay reset. W/830623 Itr. 

PIEMONTESE, A. P. . KEISER.H.W. Pennsylvania Power L Light Co. 
S3/06/23. ALLAN, J.M. Region 1, Office of Director. 2pp 
19425:333. 24X Fi c h e : 30-307, 03/06/23, 8307120443. 


8307220312 LER fi3-093/01T-0 on 0307 1 2, w/c on ta I nment radiation monitor D 
out of s VC. d i scovfl r ed that surveillance test period exceeded 
for monitor A Cause not stated. Mom tar A tested 
sd t i dc tori 1 V . 

K€.tSER<H. M. Ivansa Power U Light Co. 83/07/12. ALLAN/ J M 

Region t. Office of Director. Ip. 19674 232. 24* 

Ficho: SO-3B7. B3/07/12, 0307220312 


8307120236 LER 03-OS5/O3L-O: on 030523. c on ta i nment Isolation valve for 
containment atmosphere control sample line failed to close. 

Cause not stated. Malnt personnel verified switch positioning 
6 reconnected c ircu 1 try . W/B30624 Itr. 

PIEMONTESE. A. P. , KEISER.H.W. Pennsylvania Power U Light Co. 
03/06/24. ALLAN. J- M. Region I. Office of Diroetor. 2pp. 

19419:338. 24X F l c h e : 50-307, 83/06/24, 8307 120256. 


B30722D26S Final deficiency rept re detachment of ILSCO Corp Number 
stranded wire From screw clamp detectors. Initially reported 
on 830524 Deficiency not reportable per 10CFR5C. S5( e > for 
Unit 2. Item reportable per Part 21 for Unit 1 

CURTISiN.W. Pennsylvania Power 6 Light Co. 83/07/13. MURLEV, T. 
Region I. Office of Director. 3pp 19603 226. 24* 

Fiche: 30-387, 03/07/13, 0307220263 


0307120273 LER 03-O87/O3L-O: on 030527, "A" Containment H 2/02 analqters 
found to have erratic readings. Caused by pressure control 
valve 6 sample pump degradation to point where proper flow 
not maintained. Fai led component* rep laced. W/030624 Itr. 

TOOD.J.J., KEISERiH.W. Pennsylvania Power k Light Co. 83/06/24. 
ALLAN. J. M. Region 1, Office of Director, 3pp. 19424:102. 24X 

Fiche: 50-307, 03/06/24. 0307120273. 


B3072S03I9 LER B3-094/03L-0 on 0306 1 7, d u r i ng cold 5 tar top , aver ag e power 
range monitor flow biased scram trip setpoint less 
conservative than Tech Specs Caused by low concentration of 
tenon in core Sctpolnb ad jus ted. W/8307 14 Itr. 

KUCZVNSKI.L. A. , KEISER.H.W. Pennsylvania Power k Light Co. 

83/07/14. ALLAN, J.M. Region 1 , Office of Director. 2pp 
19675:093. 24X Flch e : 50-307 , 83/07 / 1 4 , 03072203 19. 


0307120442 LER 83-0B6/03L-0: on B30325. T eac tor bldg door opened uhlle 
malnt performed on turbine bldg side of air lock to reactor 
bldg. Caused by personnel error. Ind Iv Idua 1 w/radlo 
commun lea t ion will be posted. W/B30624 Itr. 

PIEMONTEBE, A. P. I KEISER.H.W, Pennsylvania Power k Light Co. 
83/06/24. ALLAN, J.M. Region 1 . Office of Director. 2 pp. 
19425:234. 24X Fl c h e : 30-307, 83/06/24. 0307 1 20442. 


8307230299 RO: on 030628, rev I ecu revealed reactor bldg station 
particulate iodine !, noble gas monltoi- out sve for more 
than 72 h during 820917-21 k 1201 -i4 . Caused by need to work 
on sa.mple probe L to replace pump 

KEISEfl, H. U. Pennsylvania Power 6 Light -Co 83/07/lS ALLAN, J.n 
Region 1 . Office of Director. 2pp. 19673:361. 24* 

Fiche: 50-387, 03/07/15. 0307220299. 


0307010079 PNO-I-03-069: on 030624, high reactor water level scraei 
resulted from loss of offsite power. Caused by eitenstve 
damage to primary k secondary windings of startup 
transformer C phase. Eva luat ion underway 

RHQADS.e. . MCCADE.E, Region 1. Office of Director. B3/06/S7. Ip. 
19169:217. 24X F i c h B : 30-307. 03/06/27. 0307010079. 


8307230403 Second Interim deficiency rept re inadequacies in Bechtel 
design verification of ma> circuit lengths of low voltage 
pouer k control cables. Initially roported on 021213 Also 
reportable under Part 21 . Nett rept by 831031. 

CURTIS,N.H- Pennsylvania Power k Llgnt to 83/07/15. MURLEV, T. 
Region 1. Office of Director, 4pp. 19603:185. 24* 

Fiche; 50-387,03/07/15. 03O722O4B3 


0307120436 LER B3-O00/O3U-O: on 030530. RCIC pump discharge valve mould 
not open. Caused by gap between breaker male k female stab 
clips. Female clips reworked to allow proper contact. 

W/030629 Itr. 

PIEMONTESE. A. P. . KEISER.H.W. Pennsylvania Power k Light Co. 
83/06/29. ALLAN. J. M. Region 1 . Office of Director. app. 

19423:275. 24X F 1 c h e : 50-337, 03/06/29, 8307 120436. 


B3072802B1 LER 83-CI93/01T-0 on 8307 1 1 . d u r i ng review of completion of 
surveillance tests. disc over ed that 31-day functional test of 
containment radiation monitor A not performed from 
030612-0711. Caused by personnel error. U/B30720 Itr. 

KUCZYNSKI.I-. A. . KEISER.H.W. Pennsylvania Power k Light Co. 
83/07/20. HURLEY, T. E. Region 1. Office nf Director. 3pp. 
19791:310. 24X F 1 c he : 30-387, 03/07/20. 830728020 1 . 


0307060069 RO re failure of startup transformer TIO. Cause under 
investigation. Transformer will be disassembled for repair at 
which time evaluation of failure will be conducted. 

Transformer u/automatic tap changer will be installed. 

KENYON. D. D. Pennsylvania Power 4< Light Co 83/06/30. ALUAN.'J.n 
Region 1. Office of Director. 3pp. 19231.001. 24X 

Ficho: SO-307. B3/06/30. 0307060069. 


8307200328 Part 21 rept re Insufficli 


clearance on GE 250-volt dc 

control ctrs. Initially reported on 63072 !. Correct Ive 
measures will be determined upon OE li.sp comp 1 eti on. Separate 
rent per 10CFI130 53 (bI forthcoming. 

KENYON. B. D. Pennsylvania Power k Light Co 83/07/25. MURLEV, T.E. 
Region I. Office of Director. 2pp. 19789:243 24* 

Fiche: S0-3B7. 03/07/25, 0307280328 


8307120387 Ack receipt of 830609 Itr. Revised date of 030901 acceptable 
for submission of final deficiency rept re GE HMA relag*. 

STAfiOSTECKI, R. Region 1. Office of Director, 03/06/30. CURTIS.N.H. 

Pennsylvania Power L Light Co. Ip. 19426:005. 24X 

Fiche; S0-3S7. 03/06/30. 0307120307. 


9307110274 PNO-I-83-075; on 030703 . r * a c tor tripped from 95X power uhon 
MSIV closed. Caused by steam line isolation spike doe to 
Increase in condensate deminera 1 1 i er resin. Water sample sent 
to Peach Bottom for analysis RCIC being reevaluated. 

RHOADS, G., MCCABE, E. Region 1. Office of Director. 83/07/06. 2pp. 
19379:138. 24X F 1 c h e ; 50-387, 03/07 /06. 0307 1 10274. 


0307180230 LER 03-O9O/O3L-O: on 830606, c on ta i nment atmosphere hydrogen 
dioxide analyier placed In sve from standby condition b 
eihiblted erroneous r ead ings. Analy lers declared Inoperable. 

Caused by callbr gas In lines. Lines purged. W/030706 Itr. 

KUCZYN6K1. L. A. . KEISER.H.W. Pennsylvania Power k Light Co. 

83/07/06. AULAN.J.M. Region 1 . Office of Director. 2pp. 

19333:227. 24X Fiche: 50-387, 03/07/06. 8307180230. 


DOCKET 50-308 SUS'OUEHAMNA STEAM ELECTRIC STATION, UNIT 2 


A. Application/construction stage documents k correspondence 


0208060366 Board Notification 82-70: n'O ti f i es of differing prof opinion 
re sansitliatlon of BWR stainless stool weldments. . 

EISENHUr.D G. Division of Licensing 82/07/20. PALLADINO, N. J 
Conmis-sioners. 4pp 17043.001. 24X Fi c.he: 50-000, 02/07/20, 

8200060366 


8307050296 Summary of Caseload Forecast Pane! 930523-27 site visit k 
meeting u/otll,PA Dept of Environ Resotirces k Bechtel re 
Fuel load date p voj ec t Ion. App 1 lean t projects fuel load date 
of 840203. Panel projects date oF late Second Quarter 1904. 

PERCH, R L. Licensing Branch 2 83/06/22. Licensing Branch 2. 

SBpp. 19263: 136. 24X Fiche 50-300 , 03/06/22,8307030206. 
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3306370395 Omertc Ltr 33-24 to all buw 
OU f»r Orani SoIf.LaSalle & Su.quahann^ ‘‘ '"“■'►••s 

Plan Itsn. I 0. J, "Spstlal Lou Pjtuar Tostm! Action 

L RaconnsrulsUons for OHHs " Svc i,.^ ®'"'S ^ T^^a^nina 
ErS£NHU7,D.O. Division of Licansln) "" 


ElSeiiMUl.D.O. 0l.is4on of Licen«,n, 

LljMin^ Co. ? 6 pp. 19334-115 24X Lonj ftland 

6304370395, FlcOe S^^'COO. 83/04/27, 


3307160003 Informs that separate inUepenient n 

:»::uan: 


EJSENhW, D. 0 Division of Licensing 
Pennsglvania Pouer 4 Light Co Scb 
F«cha 50-3S7, 33/06/29, 03O7IBQOO8 


03 / 06/29 
l'?567; 356. 


Cl»TIS.N.H. 

54X 


B306370397 Oeneric Utr 83-26 to all 
CPs for power reactors re cl ar l f ua U L'of * holders of 

hflolraaents far diesel fuel imourTi., 2 ‘“’'''etnance 
EISENWT.D 0 Division Of Licenslnc^ 

Eilson Co of Meu fort. Inc, I 6 pp ® 1939 Q Coneoltdatod 

ficha. 50-000,83/07/03, S306270397 ‘’390.3i7_ 

8307060329 Oereric Ltr 83-27 to all lie* 

cperatlrg power reactors I, holders af ^ ^PfUtanti for 

ElSEmuT.’D’a'MwUon'of'ucJni?''' ““ 

Edison Co Of Heu Ver^" ConsoUdatad 

PiChe 50-000, 83/07/06,830706032^*^ •‘/669.S54. 24x 

8307110439 Sutmils info re automatic ao^,. 

CWtlS.ilw Pennsvlvanla Poucr iiLjoht Cn c 


*«"*9,u.„c.s of 
ran 
^dfety 


03071 10446 Responds to 830628 ltr rt 

liictedlate or delaiftd gas cloud lam t inn *" *9"*rRu 
TPPture of Transto P i P»Une. Heat^ f I uJ Soe!’n*f ‘'’® 
tortern “oes not post saf 

CURT|S,N W Pennsylvania Power «, Liohf r 

S307080149 Cenertc Ltr B3-2B to all Hc-n 
»PP icants for OL U holders of CPs re reo!^^' op®PaHn» reactors, 

| t:inr.T 

PlcJr50-000,'B3/07M5?080l67'’" 

E___;iRC_Eafe,y_8va_luatipn_8eport^,8ER.,_s^ 

S3071S01SO Cownite to correct 42 hiirnan 
1 °"*^®' ''0“* Pfior to fuel load. per rtpp®F"r'^ 4 "® ‘“’"■»P«ncles In 
Schedule for meeting requirement? of dS ta, J"®""'" » to 8ER. 


f-edical, energenci/ 4 fi 


]■» protection plana 


8307190173 FcTvards evalu.tlon rent 0 f , ,< . 

conducted pn 830323, Def Ic 1 enc I as c i t ed Jn” o“u' *"»" 9 fnC 9 ecercise 

^‘11 require schedule of corrective act.^^ ^ t'tst 

™.Vr -U. 

«.p L. 03 / 06/13 

SiisxrrbHir'™" 


**"9 Suide 1,97 e.pected by May 1984, p»r 
* ^espopsf to Generic Ltr 82-33. Schedule for ' 

aubnifetal of safety parameter display sya safety analusis 
renalns B30930 due to resource limitations ^ 

CUBT1S.N.M Pennsylvania Power 4 Light Co. 03/07/22 SCHliENCEB a 

>”5/ 262 . 24X Flche. 50-387, 83%7/ar''- 


Oeneral correspondence 


BJ0722O161 Requests that all nuclear plants be do 
on listed Trasons. Knowledge about nuclear power 
continued plant operation 
tfOQO.G. Affiliation Unknown. 03/07/14 
Nuclear Reactor Regulation. Director 
FI Che; 80-387. a3/-07/ J 4 , 8307220 1 61 . 


!ly supervised, based 


DENTON, H.R. Office of 
3pp. 19684.079. a4X 


Inspection re-ports, IE Bulletins 4 corresponds 


8307010018 Ack 
correct viola 
SO-303/83-O4 
STAROSTECK I . R 


‘"*<"■'">''9 NRC of steps taken to 
cions noted in IE Insp Repts 50-307/83-11 4 

KFNvriM on D Division of Project 4 Resident Programs. 03/06/28 
KENTONiBD. Pennsylvania Power 4 Light Co. Ip 19169-103 64 * 

Ftthe:SO-3a7.B3/06/aB,83070l0018. 24X 

H;'r “‘".s;;.;".:::;:™:; 

CTAM-i-Fr?T *■ Light Co. 03/06/17. 

Ki s s*:' ‘T"""* .‘•••If..".."', 

CI*riS.N.H Pennsylvania Fouier 4 Light Co. 03/06/30 SCHWENCER A 

54XFiche:50-3B7.835S''''''- 

'"‘P 50-307/03-15 4 30-306/03-07 on 

BW0S-27.No noneorapl lance noted. 

“‘''‘“th of Project 4 Resident Programs. 83/07/01 
REMVON.B.D Pennsylvania Power 4 Light Co 2 od 19533.310 04 *' 

Flche; 50-307.03/07/01, Q 307150307 . •‘PP 19532.312, 24X 

»°-3a/''93-I5 4 50-308/03-07 on 830608-27 No 
?«l r?i e.?® note .Major area, 1 nspec t ed: proopora t ionel 

f"off;??“rS?re=tor. 

iqpp- 19332:31*1 24X F I c h e . 30-387, 83/07/01 , 8307 1 50307. 

®”onc‘o“?(an"r;:ot%d^ 930^7-20. No 

"kenvamVii Engineering 4 Technical Programs. 83/07/07 

WNVOfl. B D. Pennsylvania Power 4 Light Co, 2pp 19666 347 P4X 

Flch«:30-3BB,B3/07/07, 8307210204. ^ lV 666 ,d 4 /. 24X 

"f"* 30-398/83-08 on 830617-20, No noncompliance 
noted.Mejor areas inspe c ted , hydros tat i c testing of reactor 
pressure vessel 4 associated piping, Inciudlng tour, of 
cun^lnioent refueling floor 4 reactor bldg 

Region I, Office of Director. 

05. 7pp. 19666:349. 24X F 1 c he : 50-308. 83/07/07, 8307210204. 

Failure, Degrade 
SLibsystem. ■■ Sve list end. 

Emergency Preparedness 4 Engineering 
?e?k consolidated Edison Co of Neu 

* Inc. I 3 *lpp. 19363.293. 24X FI che: 30-000. 83/07/1 1, 0306270401. 

Hydraulic Snubbers a, 

I«n«. Hydraulic Fluid.- Sve list end. 

Vn ETfryency Preparedness 4 Engineering 

???k 1m Consolidated Edison Co of New 

TOPk. ine. 14ipp. 19363:133, 24X F 1 c h e: 30-000, 83/07/ 12, 8306270404. 

50-307/03-12 4 50-380/83-06 on 
030304-0607 4 notice of violation 

of Project ii Resident Programs. 83/07/12. 
P™™'"-® Pennsylvania Pouer 4 Light Co. 2pp. 19790:061 24X 

Flehe: 50-387. 83/07/12, 8307200332. 


"8307280335 Notice of violation from insp on 630504-0607 

« Region 1 , Office of Director. 83/07/12. 3pp. 19790:063 
Flehi 50-387. 83/07/12, 0307280332. 
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--8307230349 IE Insp Rept* 30-307/83-12 !• 50-3B8/B3-06 on 830504-0607 
Noncomp 1 lanc e no ted : Interim I: tent breaches of secondarv 
cental nmenti f le i d change not lirp 1 emenCed & use of unappresreO 
handbook for acceptance of pipe supports 

RHOADS, 0.. MACANN, J. Region I, Office of Director, MCCABE, E.<- 
Dlvision of Project i Resident Programs. 83/06/13 28pp 
19790 066. 24X F 1 c h e ; 50-337, 83/07/ 1 2, 8307280332 


8306270406 IE Info Notice 03-48. "Gaseous Effluent Releases of 
Radioactive 1-125 t< 1-131 In Eicess of NRC Limits. ” Sve list 
end. 

TAVLORiJ M Division of OA, Safeguards U Inspection Programs tPost 
8301031. 03/07/14. Consolidated Edison Co. of New Vort^ Inc- 

114pp. 19715:270. 24X F i c h e . 50-000, 03/07/ 14, B30627040-6. 


R. Periodic operating reports L related correspondence 


0307260300 Foricards 6-month response to NUREO-0612, "Control of Heavy 
Loads at Nuclear Pouer Plants." Procedures for overhead 
handling sys include precautions 6 guidelines to be observed 
lehile operating sys. 

CURTIS,N. W. Pennsylvania Power «< Light Co. 83/07/22. 8CHUENCCR.A. 
Licensing Branch 2. 17pp. 19726:092. 24X Flc he: 50-330. 83/07/22. 

8307260300. 


S. Reportable occurrences, LERs 6 related correspondence 


3307140434 "St Luel* Nuclear Power Plant Full-Scale Local Exercise 

Conducted on 830120," final evaluation ’'ept. 

• Federal Emergency Management Agency- 83/03/08. a6pp. 
19320:214. 24X F i ch e : 50-335, 83/03/30, 8307 1 40420. 


8307140339 Discusses 1984 full-scale emergency eierclee per 830426 
meeting. Exercise will extend over 3-day period . Emergent y 
operations Facility will operate et reduced level after 

O'Reilly!* J. P. Region 2. Office of Director, 83/05/26- UHRIO.R. E. 
Flerlda Power I. Light Co. 2pp. 19523: 325. 24X 

Flche: 50-000. 83/05/26, 8307140339 


8307140278 Informs that Boise Interagency Fire Ctr contracted to 
perform eurweys of radio frequency Interference 6 

electromegnetlc In t erf er ene e , Ass 1 s tanc e requested- 

VERRELLI.O-H Division of Project t> Resident Programs. 83/05/31. 
UHRIO.R.E. Florida Power & Light Co. 22pp. 19822:297. 24X 

an-nnm. . Ria71 40278. 


8307110241 Buhmlt* editorial changes to SER.Suppl 2, Section 9. 5-1, item 
3 re central room fire detection caverag e. Stra teg 1 cal ly 
replacing ley sections of lay-ln files will allow flow of 

coaibuetion where detectors Installed. 

UHRIO.R.E. Florida Power L Light Co. 83/07/09. ^ISENHUTi D. Q. 
Division of Licensing. Ip. 19379:235. 24X Flch e: 90-389. 83/07/05. 

8307110241. 


8307010099 Interim deficiency rept re defective GE HMA auxiliary 
relays. Insp program completion awaiting receipt of OE 
recommended corrective act ions. Flna 1 rept scheduled for 
830901. 

CURTIS.N.W. Pennsylvania Power «, Light Co. 83/06/09. ALLAN.J H. 
Region 1. Office of Director. 2pp. 19160:155. 24X 

Flche: 50-307. 03/06/09, 3307010099. 


8307220265 Final deficiency rept re detachment of IL3C0 Corp Number 14 
stranded wire from screw clamp detectors. Initially reported 
on 830524. Defl c lency not reportable per 10CFR50. 551 e 1 for 
Unit 2. Item reportable per Part 21 for Unit I. 

CURTIS.N.W. Pennsylvania Power 6 Light Co. 83/07/13. MURLEY.T. 
Region 1. Office of Director. 3pp. 19603'226. 24X 

Flche: 50-307, 83/07/13, 8307220265. 


0307220483 Second interim deficiency rept re Inadequacies In Bechtel 
design verification of max circuit lengths of low voltage 
p ower 6 control cables. Initially reported on 82121SAiso 
reportable under Part 21. Next rept by 831031. 

CURTIS.N.W. Pennsylvania Power {< Light Co. 83/07/15. MURLEY.T. 
Region 1, Office of Director. 4gp. 19685 185. 24X 

F Lche; 50-307, 83/07/15. 8307220403. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 

A. App 1 lea tl on/cons true t Ion stage documents i< correspondence 


8307060329 Generic Ltr 03-27 to all licensees 6 applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance Intervals In STS. Sve list end. 

EI8ENHUT, D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254 24X 

Flche: 50-000, 83/07/06, 8307060329. 


E. NRC Safety Evaluation Report 16ERI, suppis 6 correspondence 


8307110241 Submits editorial changes to SER.Suppl 2, Section 9. 9.1. Item 
3 re control roam fire detection c overage. Stra teg 1 ca 1 ly 
replacing key sections of lay-in files will allow Flow of 
combustion where detectors Installed. 

UHRIO.R.E. Florida Power fc Light Co. 83/07/05- EISENHUT, 0. 0. 
Division of Licensing, Ip. 19379:235. 24X F£ che; 50-389, 83/07/05. 

33071 10241. 


B307I40I92 Responds to util 030511 ltr re revs to Chapters 5 6 6 to 
security plan. Changes consistent w/ 10CFR90. 94{p I t« 

KHieHTON.D. M. Licensing Branch 3- 83/07/06. UHRIO.R.E. Florida 

Power fc Light Go. 2pp. 19540:040. 24X FI che: 50-339, 83/07/06. 

cinn7 1 Am 


8307270381 Forwards Rev 7 to physical security plan. Rev withheld 
IraF I0CFR73. 213. „ 

UHRIO.R.E. Florida Power 6 Light Co. 83/07/07. □ REILLY, J.P. 

Region 2. Office of Director. 2pp. 19767:297. 24X 

Flche: 90-335, 83/07/07, 8307270351. 


8307190347 Forwards IE Safegoarils Insp Repts 50-339/83-39 fc 
90-389/83-90 on 030613-19. No noncompl 1 ance noted. 

DANCEiH.C. Region 2. Office of Director. 83/07/12. UHRIO.R.E. 
Florida Power 6 Light Co. 2pp. 19938:204. 24X 

Flche: 90-339. 03/07/12, 0307190347. 


— S307190359 IE Safeguarde Insp Repts 50-339/03-29 fc 90-389/03-90 on 
030613-15. No noncompllanee noted. Major areas Inspscted: 
physical seeurtty plan 6 Implementing procedures re rseordi 
& repts. Detal Is withheld (ref 10CFR73.3I). 

HOQREiD.E. Region 2, Office of Director. 63/07/11. Ip. 
19933:286. 24X F Ic h •: 50-335, 03/07/ 1 2. 83071 90347. 


8307220326 Act receipt of 830627 I. 30 Itrs InfoTning NRC of steps taken 
to correct violations noted In IE Insp Rept 50-389/83-30. 

DANCEfH.C. Oivlsion of Project 6 Resident Programs. 83/07/19. 
UHRIO.R.E. Florida Power 6 Light Co. Ip. 19683:209. 24X 

Flche: 90-389, 03/07719, 0307220326. 


— 8307220330 Responds to NRC 030529 ltr re violations noted in IE Insp 
Rept 30-389/83-38. Correct tve actlons:lnsp performed on all 
completed fire barriers & procsss sheets revised to Indicate 
holdpaint. 

UHRIO.R.E. Florida Power S. Light Co, 83/06/30. 0 'REILLY, 0. P- 

Reglon 2> Office of Director. 2pp. 19603:210- 24X 

Fiehc: 50-389, 83/07/15, 8307220326. 


— B3O7230332 Ack receipt of IE Insp Rept 50-369/83-30. No proprietary 
Info. Corrective act ions: rout 1 ng 6 processing of procsdurcs 
peorganlied I, personnel Instruction completed as of 830617. 
UHRIO.R E. Florida Power L Light Co. 83/06/27. O'REILLY. J. P. 
Region 2. Office of Director. 2pp. 19683:212, 24X 

Fie he: 50-389, 83/07719, 8307220326. 


F. Security, medical, emergency t, fire protection plans 


8307140276 Ack receipt of 821227 ltr providing status of corrective 
actions re public Info 6 educ programs. NRC finding of 
adequacy will be based on matl, along w/FEMA review of 
emergency plan, during Jan 1983 exercise. 

□ 'REILLY, J. P. Region 2, Office of Director. 03/01/26. UHRIOfR-E- 
Florlda Power 6 Light Co, Ip. 19522:324. 24X Flche: 50-339, 

33/01/26, 0307140276. 


eao72203SS Forwards IE Insp Rept 90-309/03-38 on 830903-16 & notices 

Df violation & deviation. 

DAKCE.K.C. Division of Project & Rasldent Programs. 03/09/29. 
UHRIS.fl.E. Florida Power t. Light Co. 2pp. 19683:214. 24X 

Flche: 50-389. 83/077 1 9. 8307220326. 


— 8307220337 Notice of violation From Insp on 820903-06. 

* Region 2, Office oF Director. 83/09/29. Ip. 19683:216. 24X 

Flche: 50-389. 83/07/19. 8307220326. 


8307140420 Forwards FEMA evaluation rept of 030120-21 emergency 
exercise per IE Insp Repts 50-339/83-04 U 50-389/83-12 
DANCE, H.C. Division oF Project 6 Resident Programs. 83/03730. 
UHRIO.R.E, Florida Power 6 Light Co. Ip. 19920:213. 24X 

Fiche: 50-335, 03/03/30, 8307140420. 


— 0307220339 Notice of deviation From insp on B30903'06. 

a Region 2, Office of Director. 83/05/29. Ip. 19683:217. 24X 

Flche; 90-389.83/07/19. 8307220326. 
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—0307220341 IB ln»p Rtpl 30-389/03-36 on 830303-0<!.. Moncomp llarci notetf: 
Pailur* to 4. Implttnent procfdurtj Por PJre 

Plghtlng .tratuloi fc Inidtqoat* QA/QC program for cor»t a* 

Plrt barritr uralli t ihitldi. i m 

MILUER-H.H. R.gion 2 . Qfftca of Dirtctor. T E OiviPlon 

of Efioinaaring t fiadiologieal Safety Programs. 03/03/20. Bpp. 
19883:310. 24X FKJi §: S0-3B9i B3/07/1S. 8307220326- 


B3O720OO31 Advises that Amend 14 to FSAR will not be issued until Nov 
1983. Scope of amend revised to Include rev of fire 
protection regolremtnts *i rev of piping t Initrunentation 
diagram to reflect as-tullt conditions. « 

UHRtO.fi. E Florida Power 8 Light Co. 83/07/22. S'.?:,™., 

Division of Licensing. If. 19791:193. 24X Flche: 90-389. 83/07/22. 

83072S00S1 


8307200237 Forwards Rev 2 to 080814 evaluation supporting requests for 
eieeiptlon from Section IIl-O of App R to 10CFR9O re fir* 

UHRIO.R.E. Florida Power 1. Light Co. 83/07/22. EIBENHWT. D. 0. 
Division of Licensing. 4pp. 19795:838. 84X Flche ; S0-369i 83/07/22. 

8307280237. 


0. Advisory Committee on Reactor Safeguards raports tc corre spondenee 


8307090454 Bequests Info on whether review panel implemented In Region 
II to inspect licensee documentation is utiUied In other 

F69 ions 

NOVAK.T.n Assistant Director for Licensing. 83/06/21 . TAYLDR, Jtl, 
Division of QA. Safeguards 6 Inspection Programs (Post 0301031. tp. 
19262:279. 24X F 1 e he : 90-309. 03/06/2 1 . 0307030436. 


8307090126 Forwards safety analysis of 830606 proposed change to Tech 
Specs requesting that weekly testing of valves involved In 
turbine overspced protection be extended to monthlg schedule 
& Hestlngfeouse Itr inadvertently omitted from B30606 Itr. 

UHRIO.R.E. Florida Power t Light Co. 03/06/20. EISENHUT. D. 0. 
Division of Licensing. 4pp. 19220:213. 24X Fiche: 50-309. 83/06/28, 

8307050126. 


8307080467 Discusses accomplishments in meeting licensing schedule. 
NERSES.V. Licensing Branch 3. 03/06/28 KNIGHTON, 0. Licensing 

Branch 3. 2pp 19364:123. 24X Fi c he : 90-389. 03/06/20. 8307000667. 


8307110634 Responds to Commissioner Ahearne 830613 request for Info on 
vicinity population study. Revised resident I. transient 
population estimate incorporated into SER Section 2. 1.2. 

DIRCK6iH.O. Office of the E.ecutive Director for Dperatlons. 
83/06/28. PALLADINO, N. J. , OILINSKY, V. , AHEARNE, J. F. Commissioners. 
Ip. 19391:356, 24X FI c h e : 30-309, 83/06/20, 0307 1 1 0634. 


8307190327 Comments on reactor vtistl thermal stress during coaldoun. In 
raiponsa to 030320 Itr, Concurs u/Taylor Ref 3 that large 
thermal gradients could have developed If no mliing of 
stagnant fluid at low ttmpi occurred. 

ZUDAN8.Z. Frantlln Ins tltute/Frank 1 In Research Center. ZUDANS. Z. 
ACAB - Advisory Cammlttea on Reactor Slfeguerdt. 83/05/31. 

HCKINLEY. J. C. ACR8 - Advisory Committee on Reactor Safeguards. tp. 
19694:171. 24X Flche ; 90-333. 83/05/31, 8307190327. 


P, Operating license stage documents t> correspondence 


0307140136 Confirms that raqulrament constraining Initial criticality 
eo.npleta 4 initial criticality may proceed. 

□ 'REILLY. J. P. Region 2. Office of Director. 83/05/27. •UHRIBrR.E. 
Florida Power t. Light Co. Ip. 19514:063. 24X Flcho: 50-389. 

83/05/27. 0307140136. 


8307140168 Confirms that eoiidltleni for eiceeding SX rated powar mat. 
par License NPF-i6 Attachment I.Page 2 requirements. Util may 
escalate power once OL amend ieiued for full power 
operation. 

O'REILLY. J- P. Region 2, Office of Director. 83/06/08. UHRIO.R.E. 
Florida Power (> Light Co. Ip. 19523:207. 24X FI cha: 90-309. 

03/04/08, 8307140168. 


8307190049 Forwards Amend 2 to License NPF-16i8uppl 4 to SER 
(NVREO-0843) & notice of Issuance it aval let 1 1 1 ty. Amend 
authorizes operation at powtr lavtls up to lOOVl of full 
rated powtr. U/d SER. 

KNIOHTON.G. M. Licensing Branch 3. 03/06/10. UHRIO.R.E. Florida 

Povtr t< Light Co. 2pp. 19962:313. 24X Flche: 90-309, 03/04/10. 

83*7190045. 


—8307150048 Amend 2 to License NPF-16, author!: Ing operation afe power 
levels up to tOOX of full rated power. 

EISENHUT. D. 0. Dlvi t Ion of Lie ensing. 83/04/10. Spp. 19562:319. 
24X Flch a: 50-389. 83/04/10, 8307150045. 


—8307190030 Notice of issuance S< availability of Amend 2 to License 
NPF-IA- 

KNIOKTONi 0. H. Licensing Branch 3. 83/06/1*. Spp. 19942:320. 

24X Fich e; 90-389. 83/04/10. 8307190045. 


8307040243 Forwards "St Lucie Units 1 6 2. Turkey Point Units 344 
Detailed Control Room Design Reviews Program Plan." per util 
&3041S cemmltment re Suppl 1 to NUREO-0737. 

UHRIO.R.E. Florida Power & Light Co. 03/06/30. EISENHUT, D. 0. 
Dlvisian of Licensing. Ip. 19239:184. 24X Flche: 50-389, 83/06/30. 

830704024S. 


8307070077 Forwards description of C-E Owners Group program for 
resolving THI Item II.K.3.S "Automatic Trip of Reactor 
Coolant Pumps" & Generic Ltr 03-lOD, Program scheduled for 
cempi e tlon by end of 19S3. 

UHRIO.R.E. Florida Power & Light Co. 83/07/01, EISENHUT. D. 0. 
Division of Licensing. 4pp. 19293:076. 24X Flcho: 50-339. 83/07/01. 

6307070077 


8307120410 Forwards Class II 4 III amend fees for 830406 4 17 
applications re turbine overspeed protection 4 steam 
genera tor pressure/ temp limits. respectively. 

UHRIO.R.E. Florida Power 4 Light Co. 03/07/01. EISENHUT. D. 0. 

D1 vt S 1 on of Licensing. Ip. 19430: 140. 24X Flche: 90-389. G3/07/01 . 

630712*410. 


8304270397 Generic Ltr 83-26 to all applicants for OLs 4 holders of 
CPs for power reactors re clarification of surveillance 
requiroeients for diesel fuel Impurity. Sve list end. 

EISENHUT. 0.*. nivlsion of Licensing. 03/07/09. Consolidated 
Edison Co. of Now York, Inc. I6pp. 19390:317, 24X 

Flche: 90-00*. 03/07/05, 8304270397, 


8307190231 Application for amend to License NPF-14i revls ing License 
Condition 2. C. 7 re natural circulation cooldown 4 boron 
nixing test. Safety evaluation end. 

UHRIO.R.E. Florida Power 4 Light Co. 83/07/07. EISENHUT, D. 0. 
Division of Licensing. 4pp. 19530:219. 24X Flche ; 90-309. 83/07/07, 

63*7150231. 


6307080149 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL 4 holders of CPs re required actions based 
on generic implications of Salem ATMS events. Sve list end. 
EISENHUT. 0. O. Division of Licensing. 03/07/08. Conscil i da ted 
Edison Co. of New York. Inc, 38pp. 19669:269. 24X 

Ftcha: 50-000,03/07/00. 8307080169. 


0307180446 Ferwsrds monthly FR notice of amends to OLs involving NSHC. 
* Office of Nudeer Reactor Ragulitlon. Director, 03/06/15. 
UHRIO.R.E. Florida Power 4 Light Co. 2pp. 19441:347. 84X 

Flche: 50-000,83/06/13, 8307180446. 


— 8307190001 Monthly notice of amends to OLs Involving NSHC. 
CLARK.R.A. Oporatlng Reactors Branch 3. 83/06/07. 19pp. 

19441:349. 24X Pie he: 90-000, 83/04/19. 8307180446. 


8307080444 Forwards "Contral of Heavy Loads, St Lucie PlanttUnlt 2 
IPhasa I)," technical evaluation rapt. 

KNIGHTON, 0. W. Licensing Branch 3. 83/06/17. UHRIO.R.E, Florida 

Power 4 Light Co. 2pp. 19364:180. 24X Flche: 90-389, 83/06/17. 

8307080446. 


8307240353 Advises that post-reactor trip review procedures will be 
eandiflad per NRC 830708 Generic Ltr 83-20 In lieu of util 
630609 commitment. 

UHRIO.R.E. Florida Power 4 Light Co. 83/07/21. EIGENHUT. D. 0. 
Division of Licensing. Ip. 19732:341. 24X Flche: 90-389, 03/07/21, 

6307240353. 


8307280051 Advisee that Amend 14 to FSAR will not be Issued until Nov 
1963. Scope of amend revised to include rev of fire 
protection requirements 4 rev of piping 4 instrumentation 
diagram to reflect as-bullt conditions. 

UHRIO.R.E. Florida Power & Light Co. 03/07/22. EISENHUT, D. 0. 
Division of Licensing. Ip. 19791:199. 24X Flche: 90-389, 83/07/22, 

8307280*51. 


8307140049 Concurs in 830914 request for eitenslon until 830627 to 
subnit call-in drills istaff augnantition/tlms saving 
measures). 

DANCEaH.C. Division of Project 4 Rfiident Programi. 83/06/20. 
UHRIO.R.E. Florida Power 4 Light Co. Ip, 19914 091, 24X 

Flche: 90-000, B3/06/20, 0307140069. 


0. Impaction reports, IE Bulletins 4 correspondence 


8307140229 Requests that liquid samples spiked u/rad lonuc 1 idee be 
analyied for trl t lum, 8r-09 & Sr-90 content within 60 days of 
receipt of spiked samples. Samplee will be sent annually as 
part of rgutlne Insp program. 

LEUIS.R.C. Division of Project 4 Resident Programs. 83/02/07. 
UHRIO.R.E. Florida Power & Light Co. Ip. 19924:060. 24X 

Ficha: 90-000. 03/02/07, 0307140229. 
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0307140112 Foruarits IE Insp flapt 50-389/63-10 on B30118-?t.No 
none omp 1 l e no te 4 . 

LEWISiR.C Division of Project «< Resident Programe. &3/0a/'25. 

UHRIQiR E Florida Power !> Light Co. 2pp. 19514: 129. a4X 

Flche: 30-309. 63/02/25. 6307140112. 


— 8307140117 IE Insp Rept 50-389/63-10 on 630116-21. No n oncoap 1 1 anc # 
noted. Major areas Inspect od . seismic analysis for as-frollt 
safety-related piping sys (IE Dulletln 79-14). 

ANQ.W P . DLAKE.J. J. Region 2. Office of Director 83/02/39. 
4pp. 19514 131. 24X Fiche: 50-389, 63/02/23, 63071401 12. 


—0307140410 IE Insp Repts 30-333/e3-(35 & 30-369/63-15 on 630211-0310. 
Noncoap 1 lanes not ed : fal I ure to follow refueling sequencing 
procedure during refueling operations 

ELHODrS.A.i BIDQ, HE. Region 2. Office of Director. JULIAN, C. ft, 
Division of Project !< Resident Programs. 63/04/21. 12pp. 

19321:320. 24X F Ich e SO-335. 83 /(}6/r9, 83071 46393 


8307220020 Forwards IE Insp Rept 50-389/63-48 on 630530-06.10. No 
itonconpl iance noted. 

DANCE, H.C. Division Of Project t Resident Programs. 83/06/29. 
UHRJO>R-E. Florida Power !< Light Co 2pp 19684:333. 24X 

Flche: S0-3B9- 83/06/29, 6307220026. 


0307140420 Forwards FEMA evaluation rapt of 830120-21 emergency 
eierctse per IE Insp Repts 50-333/83-04 U 50-369/83-12. 

DANCE, H C Uivislon of Project t< Resident Programs 83/03/30. 
UHH10.fi E Florida Power h Light Co. ip 19520:213. 24X 

FiChe: 30-335. 33/03/30, 8307140420. 


0307140147 Forwards IE Insp Repts 50-335/63-09 h 50-369/83-22 on 
83031 1-0410. No noncompliance noted. 

DANCE. H.C. Division of Project «- Resident Programs. 03/06/14. 
UKRIO.R E Florida Power h Light Co. 2pp. 19514:231. 24X 

Fiche: 50-335, 63/06/14, 3307140147. 


—8307140154 IE Insp Repts 50-335/33-09 50-389/63-22 an 83031 1-0410. No 

noncomp I lance noted. Major areas inspec ted ; mat nl t> 
surveillance observe t ions, p lent operations. IE bulletins, 
circulars h info notices, LERs Si new fuel handling. 

ELROD. S. A., QIDD.H.E. Region 2, Office of Director. UULlANiC. 
Division of Project h Resident Programs. 83/06/13. 14pp. 

19914: 233. 24X Flche: 50-335. 63/06/14, 830714014'/. 


8307140097 Forwards IE Insp Rept 50-389/63-46 on 630329-27. No 
none omp 1 iance noted. 

DANCE, H.C. Division of Project & Resident Programs. 63/06/24. 
UHRie.R.E. Florida Power h Light Co. 2pp 19514:101. 24X 

Flche: 50-369, 63/06/24, 6307 1 40097. 


— 8307140103 IE Insp Rept 50-369/63-46 on 830525-27. No nonconp I lance 
noted. Major areas inspec ted: sei smic analysis for aa-bullt 
sa f ety -re 1 a ted piping sys (IE Dulletln 79-14) 4: pipe support 
baseplate designs using concrete expansion anchors. 

ANS, U P , BLAKE. J. J. Region 2, Office of Director. 83/06/22 
5pp. 19514:103. 24X F i che : 50-389, 83/06/24, B307140097. 


8307140394 Ack receipt of 830615 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-333/03-12. 

DANCE. H. C. Division of Project 6 Resident Programs. 03/06/27. 
LIHRIG,R.E. Florida Power U Light Co. Ip. 19520:166. 24X 

Flche: 50-335. 63/06/27, B307140394 


--8307140405 Forwards IE Insp Repts 50-335/83-12 U 90-3B9/B3-32 ori 
630411-15 S. notice of violation. 

DANCE, H.C. Division of Project 6 Resident Programs. 03/05/16. 
UHRIO.R.E. Florida Power 6 Light Co. 2pp. 19520:169. 24X 

Flche; 50-335, 63/06/27, 0307140394. 


8307220037 IE Insp Rept 50-309/83-48 on B30530-06 10. No none omp 1 1 anc e 

noted. Major areas 1 nspsc ted : ap p roac h to J. achievement of 
initial cT I tic a 1 1 ty , 1 o w power physics testing U review of 
preoperat 1 ana 1 procedures re power acenslon test program. 

KRUe«H. Region 2, Office of Director. JAPE, F. Division of 
Engineering t. Radiological Safety Programs. 83/06/26. 5pp. 
19M4;3S5. 24)£ F 1 c h e: 50-389, B3/06/29. 6307220028 


8307140274 Ack receipt of 330531 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-389/63-29. 

OANCEiH.C. Division of Project !< Resident Programs. 83/06/30. 
UiniOaR E. Florida Power 1. Light Co. ip 19525:126. 24X 

Fiche: 90-369, 63/06/30, 6307140274. 


•0307140282 Forwards response to IE Insp Rept 50-369/83-29. No 
proprietary Info. Revised procedure posted. Full compllence 
aclllcyed 830408. 

UHRlOiR-E. Florida Power 6 Light Co. Q3/0S/31. O 'REILLY, J. P. 
Replan 2, Office of Director. 2pp. 19925:124. 24X 

Flche: 90-389, 83/06/30, 8307140274, 


0307I4O3B5 Forwards IE Insp Rept 90-389/93-29 on 630405-00 U notice of 

vlelataon. 

LEHtSiR.C. Division of Project t Resident Programs. 03/04/29, 
UHRICiR-E. Florida Power S- Light Co. 2pp. 19525:126. 24X 

Flche: 50-369, 83/06/30, 8307140274. 


B3071402B7 Notice of violation frtjm insp on 030405-09. 

* Region 2, Office of Director. 83/04/29. ip. 19525: 126. 24X 

Flche. 50-309, 93/06/30, 9307140274 


0307140291 IE Insp Rept 50-389/03-29 on, 830409-09. None omp 1 lane 

Failure tn post revised procedures re control room 
Inaccessibility. 

KRUO,E.P. > JAPE,F. Region 2, Office of Director. 83/04/26. 
19523:129. 24X Fi Che : 50-369. 83 /06/30, 8307 1 40274. 


noted: 


5pp. 


0307140227 Forwards summary of 930602 mgt meeting at Region 11 re 
41sp6aition of util QC Imp repts 6 status of 57 license 
conditions at facility. 

LEWISiR.C. Region 2, Office of Director, 63/07/09. UHRIO,R.E. 
Florida Power h Light Co. 4pp. 19523:121 24X 

Fiche; 50-389, 83/07/05, 6307140227. 


•830714041 1 IE Insp Repts 50-335/63-12 li 50-369/93-32 on 830411-15. 
Noncompliance noted ; fal lure to post specified documents per 
10CFR19. 11. 

WRAY.J.R. Region 2. Office of Dinctnr. BARR.H.P- Division ef 
Engineering U Radiological Safety Programs. 93/05/11. 9pp. 
19920:172. 24X F 1 Che ; 50-335, 03/06/27, 6307 1 40394 . 


0307120298 Informs that 830429-27 Insp at Nelson Electric plant in 
Tulsa, OK found that Identified damage to electrical supply 
panels Tesulted from gross mishandling during shipping or 
after receipt at site, AITS F02700270 closed. 

POTAPOVS. U. Division of Vendor fc Technical Programs. 63/07/07. 
LEUISiR.L. Division, of Project li Resident Programs. Ip, 19424:104. 
3Ai Fiche; 50-389,83/07/07.6307120298. 


0307220483 Forwards IE Imp Rept 50-389/03-49 on 830608-10. Mo 
noncompliance noted. 

DANCE, H.C. Division of Project t. Resident Programs. 83/06/28. 
UHHIO.R.E. Florida Power k Light Co. 2pp. 19605:091. 24* 

Fiche: 50-389, 63/06/29, 6307220488. 


0306270401 IE Info Notice B3-46i “Common 
Burry Recirculation Spray Subsystem." 
JORDAN, EL. Division Of Emergency Pre 
Response (Post 830103). 63/07/11. 

York, Inc. 154pp. 19563:293. 24X FI 


Mode Valve Failures Degrade 
5vc list end. 
paredness U Engineering 
Consolidated Edison Co. of New 
Che: 50-000, 83/07/1 1, 8306270401. 


—8307220494 IE Insp Rept 90-389/83-49 on 830603-10. No noncontplfsnce 
noted Major areas Inspected; 1 Icensee action on previous 
enforcement matters. 

ANO.W.P. Region 2, Office of Director. BLAKE. J, Division of 
Engineering 6 Radiological Safety Programs. 83/06/27. 4pp. 
19689:093. 24X F 1 c h e : 50-389, 03/06/20. 0307220488. 


306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Sve list end. 

JORDAtfiE.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 33/07/12, Consolidated Edison Co. of New 

Yorh. Inc. 141pp. 19963:153. 24 X F i c he: 90-000. 93/07/12, 0306270404. 


8307140393 Ack receipt of 030523 Ur informing NRC of steps taken ko 
correct violations noted in IE Insp Rept 90-339/03-05. 

LEWIS, fl.C. Division of Project 1< Resident Programs. 83/06/29. 
UHRIO.R E. Florida Power h Light Co. tp. 19921:314. 24X 

Flche; 50-339, 83/06/29.8307140393. 


0307150347 Forwards IE Safeguards Insp Repts 90-335/03-25 & 
50-309/83-90 on 030613-19. No noneompl lance noted. 

DMdCEiH.C. Region 2, Office of Director. 83/07/12. UHRIO.R.E. 
Florida Power J, Light Co. 2pp. 19933:284. 24X 

Flche; 50-339, 83/07/12, 8307190347- 


0307140409 Forwards IE Insp Repts 50-335/83-05 & 50—389/93 19 ois 
830211-0310 !. notice Of violation. 

LEWIS. R C. Division of Project 6 Resident Programs. 63/04/21, 
UHR10,R E. Florida Power k Light Co. 2pp. 1952i.’317. 24* 

Flche: 50-335, 83/06/29, 8307140393. 


— 8307150355 3E Safeguards Insp Repts 50-335/83-25 !. 90-399/83-50 on 
830613-15. No n(»ncofflp 1 1 ance noted. Major areas Inspected: 
physical security plan k implementing procedures re records 
Si repts. Defcal 1 5 withheld (raf 10CFR73.2i)- 

MDORE, D. E. Regions. Office of Director. MCCUIREiD.R. Division 
of Emergency Preparedness L Materlali Safety, 83/07/11. Ip. 
19538:286 . 24X Flche; 90-335, 83/07/12. 83071 50347. 
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8306S70406 IE Info Notsoc 63-43, "Gaseoua Effluent J?eleases of 
Radioactive I-lSS U I-13t in Eicets of NRC Limitt. " Svc list 
enc 1 . 

TAVLOR, J M. Division of OA. Safeguards U Inspection Prooraas IPost 
330103) 93/07/14 Consolidated Edison Co. of New York. Inc. 

114pp. I'7715.270. 24J( Fl ic h e : 50-000, 93/07/ 1 4, 830*270406. 


0307220336 Ac k receipt of 930*27 t. 30 Itrs informlns NRC of steps taken 
to correct violations noted in IE Insp Rept 50-369/33-39. 

DANvE.H C Division of Project 6 Resident Programs. 63/07/19. 
OHRIO.R E Florida Power E, Light Co. ip. 19663 209 24X 

Fi Che: 50-369. 93/07/13. 6307220326 


—9307220330 Responds to NRC 830523 Ur re violations noted in IE Insp 
Rept 50-369/33-38. Corrective actions: insp performed on all 
completed fire barriers & process sheets revised to indicate 
holdpo 1 n t. 

UHRIC.n.E Florida Pouier & Light Co. 93/06/30. 0 'HE ILLY. J. P. 

Region 2, Office of Director. 2p p 19683-210. 24X 

Fiche S0-3B9. 33/07/ 1 5. 9307220326. 


—8307220332 Ac k receipt of IE Insp Rept 30-399/63-36. No proprietary 
info Corrective ac t i ons: r out I ng h processing of procedures 
reorganiied 6 personnel instruction completed as of 330617 . 
UHRIO.R E. Florida Power 6 Light Co. 63/06/27. 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 19683 212 24X 

Fiche. 30-369.33/07/13, 6307220326. 


- 3307220335 Forwards IE Insp Rept 50-389/03-36 on B30S03-I6 6 notices 
of violation 6 deviation. 

DANCE. H. C. Division of Project L Rtsldent Programs. 83/09/29. 
UHRIO.n E. Florida Power 6 Light Co. app. 19693:214. a4X 
Fiche 50-389,63/07/1519307220326 


9307220337 Notice of violation from insp on 930503-06. 

» Region 2, Office of Director, 93/03/25. ip. 19683-216 
Fiche: 50-389, 93/07/19, 9307220326. 


24X 


0307220339 Notice of deviation from insp an B30503-06. 

* Region 2. Office oF Director. 63/05/25. Ito. 19693 317 24X 

Fiche: 50-389. 93/07/13. 6307220326. 


—8307220341 IE Insp Rept 50-389/63-38 on 830503-06. Honcompl iance noted; 
Tdllui« to establish ^ Implement procedures for fire 
fighting strategies & itiadeiiuabe QA/QC program for const of 
fire tarrior walls L shields. 

mULER.M.H. Region 2. Office of Director. CDNLON. T. E. Division 
of Engineering 6 Rad t olog ical Safety Programs. 83/05/20 Spa 
19693.219. 24X Fi c h e : S0-3B9. 83/07 / 1 5, 0307220326. 


Reportable occurrences, LERs 6 related correspondence 


8307120428 Updated LEH 83-006/01T-1 : on 8305U,l9ak developed in ueld 
on 1-inch drain line from RCS safety injectiofi header 201 
Caused By fatigue duo to vibra t ion. Dra 1 n line natural 
vibration frequency changed. U/B30624 Ur. 

DRANNIN, J, P. . WILL IAMSj J. U. Florida Power 6 Light Co. S3/06/34. 
Q'REILLV. J. P. Region 2, Office of Director. 3pp. 19434-001 a4x 
Fiche: 90 -3B9, 63/06/24,8307120428. 


8307120134 LER 93-01 e/03L-0: on 93033 I . dur i ng initial s tartup, inner 
equatlitng valve of personnel air lock did not shut. Caused 
by broken valve operating 1 Inlage, Va I ve replaced 6 llnkaoe 
repaired. W/830630 Itr 

L'AULINO, 0. E p WILLIAM3iO.W Florida Power 6 Light €o. 93/06/30. 

0 'REILLY, J. P. Region 2, Office of Director. 2pp. 19423-169 84X 

Fiche: 50 -389.83/06/30, 8307120134. 

8307120172 LER 63-01 9/03L-0 : an 63D603. p os i 1 1 on indication lights for 
PDRV 1475 discovered out. Caused by failure of magnetic slug 
located on valve stem. Slog replaced w/new magnet w/annealed 
metal. W/830701 1 tr. 

VALDES.B A., W I LL I AMS, J. W. Florida Power i Light Co. 63/07/03. 

□ 'REILLY, J. P. Region 2, Office of Director. 2pp 19423-159 24X 

Fiche; 90-389.03/07/03, 6307120172. 


83071 10245 LER 63-02 1 /03L-0 : b n 630602, waste gas decay tank oiyfen level 
found out of Tech Sp ec s. Possibly caused by 1 n-leakage. Leaks 


corrected 
BRANNIN, J. P. 

O'REILLV.O, P 
Fiche: 90-389. 63/07/05, 0307110243 


WILLIAMS, J. H. Florida Power 6 Light Co. 83/07/09. 
Region 2, Office of Director. 2pp. 19374:337. 24X 


8307110402 LER 63 025/03L-0: on 8306l6iUhjle in Mode 2 startup L filling 
2A2 safety injection tank, relief valve on refucitna water 
tank return header I i f t ed. resul t i ng in loss of pressure in 
262 Caused by open manual isolation valve. W/Q30705 Ur. 

J- W. Florida Power t. Light Co. 63/07/09. 

□ REILLY. J.P. Region 2, Office of Director. 2pp, 19380-307 24X 

Fiche: 50-389. 83/07/03. 83071 10402. 


B307120I77 LER 83-020/03L-0: on 830606, sa f e t y injection tank 2A2 
deprcssunied to S6S pslg during f i 1 1 Ing. Caused by relief 
valve V-3466 lifting during filling tc operator unaware of 
pressure res trie t ions. Opera tor re ins true ted. M/830703 Ur. 
VALDES.S.A.. WILLIAMS, J. W. Florida Power tr Light Co. 03/07/03. 
O'REILLY, J. P. Region 2, Office of Director. 2pp 19423- 149 24x 

Flehe:5O-a09, 03/07/03, 9307120177. 


9307 1 50209 LER 83-022/03L-0: on 830606. waste gas decay tank 2B contained 
eiplosive mlitore. Caused by out-of-ad jus tment nitrogen 
regulators t slightly opened vent valve. Vent valve closed 
t nitrogen regulators adjusted. W/830706 Ur. 

•*0T6LLA. T. S. , WILLIAMS, J. W. Florida Power t Light Co. 83/07/06. 
O'REILLY. J. P. Region 2, Office of Director. 2pp 19530-235 24X 

Fiche: 30-389. 83/07/06, 9307150209. 


9307150268 LER a3-027/03L-0 : on B3060B, d ur 1 ng p 
one high radiation containment isolation sys 
bypass. another high radiation channel failed 
bistable drifting I oui. M/a3707 Ur. 
VALDES.S.A., WILLIAMS, J. H. Florida Power t 
a'REILLY.J p. Region 2. Office of Director 
Fiche: S0-3B9, 83/07/07, 8307 I 30268. 


ower ascension testing, u/ 
channel in 
1 ow. Caused by 

Light Co. 83/07/07. 

2pp. 19930:094. 24X 










testing, auiillary feedurater pump C failed to reach rated 
speed. Caused by erro-neous electrical overspeed trips due to 
noise seen by AIR PAX Berles 300 tachometer. W/a3071 1 Itr. 

HALLINDiG. E. 1 WILLIAMS. J, W. Florida Power 6 Light Co. 63/07/11, 
O'REILLY, J- P. Region 2, Office of Director. 2pp 19667-273 24X 

Fiche: S0-3B9i 83/07/1 1. 8307220427. 


8307220535 LER 83-030/03L-0: on 830610, c ha nne 1 D low component cooling 
water reactor coolant pumps spuriously started causing 
timing to trip. caused by spikes from flow transmitter 
Transmitter vented, W/8307I I Ur. 

KALL INO, O. E. , HILL 1 AMS, O. W. Florida Power 6 Light Co, 03/07/11. 

□ 'REILLY, J. P. Region 2, Office of Director. 2pp. 19666-031 24X 

Ficho:90-3B9, 83/07/ 1 1. 0307220535. 


8307290182 LER 83-024/03L-0: on 0306 1 3, d ur I ng power ascension testing. 
ACS Inventory balance surveillance not performed. Caused by 
unstable conditions associated w/power ascension testing. 

Inventory balance subsequently performed. W/B3071S Ur. 

VALDEBiS.A. , HILL lAMS, J. W. Florida Power fc Light Co. 83/07/15. 
O'REILLVi J. P. Region 2, Office of Director. 2pp. 19703-330 24X 

Fiche; 30-389. 93/07/13, 0307290182. 


8307250209 LER B3-023/03L-0; on 83061 7. dur i ng startup opera t i ons, c antrcl 
element assembly 43 slipped greater than 7 Inches from group 
L dropped to bottom during wl thdrawal. Inves t Iga t Ion 
conducted. Cause unknown. W/930710 Ur. 

ROTELLA. T. S. , WILL I AMS, J, M. Florida Power L Light Co. 03/07/19. 

0 'REILLY. J, P. Region 2, Office of Director, 2pp. 19703-341 24X 

Fiche: 90-389. 03/07/ IB, 0307290209. 


U. Congress ional/Ei ec ut i Ve Correspondence 


8307270047 FoTwardi monthly FR notice of consideration of issuance of 
amends to OLs involving NSHC determination & opportunity 
for hearing. 

DENTOMiK.R. Office of Nuclear Reactor Regulation, Director. 
83/06/22. STAFFORD, R. T, , SIMPSON, A. Senate, Environment L Public 
Horks, UOALLiM.K. House of Rep., Interior L Insular Affairs. 2pp. 
19811:018. 24X Fiche : 30-000, B3/06/22, 8307270047. 


8307270030 Monthly notice of consideration of issuance of amends to OL 
involving NSHC determination 6 opportunity for hearing. 

CLARK.n.A, Operating Reactors Branch 3. 83/06/07. 19pp. 

19811:020. 24X Fiche: 30-000, 03/06/22, 8307270047 


V. Operator Esaminations 


8307140300 Forwards list of personnel licensed to operate both units 6 
of personnel licensed to operate only Unit 2 per 02II29- 
1210.830134 !< 0424 eiams. Addl info re 020219 meeting request 
to lift separate license restriction needed. 

DANCE,H.C. Division of Project 6 Resident Programs. 83/06/16. 
UHRIGrR E- Florida Power & Light Co. 4pp 19923:233, 24X 

Fiche r 90-339, 03/06/16, 8307140300. 


DOCKET 90-370 WATTS DAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents L correspondence 


8306060070 Oenerlc Ltr 83-22 to all operating reactor licensees, 
applicants for OLs k holders of CPs for Westinghouse PWRs 
PS safety evaluation of "Emergency Response Ouldellnes," 

Svc list and. 

EISEIMUT. D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co, lOpp, 19363:1 16. 24X Fi che: 30-000, 83/06/03, 

8306060070. 
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B307OSO2241 Responds to Generic Ltrs 82-20 t< 02-33 S NLIREB-0737* I teiii 
ri.F.2 re detection on inadequate core cool ing. Reac tor 
vessel level ins truraen ta t i on sys luill be installed before 
fuel Load>for operator training ti familiarization 
MILLS. L.n. Tennessee Valley Authority. 03/06/29. ADENSAMiE 
Lttensing Branch 4. 2pp. 19190:333 24X F i c h e 50-390/ S3/06/Z9. 

3307050226. 


8306270397 Generic Ltr 93-26 to all applicants for DUs U holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list encl. 

EISENHUTp D. 0. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

FI Che: 50-000, 03/07/05. 0306270397. 


0307060329 Generic Ltr 83-27 to all licensees L applicants for 
pperating power reactors L holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list encl. 

EISENHUT. D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669.254. 24X 

FI Che: 50-000. 83/07/06. 8307060329, 


8307080169 Generic Ltr 83-20 to all licensees of operating rcactors< 
applicants for OL 8. holders of CPs re required actions based 
on generic implications of Salem ATUS events. Svc list end. 
EIBEMHUT, D. 0. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York. Inc. 30pp. 19669:269. 24X 

Fiehe: 50-000, 83/07/00. 0307000169. 


8307260297 Forwards responses to NRC 030601 ltr re analysis of 
sheetpile walls L seismic analysis of buried p i pes. submitted 
per 820922-24 geotechnical audit. 

KAW1EH.D. S. Tennessee Valley Authority. 03/07/21. ADEN56M.E. 
Licensing Branch 4. 16pp. 19726:214. 24X Flche: 50-390, 83/07/21. 

0307260297. 


8307290I4S Forwards final response to NUREO-0737, Item II.D. 1. 
"Performance Testing of PWR Relief i Safety Valves " 

KAMMER.D.S, Tennessee Valley Authority. .83/07/22. ADENSAH. E. 
Licensing Branch 4. 8pp. 19821:053. 24X Flche : 50-390. 83/07/22. 

8307290148, 


8307290151 Forwards proposed mods to NRC draft version of Tech Specs. 
Resolution of outstanding items & issuance of proof 
review Tech Specs requested at earliest date pass! b le. Uni t i 
fuel load scheduled for Jan 1984. 

KAHNER.D. S Tennessee Valley Authority. 03/07/27. ADENSAM.E.O. 
Licensing Branch 4. 2pp. 19016:001. 24X F iche : 50-390. 83/07/27. 

0307290151. 


—8307290155 Proposed mods to draft Tech Specs 

•• Tennessee Valley Authority. 03/07/27. 466pp. 19816:003. S4X 

Flche: 50-390, 03/07/27. 0307290151 


F. Security, medical, emergency & fire protection plans 


0307050226 Responds to Generic Ltrs 02-28 U 82-33 fc NUREO-0737. I ten 
IJ.F.2 re detection on inadequate core cooll ng . Reactor 
vessel level instrumentation sys will be Installed before 
fuel load. for operator training & familiarization. 

MILLS. L.M. Tennessee Valley Authority. 83/06/29. ADENSAM.E. 
Licensing Branch 4. 2pp. 19190:333. 24X FI che; 30-390. 83/06/29. 

8307050226. 


8307110054 Submits revised imp 1 emen tat i on schedule for prompt 
notification sys. All flzed sirens Installed t< 
pr eoperat ional I y tested. Revs due to rescheduled fuel load 
dates. 

MILLS. L.M. Tennessee Valley Authority. 83/07/01. ADENSAM.E. 
Licensing Branch 4. 2pp. 19375:018. 24X Fiehe: 50-390. 83/07/01. 

83071 100S4. 


8307140347 Corrects IE safeguards Insp rapt number from insp conducted 
on 830410-22. Rept number should be 50-390/83-1 1 instead of 
50-390/03-12. 

VERRELLI. D. Division of Project fc Resident Programs. 83/07/06. 
FARRIS. H.G. Tennessee Valley Authority. 2pp. 19525:233. 24X 

Fiehe: 50-390, 03/07/06, 0307140347. 


K. Vtlllty Final Safety Analysis Report IFBAR) ti amends 


8307010204 Amend 40 to F8AR. 

» Tennessee Valley Authority. 83/07/01 353pp. 19191:070. 24X 

Flche: 30-390, 83/07/01, 8307010284. 


Q. Inspection reports, IE Bulletins b correspondence 


G3O7140064 Forwards IE Insp Repts 50-390/83-18 b. 50-391/03-14 on 
030423-0521. No noncompliance noted 

VERRELLI. 1> M. Division of Project 6 Resident Programs. 03/06/24. 
PARRIS. H.G. Tennessee Valley Authority 2pp. 19514 lOB. 24X 
Fiehe. 30-390. 03/-O6/24, B307140064. 


— 8307140069 IC Insp Repts 30-390/03-10 b 30-391/03-14 on 030423-0521 No 
noncamp 1 iance noted. Major areas Inspected: review of open 
Items <IE bul 1 et ms . cons t deficiency rep ts. dov lat ions b 
violations! 6 concrete placement t curing. 

HEATHERLV. r. L. . SWAN, W 0. Region 2. Office of Director. 

QUICK.O R. Division of Project t Resident Progra.ns. 03/06/24 
7pp 19514.110. 24X F I c he SO-390. 83/06/ 24 , B307 1 40064 . 


0307220481 Forwards IE Insp Rept 50-390/03-21 on 830606-10. No 
noncompl ianc e noted 

VERRELLI. D.n Division of Project 6 Resident Programs. 83/06/27. 
PARRIS.H G. Tennessee Valley Authority 2pp. 19683:346. 24X 

Fiehe - 30-390. 83/06/27. 0307220481. 


— 0307220493 IE Insp Rept 30-390/83-21 on 030606-10 No noncompliance 
noted. Major areas i nspec ted . preopera t ional review V test 
witnessing. 

THOMAS. M.. MATHIS. J.C. Region 2. Office of Director. JAPE.F. 
Division ef Engineering & Radiological Safety Programs. 03/06/23 
4pp. 19683:348. 24X Ft ch e : 50-390, 03/06/27. 0307220461 , 


B307140347 Corrects IE safeguards insp rept number from insp conducted 
on 830410-22. Rept number should be 50-390/03-11 instead of 
50-390/03-12 

VERRELLI, 0. Division of Project U Resident Programs. 03/07/06. 
PARRfS.H. G. Tennessee Valley Authority. 2pp. 19525:233. 24X 

Flcha: 50-390. 03/07/06. 0307140347. 


8307120481 Documents 830629-30 discussions w/NRC re preopora t i oiial 
tests for thermal expansion snubber movement exam it 
preservice Insp requirements on snubbors.per FEAR Guestion 
112.39 InFo documented in submittal prior to fuel load. 

HILLBiL. M. Tennessee Valley Authority. 03/07/07. ADENSAM.E 
Licensing Branch 4. 3pp. 19425:064 24X Fi che. 50-390. 83/07/07, 

8307120481. 


8306270401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list encl. 

JOROAN.E. L. Division of Emergency Preparedness * Engineering 
Response IPost 8301031. 83/07/11. Consolidated Edison Co. of New 

York. Ixic. 154pp. 19563 293. 24X F i c h e : 50-000. 03/07/ 1 1 , 030627040 1 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contamtnatod Hydraulic Fluid. " Svc list encl. 

JQRDANiE.L Division Of Emergency Preparedness b Engineering 
Response iPnst 830.103). 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:153. 24X Fi che : 50-000, 03/07/12. 8306270404 


8306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 I. 1-131 In Excess of NRC Limits." Svc list 

enc 1. 

TAYLOR. J M. Division of QA. Safeguards b Inspection Programs (Post 
030103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

tl4pp. 19715:270 . 24X Fi ch e : SO-000, 03/07/ 1 4, 8306270406 . 


S. Reportable occurrences, LERs b related correspondence 


8307120250 Second interim deficiency rept re nond t vis ional power 
received bg transfer switches to auxiliary feedwater sys 
Initialli) reported an 030202. Redundant circuits identical to 
esisting design provid ed. Nex t rept expected by 830927. 

MILLS. L.M. Tennessee Valley Authority. 83/06/27. O'REILLY. J P 
Region 2. Office of Director. 3pp 19423:035. 24* 

Flche: 50-000. 83/06/27, S307120230. 


8307120160 Final deficiency rept re cross-trained diesel generator HX 
inlet valves. Initially rep or ted on 030331 Log ic. sch ema t i c it 
cQisnectson drawings i-eviewed b checked against mechanical 
flow diagrams for compatibility. 

niLLS.L H. Tennessee Valley Authority. 83/06/20 0 'REILLY, J. P. 

Region 2. Office of Director. 2pp 19423:164. 24X 

Flche: 30-390. 83/06/28. 0307120160. 


8307120180 Final deficiency rept re diesel generator room exhaust fans 
eihlbiting higher than specified vibration amplitudes at 
initial s tar tup- In 1 1 la 1 ly reported on 810831. Rotat i ona 1 
speed of fans increased by changing pitch of sheave. 

MILLS.L-ti. Tennessee Valley Authority. 03/06/28. Q 'REILLY. J. P. 
Region 2. Office of Blreetor. 2pp. 19423:359. 24X 

Flche: 50-390.03/06/201 0307120180. 
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8307120369 Final defltiencij rept re control of non-QA hei nut«. 
Inltlallij reported on 8S1021.Nut9 rep lac ed . Proc edor e revised 
to clarlfg responsibilities for reviecj of arrlvlnp Itcots. 

MILLSi L M. Tennessee Valleij Authorltij. S3/06/28. 0 'REILLY. J. P. 

Region 2i Office of Director. 2pp. 19433:147. 24X 

Fiche: 50-390, 83/06/23,8307120569. 


8307120377 Final deficiency rept re loosening of yolk holddown nut eifg 
by Masoi.eilan Inti. Initially reported on 820601. Condition 
not reportable under lOCFRSO. 531 e I. 

MILLS. L.M. Tennessee Valley Authority. 83/06/29. O'ftEILLV. J. P. 
Region 2, Office of Director. 2pp. 19432:166 24X 

Flehe. 50-390, 83/06/29,8307120577. 


0307110302 Final deficiency rept for Unit 1 6 slith Interim deficiency 
rept for Unit 2 re thermal range for auxiliary feedwater sys 
incorrectly analy led. Ini t la I ly reported on 811022. Range 
corrected. Next rept for Unit 2 due 840109 

MILLS. L M. Tennessee Valley Authority. 83/06/30. □ 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 19380:091. 24X 

Fiche: 30-390. 83/06/30, 8307110508. 


8307120179 Final deficiency rept re steam generator water level ref 
column error. Initially reported on 790706. Sensing lines util 
be thermally Insulated & low-low water level setpoint util 
be adjusted. Also reportable under Part 21. 

MILLS, L. M.. Tennessee Valley Authority. 83/06/30. O'REILLY. J. P. 
Region 2, Office of Director. 3pp. 19424:001. 24X 

Fiche: 50-390, 83/06/30,8307120179. 


8307120598 Final deficiency rept re safety injection sys train B flow 
below required level. Ini etal ly reported on 800501. RHR HX 
outlet valves l-FCV-74-16 & 28 will be operated at 79 
degrees open. 

MILLSiL.M. Tennessee Valley Authority. 83/06/30. O'REILLY. J. P. 
Region 2, Office of Director. 2pp. 19433:007. 24X 

F 1 Che : 50-390. 03/06/30. 8307120598 


8307150207 Sixth interim deficiency rept re containment spray ■iniflow 
valve design error. Initially reported on 820305. Eng Ineering 
Change Notice 3420 under review for closure. Next rept will 
be provided by 83092B.AIso reportable per Part 21. 

MILLS. L.M Tennessee Valley Authority. 83/07/06. O'REILLY. J. P. 
Region 2, Office of Director, Ip. 19530:234. 24X 

Fiche: 30-390,83/07/06, 8307130207. 


8307130236 Final deficiency rept re summation of loads In STRUDL Code. 
Initially reported on 830215. Defective code platform 
discovered in one program application corret ted. Designers 
notified of correct computer commands. 

MILLS. L.M. Tennessee Valley Authority. 83/07/07. Q 'REILLY. J. P. 
Region 2. Office of Director. 2pp. 19530:207. 24X 

Fiche: SO-390, B3/07/07, 0307150236. 


0307220554 Final Deficiency Rept 81-89 & sixth interim Deficiency Rept 
81-83 re incorrect modeling of feedwater piping valves for 
Unit 1 &Unlt 2i respectively. Initially reported on 81 1009. 

Next rept for Unit 2 will be submitted by B409I7. 

MILLS, L.M. Tennessee Valley Authority 83/07/13. O'REILLY. J. P. 
Region 2, Office of Director. 4pp. 19686:059. 24K 

Fiche; 50-390, 83/07/1 3, 8307220554. 


8307250292 Fourth Interim deficiency rept re lect of evidence that 
auxiliary feedwater pump components meet code requirements. 
Initially reported on 820330. Cause under Investigation. 
Components Installed to Class C requirements. 

.MILLS, L. M. Tennessee Valley Authority. 83/07/18. O'REILLY. J. P, 
Region 2, Office of Director. Ip. 19705:313. 24X 

Fiche ; 30-390, 83/07/18. 8307230292. 


63O72S0'395 First interim deficiency rapt re high pressure fire 
protection piping water danger to shutdown board 
transformers. Initial ly reported on 830616. Pip Ing will be 
supported to Insure pressure boundary integrity. 

MILLS. L M. Tennessee Valley Authority. 83/07/10. O'REILLY. J. P. 
Region 2, Office of Director. 2pp. 19701324, 24X 

Fiche: 50-390. 83/07/18, 8307250393. 


S3072S0405 Final deficiency rept re cable separation ire ERCbf intake 
pumping station. Initially reported on 81 1204. Drawing revised 
to add 1 h rated fire barrier protection for Train B sys 
cables. Corrective actions will be completed by 830901. 

MILLS, L.M. Tennessee Valley Authority, 83/07/19. O'REILLY, j. P. 
Region 2, Office of Director. 2pp. 19703:213. 24X 

Fiche: 30-390,83/07/19,8307250405. 


8307260434 Third interim deficiency rept re use of digitlied response 
spectra data. Initially reported on 820422. Util still in 
process of implamentlng Engineering Change Notice 3481. Next 
rept urtl) be submitted by 830922. 

MILLS. L.M. Tennessee Valley Authority. 83/07/20. O'REILLY, J. P. 
Region 2. Office of Director. Ip. 19734.177. 24X 

Flehe; 50-390, 83/07/20,8307260434. 


8307290034 Final deficiency rept for Uatts Bar t, items 2 & 4 of 
Bellefonte t, Sixth Interim Deficiency Rept Item 3 for 
Bellefonte re engineering change review & handling. Initially 
reported on 81 1213. Next Bellefonte rept by 831021. 

KlLLSiL.M. Tennessee Valley Authority. 83/07/20. 0 'REILLY, J. P. 

Region 2, Office of Director. 7pp. 19822.142. 24X 

Fiche; 30-000, 83/07/20, 8307290034. 


8307260320 Suppl to 830628 Final Deficiency Rcpts 81-73 It 81-69 re 
diesel generator room exhaust fan mod. Initially reported on 
810831. Deficiency also reportable per Part 21. 

niLLSiL.M. Tennessee Valley Authority. 03/07/21. O'REILLY, J. P. 
Region 2, Office of Director Ip. 19731:288. 24X 

Flehe; 30-390, 83/07/21, 8307260520. 


8307290172 Third Interim deficiency rept re lack of qualification for 
emhednent plates identified during review of nonconformance 
concerning engineering change no t ices. Ini t ia 1 ly reported on 
811213. Nonconformance rept under review. Next rapt by 830929, 
KILLS.L.H. Tennessee Valley Authority. 83/07/22. 0 'REILLY, J. P, 

Region 2. Office of Director, 3pp, 19821:044. 24X 

Flehe; 30-390. 83/07/22, 8307290172. 


8307290176 First interim deficiency rept re sensing of pipe breaks In 
component cooling sys. Initially reported on 830624. 

Installatien of flow differential measuring device being 
investigated. Next rept expected by 630913. 

HILLS.L.M- Tennessee Valley Authority. 83/07/22. 0 'REILLY, J. P, 

Region 2. Office of Director. 2pp. 19821: 136. 24X 

Fiche: 30-390. 83/07/22, 8307290176. 


BDCKET 50-391 WATTS BAR NUCLEAR PLANT. UNIT 2 


A. Application/construction stage documents & correspondence 


B306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs h holders of CPs for Westinghouse PURt 
re safety evaluation of "Emergency Response Guidelines. " 

8ve list end. 

EISENHUT, D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. lOpp. 19563:116. 24X FI che: 50-000, 83/06/03, 

8306060070. 


8307030226 Responds to Generic Utrs 02-28 t. 02-33 & NUREO-0737. Item 
II.F.2 re delecllDn on inadequate core cooling. Reac tor 
vessel level Instrumentation sys will be installed before 
fuel load, for operator training & f ami 1 iar 1 la t ion. 

KILLS.L.H. Tennessee Valley Authority. 83/06/29. ADENBAM. E. 
Licensing Branch 4. 2pp. 19198:333. 24X FI che: 50-390, 83/06/29. 

8307030226. 


8306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
reqvirethents for diesel fuel impurity, Sve list end, 

EISENfMT, D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York, Inc. 16pp, 19390:317. 24X 

Fiche: 30-000, Sa/07/OSi 0306270397. 


0307060329 Generic Ltr 83-27 to all licensees 6 applicants for 
operating power reactors i< holders of CPs for power reactors 
re surveillance Intervals in STS. 8vc list end. 

EISENHUT. 0. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000. 83/07/06. 8307060329. 


8307080169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL t< holders of CPs re required actions based 
on generic implications of Salem ATUS events. Sve list end. 
EISENHUT. D. O. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp, 19669:269. 24X 

Fiche: 30-000, 83/07/08, 8307080169, 


8307260297 Forwards responses to NRC 030601 ltr re analysis of 
sheetpile wells (< seismic analysis of burled pipes, subml tied 
per 820922-24 geotechnical audit. 

KAHRER.D.S. Tennessee Valley Authority. 83/07/21. ADENBAM, E. 
Licensing Branch 4. 16pp. 19726:214. 24X Fiche: 50-390, 83/07/21, 

8307260297. 


8307290148 Forwards final response to NUREO-0737, I tem II.D. 1. 
"Performance Testing of PWfi Relief «< Safety Valves. " 

KAHKER.O.S. Tennessee Valley Authority. 83/07/22. ADEN8AM, E. 
Licensing Branch 4. Bpp. 19821:033. 24X Flehe ; 30-390, 83/07/22. 

8307290148. 


8307290131 Forwards proposed mods to NRC draft version of Tech Specs. 
Resolution of outstanding items & issuance of proof U 
review Tech Specs requested at earliest date poss i b le. Uni t i 
fuel load scheduled for Jan 1984. 

KAHHER.D.S. Tennessee Valley Authority. 03/07/27. ADENBAM, E. 0, 
Licensing Branch 4. 2pp. 19816:001. 24X Fiche; 50-390, 83/07/27, 

8307290131. 
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--8307290155 Proposed mods to draft Tech Specs. 

* Tennessee Valloij Authority. 83/07/27. 4A6pp. 19816.003 24X 

FI ch e : 50-390. 83/07/27, 03072901 51. 


F, Security, medical, emergency «- fire protection plans 


8307030226 Responds to Generic Utrs 82-28 & 02-33 te NURE0-0737i Iteei 
II. F. 2 re detection on Inadequate core cool ing . Rcac tor 
vessel level instrumentation sgs uiill he installed before 
fuel load, for operator training & f ami 1 iari la t ion. 

MILLSrL. M. Tennessee Valley Authority. 83/06/29. ADENSAN. E. 
Licensing Branch 4. 2pp. 19190:333 24X Flc he: 50-390, 83/06/29. 

83070S0226. 


0307110054 Submits revised implementation schedule for prompt 
notification sys.All fixed sirens installed t, 
preoperationa 1 ly tasted. Revs due to rescheduled fuel load 
dates. 

MILLS, L.M. Tennessee Valley Authority. 83/07/01. ADENSAMrE. 
Licensing Branch 4. 2pp. 19375:018. 24X Flche: 50-390, 83/07/01, 

83071 10054. 


K. Utility Final Safety Analysis Report (FSAR) fc amends 


8307010284 Amend 48 to FSAR. 

s Tennessee Valley Authority. 83/07/01. 355pp. 17191:070. 24X 

Flche: 50-370. 83/07/01, 8307010284. 


0. Inspection reports, IE Bulletins & correspondence 


8307140064 Foriuards IE Insp Repts 50-390/83-18 fc 50-391/83-14 on 
630423-0521. No noncomp 1 lance noted. 

VERRELLI. D. M. Division of Project ti Resident Programs. 83/06/24. 
PARRISiH.O. Tennessee Valley Authority 2pp. 19314:108. 24X 

Fiche: 50-390. 83/06/24, 8307140064. 


— 8307140069 IE Insp Repts 50-390/83-18 8, 30-391/83-14 on 830423-0321. No 
noneompllance noted. Major areas Inspec ted: revieiu of open 
Items <IE bulletins, const deficiency rep ts, deviations fc 
violations) & concrete placement & curing. 

HEATMERLY, T. L. , SWAN.M.D. Region 2, Office of Director. 

QUICK. D.R. Division of Project U Resident Programs. 83/06/24 
7pp. 19514:110. 24X Fi c ho : 30-390, 83/06/24. 8307140064. 


8307120431 Documents 830629-30 discussions u/NRC re preoperational 
tests for thermal expansion snubber movement exam U 
preservice insp requlrsments on snubbers, per FSAR Question 
112. 39. Info documented In submittal prior to fuel load. 

MILLS, L.M. Tennessee Valley Authority. 83/07/07. ADENSAMiE. 
Licensing Branch 4. 3pp. 19425:064. 24X FI che: 30-390, 83/07/07. 

8307120481. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem," Bvc list encl- 
JOHDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/07/11- Consolidated Edison Co. of Neu 

York, Inc. 154pp. 19563:293. 24 X FI Che: 50-000, B3/07/U. 8306270401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/07/12 Consolidated Edison Co. of Neui 

York, Inc. 141pp. 19563:153. 24X Fiche: 50-000, 83/07/12. 8306270404. 


0306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive 1-125 t, 1-131 in Excess of NRC Limits." Svc list 
enc 1 . 

TAYLOR, J.H. Division of OA. Safeguards 6 Inspection Programs (Post 
8301031. 83/07/14. Consolidated Edison Co. of Neu Vorlt. Inc. 

114pp. 19715:270. 24X Fiche: 50-000, 83/07/14, 8306270406. 


6. Reportable occurrences. LERs U related correspondence 


63071202SO Second interim deficiency rept re nond 1 vtsiona 1 paver 
received by transfer sultchis to auxiliary feeduater sys- 
Inftially reported on 830202. Redundant circuits identical ts 
existing design provided. Next rept expected by 830927. 

MILLS.L.M. Tennessee Valley Authority. 83/06/27. 0 'REILLY. J. P. 

Region 2. Office of Director. 3pp. 19423:035. 24X 

PiGhe; 50-000. 83/06/27, 8307120250. 


6307120160 Final deficiency rept re cross-trained diesel generator HX 
Inlet valves. Ini tial ly reported on 830531. Log 1 c, schema tie tc 
connection drauings revleued t, checlied against mechanical 
flov diagrams for compatibility. 

MILLS,L.M. Tennessee Valley Authority. 03/06/28. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 19423:164. 24X 

Flche; 50-390, 83/06/20, 8307120160. 


8307120100 Final deficiency rept re diesel generator room exhaust fans 
exhibiting higher than specified vibration amplitudes at 
initial startup. Initially reported on 810831. Rotational 
speed of fans increased by changing pitch of sheave. 

MILLS.L.M. Tennessee Valley Authority 03/06/28. O'REILLY, J. P. 
Region 2, Office of Director. 2pp 19423 339 24X 

Fiche: 50-390. 83/06/28, 8307120180. 


8307120577 Final deficiency rept re loosening of yolk holddoun nut mfg 
by Masoneilan Inti. Ini t ial ly reported on 820601 Condition 
not reportable under 10CFR30. SSI e ) . 

HILLSiL.H. Tennessee Valley Authority. 83/06/29. O'REILLY. J P. 
Region 2. Office of Director. 2pp. 19432.166. 24X 

Fiche 50-390. 83/06/29. 8307120377 


B3O711OS08 Final deficiency rept for Unit 1 & siith interim deficiency 
rept for Unit 2 re thermal range for auiiliary feeduater sys 
incorrectly analyied. Initially reported on 811022. Range 
corrected. Next rept for Unit 2 due 840109 

MILLS.L.M Tennessee Valley Authority. 83/06/30. O'REILLY. JP. 
Region 2. Qfftce of Director. 2pp 193S0.091. 24X 

Fiche: 50-390. 83/06/30, 83071 1050S. 


8307120179 Final deficiency rept re steam generator water level ref 
column error. Ini tial ly reported on 790706. Sens Ing lines will 
be theraially insulated t, lou-lou water level setpoint will 
be adjusted. Also reportable under Part 21. 

MILLS.L.M. Tennessee Valley Authority. 83/06/30. Q'HEILLY, J. P, 
Region 2. Office of Director. 3pp 19424:001. 24X 

Fiche; 50-390.83/06/30, 0307120179. 


8307120598 Final deficiency rept re safety injection sys train D flow 
belou required Isve I. Ini t ial ly reported on 800501. RHR KX 
outlet valves i-FCV-74-16 & 28 will bo operated at 79 
degrees open. 

MILLSiL M Tennessee Valley Authority. 83/06/30. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 19433:007. 24X 

Flche: 50-390. 83/06/30, 0307120398 


8307150207 Sixth Interim deficiency rept re containment spray mlnlflow 
valve design error. Ini tial ly reported on 820303. Engineer ing 
Change Notice 3420 under review for closure Next rept will 
be provided by 830928. Also reportable per Part 21. 

MILLS.L.M. Tennessee Valley Authority. 83/07/06. 0 'REILLY. J. P. 

Region 2. Office of Director. Ip. 19530:234 24X 

Fiche; 50-390. 83/07/06. 8307150207. 


8307150236 Final deficiency rept re summation of loads in STRUDL Code. 
Initially reported on 83021 5, Def ec t 1 ve code platform 
discovered In one program application correc ted. Oes igners 
notified of correct computer commands. 

MILLS.L.M. Tennessee Valley Authority. 83/07/07. O'REILLY. J.P 
Region 2. Office of Director, 2pp. 19530:207. 24X 

Flche: 50-390, 83/07/07, 8307150236. 


8307220534 Final Deficiency Rept 81-89 U sixth interim Deficiency Rept 
81-83 re incorrect modeling of feeduater piping valves for 
Unit 1 t, Unit 2. respect ivel y. Initially reported on 811009. 

Next rept for Unit 2 will be submitted by 840917. 

MILLS, L.M. Tennessee Valley Authority. 03/07/13 O'REIULY, J. P. 
Region 2, Office of Director. 4pp 19686:039. 24X 

Flche: 30-390. 83/07/13, 8307220554 


8307250292 Fourth interim deficiency rept re lack of evidence that 
auxiliary feeduater pump components meet code requirements. 
Initially reported on 820330 Cause under investigation. 
Conponents Installed to Class C requirements. 

MILLS.L.M. Tennessee Valley Authority. 83/07/18. 0 'REILLY, J. P. 

Region 2. Office of Director. Ip. 19703:313. 24X 

Fiche: 50-390, 83/07/ IB, 8307230292. 


8307250393 First interim deficiency rept re high pressure fire 
protection piping water danger to shutdown board 
trensforiners. ini tial ly reported on 830616. Pip Ing will be 
supported to insure pressure boundary integrity. 

MILLS.L.M. Tennessee Valley Authority. 83/07/10. O'REILLY, J. P. 
Region 2. Office of Director, 2pp 19701:324. 24X 

Fiche; 50-390. 83/07/18. 8307250395. 


8307230405 Final deficiency rept re cable separation in ERCM Intake 
pumping station. Ini t i al ly reported on 811204 Drawing revised 
to add 1 h rated fire barrier protection for Train B sys 
cab les. Correc tive actions will be completed by 830901. 

MILLS.L.M. Tennessee Valley Authority. 83/07/19. O'REILLYpJ P. 
Region 2. Office of Director. 2pp. 19703:213. 24X 

Flche: 30-390.83/07/19, 8307250405. 


8307260434 Third interim deficiency rept re use of digitized response 
spectra data. Initially reported on 820422. Util still in 
process of implementing Engineering Change Notice 3401. Neit 
rspt ulll fubnitted bij 630932. 

MILLS.L.M. Tennessee Valley Authority 83/07/20, O'REILLY, J. P. 
Region 2. Office of Director. Ip. 19734:177. 24X 

Fiche: 30-390.83/07/20. 8307260434. 
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Final deficiency repc for Watts Bar ii Items S t< 4 of 
Billefonte !i Siith Interim Deficiency Rept Item 3 for 
Bellefcnte re enjineerlng change revieu handling Initially 
reported on BlinS Weil Bellefonte rept ty B31021. 

HILLS. W H Tennessee Galley Authority. 83/07/20. 0 'BSIU-V. J. P. 

Region 2. Office of Director. 7pp 19822: 142. 24X 

Fiche iO-C-.n.O. 83/07/20. 8307290034 


B3072A0340 Updates 830415 response to Gonerlc Ltr 82-33 <NUnE0-0737, 
8uppl II re emergency response capatH 1 ty. Summary repts re 
control room design review, pos t-aec ident monitoring ti 
emergency operating procedures will be submitted by 841230. 

DrXON.a.U. South Carolina Electric & Oas Co. 83/07/21, DENTON. I(. R, 
Office of Nuclear Reactor Regulation. Director. 2pp. 17726:33<5 
aex Fiche: 30-393. 83/07/21 . 8307260340. 


'33G7260S20 Suppl to 830628 Final Deficiency Repts 81-73 U 81-6? re 
diesel generator room eihaust fan mod. Initially reported on 
810S31 Deficiency also reportable per Part 21. 

HILLS. L H Tennessee Valley Authority. 83/07/21. 0 'REILLY. J. P, 

Region 2, Office of Director. Ip 19731:288. 24X 

Fiche 5 . 3 -390, £3/07/21 , 0307260320. 


£307290172 Third interim deficiency rept re lack of ^ual i f Icatlon for 
embcdme’ic plates identified during revieu of nonconformance 
concerning engineering change no t i ces. Ini 1 1 a 1 1 y reported on 
011213 Nonconformance rept under revieu. Neit rept by 830929. 

MILLS. L M Tennessee Valley Authority. 83/07/22. Q 'REILLY. J. P. 
Region 2, Office of Director. 3pp 19821.044. 24X 

Fiche 30-390, 53/07/22. 0307290172. 


8307290I7e First interim deficiency rept re sensing of pipe breaks in 
component cooling sys. I n 1 1 ia I ly reported on 830624. 

Installation of flaw differential measuring device being 
investigated Neit rept expected by 830913 

MILLS. L H Tennessee Valley Authority. 83/07/22. O'REILLY. J P 
Rsgion 2, Office of Director. 2pp. 19821 136. 24X 

Fiche 30-390.83/07/22.8307290176 


DOCKET 50-355 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 
F Security, medical, emergency t, fire protection plans 


9307140219 Ac k receipt of 021228 ltr re planned 030316 radloloaical 
exercise Detailed scenario uill be revieued uhen received b 
any addl comments will be discussed via telcon u/emeroency 
preparedness coordinator. ^ 

B3?02/o/ /’"•'•S*"* V Preparedness t Material, Safety. 

?!, “• Sooth Carolina Electric i Gas Co. Ip ^ 

I932J. 165 24X F I ch e : 50-395, 03/02/09- 83071 40219. ^ 


°"ot!'rwL''fi3on!n‘?u.*’'"'"‘''» P«t NRC t. contract per.ann, 

h!d rId?L?f i* emergency e . ere i s e. Li s ted personnel 
PTotection training S, previously observed 
emergency preparedness eicercises 

19322.096 FiChe: 30-395. 03/03/00. B307I40IBB. 


®^30-39s)fii''nH‘'n'''*’ violation in IE Insp Rept 

fLnH L on ‘P" “P *Ta 1 1 ons personnel 

counseled on importance of controlled operations of 

DUi:w'^o''w* *s“’th*r* °P®''*‘‘’’9 Procedure SOP-305 revised 

J R “o Carolina Electric 6 Gas Co. 83/03/04 

F.Ch. 30-393, 83/5 I;o4.|3o5moIJ3.‘’' >’”2^018. 24J 


=0-393/83-16 for 

So^t^cL^^na E?JJ?rirh°D:i': DIXON.D.H. 

FlCh.:30-395.e3./o;/?;,‘83S7f|o25o: =« 


LEwfs R c n r 50-395/83-16 
5 UDN □ S “‘•'‘“P" P^ Project 4 Resider 
-iJ m Carolina Electric 4 Gas 

•.4X Fiche 50-395.83/07/12,8307220270 


Apr 1982 - Feb l?e3. 
ograms. 83/05/20. 
Opp 19684:264. 


H. General correspondence 


8307190416 Advises that recipient status of NRC correspondence ui/ulll 
re OL proceedings discontinued. Documents will be made 
available in LPDR 4 significant events will be publicly 
announesd 

ADENSAn.E.6 Licensing Branch 4. 83/07/08. BURSEV. B. A, Durteu, B 

Ip. 19636:080. 24X FI c h e; 30-395, 83/07/08. 8307 1 904 16. 


P. Operating license stage documents 4 correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs 4 holders of CPs for Uestinghouse PWRs 
PR *Rrety evaluation of "Emergency Response Ouldellnes " 

Sve list end. 

Licensing, 83/06/03, Yankee Atomic 
19963; UA. 24X FI ch®: SO-OOOr S3/0A/O3; 

6306060070. 


*^MO^** Monthly notice of amends to OLs Involving NSHC 


Isttrod 


CLARK. R. A. 
19391:153. 


Operating Reactors Branch 3. 83/06/14 

34X Fiche: 30-000, 83/06/14. 8307110616. 


36pp. 


I Ince 


oov/isusutf i-oruards renuest for addl info re current OA prooraoi Info 
reyuired wxthin 30 days to complete evaluation of propSwd 
changes to program. 

DIXOn'o U *■ f’®*‘''«nt Programs. 83/06/16, 

" South Carolina Electric 4 Gas Co. 3pp 19314- 046 PAX 
Fiche: 30-395.83/06/16, 8307140402. 1Y0I4. 046 34X 




24X Fiche; 50-395, 83/06/29, 8307050209, lYiVtJ. 2 UH. 


Si£' r“T 

neeV, Electric 4 Oas Co, 83/06/30 DENTON. H R 






Fich, 50-395.03/07/12.8307220270, ‘®PP- 19604:267. 24X 

= 0 - 393 / 83-16 for Apr 1,82 - .r,, 
FiChe 50-393,83/07/12.03072^270 ^ *P- 19684:283 


S4X 


^"fS” Taxation emergency plan, 

-agement Branch ,p. I.Bl r 

*“ Emergency Plan EP-IOO. 

0?r, ?^''®*''“'”^“^^”oN-»'R°^’office^of‘N Electric & Sas 




DIXON. O. U. 


B307060t69 O0n6®ic .11 1 a 

applicants for DL %i holders aP operatinp reactarsr 

Fiche; 30-395. 83/07/13, 8307200537, 343. 24X 
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0307220380 Forwards noncon t ra 1 1 ed versions of station eirergencii 
procBdures for post-reactor trip reviews Addl revs mag be 
recessarg to meet r B<iu i r ement s of Generic Ltr 83-28 re 
generic implications of Salem ATWS events. 

DIICON.O.M. South Carolina Electric V Gas Co. 83/07/15. lENTON.H R 
Office of Nuclear Reactor Regulation^ Director 2pp 19636:132 
24 X Flche: SO-395. 83/07/15. 8307220330. 


B307220333 N one on tr o 1 1 ed version of Rev 1 to Station Adminietration 

Procedure SAP-132. "Off-Normal Occurence Evaluation. 

Reporting U Resolution." 

» South Carolina Electric 1. Gas Co. 83/07/14. 19pp, 19686:134. 

24X Fiche: 50-395.83/07/15.8307220380. 


— 8307220387 None ontr 0 1 1 ed version of Rev 6 to Emergencg Operating 
Procedure EOP-5. "Recoverg from Reactor Trip." 

WOODWARD. K.. W. . W1 LL I AMS. B. C . South Carolina Electric & Oas Co. 
83/06/16. 13pp. 19686:153. 24X F I c h e : 50-395. 83/07/ 1 3. B30722O3B0 


— 8307220413 None on tro 1 1 ed version of Rev 3 to Emergency Operating 
Procedure EOP-IO. "Malfunction of Control Rod Bgs." 

THIBAU.H.P.. WOODWARD. K. W. South Carolina Electric b Oa* Co. 
82/12/29. I7pp 19686:160. 24X F i c h e 50-395. 83/07/15. 8307220380. 


0307260394 Application to amend License NPF-12, chang ing Tech Specs to 
reflect installation & eallbr of condensate derainora 1 1 ler 
backwash effluent monitor RM-Ll 1 prior to startup after 
first refueling outage. 

DIXONiO. W. South Carolina Electric & Gas Co. 83/07/22. DEHTON.H. R. 

Office of Nuclear Reactor Regulation. Director. 2pp. 19733:123. 
24X Fiche; 50-395.83/07/22.8307260394. 


—8307260399 Proposed Tech Spec changes reflecting Installation & eallbr 
of eondenaate demineralHer backwash effluent monitor 

RM-Llt. 

• South Carolina Electric i< Gas Co. 83/07/22. 6pp. 19733:127. 

24X Fiche: SO-395. 03/07/22, 8307260394. 


□307260461 Application for amend to License NPF-12. transf err ing 
Item Cb) U «c) of Tech Spec Burveillance Re<iulrefflent 4.7.4. 

"Sve Water Sgs." to Surveillance Requirement 4. 6. 2. 3 
[tern Cb). "Reactor Bldg Cooling Sgs. " 

DIXON. Q.W. South Carolina Electric & Gas Co. 03/07/22. DENTON. H.R. 

Office of Nuclear Reactor Regulation. Director, 2pp. 19734:012. 

24X FUhe: 30-395,03/07/22.8307260461. 


— 0307260463 Proposed Tech Spec changes re surveillance requirements. 
* South Carolina Electric & Gas Co. 83/07/22. 3pp 19734:014. 
24X Fiche; 50-395.83/07/22.8307260461. 


8307260465 Application for amend to License NPF-12. c hanging Tech Specs 
Tables 4. 6-Ja. 4. 6-lb h 4,6-2 re containment structural 
Integrttg. 

DIXON. Q.W. South Carolina Electric U Gas Co. 83/07/22. DENTON.H.R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19731:164. 

24X Fiche: 50-395, 83/07/22, 03D7260465. 


— 0307260469 Proposed Tech Spec changes re containment sSructural 
Integrity. 

* South Carolina Electric t. Gas Co. 83/07/22. 3pp 19731-166. 
24X Fiche; 50-395. 83/07/22. 8307260465, 


8307270006 Application to amend License NPF-12, chang ing Tech Specs re 
adml nls t ra t i ve controls to reflect upper mgt or gani ta t lonal 
changes. 

DIXON. O.W. South Carolina Electric S. Gas Co. 83/07/22. DENTON.H.R. 

Office of Nuclear Reactor Regulation, Director. 4pp. 19765:236. 

24 X Fiche; 50-395. 83/07/22, 8307270006. 


— B307270013 Proposed changes to Tech Specs Chapter 6 re administrative 
controls. Resumes for DA Nauman.KW Nettles, DR Moore $c 
□S Bradham end. 

* South Carolina Electric & Gas Co 83/07/22. 2Dpp. 197*5:240. 
a4X Fiche: 50-395.83/07/22.8307270006, 


B30727001S Application to amend License NPF-12. chang Ing Tech Spec 
Table 2.2-1 re reactor trip sys instrumentation trip 
setpoints to correct error in time constants for lead— lag 
compensation of measured delta T. Tau 1 6 Tau 2. 

DIXQN.O. W. South Carolina Electric & Gas Co. 83/07/22. DENTON.H.R. 

Office of Nuclear Reactor Regulation. Director. 2pp. 19749:319. 

24X Fiche: 50-395,93/07/22.8307270018. 


— 8307270020 Proposed Tech Spec Table 2 2-1 re reactor trip sye 
Instrumentation trip setpoints. 

• South Carolina Electric 6 Gas Co. 03/07/22. 3pp. 19749:321. 
24X Fiche; 50-395. 03/07/22. 0307270018. 


B3O727O062 Forwards steam generator noiile mod radiological dose 
c amp ar i s ons. per 830503 commitment Actual dose received 
distinctly lower than estimated dose. 

DIXON.O H South Carolina Electric ’> Gas Co. 03/07/33. DENTON.H.R 
Office of Nuclear Reactor Regulation. Director. 3pp V9749 343. 
24X Fiche 50-395.83/07/22.8307370063 


8307290092 Advises that review of design change paclage, per 830603 
commitment, util be provided for approval by 030901 '/ 
referenced in util formal response to Generic Ltr 83-23. 

DIXON.O W South Carolina Electric x Gas Co. 03/07/25 DENTON. H R 
Office of Nuclear Reactor Regulation, Director. Ip. 19822:205 
24X Fiche: 50-395. 83/07/25. 8307290092. 


8307290085 Advises that contract eiecuted on 830629 w/DOE for disposal 
of spent nuclear fuel t/or high level radwas te, per Nuclear 
Waste Policy Act of 1982 6 Generic Ltr 83-07. 

DIXON.O U. South Carolina Electric ?■ Gas Co 83/07/26. DENTON.H.R 
Office of Nuclear Reactor Regulation, Director Ip. 19822:204 
24X Fiche: 50-395. 03/07/26. 8307290085 


0. Inspection reports. IE Dulletins i. correspondence 


8307140273 Informs that project insp responsibilities within Region 11 
for facility transferred to Div of Project \ Resident 
Programe. ef f ec t i ve 830314. 

LEHIS.R. C. Division of Project {.Resident Programs, 83/04/12. 
DIXON.O U Sooth Carolina Electric 6 Gas Co. Ip 19522:327. 24X 

Fithe- 30-399. S3/04/12. 0307140273. 


8307140213 Responds to notice of violation in IE Insp Rept 
50-393/B3-0S Corrective ac tl on: opera t ions personnel 
counseled on importance of controlled operations of 
safeguards equipment i« Operating Procedure SOP-505 revised. 

DIXON.O W South Carol Ina Electric Gas Co. Q3/05/04. 

O'REILLY, d. P. Region 2. Office of Director. 3pp 19522:010 24X 

Fiche: 90-395. 33/05/04, 9307140213. 


8307140250 Suppls B30422 ltr re IE Bulletin Bl-Ol concerning Insp 
results for safety-related snubbers. Corrcc t ive actions 
inplemented/c omp leted w/eiception of adding special caution 
to procedures for handling f. abuse of snubbers 
DIXON.O H. South Carolina Eloctrlc h Gas Co 83/06/30. 

O'REILLY, J. P. Region 2, Office of Director. 2pp. 19523.046. 24X 

Fiche: 90-399. 83/06/30. 8307140250. 


8307210197 Forwards IE Insp Ilept 50-395/83-20 on 030614-18. No 
none offlp 1 idt)C & noted . 

VERRELLI. D. M. Division of Project 5. Resident Programs. 83/07/01. 
OlXaN.D-U. South Carolina Eloctrlc 5. Gas Co. 2pp 19669.062 24X 

Fiche: 50-395. 83/07/01 . S307210197. 


—8307210201 IE Insp Rept 50-395/83-20 on 830614-18 No no n c omp 1 1 anc e 
noted Major areas inspected startup test program !< open item 

followup 

DORNETT.P.T. Region 2. Office of Director. JAPE. F Division of 

Engineering 6 Radiological Safety Programs. 83/06/29. 5pp. 
19669.064 . 24X F I c h e : S0-39S, 83/07/0 1 . 830721 0 i 97. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list encl. 

JORDAN.E.L. Division of Emergency Preparedness 6 Engineering 
Response IPnst 830103). 83/07/11 Consolidated Ellison Co of Now 

Vort. Inc. 154pp. 19563.293. 24X Fi che 50-000. 83/07/ I 1, 8306270401 . 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Sve list encl. 

JORDAN.E.L. Division of Emergency Preparedness K Engineering 
Response tPost B30103) 83/07/12 Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:153 24X F I c h e 50 - 000 , 83/07/ 1 2, 8306270404 


8307220270 Approves issuance of SALP Rept 50-395/83-16 for 

Apr 1982 - Feb 1983, _ ^ 

□ 'REILLY. J. P. Region 2. Office of Director. 03/07/12. DIXQNiO W. 
Seuth Carolina Electric 6 Oas Co. 2pp. 19684.262. 24X 

Fiche; SO-395. 83/07/12. 0307220270. 


— 8307220273 Forwards SALP Rept 50-395/03-16 for Apr 1982 - Feb 1903 
LEWIS. R.C. Division of Project ?< Resident Programs. 83/05/20. 
DIXON.O. U. South Carolina Electric !. Oas Co. 3pp 19684:264 
a4X Fiche; 50-395, 03/07/ 12. Q307220270 


— 8307220276 SALP Rept 50-395/83-16 for Apr 1982 - Feb 1983. 

• Region S, Office of Director. 83/05/20. IBpp. 19684:267. 24X 

Fiche: 30-395. 83/07/12. 8307220270 


—8307220283 Ac k receipt of SALP Rept 50-395/83-16 for Apr 19B2 Feb 
1983. No comments offered. 

DIXON.O. H. South Carolina Electric Gas Co. 83/06/16. 

O'REILLY. J. P. Region 2. Office of Director Ip 19604:205. 24X 

Fiche. 30-393. 83/07/12. 8307220270. 
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DIXON , 4 S. 544‘'caroflnr£nct^c*?*‘r"V'’'°®''^"'*' 

FIche. 50-395, 63/07/10, 030732044^ "■ '‘^*&5->00- 2« 

--03O722O473 Reiponds to NRC SOOlin i „ ... 

Repl 50-395/63-03 Corrective action. '"“■atlons noted in IE Insp 
Procedure III A A B.nl,rli ! Trolninj 

date to 630015 r*q,uBsted4 30i»30- Er tensl on of completion 

P®“''R4i9n“2.‘lff!crSj'Dl 

Flche:55-395, 63/07/13.8307220464. ^PP 19685:101. 24X 

&307S2034S Aclf ri^cfl^at of \u < - 

Flche 50-393, 83/07/13,6307220346. “’ *’*^6:008 a4X 

SSlY «• Co. 93/07/01. 

Fiche. 50-393, 63/07/13, 8307220340°*’ Z4Jt 

-™"v?cUtror^°° 50-395/63-15 on 830401-0506 6 notice 

DIXDm!o. w! s4th*Carollnr°El''^r*' P'‘“9Pams, 93/06/03 

24X ncOe:30-393^§/;;J|5ra!i;^|S”B" 


R Period! 


T-eports & related correspondence 


Flc6e%o-393,8L'o;^X9§i;.4oi;6, ‘’^96:017. 


24X 


^PMance 

Radioactive ! I ! tsf 4^E. 4“° o ^NR^U 

So'." "83/0^;;:“”’ °LT.ou/AirEA " fp-t 

114pp 19715 270 3dv c» ofNeuYorl. Inc 

PP 19/15 270. 24X Flche: 30-000, 03/07/14,8306270406. 

appropriate ^^4ce;ur^*‘"‘'■* 

tan. . pi::;t™4tVr 

Owt^LV , o r'’ Etactric *, Oa, Co. 63/06/22 

Flche:5O-393:a3/O7Vt5,03o%2OO59“'''’‘''°““''' •?«t:83a. 24X 

30-395/03-09 on 930305-040, , notice 

24X Flche. 50-395,93/07/14. eSD/llSoU 

--8307220070 Notice of violation Proni Insp on 830305-040, 


840. 24X 


-^pravlde adequate Prec “tVr rt^ at' t rX:r%:“Vir ' 

TfTrt\ic'i\ Rts:d°tnt'prVV;tm.°'’ RaVostt^' "«TRELL,F,a, Oivieion 

Fiche. 50-395, 03/07/14. B3072lo059. ® 1^*74:042, 24X 


19684 084 sav^Vt K tianagement. Director. 5pp 

19684.084 24X Fi c h »: 80-395, 83/06/ 1 5. 83072201 72, 

«' related correspondence 


83/06/13. 



'■-onnel 


19887:070. 


zrr.r.i r^uvjr 

sxppiM. Module replaced. W/830630 1tr -nodule grounding 

^ -■ 

,9425:355. 34X El cl-e: 50-39L“X6;30.'830; ,^^48a " 

83/07/0,.' 

Z4X Ffche. 50-393, 83/07/01, 83071200B1, 


19423: 044. 


Caused by valve oositinn i„a, . received in control room. 

vrVdVuViis,‘:/S3U°rtt^ 

O'HEILLV.J.P. 2f “of f l trtf ‘"''‘S*' ”'®7,'01. 

Fiche: 50-393. 93/07/0?, 8307^2^116 =« 

‘■^‘-tors In control 

BS%7V«"'VRE,LVfj P ” „ =‘«trlc b oas Co. 

19390:078 24X Fi c h e ; 5O-395?X7;06.’^B30n ?V2?V'“'° 

— “^■ 

e^p;?:" ST 

r™.Si?«u?''r** replaced. W/030706 Itr. * 

19379 lli 2 af‘=V ^ Region 2 , Of f i c e of D1 r ec tor 2 pp 

19379.161. 24X Flche: 50-393, 83/07/06, 8307110262. 

83-O50/O3L-O:on 830607, smoke detector 1X6-49930 failed 
•In detattor doe* ty broken base assembly 
Component replacVS. S/ISo5Vr?iV condition, 

M%vor'''n.fl2?V?‘?^',V- *> e- CR- 

19380-228 ’•av'cV^L'^' Cn 2. Office of Director, 3pp. 

19380.228. *-IX Flche; 50-393, 83/07/06, 8307110370, 

-ri 

83/0™ P r®'’"*" 2*''"“"“ Electric t, Oas Co. 

17684*131 3 dY Cl k'^* R®9ior» 2t Office of Oirocfcor. 4pp. 

19684.131, S4X Fiehe; 50-395, 83/07/08, 8307220274. 

injection tank boron 

concentration fell bclou Tech Specs. Caused bu 

2vrr«d“*'"’‘"'’ ^-J’-resulllng in relief valve actuation 
Procedures revised 14/830708 Itr 

Ei'E’'"arsvr 

19684, IS4. 24X Flche: 50-395. 83/07/00, 8307220284. 
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3307220454 UEFl 83-06 1 /03L-0: on 830610. i d 0 n 1 1 f i ed surveillance 
Tenuirements for 6-inch containment curge supply &. eihaost 
uolatlon valves not fulli; eondoctetl Caused bg procedural 
Inadequacy Procedure developed. W/83070a Itr 

FIELDS.H.C.. DIXON. O.W. South Carolina Electric 6 Qas Co. 03/07/03. 

O'RE ILLY, 0. P. Region S. Office of Director. 3pp I'?6a6-1IB. 24X 

FI Che: 50-3^3. 83/07/08. 8307220434. 


8307220836 UER a3-062/03L-0: on 830611 h 12. reactor bldg purge eihaust 
radiation monitor sample pump overload protector tripped. 

Caused by loose motor controller electrical connections fc 
defective pomp bearing. Bearing rep laced . W/8307i I itr. 

KOLD.L.E. . DIXON. O.W. South Carolina Electric t. Gas Co. 33/07/11. 
O'REILLYi J. P. Region 2. Office of Director. 3pp l'?ia4 285 8-4X 

Flche; 30-39'3. 83/07/ 1 1 . 8307220256. 


8307820232 Updated LER e3-039/03L-I on 830306. e 1 ec tr i c al poorer lost to 
RMS train B. Caused by main pouer supply fuse blomlng during 
eitender module ins ta 1 la 1 1 on. Fuse rep 1 accd. U/a30712 Itr. 
tICKINNEV. C. J. I DIXON, O.W. South Carolina Electric & Oas Co. 

03/07/18. □•'REILLY, J. P. Region 2. Office of Director. 3pp. 
19684:19'?. a4X Flche: 30-393, 03/07/18, 8307220232. 


8307830138 LER B3-063/03L-0: on 830616 I* 27, turbine bldg sump radiation 
liquid effluent monitor RMU-B declared inoperable due fco 
lou sample Flou. Caused by accumulation of trash in sample 
monitor inlet Isolation valve. Valve c 1 eaned. W/83061 4 itr. 

BQUKNIOHT, R, J. . DIXON, O.W. South Carolina Electric & Oas Co. 
B3/07/14. □ 'REILLY, J. P, Region 2, Office of Director. 2pp- 

19706:097- 84X FI c he : 30-393, 83/07/ 1 4 , S3072S01 38. 


B3072S0496 LER 83-065/031.-0; on 8306 16, uih 1 1 e in Mode 1 . RHR snubber 
RHH-0211 declared inoperable due to bearing protruded from 
paddle plate. Caused by vibrational effects induced by sys 
opera t ion. Snubber repaired. W/S30714 1 tr. 

BOUHNIOHT, R, J. , DIXON, O.W. South Carolina Electric & Gas Co. 
83/07/14. D'REILLY, J. P. Region 8, Office of Director. Zpp. 
19701:873. 34X FI c he : 30-393, 83/07/ i 4, 8307230496. 


8307230515 LER 93-064/03U-0: on 8306 16, luh 1 1 e in Mode 1. snubber 
I1K-CCH-306 declared inoperable doe to mi sal ignmont. Caused by 
inappropriate malnt ac t Ivl ty . Inf o re snubber handling !« care 
provided to personnel . W/8307I4 Itr. 

BOUKNIGHTi R. vl. . DIXON, O.W. South Carolina Electric *■ Gas Co. 
83/07/14. O'ftElLUV. J. P. Region 2, Office of Director. 3pp. 
19701:266. 24X F 1 c h e : 30-395, 03/07/ 1 4, 83072305 1 3. 


8307830201 LER 03-O66/O3L-O: on 830616, fire barrier Kaouiool Wrap on 
conduit &WC-B7C In svc water pump house found torn. Caused 
by high traffic on access ladder. Damaged area e>ped 1 1 i QUs ly 
repaired. M/S30713 Itr. 

KOLB,L,E., DIXON, O.W. South Carolina Electric fcOas Co. 83/07/15. 
O'REILLY, J. P. Region 2, Office of Director. 3pp. 19705:345. 24X 

Flche: 30-393, 83/07/15, 8307230201. 


8307860537 LER 83-067/03L-0; from 830601 ta 19, reactor bldg sump 
Inventory not performed, contrary to Tech Spec Surveillance 
Requirement 4. 4. 6. 8. 1. b. Caused by personnel failure to 
Implement alternative inventory me thod. W/8307 1 0 Itr. 

HOUHMIGHT, R. J. , DIXON, O.W. South Carolina Electric i Qaa Co. 
83/07/18. O'REILLY, J. P. Region 2, Office of Director. 3pp, 
19738:021. 24X FI c he : 30-393, 03/07/ 18, 8307260537. 


B307290175 LER e3-06a/03L-0: on 830620, snubber FHH-I109 CfeeduatBr sysl 
declared inoperable due to bearing of f se t. Caus ed by maint 
activity In immediate area. Bearing centered, res takcd . tested 
h declared operable on S30620. W/S3072O Itr. 

BOUliNICHTi R. J. I DIXONrO.U. South Carolina Electric h Gas Co. 
83/07/20. O'REILLY, J. P. Region 2, Office of Director. 2pp. 
19821:050. 24X F 1 c h e ; 30-393, 03/07/20. 8307290 1 75. 


8307290186 LER B3-069/03L-0: on 830620, snub b er FWH-0263 declared 
Inoperable due to misalignment 6 bent paddle p la te. Caus ed by 
transient loading during startup. Snubber replaced u/unit 
modified to suit dimensional requ iremen ts. W/830720 1 tr. 
SDUKNIOHT.R. J. , DIXON, J.P. South Carolina Electric 6 Oas Co. 
63/07/80. O'REILLY, J. P. Region 2, Office of Director. 3pp 
19821:104. 24X F I c h e ; 30-393, 83/07/20. 6307290 1 86. 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


F. Security, medical, emergency t> fire protection plans 


8307210344 Grants e«tenslon until 830915 to respond to NRC questions on 
emergency plan, per 830624 request. 

THOMASiC.O. Standardtiation 6 Special Projects Branch. 83/07/13. 
BRENIZER, J. B. Virginia, Unlv. of, Charlottesville. VA. ip. 

19672:385. 84X Fi che; 50-062, 83/07/13, 8307210344. 


8307250514 Releases public version of licensee request for estension 
for respoodsnj to emergency plan review. 

FELTON, J- M Division of Rules and Records 83/07/19. Document 

Hanageneiit Branch Ip 19723.361 24X F l chc 30-062. 63/07/ 19. 

8307250514 


— 03O725OSZI Foriuards public version Qf request for 60-day eiteiision for 
responding to emergency plan review Eitension needed to 
allow rewr i ting, r e V i eu, !, approval of SOPs to improve reactor 

operations 

BREMIZER.J.S Virginia. U-niv of. Charlottesville, VA. 03, '06/24. 
THOrlAS.C. D. Standard i lat i on i Special Projects Branch Ip 
19720 341. 24X F i c h e : 30-062, 03/07/ 1 9. 830725051 4 


U. Operator Eiamina t 1 ons 


□307000427 Generic Ltr a3-12A to all nonpower reactor licensees re 
issuance of NRC Form 398, "Personal Qua 1 i f ica 1 1 ons 
Statfroient - Licensee." Svc list end. 

EIBENHUT.D. G. Division of Licensing 83/07/11 Michigan, Univ. 

of. I4pp. 19563:136. 24X F i c he . 50-000. 83/07/ 11 , 8307030487. 


DOCKET 50-397 MPPSS NUCLEAR PROJECT. UNIT 2 


A. Applies tlon/cons true t i on stage documents ’/ correspondence 


8307030001 Submits louest svc metal temp values for most limiting 
pressure boundary components 6 table for tiieorettcal min 
wail thickness for valves RFH-V-6SA/B based on hydro test 
pressures per GDC 51. 

BQUCHEY, G. D. Washington Public Power Supply System. 83/06/15 
8CKMENCER.A. Licensing Branch 2. 7pp. 19192: 133. 84X 

Fi Che: 50-397, 83/06/15, 83070 50001. 


03070S0022 Forwards response to request for supporting documentation 6 
per Tech Spec second draft discussed during 830523-26 
meetings. Tentat I ve schedule for preparation of proof Jr 
revlCM copy listed. 

HQIlCHEr, G. D. Washington Public Power Supply System. 33/06/15 
SCKHENCER.A. Licensing Branch 2. 39pp 19220:241. 24X 

Ftche : 50-397- 83/06/15. 8307030022. 


B30703025B Notification of Caseload Forecast Panel 830712-14 site 
visit U meeting u/WPPSS in Richland, WA to review project 
const t. pr eoporat I ona 1 testing sch edule. Agenda encl. 

AULUCK.R. Licensing Branch 8. 03/06/20 SCHWENCER.A. Licensing 
Branch 2. 6pp. 19261.015. 24X Fi che . 50-397, 83/06/80, 8307030258, 


B30627039S Generic Ltr 83-24 to all BUR applicants for OL t holders of 
OLs for Grand Gulf, LaSalle 5 Susquehanna re 7MI Task Action 
Plan Item I-G 1, "Special Lou Power Testing t. Training 
4i Hocommendatlons for BWRs " Svc list encl 

EISEhlHUT, D. S. Division of l.iconsing. 83/06/29. Long Island 
Lighting Co. 26pp. 19304 U5 24X Fiche. 50-0 00. 83/06/89, 

8306270395. 


B3O7O7OQ06 Forwards revised Wo 1 s 1-3 to "Environ Equipment 
Gual Iftcation Rept for Safety-Re la ted Equipment." Rev 
provides response to concerns raised in Suppl 3 to SER 
<NURE0-DQ92). 

DOUCHEV.G.D. Washington Public Power Supply System. 83/06/30. 
SCHifEMCER, A. Licensing Branch 2. 3pp. 19295:138 24X 

Flche: 50-397, 83/06/30, 0307070006 


— 8307070013 Revised Vols 1-3 to "Environ Equipment Qualification Rept 
for Safety-Related Equipment." 

* Washington Public Power Supply System 83/07/31. 1220pp. 

1929S 141 24X F I c h e 50-397, 03 /06/n0. 0307070006 


0306270397 Generic Ltr 83-26 to all applicants for OLs I< holders of 
CPs For power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list encl 
EISENHOt. 0- G Division of Licensing. 83/07/05. Consolidated 
Edison Co oF New York. Inc. 16pp 19390.317 24X 

Fiche- SO-ODO, 83/07/05, 8306270397. 


0307060329 Generic Ltr 83-27 to all Itconsoes U applicants for 
operating power reactors U holders of CPs for power reactors 
re survelJlanee intervals in STS. Svc list encl. 

ElSENHUr, D. G. Division of Licensing. 83/07/06 Consolidated 

Edison Co. of New York, Inc. I6pp. 19669:254. 24X 

Fiche; 30-000, 83/07/06. 8307060329. 


0307150227 Revlsss 830615 Ur re ODC 51. based on discussions 6 
asTsements reached at S30616 meeting. Encl provides lowest 
svc metal temp values superseding values previously 

prOVAfi . 

BDUCHEYi O. D. Washington Public Power Supply System. B3/07/07. 
SCHMENCER.A. Licensing Branch 2. Spp. 19538.064. 24X 

Fiche: 50-397.83/07/07. 0307150227. 
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ifnfni Ltr e3-S3 td all licensees of operating reactors. 
jlKliCjnts fjr Cl. '/ Holders of CPs re required actions based 
o"jen«tic irjucaticns of SaleriflTUS events Svc list end. 
ElrcNH'jT.C d Division of Licensing 03/07/03 Consolidated 

• Cc of flej »orl. Inc 3Bpp 19469 269 2AX 

•lire S3/C7/C3. 03O7OBO169 


jl'l'OCIO fcr»ards proposed snubfier Teen Spec for review as followup 
1.1 SO'Ol'J r. C'r2i teltons Changes will not lessen assurance 
of str^r'.r.jl integritv !■ func 1 1 ona 1 1 tv Of saf e tvr e lated 
i,s Puel loaj smeduled for Sept 1983 

C''.C"tH> v D Washington Public Power Suppiv System. 03/07/00 
C *r*w=i.Cf 9 ■ A Licensing Branch 2 2pp 19629. 107. 24X 

Pure gn/Q7/og, 3307190213 


-03" 1 1 vir-DI * Prjposed snubber Tech Spec 

• wamir.g'pn Public Power Supply System 83/07/00 Bpp. 
!9t29 159 24« Flcht 30-397,83/07/00.0307190213. 


-0jv7i9O7l7 "Cerponent Support Imp t Test Program Plan. " 

ppIllS l Washington Public Power Supply System. 03/03/14. 10pp. 

19tJv 197 241 Piche: 50-397, 03/07/00. 0307190213. 


~~03071203I3 "WPPSS 2 Purge & Vont Valves Seismic & Hydrodynafn] c 
Analysis “ 

• Washington Public Power Supply System. 03/06/30 999pp 

19427' 163. 24X Fic h e i 30-397, 83/06/22, 0307 1 20309. 


0307030136 Foruards procedures for pns t-acc 1 don t sample analyili 6 cor* 
daraage evaluation, per NUREO-a092 (SERI , Item (IB. 3 S, Section 
9. 3. 2. 4. GE interim dissolved gas analysis ui/o krypton tracer 
•ipected by end of June 1903. 

BOUCHEV.C-D. Washington Public Power Supply System. (13/06/23 
SCKWENCER.A Licensing Branch 2. 2pp. 19199.000. 24X 

Flche: 30-397. 03/06/23. 0307030(36. 


—0307030141 Draft Procedure 9.3 30. "WNP-2 Core Damage Evaluation. 
• Washington Public Power Supply System 83/06/23. 44pp. 

19199.082. 24X Flche: 30-397, 03/06/23, 0307030136. 


■0307030131 Rev O to Chemistry Procedure 12. 10.2, "Post-Accident 
Samp ling & Ana lysis, 8ma 11 Vo I Liquid Ana lysis. " 

KARTIN.J. Washington Public Power Supply System 03/06/21 4pp 
19199-126. 24X Flche: 30-397, 03/06/23, B307030136, 


5u372C^j 3!'. Forwards request for addl info re procedures generation 
paciag* transmuted u/830323 Itr. Response requested by 
030722 

SCra-'EMcP A Licensing Branch 2 03/07/08. FERGUSON. R. L. 

Washingt::- Public Power Supply System 6pp. 19669 337. 24X 
Flche 30-397, 63/07/00, 0307200386 


530719043? Nbtificatinn of 030715 meeting w/util In Gethesda.KO to 
discuss consairnent out-Df-roundress. 

A'/LVOX.R Licensing Branch 2. 83/07/11. SCHWENCER.A. Licensing 

Branch 2 3pp 19656 070 24X Fi ch e : 50-397. 03/07/1 (. 8307190439 


0.1'.'7i 3^232 Forwards list of remaining open items requiring resolution 
bifjre finding of readiness for operation can be endorsed. 

Ite'hi include preoperational testing b radiation protection. 

MAPTIN.j B Region 5, Office of Director 03/07/12. E18ENHUT.D G 
Licensing. 6pp. 19538.244. 24X Fi ch e: 30-397, B3/07/12. 


C---," 7200 142 Forwards response to Phase II of NUREG-0612. "Control of 
Jea.y Loads at Nuclear Power Plants " Items discussed 
include step plugs, vessel cavity plugs, dryer separator pool 
plugs h auiiliary hoist 

Washington Public Power Supply System 03/07/13 
SuHWEN R^A Licensing Branch 2 9pp 19651 Oil. 24X 
Ficne 53-w97, 03/07/13, 8307200142 


030728033? Forwards info re as-built Seismic Category 1 Oualitu Clas- 
n hangers, spec requirement i d ocumenta ti on relative to 
hdld-down Bolts for reactor vessel to assist in resolution 
nlo*?*'** '■4>s«4 hy const assessment team 

NART ® o Puhlic Power Supply System 03/07/15 

Fich. 5O-39T,9;^O7/.I:0 m4|o359."‘’'*‘‘" ‘”S9:0S6. 24) 


Report (ER), amends b 


correspondence 


»«'’ issuance 

varic 
rept 

SORENSEN, u 
SCHWENCCB, , 

FiC"e 5:-3V7, 83/07/19,8307260323 


expiration of peroits 


permit number, per E Chan t.Uon request for staturof 
r*cv. permits b Hen... noted in Ta’ble 12 environ 

L^ceni^L'^n '’‘'‘’J*, System. 83/07/19, 

Licensing Branch 2 4pp. 19731.291. 24x 


Safety Evaluation Report (SERI. 


suppls 1 correspondent! 


ravie.e-J Turblnl J yJ *m^nt^pro!rar'’i 1 1 *h Fe turbine maint 

'■ac appro. al within 3 ur, "« submitted for 

SCHWENCER.A L!c‘en$!irBraneh%*’'’‘“r System 03/06/15 

Rich,. 50-397, B3/06/!n30;owj9f 238 a4X 

a50--O6X.43^R.sp,.d,^»,^S,„^3 2 (NUREO-OB92, 6 THl Action Item 

of back-up air supply sys Reoul^!'"*'’^* ®"*ure operability 
gaujei .-urtestej l nnt*?,.ui..?“i f '^libr of bottle 

:h Specs 

Supply System. 83/06/22 
19250:330. 24X 


as Seismic b Hyrirodynanic 

System. 03/06/22 
■7 163 24X 


— 8307030136 Rev O to Chemistry Procedure 12 10.3, "Post-Accident 
Sampling & Analysis, Determination of Chlorides." 

HARTIN.J. Washington Public Power Supply Bystom, 03/06/21, 
19199:130. 24X Fi c h e : 50-397. 03/06/23, 0307030 1 36. 




0307030160 Rev O to Chemistry Procedure 12. 10.4, "Post-Accident 
Sampling 6 Ana lys 1 s, De tormina 1 1 on of Boron." 

MARTIN.J. Washington Public Power Supply System 03/06/21 
19199:134. 24X Flche: 50-397, 83/06/23, 0307030136. 


4pp 


-0.9U/VOUIOO ifev 


- -- uncmiscry rroceoure 12 . 10 
sampling & Analysts, Oas Sample Analysis." 
HARTIM.J, Washington Public Power Supply System 
19199.138. 24X Fi ch e : SO-397, 03/06/23, 0307050 1 36 




03/06/21. Off 


B3070SD167 Rev 0 to Chemistry Procedure 12. 10. 6, "Post-Ac cldont 
*■ Iodine b Particulate Filter Analysis, " 

Vo.!! Washington Public Power Supply System. 03/06/21. 2pp 

19199.146. 24X Fie h e : 50-397. 83/06/23. 8307050136. 


asju/u?ui/.j Key to Chemittry Procedure X3 10 7. 

*■ of Post-Accident Sample 

VoV™ WRsOIngton Public Power Supply System. 

19199.140. 24X Flche: 50-397, 33/06/23, 0307030136. 


rost-AC c 1 dans 


03/06/21. Off. 


nmi imo > «■ o- . . v.^uiivu lu mru uties Cions OJ 1 . 133, 031 . 1 

Ml. 138 re control sys failures. per SER Outstanding Issue 
BoifCH^TS* Jpcorportated into FSAR Amend 31. 

SCHWE^MA Public Power Supply System 03/06/24, 

SCHWENCER.A Licensing Branch 2. 200pp. 19193:339 24X 

Flche. 30-397. 03/06/24, 8307050004. 


n ijma a-. *’1“^ vwi« Q fcn^iron I 

nv Safety-Rolatod Equipment." Rev 

(NUREG^Sir”"®* tuPtfns raised In SuppI 3 to SER 

SCHK^EHA ”**'“'’9*°" Public Power Supply System. 83/06/30. 
bLHKbNCER.A Licensing Branch 2. 3 od 19295 I3H sax 
Fiehe: 30-397, 03/06/30. B307070006. W.P?3,I30, 24X 




nsvieea vois 


environ Kquipment QoaUflcfltlon ;ivp| 


for Sdfety-Reldted Equ Ipment. 

*929rJ4y®*“Sav*'e!‘f System 83/07/31. 

19293. 141. a4X Fiehe: 50-397, 83/06/30, 0307070006. 


1220pp. 


"cornea'’* ‘"fu SER Conflrmatety 

Ph«e h Results of evaluation In ^ 

BOUCHEY C S S hJ ! supports b 16 anchors acceptable. 

SCHW^ER a' Supply System. 03 / 06 / 30 . 

awnHtnLnK, A. Licensing Branch 2. Ilnp, 19374 PI4 34X 

Flche: 30 - 397 . 83 / 06 / 30 , 0307110007 . lYJ/ 4 , 214 . 24 X 


comDletton iiiia w.u t r'ui'i BEK Liconso Condition 0 roqvlr.,,- 

SOREN8EN(OC Ua refueling outage roqueefced. 

KHHENCER.A.‘ Licensi^rSra:;cM.'’‘’2;; 54^ 

Flche: 30-397. 83/07/19. 8307260519, 2*** 


emergency b fire protection 


P Ians 


03071,03.7 Releases public version of revised emergency pr.par.dness 


FELTON.J.M. Olviiion of Rules and Records 


03/06/24. Documartt 
24X FI Che: 50-397, 03/06/24, 
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,0307110321 Public version of Rev 3 to emergency preperednB'Ss plan 
consisting of dreulngs of backup emergency operations 
facilities at util headquarters in R i ch 1 and. HA. W/8306 16 Itr. 
BOl/CHSY. 0. D. Hashington Public Pouor Supply System. 03/04/30. 
NOVAK, r. M. Assistant Director for Licensing. dpp. 19384:253. 
24X FI Che: 50-397. 83/06/24. 8307110317. 


l0712O539 Responds to fire protection site audit concerns iioteil in 
030413 trip rept. Corrective actions: fire detectors 
installed. Instrument racks luill be end u/concretc U use of 
automatic sprinkler sys reevaluated. 

SDUCHEYi O D. Washington Public Power Supply System. 83/07/01. 
fiCHWENCEft.A. Licensing Branch 2. lOpp 19433 333. 24X 

fiche: 50-397. B3/07/01. 0307120539. 


107270432 Forwards rept on safety parameter display sys safety 
analysis, per 03O41S commitment t> response to Oenerlc 
Utr 02-33. Suppl 1 to NURE0-O737. "Requirements for Emergency 
Response Capability. " 

aOUCHEY. 0. D. Washington Public Pouor Supply System. 83/07/01. 
3CHWENCER. A. Licensing Branch 2. 40pf. 19767:138. 24X 

Flche; 30-397. 33/07/01. 83072704 52. 


Adjudicatory correspondence 


107130320 Notice of appearance in proceed mg. Cert 1 f lea te of 9vc end. 
RYAN. K. M. Hashington, State of. 03/07/00. 2pp, 19338:117. 24Jt 
Flehe: 30-397. 03/07/03. 8307150320. 


General correspondence 


I071S034S Informs that D Maiur appointed new managing director, 
effective 830316. 

BDUCHEYrO.D. Washington Public Power Supply System. 03/07/06. 
SCHHENCER.A. Licensing Branch 2. Ip. 19433:347. 24X 

Fiehe: 50-397. 03/07/06. 0307120545. 


Inspection reports. IE Bulletins correspondence 


*06170412 Ack receipt of 830420 t< 0520 Itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Rept 
30-397/33-05 

STERNBERG. D. M. Region 3. Office of Director. 83/06/13. 

CARLTSLE. C. S, Hashington Public Power Supply System. Ip. 
10079:323. 24X FI Che : 30-397, 03/06 / 13. 8306 1 704 12. 


-8306170416 Responds to NRC 030329 Itr re violations noted In TE Insp 
Rept 30-397/03-03. Correct 1 vo ac t i ons ; mi s s Ing documentation 
located & reviewed. Microf 1 Im Indoclng sys sufficient 
CARLISLE. C. S. Washington Public Power Supply System^ 03/04/38. 
STERNBERG. D. M. Region 3, Office of Director. 3pp. 10879:324. 

24X Fiche: 30-397. 03/06/13, 0306170412. 


-0306170422 Submits amended response to NRC 830329 Itr re violations 
noted in IE Insp Rept 50-397/83-05. Cor rec tlve actlons:QA 
will Issue nonconformance rept re missing welder 
qual t flea bions. for engineering review. 

CARLISLE. C. S. Washington Public Power Supply System. 83/03/20. 
STERNBERG. D. B. Region 5. Office of Director. 2pp 18379:327. 
24X Fiche; 50-397. 03/06/13, B306170412. 


307030085 Responds to NRC 030608 telecopy requesting clarification of 
three areas of util preservice insp pr ogran. C larlf lea t (on of 
preservice Insp of scram discharge vel sys end. 

BOUCHEY.G. D. Washington Public Power Supply System. 83/06/13. 
aCHWENCER.A. Licensing Branch 2. 3pp. 19199:327. 24X 

Fiche: 50-397. 03/06/ IS, 8307030083. 


307120832 Forwards IE Insp Rept 50-397/83-21 during May 19B3.No 
non comp I lance noted. 

STERNBERG. D. M. Region S, Office of Director. 83/06/29. 
GARLIELEr C. 8. Washington Public Power Supply System. 2pp. 
19433:310. 24X Fiche: 30-397, 03/06/29, 8307120532. 


■-B307120S37 IE Insp Rept 30-397/03-21 during May 1903. Mo noncomp I ianee 
noted, Major areas Inspect ed ; preoper.it Iona 1 test procedure 
review ti wi tnesslng. fve 1 receipt, storage X, independent Insp 
effort. 

FEIL.R. A. . DDDD8.R, T. Region 3. Office of Director, 83/06/28. 

3pp. 19433:312. 24X FI c h e : 50-397, 03/06/29. 0307 120332. 


307190495 Forwards request for addl info re preservice Insp program 
l< relief requests in response to 830303 Itr. Addl info 
requested by 830722. 

SCHWENCER.A. Licensing Branch 2. 83/07/05. FER0U80M, R. L. 
Washington Public Power Supply System 6pp. 19651:232. 24X 
Fiche; 30-397. 03/07/03, 8307190495. 


8307190213 Forwards proposed snubber Tech Spec for review as followup 
to 830314 b 0624 te 1 1 ons. G hang e s will not lessen assurance 
of structural Integrity 1 functionality of safety-related 
sys. Fuel load scheduled for Sept 1983. 

DOUCHEY, G D Hashington Public Power Supply System. 83/07/00. 
SCHHENCER.A Licensing Branch 2. 2pp. 19629 187 . 24X 

Fiche 30-397. 83/07/08, 0307190213. 


— 8307190217 -Campanent Support Insp b Test Program Plan. '■ 

PRILLS. L Hash ing ton Pub 1 ic Power Supply System. 83/03/14. IHpp 
19629 197 . 24X Ft che 50-397. 03/07/08. 8307190213 


8306270401 TE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem ' Sve List enc 1 
JORDAN. E. L. Division of Emergency Preparedness b Engineering 
Response epost 830103). 83/07/11. Consolidated Edison Co. of Nou 

York, Inc. 154pp. 19363.293. 24X Fiche 30-000,93/07/11.0306270401 


8306270404 IE Info Motice 03-47. 'Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid “ Sve list end. 

JORDAN. E L. Divisicn of Emergency Preparedness b Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. i41pp. 19563:133. 24X F i c h e : 50-000, 93/07/ 1 2, 030627 0404 . 


B30627O4O6 (E Info Motice 03-40. "Caseous Effluent Releases of 
Radioactive 1-123 & 1-131 in Excess of NRC Limits. " Sve list 
enc I . 

TAYLOR. J.M. Division of QA. Safeguards b Inspection Programs (Post 
030103). B3/07/14. Consolidated Edison Co. of New York. Inc. 

Il4pp. 19715:270. 24X F I c h e • 30-000. 03/07/ 14 . 1)306 2704 06. 


8. Reportable occurrences. LERs b related correspondence 


B3071SO3SB Part 21 EvaluatiOTi Rept 83-01 rc section modulus error In 
ADLPIPE program. Initially reported on 030128. Error did not 
affect safety-related nuclear power plant piping sys. 

Oeviattofk not reportable per Part 21. 

VERDERBER. J. J. Burns t> Roe Co. 83/04/26 COLLINS. J.P. Region 4. 
Office of Director. 3pp. 19539:090 24X. Fl che: 30-397, 03/04/26, 

03O7ISO3SB. 


— 0307150362 "Evaluation of ADLPIPE Error in Tee Element re Defect b 
Naneonp llance Evaluation Rept 03-01. WPPSS Nuclear Power 

Plant 2. ■ 

CHU. A . STUDNICKA. Z. . MICHEJDA, 0 Burns b Roe Co 33/03/28 
17pp. 19339:093. 24X F i ch e : 50-397, 03/04/26, B307 1 30358. 


8307060228 Forwards deficiency repts re Condition 240. loss of ESF loads 
on sindervoltage trip b Condition 2SB.RHR HX installation. 

CARLISLE. C. S. Washington Public Power Supply System. 03/06/24 
NARTIN.J.D. Region 3, Office of Director. ip. 19239:251 24X 

Fiche: 30-397. 83/06/24. S30706022B 


— 8307060232 Interim deficiency rept re Condition 240, loss of ESF loads 
on undervoltage trlp.AE issued Project Engineering Directive 
PEO 2IB-E-4618 or 830303 to delete seal-in circuit. Next rept 
oil 11 be submitted on 830921. 

* Washington Public Power Supply System 83/06/24 Region 5. 

□fflce of Director. 2pp. 19239.252. 24X Fiche: 90-397, 83/06/24, 

8307060228 


— 8307060237 Interim deficiency rept re Condition 258. RHR HX 

inetal latl on. Burns i Roe issued PED 213-CS-P531 to install 
new shear plates In lieu of sh ims. Ex t ens 1 ve review of 
equipment installation being conducted 

» Washington Public Power Supply System 03/06/24 Region 5. 

Office of Director. 6pp. 19239 254 24X F l c h e " 50-397. 03/06/24 , 

S30706022B 


8307180027 Final deficiency rept Condition 246 re balance of plant 
Board G-2 design error . In 1 1 lal ly reported on 030313. AE 
issued project engineering directive (PEI)-2ia-E-B375) to 
switch power supplies 

CARLISLE. C. 8. Washington Public Power Supply System 83/07/01 
HARTIN.J.B. Region 3, Office of Director. 2pp. 19560:282. 24X 

Fiche: 30-397. 03/07/01 , 0307180027 


8307180083 Interim deficiency rept re Repoi taOle Condition 264, 
concerning inproperly sited overcuirent devices Initially 
reported on 830609. Pump b valve operator motor fuses 
rep laced. Fuse sixe vert f 1 ed. Ne> t rept by B31O03. 

GARLISLE.C. S. Washington Public Power Supply System, 83/07/08. 
NARTIN.J.D. Region 5, Office of Director. 6pp. 19360:001. 24X 

Fiche: 30-397.83/07/08. 8307180003. 
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DOCKET 30-400 SHEAROM HARRIS NUCLEAR POWER PLANT. UNIT J 


A App lied I lon/c ans true t ion std'pe documents ti c orresp ondenca 


830*060070 Generic Ltr B3-2S to dll operating reactor lieenseas* 
applicants for QLs & holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Gu i del 1 net. ■ 

Sve list enc 1 . 

EISENHUT.D G Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. lOpp. 19363. 116. 24X F t c h e : 50-000< B3/06/03. 

8306060070. 


0307200231 Notification of 830707 meeting u/ 1 echn ica 1 revieur committee 
in Bethesda.HO to discuss revtcu of D4. DS Cc E steam 
generator mods. 

HOPKINS. J. 0. Licensing Dranch 4. 03/07/01. ADENSAM. E. G. Licensing 

Branch 4. 2pp. 19670:234. 24X Fi c h e : 30-000, 83/07/01. B3O720023I . 


8306270397 Generic Ltr 83-26 to all applicants for OLs Sr holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity Sve list end. 

EISENHUT.D G. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of Neu York. Inc. 16pp 19390:317. 24!< 

Fiche; 50-000. 83/07/03. 8306270397 


0307060329 Generic Ltr 83-27 to all licensees k applicants for 
operating power reactors L holders of CFs for power reactors 
re surveillance intervals in STS. Sve list end. 

EISENHUT. D, 0. Division of Licensing. 83/07/06 Consolidated 
Edison Co. of New York. Inc. 16pp. J9669. 234. 24X 

Fiche: 30-000, 03/07/06. 8307060329. 


8307140251 Confirms schedule for 830708 mgt meeting at Raltigh-Durhaet 
A I rporti Rale i gh. NC to discuss status of outstanding 
regulatory i i sues. Propos ed meeting agenda end. 

O'REILLY. J. P. Region 2. Office of Director. 83/07/06. UTLEY.E-E. 
Carolina Power *< Light Co. Ip. 19523:044. 24X 

Fiche; 30-000. 83/07/06. 8307140231, 


8307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for QL 8i holders of CPs re required actions based 
on generic implications of Salem ATWS events Sve list end. 
EISENHUT, D, G, Division of Licensing. 03/07/08. Consolidated 
Edison Co. of Kew York. Inc 38pp. 19669:269, 24X 

Fiche: 30-000.83/07/08. 8307000169 


8307140239 Advises that review of 830509 description of QA program in 
progress. 

LEWlSiR C Division of Project t. Resident Programs. 83/07/08. 
MCDUFFIE. K. A. Carolina Power !. Light Co. Ip. I9S23'IQS 24X 
Fiche; 30-400, 03/07/00, 9307140239 


0307210300 Forwards proprietary "Independent Evaluation of Proposed 
Hods to Westlnghouse D4, D5 4. DE Steam Generators." Rept 
withheld (ref 10CFR2. 790). 

BUTTERFIELD, L. Steam Generator Owners Group. BUTTERFIELD. L. 
Commonwealth Edison Co. B3/07/ia. EISENHUT. D. 0. Division af 
Licensing. 3pp- 19664:114. 24X Fic he: 50-000. 83/07/18. 8307210300 . 


0307070083 Forwards comments on DES. NUHEO-0972. Mar ked-up DE8 pages 
correcting typograph ica 1 errors (> containing minor comments 
end . 

HURFDRD.M, J. Carolina Power L Light Co. 03/07/03. EISENHUT, D. 0, 
Division of Licensing. 20pp. 19293: 138. 24X Fiche- 30-400. 83/07/03. 

B3O7O7OO03. 


B30713D091 Forwards NC Dept of Natural Resources t. Communltg 
Development comments on DES.Uildllfe mgt plan for mitigation 
of land use impacts not yet received. 

BAGGETT.C. North Carolina. State of. 83/07/05. KNIGHTON, 0 U 
Licensing Branch 3. 2pp. 19465:334. 24X FI che: 50-400, 83/07/05. 

8307130091. 


E. NBC Safety Evaluation Report (SER). suppls (< correspondence 


8307010053 Forwards responses to draft SER Open Items 103.106,116,110. 
119. 123. 149 h 153. 

flCDUFFlE. M. A. Carolina Power & Light Co. 83/06/29. DENTON, H.R, 
Office of Nuclear Reactor Regulation. Director. IBpp 19168 314 
24X Fiche: 50-400. 83/06/29, B307010053. 


8307060111 Forwards responses to draft Chemical Engineering Branch 
BER Open Items 146 (< 147 re schematics of sample linos & 
panels fper TMI Item II.B.31 re post-accident sampling sys, 
HCOUFFIE. K. A. Carolina Power t, Light Co. 83/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19252-214 
24X Fiche: 50-400. 83/06/30, 030706011 1. 


8307060144 Forwards revised response to Accident Evaluation Branch 
draft SER Open Item S5 re containment spray sys design. 

Responses to remaining open Items forthcoming. 

MCDUFFIE. H. A. Carolina Power & Light Co. 83/06/30. DENTON, H. fi. 
Office of Nuclear Reactor Regulation. Director. 2pp 19249360 
24X FIch e : 50-400, 83/06/30, 83070601 4 4. 


8307060302 Forwards responses to Auxiliary Sys Branch draft SER Open 
Items 134.135 h 224, re removal of barrier in fuel cask pool, 
crane load tloct b protection of circulating water sys. 
respective ly. 

MCDUFFIE. M. A. Carolina Power b Light Co. 83/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 7pp 19230-332 
24X Fiche: 50-400, 83/06/30, 8307060302. 


0307060095 Responds to Containment Sys Branch draft SER Open Item 6B. 
Addl failure alarm located within control room unnecessary. 
Cantinuous indication will be functioning within 30 minutes 
of safety injection initiation per TMI Item II.F. 1. 

HCDUFFIEj M. A. Carolina Power b Light Co. 03/07/01. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19232-008 
24X Fiche; 50-400, 83/07/01,8307060095. 


B3D7060I14 Responds to draft SER Open Item 10 re meteorological 
I nstr unenta ti on. Ut i 1 will complete review of emergency plan 
during emergency preparedness implementation appraisal. 

MCDUFFIE. H. A. Carolina Power b Light Co. 83/07/01. DENTON, H.R, 
Office of Nuclear Reactor Regulation. Director. 2pp. 19252:219. 
24X Fiche: 30-400, 83/07/01, 83070601 14. 


8307250124 Summary of 830707 meeting w/technlcal review committee In 
Bethesda.MD re Model D4/D5/E steam generator mod. VI oworaohs 
encl, 

HOPKINS. J.B. Licensing Branch 4. 83/07/18. Licensing Branch 4. 

26pp. 19730:132. 24X Ft ch e : 50-000. 03/07/ 18, 8307250124. 


D, NRC Draft/Final Environmental Statements, suppls b correspondence 


0307070034 Forwards comments on DES re operation of facilities 
(NUHEO-0972 ) , Opln i ons b calculations presented do nut 
necessarily reflect Pennsylvania Slate Univ position. 

L0CH8TET, W. A. Pennsylvania State Univ. 83/06/30, Diviblon of 
Licensing. 5pp. 19293:261. 24X F 1 the 30-400, 83/06/30, 0307070054. 


B307060163 Forwards response to Matls Engineering Branch draft SER Open 
Item 36 re beltline mat! test requirements of lOCFRSO.App 0. 
Paragraph III C. S. 

nCDUFFlE, H. A. Carolina Power b Light Co. 83/07/01. DENTONiH.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19250-270. 

84X Fiche; 30-400, 03/07/01. 0307060163 


8307060234 Forwards responses to Procedures b Sys Review Branch draft 
BEft Open Items 194,195 b 217. Responses cover NSS8 review of 
low-power testing, power ascension b emergency operating 
procedures per NUREO-0737. 

MCDUFFIE, M. A. Carolina Power b Light Co. 83/07/01. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19239;356. 
a4X Fiche: 30-400, 03/07/01 . 0307060234, 


S3O7O6O250 Comments on DES (NUflEG-0972) re plant operation. Requesting 
public comments after tfecleion supporting issuance of Ot ' 
mad* Inapprapriafta. 

iOTCHIN.F, Affiliation Unknown. 83/07/01. Division of Licensing. 
3pp. I9239;a03, 24X F I c he: 50-400, 83/07/06, 0307060230. 


3307110258 Forwards comments on DES. Requests c lar i flea t Ion of eection 
re chemical impacts of blowdown discharge on reservoir 
Statement acceptable. 

MOOREiBN. Environmental Protection Agoncy. 83/07/01. KADAMBI.P. 
Office of Nuclear Reactor Regulation. Director. 2 do. 19374-266 
24X Fiche. 50-400, 83/07/01.83071 10258 


8307070085 Forwards response to Core Performance Dranch draft SER Open 
Item 29 re visual exam of discharged fuel assemblies after 
refueling. 

MCDUFFIE. M. A. Carolina Power b Light Co. 83/07/01. DENTON. H. H. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19269:361. 

24X Fiche: 50-400, 83/07/01, 8307070085. 


8307(^0390 Forwards responses to draft BER open items. List of Homs, 
respensible NRC review branch b reviewer end. 

MCDUFFIE, N. A. Carolina Power b Light Co. 83/07/01. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 166pp. 19349:330. 

24X Fiche: 50-400,83/07/01 , 8307080390. 
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B307070129 Foruiards rcsponias to Auiiliarij Sijs Branch draft 8ER Opan 
Itsirs 129 through 131 t< 137 re spent fuel pool drainage, fc 
t torag e. App 1 1 cab 1 0 FSAR sections celll be revi sed Responses 
to remaining open items forthcoming. 

KCDUFFIEi M. A. Carolina Paiuer Light Co. B3/07/O9. DENTONi H R. 
Office of Nuclear Reactor Regulation. Director App. 19369:338. 
24K FlcherSO-dOO. 83/07/09, 03O7O7O12S. 


G3070B0319 Foruards response to draft SER Open Item 209 re single 
failures assumed for accidents. 

MCDUFFIE, n. A. Carolina Pouier t. Light Co. 83/07/09. DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director ISpp 19390:191. 
24K Fiche: 30-400. 03/07/09, B3070S0315. 


B30714O323 Foruards responses to Meteorological It Effluent Treatment 
Branch draft SER Open Items 198 4, 1S6 Turbine gland sealing 
sgs is nDn-nucleari nonseismic Category t sys. 

MCDUFFIE. M A. Carolina Pouor & Light Co. 83/07/tt. DENTOM.H. R. 
Office of Nuclear Reactor Regulation, Director 3pp. 19989:117. 
34X Fiche: 90-400, 83/07/11. 8307140323 


8307370340 Foruards responses to draft SER open items h rev to B3D701 
response to Open Item 191. 

MCDUFFIE, n. A. Carolina Pouer & Light Co. 83/07/19. OENTaNiH.R. 
Office of Nuclear Reactor Regulation, Director. 346pp. 19768:001. 

24X FichB:90-400, 83/07/19, 8307270340. 


S307210146 Foruards responses to draft SER Open Items 172 U 173. Resumes 
of personnel to fill positions of environ 4, radiation 
control manager t> radiation control supervisor uill be 
added to FBAR uhen positions filled. 

MCDUFFIE, M. A. Carolina Poiuer & Light Co. 83/07/18. DENTOM.H R. 
Office of Nuclear Reactor Regulation. Director. 9pp. 19668:349. 

SAX Fiche; 30-400, 83/07/18, 8307210146. 


8307280361 Foruards responses to Licensee dual 1 f ication Branch 
Questions 630.1 - 630.8 re personnel training program.per 
draft 8ER Open Items 316-323. Tralnl ng for all license 
candidates completed prior to cold license eiam 

MCDUFFIE, H. A. Carolina Pouer 5. Light Co. 83/07/29. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 29pp. 19796:299. 

24 X Fiche: 90-400. 83/07/29. 8307280361, 


F. Security, medical, emergency £, fire protection plans 


8307140331 Foruards IE Insp Reptg 90-400/83-19 4, 90-401/83-19 on 
830931-0602. No noncomp 1 lance noted 

VERRELLI. D. M. Division of Project 4: Resident Programs. 83/06/28. 
UTUEY.e.E. Carolina Power 4> Light Co. 2pp. 19925:069. SAX 
Fiche: 90-400. 03/06/22, 8307140381. 


— 8307140389 IE Insp Repts 90-400/03-19 4, 90-401/83-19 on 830931-0608. No 
noncompliance noted. Major areas inspec ted : f ire protoetien. 

MILLER, H.H. Region 2, Offtco of Director. CDNLON.T-E- Division 
of Engineering 4, Radiological Safety Programs. 83/06/20. 9pp. 
19929:067. 24X Fiche: 90-400, 83/06/22. 8307 14038 I. 


8307060114 Responds to draft SER Open Item 10 re me teoPolaglcal 
ins trumen ta t ion. Ut 1 1 uill complete revlou of emergenci) plan 
during emergency preparedness implementation appraisal. 

MCDUFFIE, M, A. Carolina Pouer Z. Light Co. 83/07/01. DENTOH.H.R- 
OfflcB of Nuclear Reactor Regulation, Director. 2pp. 19298:819. 
24X Fiche; 90-400, 83/07/01. 8307060114. 


8307220109 Notification of 830720 4> 21 meetings u/utll at site to 
Tsvleu physical security plan per 10CFR73. 21. 

LICITRA.E.A. Licensing Branch 3. 83/07/08. KNIGHTON, 9. M. 

Licensing Branch 3. 3pp. 19692:339. 24X Pi che : 90-400, 83/07/08. 

8307820109. 


8307130229 Foruards responses to Chemical Engineering Branch FSAR 
safety 1, acceptance revleiu questions re fire protection. 

Draft safe shutdoun analysis in case of fire tran tmi tied on 
830927. Final analysis to he transmitted by 830717. 

MCDUFFIE, n. A. Carolina Power & Light Co. 83/07/li. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 19pp. 19937:338 

84X Fiche: 50-400, 83/07/11. 8307190229 


8307220333 Ack receipt of 830616 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-400/03-16 6 
90-401/03-16. 

LEWIS, R.C. Division of Project U Resident Programs. 83/07/lS 
UTLEY, E.E. Carolina Pouer 4i Light Co Ip. 19679:339. 24X 

Fiche: 90-400, 83/07/12. 8307220333. 


— 8307220336 Responds to NRC 830SI9 Itr re violations noted in IE Insp 
Repts 90-400/03-16 4< 90-40I/S3-16. Correc t ive ac tions: cable 
tray 4, cable tray support insp programs revised. 

PARSONS.H.M. Carolina Pouer 4, Light Co. 83/06/16. D'REILLV. J. P. 
Region 2, Office of Director. 3pp. 19675:340, 24X 

Fiche: 90-400, 83/07/12, 8307220333, 


— 8307220340 Forwards IE Insp Repts 50-400/83-16 ?. 50-401/83-16 on 
830320-0420 t notice of violation. 

LEMlS.fi C. Division of Project 4. Resident Programs 03/05/19. 
UTLEY, E E Carolina Pouer 4. Light Co 2op 19679-343 24X 

Fiche 50-400. 83/07/12. 8307220333. 


— 8307220342 Notice of violation from insp on 830320-0420. 

* Regions. Office of Director. 83/05/19, Ip. 19679:349 24X 

Fiche 90-400,83/07/12.8307220333 


—8307220344 IE Insp Repts 50-400/83-16 4. 90-401/83-16 on 830320-0420 
Noncompl ianc« noted insp status of elertrical raceway 
supports not completed prior to i rs ta J la t ion of cable 

tray s 

MAXWELL. G F , PREVATTE. R. L Region 3, Office of Director. 

BEMIS.P. Division of Project tr Resident Programs. 83/05/17 Spp. 
19679:346. 24X Fi c h e 50-4 00. 83/07 / I 2, 8307220333 


0, Adjudicatory c err e sp ond enc e 


8307090195 Advises that author cannot attend 830720-21 prehearing 
confer eiice. Joi nt Interveners uill represent Kudiu Alliance 
position on issues. 

PAYNE.M.T. Edelstelti h Payne PAYNE. M T Kudiu Alliance. 
83/06/27 KELLEY. T L. . DRJCHT.O. O. . CARPENTER , J. H Atomic Safety 
and Licensing Board Panel. 2pp. 19197 211 24X 

Fiche; 50-400, 83/06/27, 8307090199. 


8307050198 Forwards revised joint interrogatories on Contentions JV.V 4, 
VI (first set) Related carr espondence. 

PAYNE.(1.T. Edelstein t> Payne 83/06/27. O'NEILL. U.H Shau, 
Pittman. Petts i< Trowbridge 2pp 19199.221. 24X 

Fiche: 50-400, 83/06/27, 8307090198. 


— 8307090209 First set of Joint intervenurs interrogatories on 
Contentions IV.V 4, VI (first set) Certificate of Sve end. 
PAYNEiH.T. Kudiu Alliance. PAYNE.M.T Edelstein 4> Payne 
83/06/27 Carolina Power 6 Light Co. 15pp. 19199:223. 24X 

Fiche; 50-400, 03/06/27, 8307050198. 


8307060198 Third set of interrogatories U request for production of 
documents to joint interveners. Cert i f I cat e of Sve end. 

BAUSERiO.B. Carolina Power t Light Co DAUSER, D B Shau. Pittman. 
Potts 4, Trawbridge 83/06/30 Chapel Hill Anti-Nuclear Group 

Effort. 13pp. 19250 231. 24X F 1 c h B 50-400. 83/06 /30. 83070601 98. 

N 

8307060383 Petition under iOCFH2.750 for waiver of rule barring issues 
ra alternatives to 4, need for pouer, from QL proceeding. 

Issues must be litigated since environmentally 4> 
ecanomlcally superior alternatives exist. 

EDDLEHMi.W. Eddleman. M 03/06/30. Atomic Safety and Licensing 
Board Panel. ?pp. 19234:302. 24X Fiche 30-400, 83/06/30, 83070603D3. 


— 8307060366 Submission of Contention 15-AA that operating capacity 
factor of 55'/. in DES overestimated Contention submitted per 
ASLB 830527 order. 

EDDLEMAN. U. Eddleman. U. 83/06/30. Atomic Safety and Licensing 
Board Panel. 2pp. 19234:304. g4X F i che 50-400, 83/06/30, 
8307060383. 


—8307060391 Affidavit of W Eddl eman, summav i i Ing economic L environ 
superiority of alternative to plant opera tl on. Tes timony of 
individuals before North Carolina Util Comnissian 4< portions 
of State of NC rept on need for power end. 

EDDLEMAN.W- Eddleman, H. 03/06/30. 190pp. 19234:306. 24X 

Fiche. 50-400, 03/06/30. 8307060383. 


•8307060406 "Side Effects of Renewable Energy Sources." revised edition 
PEDSKER.L- Audubon Society. EPRD 15. 02/12/31 79pp. 

19233:096. 24X FI c h e : 50-400 , 83/06/30, 8307060303. 


— 8307060411 "Risk of Renewable Energy Sources Cr 1 1 1 que of Inhaber Rept." 
Certificate of Sve end. 

HOLOHEN. J. P. , ANDERSON. K , GLEICK.P H California. Unlv. of, 
Berkeley ERG 79-3. 79/06/30 59pp. 19236 001. 24X 

Fiche 50-400, 83/06/30, 8307060383. 


8307070022 Supplemental answers to interrogatories on Contentions 79 4, 
83/84. Cart I f 1 c ate of Sve end. Related correspondence 
CARROU.H. Carolina Power 6 Light Co 33/06/30. EDDLEMAN, W. 
Eddleman. H. 7pp. 19293-234. 24X Fi che. 90-400, 83/06/30, 8307070022 


8307070029 Fourth set of interrogatories 4 request for preduction of 
dacunents. Cot t i r icate of Sve enc 1 . Re 1 a ted correspondence 
CARROW.H. Carolina Power 4, Light Co. 63/06/30 WILSON, R.D 
Wilson. R llpp. 19293:334. 24X F i c h e 50-400, 83/06/30, 8307070025. 
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8307070071 Fourtti set of in t errojalov i es >, request for production of 
documents re Contentions 75 t 93/84. Cer t . f>ca te o# Svc enej 
Related correspondence. 

CARflOW.H Carolina Power t- Liqfit Co G3/06/30 EOOLEKANpH 

Eddlemen. M. I3pp 19293 115. 24 X Fi c t e . 50- 400. 83/06/30, 

6307070071 

0307070076 ! n tcrro 9 atar i es I. request for production of docunents. 
Certificate of Svc end Related correspondence 
READ.D F Chapel Hill Anti-Nuclear Croup Effort. 63/06/30 
Carolina Pouier & Light Co. 9pp. 19293 123 24x 

FIche: 50-400. 03/06/30, 9307070076. 

8307070092 Second set of interrogatories U request for production of 
documents. Certificate of Svc end. Related correspondence. 

CARRQH.h Carolina Power b Light Co CARRQM.H. Shaw, Pittnan. 

Potts 6 Trowbridge. 83/06/30. Conservation Council of North 
Carolina. I 6 pp. 19294:001- 24* Fi c h e 50-400. 63/06/30. B307070092. 

8307060173 Response to ASLB 830527 memorandum & order rollng on cost 
saving c onten 1 1 ons , d iscoverij disputes «. scheduling matters, 
tommissiofi assumed capacity factor of 557. considered 
conservative Certificate of Svc end. 

O'NEILL. J H. Carolina Power t Light Co. Q'NEILL.JK. Sftaw. 
Pittman. Potts l< Troiiihrldge 93/07/01. 5pp. 19249 134 34 * 

Fi Che: 50-400. 83/07/01. 8307060173. 


830713^7 Response to U Eddleman 830502 contentions re applicant 
onsite emergencg p 1 an. Con tent i ons 150.153.154,153,136,158, 

139 t: 160 should be denied. Contentions ISl, 152 & 157 should 
he deferred. Cert i f icate of 5vc end. 

BMTH.C A Hearing Branch 1 . B3/07/U Atomic Safetu and 

2*7. 24X Fiche: 50-400, 83/07/11. 


*" Proceeding. Certificate of Svc end. 
R[DCWAV,D.A, Carolina Poiaer 6 Light Co. BIDGWAY.D A 
Pittman. Potts t Trowbridge. B3/07/11. 4 pp 
FI the. 30-400, 93/07/ 1 1, 8307140433 


Shaw, 
19320:162. S4X 


8307140437 Response to 930523 request for suppl to 830510 answers to 
Interrogatories. Certificate of Svc end. Related 
<i>rres^ond»nc« 

FLVNN.S. F. Carolina Power t, Light Co 83/07/11. Wilson, R 
49pp. 19521:034. 24* F I c tie : 50-400, 83/07/ 1 1 , 8307 1 40437. 

H307140440 Forwards Pages 43 & 44 to util B30708 response to U Eddlenan 
contentions re DES, Inadvertently omitted. 

O'NEILL. J.H. Shaw, Pittman. Potts «, Trowbridge O'NEILL, JH 

«ELLEY.J,L., carpenter; J.H., 

BRIOHT.G, □. Atomic Safety and Licensing Board Panel le 
19521:236. 24X Fi c he: 90-400, 83/07/5 1 , B307140440. 


ies L tnlerrogetories on 


9307060159 Third set of general interrogate 
Contentions 75. SO. 63, 84, 64 f «■ 67, 

EDDLEtfAN.W^ Eddleman, W. 83/07/02. Caro 1 i na Power 1 . LigA t Co 

20 pp. 19250:174. 24X FI c h e: 50-400. 03/07/02. 8307060 1 39. 


including revised h 


8307060402 Response to util Hay 1903 DCRDR updatt 
new contentions. Certificate of Svc end 

EDDLEHAN.W Eddleman. W. 33/07/02. Atomic Safety and Llcenelng 
8307060402 ”“* '^**’ 24X Fi c he : 50-400. 63/07/02. ® 

8307130242 Notice of withdrawal of 0 Greenblatt as intervener counsel 
on security-related con tent 1 ons. J Runkle will replace 
Greenb latt. Certificate of Svc end. 

fiUNRLE. J. Runtle. J. D. 83/07/07 2 pp. 19474 357 pay 
Fi Che: 50-400. S3/07/07, 8307130242. 

to W Eddleman 830624 response to NRC Apr 1983 DE 8 
OES contains no new info previously unavailable In public 
domain upon which new contentions could be based Notice of 
appearance f. Certificate of Svc end. 

BARTH.C.A Hearing Branch 1. 83/07/08 ISpc 19423-099 34 * 

Flche: 50-400, 63/07/00.8307120077. 19423.099. 24K 

^^Drder^Cd-flVfr.*''®^ “* * * > d® e d Commission 830630 HeiPoranduA & 

i! filings. Certificate of Svc end. 

BAXTER,!. A. Shaw, Pittman, Potts t Trowbridge BAXTER,! A 
CA^pili^lR iT 83/07/08 KELLEY. J. L. . BRIGHT, 0. D. , 

iSarm Safety and Licensing Board Panel. 5pp. 

19473.290. 24X F i Che : 50-400, 63 /O7/08, 8307 1 3023 1 . 

--9307130241 Response to W Eddleman 630620 con ten t i ons. No objectlen 
raised to admlsston of portions of Contention 9F. Remaiitins. 
deferred 4< new contentions re DES should be rejected 
O'NEILL, O^H. Carolina Power 6 Light Co. Q'NEILL.J-H. Shaw, 
Pittman, Poets & Trowbridge. 83/07/08. Atomic Safety and 
83/O7;0e?83S7l3O2r‘' 24X Fi che : 50-400. 

—8307130253 Motion for dismissal of Conservation Council of Month 
Carolina Contention 4 It Chapel Hill Anti-Nudear Group 
Effort Contention 9 i response to W Eddleman 830620 
*<’*'’* f*"* transportation 
a NEIIL. J. A. Carolina Power s> Light Co. 

Pittman, Potts 6 Trowbridge. 83/07/08. 

Licensing Board Panel. 25pp 19473 341 
Flche: 50-400, 33/07/08.8307130231, 


O'NEILL.J.A, Shaw, 
Atomic Safety and 
24X 


' ^^sptd^tiel^JrorR^h?'' '■” r"**" ” of spent fuel. Shipment of 

sp»nt fuel from Robinson «h/ot Brunswick to Harris will be 

considered will be made so environ impacts fall 

uithln J0CFR5J. SO/Table S~4ivelues. 

^ Carolina Power t Light Co. 83/07/06 2 pb 
19474 004. 24* F I c h e: 50-400. 83/07/09. 8307130231 . 

®Tbrofo«d‘’Idra] protective order governing access to security info 
6 proposed affidavit of nondisclosure for security plan 

"“Site “f appointment as 

CArSou H required. Related correspondence. 

Bund. I 83/07/08 HUNKLE.J.D. 

Runlle, JO. Ip. 19474 : 359 . 24X F iche 50-400, 83/07/09,8307130244 


—8307140445 Fages 43 b 44 to util 830708 response to N Eddleman 
contentiofts re OESi inadvertent om-mi tfced. Svc list end 
* Carolina Power & Light Co. 83/07/11. Atomic 8afety and 
Licensing Board Panel. 4pp. 19321:257. 24X Fiche: 50-400. 

83/07/1 i. B307I404 40. 

8307140454 Response to W Eddleman 030302 proposed contentions re 
amergency plan. Opposes Contentions 150/2, 150/29,150/30. 
IM/S3.1SO/57, 150/63, 150/97, 130/99, 150/100, 150/117, lSO/110, 

150/124 it 151 - 160. Cert 1 flcate of Svc end. 

SIDOMAY.D.A. Carolina Power & Light Co. RIDGWAY.D.A. Shaw, 
Pittnan. Potts & Trowbridge. 83/07/11. Atomic Safetu and 
8307140414 *”21:204, 24X F i c h 9 : 50-400. 03/07/1 1 , 

9307140458 Extends invitation to participate in 930721 site tour. Svc 

ii4t tncl. 

FLYNN.8-F. Carolina Power «, Light Co. 83/07/11. BARTH, C. Hearins 
l«f Eddleman, W. PAYNE, M.T. Edelsteln & Payn. 

2 pp. 19521.196. 24X FI c h e : 50-400, 83/07/ 1 1 , B30714045S, 

83071MiaS Motion to compel discovery re Eddleman 29,37B,75 b 03/84 per 
applicants ob jec 1 1 ons . Cer t if ica te of Svc, c ert i f lea to of 
negotiations 6 notice of negotiations end 

I^' W- 83/07/11. BRIGHT.G.O., CARPENTER, J. H. . 

Safety and Licensing Board Panel. 19pp. 
19530:342. 24X Fiche: 50-400. 83/07/1 1 . 8307150188. 

8307140443 Answer to W Eddleman 830626 motion for extension to file 
second round Interrogatories «. to file interrogatories on 
Contentions 29 6 37B until 830720. Agrees w/second request fc 
opposes fiPst requei e. H/Certif icate of Svc. 

Carolina Power 6 Light Co. BAXTER, T.A, 8hau, Pittman. 
Potts « Trowbridge. 83/07/12 Atomic Safety and Licensing Board 
Panel. lOpp. 19521:261. 24X Fiche; 50-400. 63/07/12. 8307140443. 

input on alleged economies t, alleged technology set 
forth in H Eddleman I0CFR2, 758 petition to litigate need for 
pauer 6 altarnatlves to plant. Logic & coherence of Eddleman 
scenarios bear close icrvtln^. 

BARTH.C.A, Hearing Branch 1, 83/07/12, KNIGHTON.O, Lleenstno 

Branch 3. Ip, 19521:243. 24X F i ch e : 50-4 00, 03/07/ 12, 83071 4045 1 . 

8307140466 Forwards Commission 030701 order on issue of lata filed 
contentions « NUREG-0794. "Protection of Unclassified 
Safeguards Info, " w/o NUREG. 

pARTO.C.A- Hearing Branch 1. 83/07/12. FLYNN, S. Carolina Power !. 

Lijplit Co. ip. 19521: 134, 2AX Fiche 90-400, 83/07/ 12/ 8307M04&A. 

0307150201 Informs that applicants considering filing second motion 
to compel diseovery on Interrogatory 2 per unsuccessful 
negotiations w/Edd 1 eman. Di scussas Eddleman S30635 response. 

BAXTER. T.A. Shaw. Pittman. Potts 6 Trowbridge. BAXTER, T A 
Carolina Power & Light Co. 83/07/12 KELLEY.J.L., BRIGHT, O.Q.. 
CARPENTER. J. H. Atomic Safety and Licensing Board Panel, 4po. 
19530:242. 24x Fic h e : 50-400. 83/07/ 1 2 , 83071 5020 1 . 

8307190203 Notifies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

BAXTER. T A Shaw, Pittman. Potts & Trowbridge. BAXTER.! A 
Carol tna Power & Light Co. 03/07/13. KELLEY.J.L., BRIGHT.G.O., 
CARPENTER. J. H. Atomic Safety and Licensing Board Panel. Ip. 
19628:034 . 24X F i c h e . 50-400. 83/07/ 13. 0307 1 90283. 
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— 03O719O2BS Notifies of employment et law firm VR Harding uiill not 
participate in any case pending before NRC Svc list end. 
HARDIH0>V R Shaui Pittman. Potts t/ Trowbridge 83/07/13 
KELLEY. J L. . DRIGHT. 0. 0 . CARPENTER. J H Atomic Safety and 

Licensing Board Panel 3pp 19620 035 24X Fi c he. 50-400. 

83/07/ I 3. 0307 190303. 


8307310201 Response to fourth set of interrogatories t- request for 
production of documents Certificate of Svc encl. Related 
coTrespondlence. 

WILSON, R Wilson, H. 03/07/14 Carolina Power t Light Co. 4pp 

19664 198, 24X F 1 c h B . 50-400. 83/07/ 1 4 , 830731 030 1 


B307190363 Memorandum V order memor 1 a 1 1 J 1 ng 830714 telcon re 
postponement of upcoming prehearing conference t. related 
ma 1 1 er s. 

KELLEY. J L. Atomic Safety and Licensing Board Panel. 83/07/19 
4pp. 19628;263. 34X F t c h o : 90-400. 03/07/ 1 5. 0307 1 90363 


G307S10171 Forwards modified draft protection order h affidavit of 
nondisclosure {■ submits summary of unresolved issues 
discussed on 030713, Draft incorporates NRC &: Intervenor 
sugges t i ons. Cer t t f ica t e of Svc encl. 

FLYNN. S. F. Carolina Poiuer ti Light Co. 03/07/15. KELLEY.J.L., 
BRIGHT.G.Q.. CARPENTER . J. H. Atomic Safety and Licensing Board Panel. 
11pp. 19666.047. 24X F i c h o : 50-400. 03/07/ 1 S. 030721 0171 . 


8307210S03 Confirms 830718 telcon re agreement concorning intervenor 
830630 request for production U 1 nterroga tor ies . Ap p 1 lean ts 
will respond to discovery requests on Contention 44 by 
830812. 

BAXTER, T. A. Shau, Pittman, Potts t. Trowbridge BAXTER, 7. A. 
Carolina Power It Light Co. 83/07/19. REED. D.F Chapel Hill 
Anti-Nuclear Group Effort 4pp. 19669i 043. 34X 

Fiche: SO-400. 03/07/19. 0307210203. 


8307260231 Notice of amend to W Eddleman third set of interrogatories 
to utils. Page 0 should not be included Certificate of Svt 
enc 1 . 

EDDLEMAN. W. Eddleman, W. 03/07/19 Carolina Power & Light Co. 
2pp. 19726 206. 24 X F i c h e : 50-400. 03/07/ 1 9, 030726030 1 


□307250247 Forwards RH Odegaarden.P Bemis.WC Seidle.F Hawkins 4 T Mo 
signatures to complete NRC 030634 responses to 
1 nt er roga t or iss. 

BARTH.C.A Hearing Branch 1. 03/07/20 EDDLEMAN. W. Eddleman. W. 

app. 19705:330. 24X F 1 e h 6:50-400.03/07/30,0307350247- 


B307250346 Response opposing admission of W Eddleman proposed 
Contention 15-AA re NEPA cost-benefit balance Eddleman 
fails to plead lltlgable contention w/adequate basis tr 
spec 1 Pic 1 ty. 

□ 'NEILL, 0. H. Carolina Power Light Co. O'NEILL, J.H. Shaui, 
Pittman, Potts & Trowbridge. 03/07/30 Atomic Safety and 
Licensing Board Panel. 7pp. 19702:004. 34X Fi che. 90-400, 83/07/20, 

8307250346. 


--8307230350 Fifth set of i nterro ga tor i o s t. request for production of 
documents re Eddleman Contentions 39/30 & 37B. Cert 1 f i ca tes 
of Svc encl. 

DAUSER.D.B. Carolina Power tt Light Co DAUSER.D B Shaw. 
Pittman. Potts t> Trowbridge. 03/07/30 Eddleman. H. 30pp 

19703:011. 24X F 1 C h #: 50-400, 03/07/30. 0307250346 


8307260341 Answer to applicant response to motion for eztension of time 
re second round Interrogatories on environ contentions. 

EDDLEMAN. M. Eddleman, U. 83/07/20. Spp 19736:333 24X 

Fiche; 90-400, 83/07/20, 8307260341. 


8307290205 Amend to svc list. 

MILLER, R.S. Atomic Safety and Licensing Board Panel. 83/07/21 Ip. 
19705:305. 34X F i c h e : 50-400, 83/07/2 1 , 0307250205. 


8307290337 Advises that during 830721 telephone c onference, applicants Si 
NRC did not modify positions taken in written response to 
proposed con ten t ions. W Eddleman will reflect changes in 
written reply to applicant S, NRC written responses. 

BAXTERiT.A, Shaw, Pittman, Potts 6 Trowbridge. BAXTER, T.A- 
Carollna Power L Light Co. 83/07/21 KELLEY, J. L. , BRIGHT.O.O., 
CARPENTER. J. H. Atomic Safety and Licensing Board Panel. 4pp 
19703:007. 24X F I c h e : 50-400. 03/07/2 1 , 0307330337 . 


G307260360 Advises that util does not accept tl Eddleman 83062S repli| 
as conforming to ASLB B30927 holdings on General 
Interrogatory 3 re Identification of oiperts or witnesses. 

Svc list end. Related correspondence. 

BAXTER, J. A. Bhaw, Pittman. Potts 6 Trowbridge. BAXTER. J.A. 
Carolina Power S, Light Co. 83/07/22. KELLEY.J.L , BRIOHr.O.D . 
CARPENTER . J. H. Atomic Safety and Licensing Board Panel. Spp 
19733:031. 24X FI c h e : 50-400. 83/07/23, 0307360360. 


0307360483 Objections to applicant 030711 draft affidavit of 
n ond i sc I o sui‘ e 6 protective aider guvamii.g access to 
security plan info Proposed restricteo tiise schedule makes 
proper levieu dif f icu I t. C er t i f i ca te of Eve encl 

RUNKLE.J D Joint 1 r t er v enor s-Sh oa r or. Harris 03/O‘'/23. Atomic 
Safety and Licensing Board Panel Itpp 19731 145 34X 

Fiche- 90-400. 03/07/22. 8307260483 


S3O7260248 Kpwrth set of general in teirog a t<,i i es t interrogatories on 
Contentions 29 6 370 

EDDLEMAN, U. Eddleman. M 03/07/35 Carolina Power t. Light Co 

3lpp 19727 007 24X F i che 50-400, 83/ 07 /25, e307260'24e 


8307260163 Requests response to 830630 i liter roga tor le s on Joint 
Contention il or request for eitensiar. Eai-ly response 
important due to 630901 deadline for motion for su.rmary 
disposition. Svc list enc I 

BAXTER.!. A Shau. PlttmaL, Potts fc I i-c./tn i dge BAXTER. T A 
Carolina Power t Light Co 83/07/25 PAYNE, t1 T Eifelstein t Payne 
3pp. 19792 076 24X Fiche 50-400,03/07/25,8307200163 


B3O728018S Answer opposing H Eddlemen B3071I motion to compel discovery 
re applicant response to H Eddleman geiieial inter roga tor 1 es 
& interrogatories cn Contentions 39 t 370. C er t i f i ca t e of Svc 
encl Related correspondence 

OAUSER.D.B. Carolina Power 4, Light Co liAUSER. I) B. Shawr, Pittman. 
Potts t, Trowbridge 83/07/26. Atomic Safety and Licensing Board 

Panel 2Ipp. 19791:368. 34X F i c h e . 50-400, 03/07 /?6. 8307280 1 85 


8307280167 CDoiments on util 03C715 transmittal to ASLB t. Runkle 030/32 
comments. Clearer statement re not re.-noving safeguards papers 
needed in affidavit of nond i sc I osui e Site visit would be 
mare meaningful at iater stage of const 
OARTH.C A Hearing liranch 1 83/07/27 KELLEY. J L . 

CARPENTf R. J. H. . DRIGHT. G 0 Atomic Safety and Licensing Board Panel 
3pp 19791 293. 24X Fiche 50-400, 01)/ 07 /;:7, 0307300 1 67 


□307290143 Advises that second round discovery requests on Cniitentions 
29 % 370 will be treated as having beer, served an 030735. 

Original copy lost i-n mail Svc list enc 1 . Related 
c or res pond enc e. 

OAXTER.T A Shaw. Pittmar,, Potts 5 Trowbridge 03/07/37 
EODLEMAN, U. Eddleman. W 3pp 19831 C96 34X 

Fiche- 90-400. 03/07/27. 8307390143 


H. Utility Final Safety Analysis Report iFSAIj) I, amends 


B3O706OI31 Forwards Amend ? to FSAR.in teaponse to draft SER Open Items 
133, 196. 157. 198. 199, 203. 204 A 307 

nCDUFFIk. M. A. Carolina Poi„pr 6 Light Co 83/06/30 DENTON, H R. 
Office of Nuclear Reactor Regulation, Dn-eclor 2pp 19251. 197 
34X Fiche 50-400.83/06/30.0307060121 


— 8307060137 Amend 7 to FSAR 

a Carolina Power te Light Co 03/06/30 56pp 19351. 199. 34X 

Fiche 50-400.83/06/30, 8307060131 


□307140367 Advises that Amend 7 to FEAR i) i -< Ir i bu ted to encl list of 

ind I viduals. 

ZIKHERHAN, S. K Carolina Power !, Light Co 03/07/07 E ISENHUT . I). G 
OiviBioii of Licensing. 4pp 19533 331L 24X F'l che . SO-400. 83/0?/07i 

□307140267. 


8307270057 Forwards Amend 8 to FSAR.in lespuiiie to draft SER Open 
Items 50,61,65.113 A 302. 

MCDUFFIE. H A Carolina Power >, Light Co 03/07/22 DENTON, H R. 
Office of Nuclear Reactor Regulation, Directnr 3pp 19765. 001 
S4X Fiche. 50-400, 03/07/22, 0307270057. .. 


— 830727006G Amend 0 to FSAR 

• Carolina Power i. Light Co 03/07/3;*. 79pp. 19765:003 24X 

Fiche- SO-nOO, 83/07/22, 0307270057 


□307280355 Fopuiards Affidavit of Svc f- revired distribution list for 

Amend 8 to FSAR 

ZIMHERNAN.S. R. Carolina Power K Light C c 83/07/25. EISENHUT.D.G 
Division of Licensing 4pp. 19709 OOi 24X F i cho 90-400, 03/07/25, 
8307280355 


Q. Inspection reports. IE Bulletins 6 cui r e spondunc e 


□307140381 Forwards IE Insp Repts 50-400/03 -1 9 ?. 50-401/03-19 on 
830531-0602. No non c orcip 1 i arc e noted 

UERRELLl. D. n. Division of Project !.< Resident Programs 03/06/22 
UTLEY.e E Carolina Power f. Light Co 2pp 19525.065 24X 

Fiche 3<*-400, 03/06/22. 8307140301 
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DOCKETED ITEMS 


1 K Ir.if a^pts 50-1':C'/B3-19 S0-4QJ/e3-J9 on 830S31-(U03 No 

rent j I liircp notes Kajor areas inspectefl fire pi-otecCion. 

MiLLEn.iJ « Rejion 2 , Office of Tlrector COfiLDN. T E. Division 
of Erjir.eerinj !■ Ra i i o I 09 i c a 1 Safetij Pr-j^rams S3/06/20. 5pp. 

I9S25 OP? 34« Fic"e SO-400. 03/Oi/?2, S3071 4033 1 


320027040! IP. Info Notice 62-46, "Co^noii MoSe Valve Failures Oejrade 
Surr^ flee n culat I on Spraij S'jtsijstem " Sve list end 
JORDAN, E 1. Division of Emergeocij Prepai eiJnes s i Enjineerinj 
Response ’Post S20I03> S3/07/I1 Consolidated Edison Co of Npie 

vork, Ir,.. 154cp 19563 293 24 1 f i c Ee . 50-000. 83/07/ 1 1 . B30&2704O1. 


S30i«70404 IE Info Notice 83-47, "Failure of Hydraulic Snub&en as 
Seswlt of Contaminated Hydraulic Fluid." 3vc list end 
JCflDAN. E 1. Division of Emergency Preparedness V Engineering 
flesponse (Post 830103) 83/07/12 Consolidated Edison Co. of Neu 

fori, In; 141pp 19563 153 24X Fi c he 50-000. 83/07/ 12. 8306270404. 


830-s20.i3.' Atk receipt of 830616 Itr informing NRC of steps talen to 
correct .iclotions noted in IE Insp Ropts 50-400/83-16 6 
50-401/03-16 

LEWIS. P C Division of Project t Resident Programs 83/07/12. 

UTLEV.E E Car.Jlma Power 5 Light Co Ip 1967 5 3 3 9 2451 

FlChe S.'-aO-D, 83'07/ 12. 8307220333 


820722lj.j3t Responds to NRC 830519 Itr re violations noted in IE Insp 
Repts ;0-400/e3-I6 I- 50-401 783- 16. Correc 1 1 ve ac 1 1 ons: cab le 
trail cable trag suppoit insp programs revised 

PARSONS, R M Carolina Power ?< Light Co 83/06/16. O'fiElLLY.J P 
Region 2. Office of Director 3pp 19675:340 24X 

Fiche 50-400, 83/07/12. 8307220333 


8307220540 Forwards IE Insp Bepts 50-400/83-16 
830320-0420 ’■ notice of violation. 

LEWIS. R C Division of Project 6 Resident Pr 
UTLEY. E £ Carolina Power t Light Co 2pp 
Fiche 5 . 3 - 400 . 83/07/12, 830/220333 


t- 50-401/83-16 on 

ograms. 03/05/19. 
19675:343. 24X 


—8307220.742 Notice of violation from 
* Region 2, Office of Director, 
Fiche 50-400,83/07/12,8307220333 


Insp on 830320-0420. 

83/05/19. Ip 19675:345. 24X 


— 6307220148 Responds to NRC 830610 Itr re violation noted in IE Insp 
Rept S0-4O0/S3-I6. Correc 1 1 ve ac 1 1 ons . e< tens i vs audit of 
procedural reading assignments conducted 830505. All overdue 
reituirements resubini tted. 

PARSONS. R H. Carolina Power U Light Co. 83/06/30. D'RBILLY. J P 
Region 2. Office of Director. 3pp. 19684:068. 24X 

Fiche 50-400.03/07/13.8307220130 


R. Periodic operating reports t. related correspondence 


0307260363 “Ouarterlg Data Rept Seismic Monitoring Program. Shearon 
Harris Nuclear Power Plant. Apr-June 1983 " lJ/830721 Itr. 

ZlnHERHAN. S. R. Carolina Pouer i. Light Co 83/07/21. DENTON, H. R 
Office of Nuclear Reactor Regulation. Director 2pp. 19733' 030 
24X Fiche - 50-400, 83/07/21, 8307260363. 


S. Reportable occurrences, LEHs !- related correspondence 


8307120395 Interim deficieneg rept re receipt of 34 Ruskln Mfg Co 
backdraft dampers w/one counterbalance arm assembly. in lieu 
of required tua.Mgle Labs test results eipected bij 830715. 
Ettension requested until 830808 for submittal of rept. 

PARSONS.R M. Carolina Power 6 Light Co. 83/06/29. O’REILLY, J P 
Region 2, Office of Director. Ip. 19430:197. 24X 

Fiche: 50-400, 83/06/29, 0307120395. 


8307190003 Interim deficiency rept re receipt of 34 backdraft damp 
u/one counterbalance arm assembly instead of required two. 
Initially reported on 830602. Er tens ion for rept on 
reportablllty until 83O0OB requested 

PARSONBiR.n Carolina Power & Light Co. 83/06/29. □'REILLY, J 
Region 2. Office of Director. Ip 19635:015 24X 

Fiche: 30-400. 83/06/29, 0307 1 90005. 


ere 


P, 


H30/11033B Final deficiency rept Item 132 re removal of eipansion 
anchors after insp. Ini tlally reported on 830601 . Hanger base 
plate in fuel handling bldg reinstal led, torquod t accepted 
by const insp. insp Procedure TP-39, Rev 5 revised. 

PARS0N8.R H. Carolina Power 4: Light Co. 83/07/01. O'REILLY. J P 
Region 2, Office of Director. 4pp. I93BI 301 24X 

Fiche. 50-400,83/07/01, 8307110330 


—0307220744 IE Insp Rept, 50-400/03-16 6 50-401/03-16 on 830320-0420 
N3n..ompIiar,ce noted, imp status of elertrical raceway 
trayT ' completed prior to Installation of cable 

S£M?l'r ° n ' <- 2, Office of Director. 

19675 PhOject 6 Resident Program,. 83/05/17. 5pp 

19675 w46. w4X F i ch e . 50-400. 83/07/ 12, 8307220333. 

8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive l-,25 b I-,3. Eicess of NBC L .ml ts. " Ivc t i st 

aSOlSs') ' '' 93 / 07 /ir'’" Safaguardi b Inspection Programs IPost 

I9^?n;r 24x^^::^‘io!o^o^^^/o7/^::B3j6^^o4o^r‘' -■ 

50-400/33-IB 6 50-401/83-10 " 

l>TLEy''EV’ "r ^i^***®" P'-flject !, Resident Programs. 03/07/15 

ukey^e'e'' "caroi::r;o"w:; 1^,111 %ivroi. 

Fiche ;a-400. 83/07/15.8307220130 

-8307220135 Notice of violation from ,„sp on 830420-05-0 

F.che^|.0-4;:),^3/07^5fB3S30 •’"64:058. 24X 


Nuclear 

fCl«««®Tn?er vessel preserv.ee insp waveforms for 

pulsars. Initially reported on 830603. Cond 1 1 Ion not 
‘OCFRSO, 83(e). per 830701 telcon 

na* ‘-‘9'’^ 03/07/01, Q'REILLY.J P 

Region 2. Office of Director. Ip, 19300: 103 24x 

Fiche: 30-400.83/07/01, 0307110440 

n-n7^n"‘S;. ‘^*'■“1*"^ '-•9*'^ Co- 03/07/01. Q'REILLY.JP 

Region 2, Office of Director. Spp 19423-204 34X 

Flch6:5O-4OO.03/O7/Ol.B3O7I2O2O7 '‘"'^^•204. 24X 

®"n‘”r^en-?atar«n^^‘:‘T’ field weld. 

w»iain» ? Paterson pipe hangers previously accepted by QC 

-eui In seJsrnJ’"'? . tee fillet 

PARSOhS R M r ',? '■* Pinal rept by 831003. 

Sffi^r:ix:c::::." iir 

Flcht:30-400.B3/07/01, 8307120316^^ 

*‘"^‘'***^ u/certifled matl S. will be welded 
pftsite.Also reported per Part 2l <4eioed 

««i™%r Sffifrol'n! '’‘T’' ‘=‘’ 03/07/05 O'REILLY.J.P 

nitgion til urflce of Director 3 do 19539 i hA oav 

Flche: 30 - 400 .B 3 / 07 / 05 , 83071303 aO 


PflPi/ATTC n UAviae. a A Jans t, 

Division' of'project I Ra, 1 d eit ' aLoi/t““''A 
34X Fiche: 50-400. 83/07M:a30722o?30 


19684 059 


-8307220143 Responds to NRC 830610 Itr ra v.ai,* 

B.pt 50-400/83-10. Corrective ac tlans [c V 

trained >’-*>--£ inspectors 

63 / 0//07 o.REii.LY.j.p. 

Fiche 5 u..400.83.’0?;.?.‘«S5220130” 24X 


repo^tIhii"i’”°^®® submittal of rept^on 

' PARSOM » i ’* J*’*""**" *0 830831. Also reported per Part 21 

Fiche: 50-400. 83/07/13. 8307220145 07S. 24X 

.... .37 .. S.....C 

“r-- =-»=.i.iv,vp, 

Fiche; 50-400. 83/07/14, 8307250399^ 03 133. 24X 
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)404 Fourth Interini deFicienty rept. Item 61 re defective valve 
ifs on dieeel engines mfg bg Transemerica Delaval. 
ally reported on B108S8. Final rept Mill be submitted bg 
)6.Also reportable under Part 21. 

INS.R M. Carolina Pouier t Light Co. Q3/07/14. 0 'REILLY. J. P. 

m 2. Office of Director. 4pp. I'fTOa 209 24X 

i; 30-400. 03/07/14, 0307230404. 


I4B5 Interim rept re welding deficiencies In main steam/f eedweter 
irt frames. Inttlallg reported on 830713. Sup par t frames 
rated Item considered not reportable under 10CFR50. S3< e 1 
■t 21. 

iOI.N J. Carolina Pouier 6 Light Co. 83/07/13. 0 'REILLY. J. P. 

in 2. Office of Director Ip 19734- 168. 24X 

; SO-400, 03/07/13, 0307260483. 


50-401 SHEAHQN HARRIS NUCLEAR POWER PLANT, UNIT 2 


t cat lon/cons true t ion stage documents & correspondence 


'07C Generic Ltr 83-22 to all operating reactor licensees, 
cants for OLs t, holders of CPs for Westlnghouse PURs 
fetg evaluation of "Emergencg Response Guidelines." 
i s t enc 1 

HUT.D.O. Division of Licensing. 83/06/03. Yankee Atomic 
ric Co, lOpp. 19563:116. 24X FI c h o : 50-000, 63/06/03, 

60070. 


231 Notification of 030707 meeting ui/technlcal revieui committee 
thesda.MD to discuss revleiu of 04, DS t, E steam 
ator mods 

NS,J.O. Licensing Branch 4. 03/07/01, ADENBAM, E. 0. Licensing 

h 4. 2pp. 19670:284. 24X F I ch e : 30-000, 03/07/0 1 . 8307200231 , 


397 Oeneric Ltr 03-26 to all applicants for OLs ti holders of 
or power reactors re clarification of surveillance 
rements for diesel fuel impuritg.Svc list end. 

HUT.D.O. Division of Licensing. 03/07/03. Consolidated 
i» Co. of New York, Inc. 16pp. 19390:317. 84X 

: 30-000, 83/07/05, 8306270397. 


329 Oeneric Lip 03-27 to all licensees tr applicants for 
ting pouier reactors 6 holders of CPs for power reactors 
rvelllance Intervals in 8TS 8vc list encl. 

HUT.D.O. Division of Licensing. 83/07/06. Consolidated 
n Co. of New York, Inc. I6pp. 19669:254. 24X 

: 30-000. 83/07/06. 8307060329. 


231 Confirms schedule for 630708 mgt meeting at Ra le Igh-Durham 
r t, Ra loighr NC to discuss status of outstanding 
atorg Issues . Proposed meeting agenda encl. 

LLY.J.P, Region 2. Office of Director. 03/07/06. UTLEY, E.E. 
Ina Power L Light Co. Ip 19523:044. 24X 

: 30-000, 03/07/06, 8307140231 . 


169 Generic Ltr 03-20 to all licensees of operating reactors, 
cants for OL L holders of CPs re required actions based 
nei'lc implications of Salem ATW3 events. Sve list end. 

HUT.D.O. Division of Licensing. 03/07/00. Consolidated 
h Co. of New York, Inc. 38pp, 19669:269. 24X 

: 30-000, 83/07/08, 0307080169. 


239 Advises that review of 830309 description of QA program In 
ess. 

,R. C. Division of Project & Resident Programs. 03/07/08, 
'lE.M, A. Carolina Power U Light Co. Ip. 19323:103. 24X 
: 50-400, 03/07/001 0307140239. 


300 Forwards proprietary “Independent Evaluation of Proposed 
to Hestinghouse D4i0S It DE Steam Generators. " Rept 
9ld (ref 10CFR2. 790), 

IFtELD.L, Steam Generator Owners Group. BUTTERFIELD. L. 
luealth Edison Co. 03/07/18. EISENHUT, D. O. Division Of 
ling 3pp. 19664:114. 24X F 1 che: 50-000, 83/07/ 10. 8307210300. 


124 Summary of 030707 meeting u/ teehn ica 1 review committee in 
Ida, HD re Model D4/D5/E steam generator mod. Vteugraphs 

IS, J. B. Licensing Branch 4. 63/07/10. Licensing Branch 4. 

19730:132. 24X F 1 e h e : 50-000i 03/07/ 18. 0307230124. 


Iraft/Finel Environmental Statements, suppls t correspondence 


>54 Forwards comments on DES re operation of facilities 
>-0972). op inions & calculations presented do not 
larily reflect Pennsylvania State Univ position. 
r£T,U.A. Pennsylvania State Unlv. 03/06/30. Division of 
ling. 5pp. 19293:261. 24X Flche: 30-400, 63/06/30, 8307070054, 


8307060236 Coisnonts on DES (NUREG-0772) re plant opera t ion. Request ing 
public conaents after decision supporting Issuance of OL 
made inappropriate. 

LOTCHINiP. Affiliation Unknown. 03/07/01. Division of Licensing. 
3pp. 19239:303 . 24X P ic h e : 30-400. 03/07/01 . 8307060230. 


0307110238 Foruards comments on DES. Requests c lar 1 f Icat Ion of section 
re chemical impacts of blowdown discharge on reservoir. 

Statement acceptable. 

KGORE.S.N- Environmental Protection Agency. 03/07/01. KADAMBliP. 
Office of Nuclear Reactor Regulation. Director. 2pp. 19374:266 
24X Fiche; 50-4004 03/07/01, 03071 10230 


8307070083 Foruards comnents on OES, NLIREO-0972. Marked-up DEB pages 
correcting typographical errors L containing minor comments 
end. 

HURFORDpU.J. Carolina Power (< Light Co. 03/07/03. EISENHUT, D. 0. 
Division of Licensing. 20pp. 19293:130. 24X Flche: 50-400, 63/07/03, 

6307070083. 


8307130091 Forwards NC Dept of Natural Resources ti Community 
Development comments on DES. Hlldllfe mgt plan for mitigation 
of land sfse impacts not get received. 

BAOOETTrC. North Carolina, State of. 03/07/03. KNIGHTON, 0. U. 
Licensing Branch 3. 2pp. 19465:334. 24X Flche: 30-400, 03/07/03. 

0307130091. 


E. hHiC Safety Evaluation Report (SERI, suppls t, correspondence 


B3070100S3 Foruards responses bo draft SER Open Items 103, 106, 116, k 16, 
119. 123. 149 & 1S3. 

MCDUFFIE. N. A. Carolina Pouier ti Light Co. 03/06/29, DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. 10pp. 19160:314. 

24* Flche: 30-400. 03/06/29, S30701 0053. 


8307060111 Forwards raspanses ta draft Chemical Engineering Branch 
SER Open Iteois 146 k 147 re schematics of sample lines (< 
panels (per TNI Item II. 0.3) re pos t-accldent sampling sys. 
MCDUFFIE. K. A. Carolina Power ti Light Co. 03/06/30. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19232:214, 
24X Flche: 50-400. 83/06/30, 030706011 1. 


B307O6O144 Foruards revised response to Accident Evaluation Branch 
draft SEO Open Item S5 re containment spray sys design. 

Responses to remaining open Items forthcoming. 

MCDUFFIE.M.A Carolina Power 4 Light Co. 83/06/30. DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19249:360. 
34X Flche: 50-400. 83/06/30, 6307060144. 


8307060302 Foruards responses to Auiillary Sys Branch draft SER Open 
Items 134.139 6 224.re removal of barrier In fuel cast pool, 
crane load block & prateetion of circulating water sys, 
respectively. 

HCDUFFIE.M. A. CaroUoa Power 4 Light Co. 83/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 7pp. 19230:332. 
24X Flcbo: 90-40D. 83/06/30. 6307060302 


6307060095 Responds to Containment Sys Branch draft SER Open Item 60. 
Addl failure alarm located within control room unnecessary. 
Continuous Indication will be functioning within 30 minutes 
of safety injection Initiation per TMl Item II.F. 1. 

HCDUFPIE. N. A. Carolina Power 4 Light Co. 03/07/01. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19252:000. 
24X Flche: 30-400. 83/07/01 . G30706009S. 


6307060114 Responds to draft SER Open Item 10 re meteoroleg lea I 
Instrumentation. Util will complete review of emergency plan 
during emergency preparedness implementation appraisal. 
MCDUFFIE.N.A. Carolina Power 4 Light Co. 83/07/01. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. Rpp- 19232:219. 
24X Flche: 30-400. 83/07/01 , 83070601 14. 


6307060163 Forwards response to Matls Engineering Branch draft SER Open 
Item 36 re beltline metl test requirements of lOCFRSO.App 0, 

Paragraph IIl.C.S. 

MCDUFFIE, n. A. Carolina Power 4 Light Co. 03/07/01. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19230:270. 

24X Flche: 50-400. 83/07/0 1 1 8307060163. 


8307060234 Forwards responses to Procedures 4 Sys Ravleiu Branch draft 
BER Open Items 194.193 4 217. Re sp onse s cover NS88 review of 
low-power test Ing, power ascension 4 emergency operating 
procadures per NlAEe-0737. 

MCDUFFIE. M. A. Carolina Power 4 Light Co. 83/07/01. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 19239:356. 
24X Flche: 90-400. 83/07/01 , 6307060234. 


6307070085 Forwards response to Core Performance Drench draft SER Open 
Item 29 re visual exam of discharged fuel assemblies after 
refueling. 

MCDUFFIE. H. A. Carolina Power 4 Light Co. 03/07/01. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19269:361, 

24X Flche: 30-400. 03/07/01, B30707008S. 
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9307030390 Foruiartfs r«sponiis to draft SER open Items L£sl of Itemsi 
reiponilil* NRC review branch A reviewer encl. 

MCDUFFIEjH. A. Carolina Power A Light Co. 33/07/01 OEHTQNi H. R. 
Office of Nuclear Reactor Regulation. Director. l&bpp. 19349-330 
24X FIche: 50-400.33/07/01.3307090390. 


9307070iaS Foruarde retjoneee to Aualllary Sys Branch draft SER Open 
Itemi 129 through 131 fc 137 re spent fuel pool drainage A 
1 torage. App 1 Icab 1 c F8AR sections will he revised Responses 
to Tfinalnlng open items forthcoming. 

MCDUFFIE. M. A, Carolina Power A Light Co. 83/07/03. DENTOhi.HR. 
Office of Nuclear Reactor Regulation. Director. App I93A9-33B 
24X Flehe: 80-400. 33/07/03.8307070123. 


— 3307220340 Forwards IE Insp Repts 50-400/B3-16 A 30-401/a3-lA o.> 
630330-0450 & notice of violation. 

LEMIS.R.C. Division of Project A Resident Programs. 63/03/19 
UTLEV.E E. Carolina Power A Light Co. 2pp. 19A7S 343 adX 
Ficho 50--d00. 83/07/12, 9307220333 


— 8307320344 IE Insp Repts 50-400/63-16 A SO-401/03-16 on 630320-0420 
Noncoraptlance noted: Insp status of electrical raceway 
supports not completed prior to Installation of cable 

treys. 

O. F. Region S. Office of Director. 83/03/17. Sno 
19679 346. 24X F i c h e ; 30-400, 63/07/ 12, 0307320333. 


9307060315 Forwards response to draft SER Open Item 209 re single 
failures assumed for accidents. 

MCDUFFIE. H. A. Carolina Power A Light Co. 33/07/03. DENTOM.H.R, 
Office of Nuclear Reactor Regulation. Director. 12pp 19330-lSl 
24* Flehe: 50-400. 93/07/09, 8307060315. 


8307140323 Forwards responses to Meteorological A Effluent Treatment 
Branch draft SER Open Items 15B A 186. Turbine gland seating 
tys Is non-nuc I ear, nonselsmic Category I sys. 

MCDUFFIE. M. A. Carolina Power A Light Co. 33/07/11. DENTaK.H.R. 
®^^lFe of Nuclear Reactor Regulation, Director. 3pp 19523-117 
24* Flehe: 50-400, 83/07/11, 8307140323. 


ipen Items A rev to 930701 


B307270340 Forwards responses to draft SER 
response to Open Item ISl. 

MCDUFFIE, M. A. Carolina Power A Light Co, 83/07/15. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director, 346pp. 19768-001 

24X Flehe: 50-400, 33/07/IS, 9307270340. 


3307210146 Forwards responses to draft SER Open Items 172 A 17a.Hesuaies 
of personnel to fill positions of environ A radiation 
control managar A radiation control supervisor will be 
added to F3AR when positions filled. 

MCDUFFIE. M. A. Carolina Power A Light Co. B3/07/1B. DENTQN.H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19669*349 
24X Flehe: 90-400, 83/07/18.8307210146. 


8307260361 Forwards responses to Licensee dual 1 flea t Ion 
Ouestlons 630.1 - 630.8 re personnel training program, 
draft SER Open Items 316-323, Tra lining for all license 
candidates completed prior to cold license ecam. 
MCDUFFIE, M. A. Carolina Power A Light Co. B3/07/25. 
Office of Nuclear Reactor Regulation. Director, 29pd 
24X Flehe: 30-400.03/07/23, 6307230361 


Branch 

per 


DENTON. H.R. 
19796:299. 


0. Adjudicatory correspondence 


83O7030I9S Advises that author cannot attend 630720-21 prehearing 
conference. Joint Intervenors will represent Kudju Alliance 
position on issues. 

PAYNE. rl.T. Edelstein A Payne. PAYNE, M. T. Fudzu Alliance 
33/06/27. KELLEY, T.L., DR lOHT, 0. 0. , CARPENTER , J. H. Atomic Bafetu 
and Licensing Board Panel, 3pp. 19197' au 24X ’ 

Flehe: 50-400fB3/06/27 1 3307050195. 


Forwards revised joint Interrogatories on Contantlons [V,V A 
VI Cflrst sell. Related correspondence. 

PAVNE.H.T. Edelstein A Payne. 93/06/27. O'NEILL, J.H. Shaw, 
Plttnan. Potts A Trowbridge. 2pp. 19199:221. 24X 

Fiche: 90-400, 33/06/27. 3307030198. 


-B3070S0205 First set of Joint Intervenors Interrogatories on 
Contentions IV. V A VI Iflrst set I . Cert I flea te of Sve end 
PAVNE.H.T. Kudiu Alliance. PAYNE. M.T. Edel stein A Payne. 
83/06/27. Carolina Power A Light Co. 15pp 19199- 223 
Fiche: 50-400. 83/06/27, 8307050196. 


24X 


8307060L9B Third set of Interrogatories A request for production of 
doeuaants to joint Inter venors. Cert 1 flea te of Sve end. 

DAU8ER.D.B. Carolina Power A Light Co. DAUBER, D.D. Shaw, Plttmn, 
Potts A Trowbridge. 83/06/30, Chapel Hill Anti-Nuclear Group 
Effort. I3pp. 19230:231. 24X Fiche; 50-400, 83/06/30, 6307060198 


0307060363 Petition under I0CFR2. 758 for waiver of rule barring isiuis 
alternatives to need for pouporffrqm OL proceeding. 

Issues must be litigated since environmentally A 
iconoaicdlly superior alternatives eilst 

EDDLEMAN.H Eddleman, W. B3/06/30. Atomic Safety and Licensing 
Board Panel. 2 pp. 19234:302. 24X Fiche ; SO-400, 93/06/30, 8307060353. 


F. Security, medical, emergency A fire protection plans 


Forwards IE Insp Repts 30-400/83-19 A 50-401/63-19 on 
830331-0602. No noneomp 1 lance noted. 

Division of Project & Res Ident 'Programs. 83/06/22. 
UTLEYiE.E. Carolina Power A Light Co. 2pp. 19525-063 24X 

Fiche: 30-400.83/06/22, 8307140381. 


-8307060386 Submission of Contention 15-AA that operating capacity 
factor of S9K in DES overes 1 1 mated. Con ten 1 1 on submitted oer 
ASL6 830527 order 

EDDLEMAN.W. Eddleman, W. 63/06/30. Atomic Safety and Licensing 
Board Panel. 2pp. 19231:304. 24X Flehe: 50-400, 83/06/30. 

B3070&03S3, 


—8307140363 IE Insp Repts 50-400/83-19 A 30-401/63-19 on 330531-0602, No 
naneompllanee noted. Major areas Inspected: fire protection. 

MILLER, H.H. Region 2. Office of Director. 93/06/20, Son 
19325:067. 24X FI e he: 50-400. 63/06/22, 8307140381 . 


-8307060391 Affidavit of U Edd leman, summar 1 : Ing economic A environ 
superiority qf alternative to plant opera t ion, Tes tlmony of 
individuals before North Carolina Util Commission A portions 
of State of NC rept on need for power end. 

EDDLEMAN. U. eddleman, H. 83/06/30. 130pp. 19234 306 34X 

Fiche: SO-400. 83/06/30, 8307060303. 


3307060114 Responds to draft SER Open Item 10 re meteorological 
instrumentation. Util will complete review of emergency plan 
during emergency preparedness implementation appraisal. 
MCOUFFlE.M, A. Carolina Power A Light Co. B3/07/0I- DENTOM.H.R 
Office of Nuclear Reactor Regulation. Director. 2dd 192S2-290 
24* Fiche: 50-400, 03/07/01.8307060114. 


e307070ta2 Supplemental answers to Interrogatories on Contentions 73 A 
83/84. Cer tlf 1 ca te of Sve end. Related correspondence. 

CARROH.H. Carolina Power A Light Co. 93/06/30. EDDLEMAN.W, 
Eddleman. H- 7pp. 19293:234, 24X Fiche: 30-400, 03/06/30, B307070022, 


9307220109 Notification of 330720 A 21 meetings w/utll at site to 
review physical security plan per I0CFR73.2I. 

CICITRA.E.A, Ulcenilng Branch 3. 33/07/06. KNIOHTON.O W 

I’6M:339. 24X Fiche: 30-400. 83/07/08, 

93072 ZOE Ot> 


8307150225 Forwards rtsponses to Chemical Engineering Branch FSAR 
safety A acceptance review questions re fire protection 

*'"*tdoun analysis In ease of fire transmitted on 
83CJ5S7. Final ana]i^«£f to ba transmitted b(^ 83B717. 

KCDUFFIE.M. A, Carolina Power A Light Co. 83/07/11, DENT8N.HR. 
n.v Nuclear Raaetor Regulation, Director. 19pp. I9337:33S 

24* Fiche: 30-400. 83/07/ 1 1 , 3307130225. 


0307220333 Act receipt of 630616 Ur Informing NRC of steps taken 
80-405/63-16**“’"’ "“**** 9O-‘’OO''03-16 A 

utI^pv'pp “‘''‘•j®’’ “I* «- Rdldent Programs. 83/07/12. 

OTLEV.E.E, Carolina Power A Light Co. Ip. 19675:339 24* 

Flehe: 50-400.83/07/12, 6307220332. 


8307070025 Fourth set of interrogatories A request for production of 
dDcuments. Certificate of Sve end, Related correspondence. 

CARROWiH. Carolina Power A Light Co. 63/06/30. WILSON, fi.D. 
Ullson. R llpp. 19293:334. 24X F I Che: 30-400, 63/06/30. 9307070023. 


8307070071 Fourth set of interrogatories A request for production of 
documents re Contentions 73 A 03/04. Cer 1 1 f lea te of Sve end. 
Related correspondence. 

CAHRON, H. Carolina Power A Light Co. 03/06/30. EDDLEMAN.W 
Eddleaianr H. 13pp. 19293:1 13. 24X Fiche: 50-400, 83/06/30, 

8307070071. 


8307070076 Jntorroga tor 1 es A request for production of documents. 
Certificate of Sve oncl. Related correspondence. 

HEADiS.F. Chapel Hill Antl-Nudear Oroup Effort. 83/06/30. 
Carolina Power A Light Co. 9pp. 19293:120. 24X 

Fiche: 50-400. 33/06/30, 8307070076. 


8307070092 Second set of Interrogatories A request for production of 
documents. Certificate of Sve enc 1, Related correspondence, 

CARROW.H. Carolina Power A Light Co. CARROW, H. Shaw. Pittman. 
Potts 4 Trowbridge. 83/06/30. Conservation Council of North 
Carolina. 16pp. 19294:001. 24X Flehe: 30-400. 83/06/30, 6307070092, 
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0307060173 Rpsponse to ASLB 830527 meirarandum 6 order ruling on cost 
saving con ten t Ions. d i scovarg disputes 6 scheduling matters. 
Comfflission assumed capacltg factor of SSVl considered 
cons ervat Ive. Cer ti f i cate of Svc encl 

□ 'NEIUL. J. H. Carolina Power t Light Co O'NEILL. J H. Shaw. 
Pittman. Potts !« Trowbridge. B3/07'0!. 5pp l^Sd*?- 134. 24X 

Fithe; 30-400, 83/07/01, 8307060173. 


0307060139 Third set of general interrogatories 4. interrogatories on 
Contentions 73, 00. 83, 84. 64f t< 67. 

EDDLEtlAN. W. Eddleman, M. 83/07/02 Carolina Power U Light Co. 

20pp. 19250:174. 24X Fi c h e : 30-400, 83/07 /02. 3307060 1 59 

3307060402 Response to util Mag 1983 DCRDR update, me luding revised «i 
neu contentions. Certificate of Svc encl 

EDDLEMAN, M. Eddleman. W. 83/07/02. Atomic Safetg and Licensing 

Board Panel. llpp 19236:069. 24X F Iche . 30-400. 33/07/02. 

8307060402. 


0307130242 Notice of ulthdraiual of D Oreenlilatt as intervener counsel 
on security-related contentions. J RunXle will replace 
Oreenblatb. Certificate of Svc encl. 

RUNKLE.vl. Bunkle, J. D. 03/07/07. 2pp 19474:337. 24X 

Flcha: 50-400. 83/07/07, 8307130242. 


0307120077 Response to W Eddleman 830624 response to NRC Apr 1903 OES. 
DES contains no now info previouslg unavailable in public 
domain upon which new contentions could be based. Notice of 
appearance & Certificate of Svc encl. 

BARTH.C. A. Hearing Branch 1, 83/07/08. I8pp. 19423:089. 24X 

Fiche: 50-400, 83/07/08, 8307120077. 


0307130231 Advises that utii considered Commission 830630 Memorandiim *■ 
Order CLI-S3-19 in encl f 1 1 Ing s. Cer 1 1 f ica t e of Svc encl. 

BAXTER.T.A, Shaw, Pittman, Potts h Trowbridge. BAXTER. T. A. 

Carolina Power & Light Co. 83/07 /OB. KELLEY . J. L. , BR TGKT . 0. O. ■ 
CARPENTER. J. H. Atomic Safetg and Licensing Board Panel. Spp. 
19473:290. 24X F i c h e ; 30- 400, 83/07/08, 8307 1 30231 . 


— 8307130241 Response to W Eddleman 830620 con ten 1 1 ons. No obiec t ion 
raised to admission of portions of Contention BF. Remaining, 
deferred l< new contentions re DES should be rejected. 
Q'NEILLiJ.H. Carolina Power 6 Light Co. O'NEILL. J.H. Shaw. 
Pittman. Potts 6 Trowbridge. 83/07/08. Atomic Safetg and 
Licensing Board Panel. 4pp. 19473:293. 24X FI che: 30-400. 

03/07/08. 8307130231. 


— 8307130253 Motion for dismissal of Conservation Council of Nsrth 
Carolina Contention 4 t, Chapel Hill Anti-Nuclear Croup 
Effort Contention 9 fc response to W Eddleman 830620 
contention on spent fuel t ranspor ta 1 1 on. 

O'NEILL. J. A. Carolina Power «< Light Co. O'NEILL. J. A. Shaw. 
Pittman. Potts 6 Trowbridge. 83/07/08. Atomic Safety and 
Licensing Board Panel. 25pp. 19473:341. 24X 

Fiche: 30-400.83/07/001 0307130231. 


— 8307130261 Affidavit of LH Martin re shipment of spent fuel. Shipment of 
spent fuel from Robinson fr./or Brunswick to Harris will be 
cons Ider ad. Shipments will be made so environ Impacts fall 
within I0CFR51. 20, Table B-4, values. 

MARTIN.L.H, Carolina Power 4- Light Co 83/07/06. 2pp. 

19474 004. 24X Fiche: 30-400, 83/07/00, 83071 30231 . 


0307130244 Forwards protective order governing access to security info 
U proposed affidavit of nondisclosure for securltg plan 
phase of proc eeding s. Appropriate notice of appointment as 
counsel to Intervenors renuired Related correspondence- 
CARROM, H- Carolina Power 4i Light Co 83/07/00. RUNKLE.J.D. 

Hunkle, J. D. Ip. 19474:359. 24X FI che ; SO-400, 83/07/00. 0307130244. 


0307130067 Response to W Eddleman 830302 contentions re applicant 
' onsite emergeneg p Ian. Con ten t Ions 1 30, 1 53, 134, 1 53, 1 56. 158. 

139 4i 160 should be denied. Con ten 1 1 ons 131, 152 4« 137 should 
be deferred. Certificate of Svc encl. 

BARTH, C. A. Hearing Branch 1. 83/07/11. Atomic Safety and 

Licensing Board Panel. lOpp- 19474:217. 24X FI ch e: 50-400. 03/07/11. 

8307130067. 


0307140435 Notice of appearance In proceed ing. Cer ttf i cate of Svc end. 
RIDOWAYrD A. Carolina Power 4. Light Co, RIDGWAYiD. A. Shaw. 
Pittman, Potts t< Trowbridge. 83/07/11 4pp. 19520:162. 24X 

Fiche: 30-400, 83/07/1 1, 8307140435. 


B307140437 Response to 830523 request for suppl to 830510 answers to 
interrogatories. Certificate of Svc encl. Related 
correspondence. 

FLYNNrS.F. Carolina Power 4. Light Co. 83/07/11. Wilson. R. 
49pp. 19321:034. 24X Fiche; 50-400. 83/07/ 11 , 8307! 40437. 


0307140440 Forwards Pages 43 4< 44 to util 830708 response to H Eddleman 
contentions re BES, inadvertently omitted 

□ 'NEILLiJ.H. Shaw, Pittman, Potts t Trowbridge. O'NEILL, J.H 
Carolina Power 6 Light Co. 83/07/1 1. KELLEY. J.L., CARPENTER. J. H. . 
BRIGHT. 0.0. Atonic Safety and Licensing Beard Panel. Ip. 

19321.236. 24X F I C h e : 50-400. 03/07/ I 1 , 8307 1 40440. 


—0307140443 Pages 43 S. 44 to util 830708 response to H Eddleman 
contentions re DES. Inadver ten t ly ommitted Svc list encl. 

• Carolina Power S, Light Co. 83/07/11. Atomic Safety and 
Licensing Board Panel 4pp. 19521 257. 24X Fiche; 50-400, 

03/07/11. 0307140440 


0307140434 Response to U Eddleman 030302 proposed contentions re 
emargericy plan. Opposes Contentions 150/2, 1 30/29, 130/30. 

150/35. 130/37. 130/63. I 30/97, 130/99. 130/100, 150/117. 130/118. 

150/124 6 ISI - 160. Cer t if icate of Svc encl. 

RIDGHAV.D.A. Carolina Power i. Light Co. RIDOWAY.D A Shaw, 
Pittman. Potts 6 Trowbridge. 03/07/11. Atomic Safetg and 
Licensing Board Panel . 35pp. 19521:204. 24X Fiche: 50-400, 83/07/1 1 , 

0307140454. 


0307140459 Extends Invitation to participate in 830721 site tour. Svc 
1 ist encl. 

FLYNN.S.F. Carolina Power 6 Light Co. S3/07/U, BARTH, C. Hearing 
Branch 1. EODLEMAN.W. Eddleman. M. PAYNErM.T. Edelstein 6 Payne. 
2pp. 19521:196. 24X F i c h e : 50-400, 83/07/ 1 1 , 0307 1 40458. 

8307150108 Motion to compel discovery re Eddleman 29. 37Bi 75 i 83/84 per 
applicants ob jec tlons. Cer t i f ica te of Svc, certificate of 
negotiations U notice of negotiations end. 

EODLEMAN.W. Eddleman. W, 83/07/11, DRICHTiO.O., CARPENTER, J. H. , 
KELLEViJ.L. Atomic Safety and Licensing Board Panel. I9pp. 
19530:342. 24X Fic h e : 50- 400, 03/07/ 1 1 . 03071 SO 188. 


0307140443 Answer to W Eddleman 030626 motion for extension to file 
second round interrogatories tt to Pile interrogatories on 
Contentions 29 & 37D until 030720. Agrees w/second request 6 
opposes first reques t . M/C or t i f t ca t e of Svc. 

BAXTER. T.A. Carolina Power I. Light Co. BAXTER, T.A. Shaw, Pittman. 
Potts 6 Trowbridge. 03/07/12. Atomic Safetg and Licensing Board 
Paeiel. lOpp. 19321:261. 24X FI c he: 30-400. 83/07/12. 8307140443. 


0307140491 Requests input on alleged economics & alleged technology set 
forth in U Eddleman 10CFR2. 750 petition to litigate need for 
potter It alternatives to plant. Logic 6 coherence of Eddleman 
scenarios bear close scrutiny. 

BARTH.C.A. Hearing Branch 1. 03/07/12. KNIGHTQN.O. Licensing 

Branch 3. Ip. 17521:243. B4X .F 1 ch e ; 30-400. 83/07/ 12, B3071404S1. 


8307140466 Forwards Commission 830701 order on issue of late filed 
contentions & NUREO-0794, "Protection of Unclassified 
Bafeguards Info.” U/o NUREO. 

BARTH.C.A. Hearing Branch 1. 03/07/12. FLYNN. S. Carol ina Power 6 

Light Co. Ip- 19521:134. 24X Flch e : 30-400, 03/07/12, B307140466. 


0307130201 Informs that applicants considering filing second motion 
to compel discovery on Interrogatory 2 per unsuccessful 
negotiations w/Edd 1 eman. D1 scueses Eddleman 830623 response. 
BAXTERiT.A. Shaw, Pittman, Potts & Trowbridge. DAXTEfliT.A. 

Carol Ina Power «i Light Co. 83/07/12 KELLEY.J.L., DR IGHT, 0. 0. , 
CARPEKTER, >1. H. Atomic Safety and Licensing Board Panel. 4pp. 
19530:242. 24X Fi ch o: 50-400, 83/07/1 2, 83071 50201 


0307190203 Hotifles of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 
DAXTER.T.A. Shaw, Pittman. Potts 6 Trowbridge. BAXTER, T.A. 
Carolina Power 6 Light Co. 03/07/13. KELLEY, J.L., DRIGHT.O.D., 
CARPENTER.J H. Atomic Safety and Licensing Board Panel. Ip. 
19620:034. 24X FI che : 50-400. 03/07/ 13. B3071902B3, 


—0307190289 Notifies of employment at law flrm.VH Harding will not 
participate In any case pending before NRC. Svc list end. 
HARDINO.V.R. Shaw. Pittman. Potts t, Trowbridge. 83/07/13. 
KELLEY.J.L., BRIOHT.0.0., CARPENTER, J. H. Atomic Safety and 
Licensing Board Panel. 3pp. 19628:033. 24X Fiche: 30-400, 

03/07/13.8307190283. 


030721(^01 ReaponsB to fourth set of interrogatories U request for 
production of documents. Cer ti f lea t e of Svc encl. Related 
corraspondenc e. 

HILSDN.R. Wilson. R. 83/07/14. Carolina Power 6 Light Co. 4pp. 
19664:190. 24X FI ch e : 50-400, 83/07 / 1 4 , 8307210281 . 


0307190262 Memorandum 6 order memor i al i i Ing 630714 telcon re 
postponement of upcoming prehearing conference 6 related 

(Batters. 

KELLEY.J.L. Atomic Safety and Licensing Board Panel. 03/07/13. 
4pp. 19620:263. 24X F 1 e he: 50-400, 83/07/13, 8307190262, 
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npp. .966..047 =4X Fich.:50-ioo^e3%^,:S™a?oi;!.®“""‘ 

330012 ^ ^ * flscovep., r«(iuests on Contention 44 

BAXTER, T.4. ShaLf. Pittman. Potts I Trout r I doe DAtTEH^TA 
Carolina Pourer J, Light Co. 03/07719 BEED D r rJI .\.7.. 

£DDL£MAN« M. Cddlfititani U /ro r» 

2P7. .972.:20. 24XP.che"=Xo!o3707/?;ra3S72'S3lK*'‘“^*''‘"^ 

3307330247 Poruards RH Odegaartfen.P Demis, HC Seldle.F Hauttns I. T M« 
signatures to complete NRC 030624 responses to ‘ «■ T Ho 



Hii;::;=:s~=^^^ 

Pitt:an:VJttsT?i;:brHgr ^'’-‘'■ 

33072303^'"’^'''’ F tch e%S4TO!'L/07/a0, 

BAySEH.D.O. Carolina Power «. Light Co. BAUSER.D D <!h«- 
Potts !. Troubrldge. B3/07/20 Eddleman U ?;, 

19702.011 24X Flche: 50-400, 03/07/20.8307230346. * 

33/57/30 "^pT "571^33" 24X 

Fiche: 50-400.03/07/20, 8307260341. 332. S4X 


8307S30285 Amend to eve lilt 

"l9705'305 sirp' Licensing Board Panal. 

19703.305. 24X Ficbe; 50-400.03/07/21, 0307250203. 


63 / 07 / 81 . 


■=gL’-:;H;i:~!.=:=^ 

BAXTEr"t'’I‘’'%!” applicant i: NHC urttlen responses 

Potts L Troubrldge BAXTER r A 

,, lonforMilJ"; ^sS SaOK.'j”, 

I 97 nmi o.iv safety and Licensing Board Panel Soe 

I 97 J 3 . 031 . 34 X FI c h e : 30 - 400 , 03 / 07 / 32 . 0307260360 . 

;;sd, • '"Ij; '‘r!'""-'-'-"'" 

SaPetu anS'i ‘ •'•venor s-Shearon Hams. 83 / 07/22 

^ Licensing Board Panel, Upp 19731 lan aSy 
PI Che: 50 - 400 . 03 / 07 / 23.0307360403 19731 . 145 . 24 X 


Ataale 


EODLEMAN. H. Eddle/nan. U m/n-r/iii 
31PP. 19737:007. 

on /.int 

Cpfini P.^,rTii^MT" B3'oh25'"°plwE%'r"^Ed^l'l1- A 

3pp. 19792:076. 24 X Fiche : 50-400 03/57 J2l;S3j730O?«“'‘"*‘'^*'"’'- 


6307200133 Answer opposing U Eddleman 030711 motion to conn.i a* 
as applicant response to W Eddleman general lnt«roLJ«r? **'""-1 
1 intsrpogatorles on Contentions 29 «. 37D Cer t if I ca t.*Ja*2' 

•ncl. Related correspondence. '//“ Certificate of Sve 

8AUSER, D B. Carolina Power & Light Co BAUSEr r n ou 

Potts « Trowbridge. 83/07/26. " Atomic Safetu and'i Flltw^ 

P-A.l. 31PP, 19791:260, 24X FI c h .: 30-400, 



ESdr;mri."H"'3pp"’,5eIr55S“'"54X 

FIcho: 50-400. 83/07/27, 0307290142. ' 

K. Utility Anelysls Report (FSAR) 8. amends 

29* Flche. 50-400. 83/06/30. 0307060121. *7498,197, 


— 8307060127 Amend 7 to FSAR 

*• *-*9''* Co, 03/06/30. 
Fich^. 90-400. B3/06/30r 0307060121 . 


96pp. 19251; 199, 2H 


®^?nd?Wdua?r‘”' ^ to end l,„ „ 

B307I4O267. " *’522-333- 29X FI cha : 50-400. e3/0T/M, 

“?^mr«,6?r«:n3''r252" “■ 

Sf^iTT^ff^NScle-rRiicJ '’T'" t ®3/07/22. OENTOM.H.R. 

34r Pii-3. ^r, Reactor Regulation. Director, 2pp 19765 001 

24* Flche: 50-400. 03/07/22, 8307270057, 19/63,001. 


0307270060 Amend B to FSAR, 

* Carolina Power & Light Co. 83/07/22 
Flche: 50-400,83/07/22. 0307270057 


79pp, 19765:003, 2(1 




Blwfi6rof'L,c.n'r““'’V“'“" *■ ‘-‘9''‘ Co. 03/07/25. EIBEMHUT.Ol 
Icenslng, 4pp. 19789:001. 24X Flche: 50-400.B3/01/1L 


Inspictien reports. IE Bulletl 


ns L correspondence 


' --401/83-19 Oh 

inLEV.E e'*’ ” car**iT***S" FToject 4> Resident Progromi. 03/06/29. 

Fich.:5O-4OO?a3/oi?22r83;;MO30r“^'’- 

^’‘*P 50-400/83-19 J, 50-401/03-19 on 830S31-0«fl.ft 

i K S*-"”" ‘"•Pecfl-Fire protection, 

of FnainBl^' « Director. CONLQN. T, E. Olvislet 

19525^067 Safety Programs, 03/06/20. Sm 

19525.067. 24* F Iche : 50-400, 03/06/22, 83071 40301 . 

"Co"'«°n Mode Valve Failures B.JN/a 
. if* Subsystem." Sve list enel. 

^.oonirVo °* ^"'•'■9»nc« Preparedness i, EnglneiMng 

?o^i Jne 03/07/11. Consolldat.d Edison C»’ .( Rrr 

Inc. lS4pp. 19563:293. 24X FI ch e : 50-000, 03/07/1 1 . a306275»l 

B3~A7. 'Tailor# of Hydraulic Snubbsrs IS 
of Contaminated Hydraulic Fluid." Sve list end. 

Emergency Preparedness U Englnatrlng 
Smft ? M 83''07/>2 Consolidated Edison Co »( R« 

* rt. Inc, 14lpp. 19563:153. 24X Fi the: 50-000, 83/07/12, e30627»‘K 

830616 Itr informing NfiC of steps takth U 
50-401/83-16**^”"* ^"*9 R»Pt» 50-400/03-16 fa 

5' of Project i, Resident Programs. 83/07/12. 

‘-‘9'''= Co. Ip. 19675:339. 24X 

Flche. 50-400, 83/07/12, 8307220333, 
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'Q30733033S Responds to ^RC 030519 Itr re violations noted in fE Imp 
Repts 30-<iao/a3-16 & S0-4O1/B3-16. Corrective ac t Ions: ceD I e 
treg & cable trag support insp programs revised. 

PARSONSiR.M. Carolina Pouer & Light Co. 03/O6/lli. 0 'REILUYi O. P. 

Region 3. Office of Director. 3pp. 19673:340 34X 

F 1 c h «: 50-400, 03/07/1 8. 0307820333. 


-S307S20340 Forwards IE Insp Repts 30-400/03-16 t, 50-401/83-16 on 
830380-0420 & notice of violation. 

LEtfIS,R.C. Division of Project t, Resident Programs. 03/05/19. 
UTLEV-E.E. Carolina Power t, Light Co. 2pp. 19675:343. 24X 

Flf ho: 50-400, 83/07/12,0307220333. 


.S307220344 IE Insp Repts 30-400/83-16 & 50-401/03-16 on 030320-0420. 
None OAip 1 lance noted: Insp status of electrical raceuag 
supports not completed prior to installation of cable 
tragt. 

MAXWELL, 0. F. , PRBVATTE, R. L. Region 2, Office of Director. 

B£MIS,P. Division of Project U Resident Programs. 83/05/17. 5pp. 
19675:346. 24X FI c h e : 50-400, 83/07/ 12, 8307S20333. 


106270406 IE Info Notice 83-40, "Oaseous Effluent Releases of 
Radioactive 1-125 (c 1-131 in Eicess of NRC Limits. " Sve list 
• ncl. 

TAYLOR, J K. Division pf QA, Safeguards (■ Inspection Programs (Pott 
8301031. 03/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X FIche; 50-000, 83/07/ 14, 8306270406. 


07220130 Act receipt of 030630 6 0701 Itrs Informing NRC of steps 
fraken to correct violations noted in IE Insp Repts 
S0-400/B3-1B t< 50-401/83-10. 

VERRELLI, D. M. Division of Project & Resident Programs. 03/07/IS. 
UTLEY,E.E. Carolina Pouer & Light Co. Ip. 19634:055. 24X 

FIcht: 50-400, 03/07/15, 0307220130. 


8307220133 Forwards IE Insp Repts 50-400/03-13 t, 50-401/33-10 on 
330420-0520 notice of violation. 

VERRELLl , D. H. Division of Project S, Resident Programs. 03/06/10. 
UTLEY, E. E. Carolina Power U Light Co. 2pp. 19604:056. 24X 

Fich t : 50-400, 03/07/15, 0307220130. 


8307220141 IE Insp Repts 50-400/03-10 6 50-401/03-10 on 830420-0520. 
Noncomp 1 lance not ed: fal Lure to document completion of 
training programs in electrical training t, welding. Arc 
strikes noted in heat affected zone h base metal. 

PREVATTE,R. , HAXUELL.O. Region 2. Office of Director. BEK18,P. 
Division of Project & Resident Programs. 83/06/10. 6pp. 
19684:059. 24X FI c h ■: 50-400, 83/07/ 1 5, 0307220130. 


Periodic operating reports t< related correspondence 


07260363 "Quarterlg Data Rept Beismlc Monitoring Program, Shearon 
Harris Nuclear Power Plant, Apr-June 1983." M/a30721 Itr. 

Z IHHERMAN, S. R. Carolina Power t< Light Go. 03/07/21. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19733:030. 
S4X Plchs: 50-400, 03/07/21, 0307260363. 


Reportable occurrences, LERs & related correspondence 


07120395 Interim deflclencg rept re receipt of 34 Ruskin Mfg Co 
backdraft dampers ut/one counterbalance arm assemblg. In liiu 
of required tue.Mgle Labs test results expected bg 830715. 
Sxtension requested until 830808 for submittal of rept. 

PARSONS, R. M. Carolina Power t Light Co. 03/06/29. 0 'REILLY. J. P. 

Fteglon 2, Office of Director. Ip. 19430:197. 24X 

FIche: 50-400, 03/06/29, 8307120395. 


07110330 Pinal deflclencg rept Item 132 re removal of expansion 
MTXchors after insp. Ini tlal Ig reported on 830601. Nanger base 
plate In fuel handling bldg re Ins tal 1 ed, torqued t< accepted 
by const Insp. Insp Procedure TP-39, Rev 5 revised. 

PARSONS, R. M. Carolina Power & Light Co. 03/07/01. O'REILLY. J. P. 
Fteglon 2, Office of Director. 4pp. 19301:301. 24X 

FI Che: 50-400. 83/07/01,8307110338. 


^7120207 Interim deflclencg rept re Items 95 b 72 concerning shop 
welding In Dergen-Paterson seismic I pipe hangers b 
umdersliB skewed fillet welds. Initially reported on 820813 b 
1105. Final rept bg 831003. Also reported per Part 21. 

PARSONS, R. M. Carolina Power b Light Co. 03/07/01. 0 'REILLY, J. P. 

Fteglon 2, Office of Director. Spp. 19423:204. 24X 

FlCho; 50-400, 03/07/01, 0307120207. 


37150380 Final deflclencg rept re Item 136 on pipe hanger frame base 
natal reduction. Inltlallg reported on 830606. Frame C-1-195 
will be refabricated u/certlfled matl b will be welded 
ansite.Also reported per Part 21. 

•ARBONS.ft-M. Carolina Power b Light Co. 93/07/05. 0 'REILLY, J. P. 

teglon 2, Office of Director. 3pp. 19539:156. 24X 

*• 1 ch »: 50-400, 83/07/05, 0307150300, 


B307220I4S tnterzm deficiency rept Item 129 re weld deficiencies on ITE 
Oould Class TE 480-volt motor control ctrs Inltlallg 
reported on 930409. Ex ten s ion of submittal of rept on 
reportabil 1 ty requested to B3O031 Also reported per Part 21. 

PARSONS. R.H. Carolina Power b Light Co. 83/07/13. D 'REILLY. J. P. 
Region 2. Office of Director. Ip 19604:075. 24X 

Plche: 90-400. 03/07/13, 8307220145 


DOCKET 90-406 TUSIEOEE INST. RESEARCH REACTOR 


V. Operator Examinations 


B3070B0427 Oenorlc Ltr 63-13A to all nonpouer reactor licensees re 
lasuance of NRC Form 398, “Personal Qualifications 
Statement - Licensee.'' Bve list end. 

EISENHUT, 0. 6. Division of Licensing. 03/07/1 1. Michigan. Unlv. 
of. 14pp. 19563.138 . 24X FI c h e : 50-000, 03/07 / 1 1 . 8307000427. 


DOCKET 90-407 UNIV. OF UTAH RESEARCH REACTOR 


F. Security, medical, emergency b fire protection plans 


8307200393 Requests assistance in review of licensee 030308 physical 
security plan as part of application for renewal of License 
fl-126. Ends withheld (ref 10CFR2 790) 

THOHASrC.O. Standardl tation b Special Projects Dranch, 83/07/13. 
BROUN, U. B. Fuel Facilltg Safeguards Licensing Branch. Ip. 
19672:364. 24X FlCh e : 50-407, 03/07/13. 0307200393. 


8307290616 Requests review of end emergency plan submitted w/03O3OB 
application to renew License R-126. U/o end. 

THOMAS, C. 0. Standard 1 la 1 1 on b Special Projects Dranch- 03/07/13. 
PAOANOi F. C. Division of Emergency Preparedness b Eng Ineer 1 ng 
Response (Post 630103). Ip. 19716:362. 24X FIche: 50-407. 83/07/13, 

6307290610. 


I. Financial information 


83O72909B6 Forwards unlv financial info rept for 1902 re 030300 
application to renew License R-i26. Review should determine 
if applicant Is financially qualified to oporato reactor 
facility for 20-yr renewal, per 10CFR30. 

THOHA6, C. 0. Standard 1 la t ion bapedal Projects Dranch. 03/07/13. 
NASKiO. A. Assistant Director for State b Licenses Relations. 15pp. 
19718:091. 24X FIche: 50-407. 03/07/13. 0307250586. 


P. Operating license stage documents b correspondence 


6307130307 Forwards notice of consideration of application for renewal 
ef License fl-126 for TRIOA reactor 

THOMAS, C.O. Standard i zat 1 on fc Special Projects Dranch. 83/07/07. 
Utah, Unlv. of. 2pp. 19525:346. 24X FIche 50-407,03/07/07, 

6307130307. 


— 6307130310 Notice of consideration of application for renewal of 
License R-126 for TRIOA reactor. 

THOHA8.C.O. Standard! latlnn b Special Projects Dranch. 83/07/07. 
4pp. 19929:348. 24X F 1 c h e : 50-407, 83/07 /07. 8307130307. 


V. Operator Eiaialnatlons 


S3D7OB0427 Generic Ltr 63-12A to all nonpowar reactor licensees re 
issuance of NRC Form 398, "Personal Dual 1 f 1 ca 1 1 one 
Btatenent - Licensee. " Sve list end. 

EISENHUT. D. (}. Division of Licensing. 83/07/11. Michigan. Unlv. 
of. 14pp. 19963:138 . 24X Fi c h e : 50-000, 83/07/ 1 1 , 8307000427. 


8307270173 Requests review of end 030308 operator requa i I f ica t ion plan 
for License R— 126 renewal. U/o end. 

THOMAS.C.O. Standard i I at 1 on b Special Projects Dranch. 03/07/13. 
BDaHEft.K.R. Licensee Qua 1 1 ficat ions Branc h. Ip. 19011:154. 24X 

FIche: 90-407,63/07713, 8307270173. 


DOCKET 90-409 LA CROSSE DOILINO MATER REACTOR 


F. Security, medical, emergency b fire protection plans 


6307110999 Releases public version of revised emergeneg plan 
Inp lamenting procedure. 

FELTON, J, H. Division of Rules and Records. 83/06/24. Document 
Hanagenent Branch. Ip. 19390:336. 24X FIche: 50-409, 83/06/24, 

6307110999. 
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6307310171 Forwards modlFlad draft protection order (c affidavit of 
nondisclosure <■ submits summary of unresolved Issues 
discussed on 830713. Draft incorporates NRC t, Intervener 
suggestions. Certificate of Svc end. 

FLYNN. S.F Carolina Power «. Light Co. 03/07/15. KELLEY.J L . 
BRIOHT.O.O., CARPENTER. J.H Atomic Safety and Licensing Hoard Panel 
llpp 19666:047. 24X F 1 c h e : SO-400. 03/07/ 1 3. 830721 01 7 1 . 


Confirms 030710 telcon re agreement concerning intervenor 
030630 request for production 6 In terrogator 1 es. Appl Icanti 
will respond to discovery requests on Contention 44 bu 
830812 

BAXTER. T. A. Shaw. Pittman. Potts I< Trowbridge BAXTER.! A 
Carolina Power k Light Co. 83/07/19. REED, 0. F. Chapel Hill 
Anti-Nuclear Group Effort. 4pp. 19669:043 24X 

Flche: 50-400. 83/07/19. 8307210203. 


B3072B0IB5 Answer opposing UEddleman 030711 motion to compel dlieoveru 
re applicant response to U Eddleman general interrogatories 
& Interrogatories on Contentions 29 t. 37B. Cert i f lea te of Svc 
•ncl. Relatad correspondence. 

OAUSEft.D.B. Carolina Power t> Light Co. BAUSER.D.B. Shaw. Pittman. 
Potts & Trowbridge. 03/07/26. Atomic Safety and Licensing Board 
Panel. 21pp. 19791:268. 24X Flche; 50-400. 83/07/26. B3O72BO105 


8307S80167 Comaents on util 830715 transmittal to ASLB t> Runkl# 030722 
comments. Clearer statement re not removing safeguards papers 
needed In affidavit of nondisclosure. Site visit would be 
•ora meaningful at later stage of const. 

BARTH.C.A. Hearing Branch 1. 83/07/27. KELLEY. J. L. . 

CARPENTER. J. H. . BRIOHT.O.O. Atomic Safety and Licensing Board Panel 
2pp. 19791:293. 24X Flche: 50-400, 83/07/27. 8307200167. 


8307260201 Notice of amend to U Eddleman third set of Interrogatories 
to utils. Page 0 should not be Ine I uded. Cer tl f lea te of Svc 
enc 1 . 

EDDLEMAN.H. Eddleman, U. 03/07/19. Carolina Power (. Light Co 
2pp. 19726:206. 24X Flche: 50-400. 83/07/ 19, 0307260201 . 


8307250247 Forwards RH Odegaarden, P Demis. WC Seldle.F Hawkins i; T Mo 
signatures to complete NRC 030624 responses to 
interrogatories. 

BARTH.C.A. Hearing Branch 1. 83/07/20. EDDLEMAN.H, Eddleman. H 

epp. 19705:320, 24X Flche: 50-400» 83/07/20. 0307250247. 


0307250346 Response opposing admission of H Eddleman proposed 
Contention IS-AA re NgPA cost-benefit be lence. Cddlentan 
falls to plead litlgable contention w/adequate basis U 
specific! ty. 

O'NEILL, J.H. Carolina Power t. Light Co 
Pittman, Potts k Trowbridge. 83/07/20. 

Licensing Board Panel. 7pp. 19702004 

8307250346. 


□ 'NEILL. .f.H. Shaw, 

Atomic Safety and 
24X Flche: 50-400, 03/07/20. 


8307290142 Advises that second round discovery requests on Contentions 
29 6 37B will be treated as having been served on 030725, 

Original copy lost in mall.8vc list end. Relatad 
corretf ondeiice. 

BAXTER. T.A. Shaw. Pittman. Potts 6 Trowbridge. 03/07/27. 

EDDLEMAN. H. Eddleman. U. 3pp. 19821:050. 24X 

Flche: 30~400, 83/07/27. 8307290142, 


K. Utility Final Safety Analysis Report (FSAR) t> amends 


8307060121 Forwards Amend 7 to FSAR. In response to draft BER Open Items 
132.156. 157. 190, 199,203,204 fc 207. 

MCDUFFIE. H. A. Carolina Power k Light Co. 03/06/30. DENTON.H-fi. 
Office of Nuclear Reactor Regulation. Director. 2pp 19251' 197 
24X Flehe:5O-4OO.S3/O6/3O.03O7O6OI21. 


— 8307060127 Amend 7 to FSAR. 

* Carolina Power k Light Co. 83/06/30, S6pp 
Flche; 50-400,83/06/30, 8307060121. 


19281:199. 24X 


—0307250350 Fifth set of Interrogatories k request for production of 
documents re Eddleman Contentions 29/30 k 370. Cert 1 flcates 
of Svc end. 

BAUSER.D.B. Carolina Power «< Light Co. BAUSER.D.B Shaw. 
Pittman, Potts k Trowbridge. 83/07/20. Eddleman, H. 3Qpp 
19702:011. 24X FI che: 50-400. 03/07/20. 8307250346. 


0307260341 Answer to applicant response to motion for eitension of tin, 
re second round interrogatories on environ contentions 
EDDLEMAN.H, Eddleman. W. 03/07/20. 2pp. 19726' 332 24X 

Flche: 50-400, 83/07/20. 8307260341 


8307140267 Advises that Amend 7 to FSAR distributed to end Hit of 
Individuals. 

ZIMMERMAN. S. R. Carolina Power t, Light Co, 03/07/07. EIBENHUT.D 0 

'9322:333 24X FI che ; 50-400. 03/07/07; 


BJU/^/uud/ roruards Amend 8 to FSAR. in resp. 




Items 58.61.65.113 6 202, 

MCDUFFIE. M. A. Caroline Power », Light Co. 03/07/22. 
Office of Nuclear Reactor Regulation. Director. Rep 
24X Flche: 50-400. 83/07/22, 8307270057. 




DENTON. H, R. 
19765: 001. 


8307250285 Amend to svc list. 

MILLER, fi.O. Atomic Safety and Licensing Board Panel. 
19705:305. 24X FI ch e : 80-400. 03/07/21 , 0307250205, 


83/07/21. Ip. 


-auu/w/uuou Mend 0 to FSAR. 


• Carolina Power (< Light Co. 03/07/22 
Flche; 50-400, 03/07/22, 0307270057. 


79pp. 19765:003. 24X 


Advises that during 830721 telephone conference, app 1 icants «. 
NRC did not modify positions taken in written response to 
proposed contentions. U Eddleman will reflect changes In 
written reply to applicant k NRC written responses. 

BAXTER.!. A. Shaw, Pittman, Potts k Trowbridge. BAXTER.! A 

** 83/07/21, KELLEY.J, L.. BRIOHT.O.O., 

Atomic Safety and Licensing Board Panel. 4pp 
19703:007. B4X Fithe: 50-400, 03/07/21. 0307250337. 


8307280355 Forwards Affidavit of Svc k revised distribution list for 
Amend 8 to FSAR. 

ZIM^MAN.8.R. Carolina Power t. Light Co. 83/07/25, EISENHUT.D.O 
LUenilng- 4pp. 19789:001. 24X Flche: 50-400, 03/07/25, 

8o07Zo0399. 


Inspection reports. IE Bulletins k correspondence 


8307260360 Advises that util dues not accept W Eddleman 830625 reply 
as conforming to ASLB 030527 holdings on General 
Interrogatory 2 re Identification of eiperts or witnesses. 

Svc list end. Related conreepondence. 

BAXTER, J. A. Shaw, Pittman, Potts i, Trowbridge. BAXTER, J A 

®3/07/a2. KELLEY.J.L., BRIOHT.O.O,. 
Safety and Licensing Board Panel. 5pp. 
19733.-031. 24X Flche: 50-400,83/07/22, 8307260360. 

0307260483 Objections to applicant 030711 draft affidavit of 
nondisclosure k protective order governing access to 
security plan Info. Proposed restricted time schedule makes 
proper review dl f f icul t. Cert If Icate of Svc end. 

RUNKLE. J. D, Joint Intervenors-Shearon Harris. 83/07/22. Atonic 
Safety and Licensing Board Panel. llpp, 19731- 145 24X 

Flche: 50-400,03/07/22, 0307260483, 

I. Interrogatories on 
Carolina Power 4 Light Co. 

Sipp. 19727. 007. 2AX Fi ch ■: 30-400i 03/07/23, 0207260240, 

fi»4Re*ts response to 030630 interrogatories on Joint 
contention II or request for e« tens ion. Ear ly response 
important due to 830901 deadline for motion for summary 
disposltion.Svc list end. 

Potts fc Trowbridge. BAXTER. T. A. 

Carol Ina Power t. Light Co. 83/07/35. PAYNE, M. T. Edelsteln k Paune 
3pp. 19792:076. a4X Flche; 50-400, 03/07/25, 8307280163. 


83^140381 Forwards IE Insp Repts 50-400/03-19 4 50-401/03-19 on 
890931-0602. No noncompl ionct notttf. 

Project k Resident Programs. 03/06/32, 

* Carolina Power «< Light Co, 2pp. 19325:065. 24X 

Flche: 30-400. 03/06/22. 8307140301. 

”8307140383 IE Insp Repts 30-400/03-19 k 50-401/03-19 on 830331-0602 No 
"oted. Major areas inspected; fire protection. 

HILLER.H.H. Region 2. Office of Dlrsctor. CONLON, T. E. Division 
of Engineering & Radiological Safety Programs. 63/06/20. 3pd 
19323:067. 24X Flche : 30-400, 03/06/22, 03071 40381 , 

B3M27040t IE Infs Notice 83-46, "Common Mode Valve Failures Degrade 
Subsystem." Svc list end. 

JURDAN.E.L. Division of Emergency Preparedness k Engineering 
Response (Post 030103). 03/07/11. Consolidated Edison Co of New 

York. Inc. lS4pp. 19563:293. 24X Flche: 30-000, 03/07/1 1, 8306270401, 

"Failure of Hydraulic Snubbers .. 

® **"‘"***‘' Hydraulic Fluid." Svc list end. 

Emergency Preparedness k Engineering 
Response (Post 030103). 03/07/12, Con.oHdated Edison Co of New 

York. Inc. I41pp. 19563:153. 24X F1 che: 30-000, 83/07/12, 8306270404, 

B3072203M Ack receipt of 830616 Ur informing NRC of steps taken to 
"* 90-400/83-16 t 

I^I'eyef '’’■'’■J"* i "••‘"•nt Programs. 03/07/12. 

UTLEY.E.E. Carolina Power 4 Light Co. Ip, 19673'339 24X 

Flche; 50-400. 83/07/12, 8307220333. ivs/o.JJV. 24X 
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-8307220336 Responds to NRC 830919 Ur re violations noted In IE Insp 
Repts 30-400/03-16 S, 30-401 /B3-t6. Cor rec t Ive ac t i ons : cat. 1 e 
support insp programs revised. 

PARSONS, R. M. Carolina Pouer i, Light Co. 63/06/16 O'REILLY, J P 
Region 2, Office of Director. 3pp. 19679 340 24X 

Flche: 50-400. 03/07/12. 0307220333. 


IE Insp Repts 90-400/83-16 1> 30-401/03-16 on 
830320-0420 it notice of violation. 

H'vlslon 0^ Project !< Resident Programs. 83/03/19. 
UTLp.E. E. Carolina Pouer J. Light Co. 2pp. 19675:343. 24X 

Flche: 50-400. 03/07/12. 0307220333 


0307220143 Interioi deficiency rept Item 129 re ueld deficiencies on 
Gould Class IE 4eO-volt motor control ctrs. Initially 
reported on 030408. E« tension of submittal of rept on 
reportabllity requested to 030831. Also reported per Part 21. 
PARSONSiR.H. Carolina Pouer 4: Light Co 83/07/13. D 'REILLY. J. P. 
Region 2. Office of Director. Ip. 19634.075 24X 

Flche: 30-400.83/07/13, 8307220145 


ITE 


OOC I^T 50-406 TUSKESEE INBT. RESEARCH REACTOR 
V Operator Esaainatlons 


—0307220344 IE Insp Repts 90-400/83-16 4 90-401/83-16 on 830320-0420 
Noncompllanee noted: Insp status of electrical raceuay 
supports not completed prior to Installation of cable 
trays. 

KAXUELL- 0. F. , PREVATTE, R. L. Region 2. Office of Director. 

Division of Project 4 Resident Programs, 03/05/17. Spo 
19679:346. 24X FI e h i : 50-400, 83/07/ 1 2, 0307220333. 


8307000427 Opnerlc Ltr 03-12A to all nonpouer reactor licensees re 
Issuance of NBC Form 390, "Personal Qualifications 
Statement - Licensee. " Svc list end. 

BIBENI^.D.O. Division of Licensing. 03/07/11. Michigan. OnW 
of- 14pp 19563:130 24X Fl c h e 50-000, 83/07/ 1 1 , 0307080427. 


8306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-125 4 1-131 In Eiciss of NRC Limits." Svc list 
«nc 1. 

Safeguards 4 Inspection Programs IPost 
830103). 63/07/14. Consolidated Edison Co. of Neu York. Ine 

114pp. 19715:270, 24X Fl c h e : 50-000, 03/07/ 1 4. 0306270406. 

0307220130 Ack receipt of 830630 4 0701 Itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
90-400/83-18 4 90-401/03-10. 

Division of Project 4 Resident Programs. 03/07/15. 

UTLEY, E.E. Carolina Power 4 Light Co. Ip. 19684 099 24X 

Flche: 90-400, 83/07/19, 8307220130, 


8307220133 Forwards IE Insp Repts 50-400/03-18 4 50-401/83-18 on 
830420-0920 4 notice of violation. 

VERHELLl. D. M. Division of Project 4 Resident Programs, 83/06/10. 
UTLEY. E.E. Carolina Power 4 Light Co. 2pp. 19684:056 24X 

Fiehe; 50-400. 83/07/15. 8307220130. 


DDDKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 
F - Oeeur ttg. medical, emergency 4 fire protection plans 


..BHuesc 




• ... UT Q 

securltg plan as part of application for renewal of License 
"'■*26.6ncls withheld (ref lOCFRD 790). 

Stai’-I^rdliatlon 4 Special Projects Drench. 03/07/13. 
BROHN.M. D. Fuel Facility Safeguards Licensing Branch. ip. 
19672:264. 24X Flch e : 90-407, 83/07/ 13, 8307200393. 


auur.c3u<iiu KBquests review of end emergency plan submitted U/B3030B 
application to renew License R-126.H/o end 

S' Standardliatlon 4 Special Projects Branch. 03/07/13. 
PAGANO.F.O. Division Of Emergency Preparedness 4 Engineering 

030103). Ip. 19716:362. 24X Fl ch e : 50-407, 03/07/ 13, 

B3v7Z90oI8. 


1. Financial information 


—0307220141 IE Insp Repts 50-400/03-18 4 50-401/83-18 on 830420-0920. 
Noncompliance noted: fal lure to document completion of 
training programs in electrical training 4 welding. Arc 
strikes noted In heat affected lone 4 base motai. 

PREVATTE, R. , MAXWELL, 0. Region 2, Office of Director. DEMIS. P. 
Division of Project 4 Resident Programs. 83/06/10. 6rp, 
19684:099. 24X Flche: 50-400, 83/07/19, 8307220130 


B3072S0SB6 Forwards unlv financial Info rept for 1902 re 030300 
application to renew License fl-126. Review should determine 
If applicant is financially qualified to operate reactor 
facility for 20-yr renewal, per 10CFR30. 

St'ntfardiiatlon 4 Special Projects Branch. 83/07/13. 
V^Vo kS'. Director for State 4 Licensee Relations. ISpp. 

19718:091. 24X Fl the: 90-407. 83/07/ 13, 0307250306. 


operating reports 4 related correspondence 


P. Operating license stage documents 4 correspondence 


0307260363 'Quarterly Data Rept Beisraic Monitoring Program, Shearon 
Harris Nuclear Power Plant, Apr-June 1903." H/030721 Ur. 

ZIMMERMAN, S. R. Carolina Power 4 Light Co. 83/07/21, OENTON.H.R 
ufflca of Nuclear Reactor Regulation, Director. 2pp 19733038 
24X Flche: 30-400, 83/07/21. 8307260363. 


B307130307 Forwards notice of consideration of application for renewal 
of License R-126 for TRIOA reactor. 

THDIMSfC.O. Standardiiatlon 4 Special Projects Branch. 83/07/07 
Utah. Unlv. of. 2 pp. 19925:346, 24X Fl che: 90-407, 83/07/07, 

8307130307. 


9. Reportable occurrences, LERs 4 related correspondence 


8307120395 Interim deficiency rept re receipt of 34 fiuikln Mfg Co 
backdraft dampers u/one counterbalance arm assembly, In lieu 
of required two.Wyle Labs test results eipectcd by 830719 
Extension requested until 030808 for submittal of rept. 

PARSONS. R.M, Carolina Power 4 Light Co. 83/06/29. O'REILLY.J P 
Region 2. Office of Director. Ip, 19430:197 24X 

Flche: 90-400. 03/06/29. 8307120399. 


3307110333 Final deficiency rept Item 132 re removal of eipansion 
anchors after insp. Initial ly reported on 830601. Hanger base 
plate In fuel handling bldg reins ta 1 1 ed. torqued 4 accepted 
by const Insp. Insp Procedure TP-39, Rev 9 revised. 

PARSONS, R.M. Carolina Power 4 Light Co. 03/07/01, O'REILLY, J P, 
Region 2, Office of Director, 4pp. 19381:301 24X 

Flche; 90-400, 83/07/01, 8307110338, 


3307120207 Interim deficiency rept re Items 95 4 72 concerning shop 
Wilding in Dergen-Paterson seismic I pipe hangers 4 
undersize skewed fillet welds. Initially reported on 020813 4 
1109. Final rept by 831003, Also reported per Part 21. 

PARSONS, R.M. Carolina Power 4 Light Co. 83/07/01, O'REILLY, J. P. 
Region 2, Office of Director. 9pp. 19423:284. 24X 

Flche; 50-400, 03/07/01, 8307120207. 


8307130310 Notice of consideration of application for renewal of 
License R-126 for TRIOA reactor. 

TKOHAa,C.O. Stanflardliation 4 Special Projects Branch. 83/07/07 
4pp. 19529:348. 24X Fi c h e : 50-407, 03/07/07, 0307 130307. 


V. Operator Examinations 


8307080427 Generic Ltr 83-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 390, "Personal Qualifications 
Statement - Licensee. " Svc Met end. 

EISENHUT, 0. G. Division of Licensing. 03/07/11. Michigan, Unlv. 
of. t4pp. 19563:130. 24X Fl c h e : 50-000, 03 /07/ 1 1 , 0307080427. 








for License R-t26 renewal. U/o and. 

THOMAS, C.O. Standardization 4 Special Projects Dranch. 
SOOHERiH.R. Licensee Qualifications Branch, Ip, 19011 
Flche; 90-407,83/07/13, 0307270173. 


03/07/13. 
154. 24X 


DOCKET 90-409 LA CROSSE BOILING WATER REACTOR 
F. Security, medical, emergency 4 fire protection plans 


1307190300 Final deficiency rept re Item 136 on pipe hanger frame bate 
metal reduc tlon. Ini t ially reported on 830606, Frame C-I-I99 
will be rafabricatcd w/certlfied matl 4 will be welded 
onsite. Also reported per Part 21. 

PARSONS, R.M. Carolina Power 4 Light Co. 83/07/05. 0'REILLy,J.p 
Region 2, Office of Director. 3pp. 19939- 196 24X 

Flche; 90-400, 83/07/09, 8307190300. 


8307110999 Releases public version of revised emergency plan 
Imp lamenting procedure. 

FELTON.J.M. Division of Roles and Records. 03/06/24. Document 
Management Branch. Ip. 19390:336. 24X Flche: 90-409, 03/06/24, 

8307110999. 
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DOCKETED ITEMS 


'”priledu^'’EPp‘l * “■ PUr. J^planentlng 

U^rr^MpDor,, Con.. t. on, «„pon,o ■■ W/B305O^ 

• CRufcHFiELr,’n‘'"^n^'’'''.. ‘ ‘ Cooper^tlvo e3,'04/13. 

CRUTCHFIELO,D. Operatlnp Reactor, Branch 5. a^pp. I9390-337 

24X Fi Che . 50 - 409 , 83 / 06 / 24 , 8307110539 . 

^^FELFOn’! '■ev.sed ea-ergoncv plan 

FELTON, J.M Division of Rules and Recor 


Q^^rnapection reports. IE Bulletin, S, correspondence 


hfanagement Branch 
0307120613 


03/06/24. Oncunent 
24X FichB SO-409. 03/06/24. 


lS F n ^ version of Rev 4 to e,rergency p Ian, W/83060I Itrs 
Poi"" Cooperative. 03/OS/3i. CRUTCHFIELD. D 
Operating Reactor, Branch 5 HIND.J.A, Region 3. Office of 

0307120612 34X Flche. 30-409,83/06/34. 

'••luest for addl info re 030403 response to Generic 
(NUREG-0737, Suppl II re emergenccf response 

CRUTCHFlIiVn'*"^^*'"®"!? '’**'’'’''” '•ei'fssted culthin 30 days. 

CRUTCHFIELD, D. Operating Reactor, Branch S. 03/07/12. LINDEB.F 
Dalryland Pouer Cooperative. 4pp. 19523 311 34 r 

Fi Che: 50-409, 33/07/12.3307140296. 

fteo-ptlon from lOCFRSO.App R. 
d!<«? foT flTB protection In 

Cfi^TcipfELn n n S'""! crib hog,. U fire protection BER, 

CRUTCHFIELD, D. Operating Reactor, Branch 5. 33/07/12 LINDER. F 

Dairyland Pcu.r Cooperative. 3pp. 19520 230 34X 

Fiche: 30-4 09.83/07/12, 0307140419, 

f''""' 10CFR50,App R, Section III. A & in o 
requirements for fire protection in diesel fire o-ater pump 

acceptablT '^^^*''"*** configuration 

PURPLE, R A. Division of Licensing. 03/07/12. Oatruland Pomer 

BoSthmI;,'- f^‘che:30-409,83/07/lr 

-0307140432 Safetv evaluation of fire protection SER Open Items 
3. 1. 3.3 I.23f2) 6 3 , j. a9 re heat detector circuit 
supervision, protection for electrical equipment room fc 
signaling sgs. Item, acceptable 

*I9525'I1i'’^ "•S'' o"- Director. 03/07/12. 4ap 

19520.361, 24X Fiche: 50-409. 03/07/12, B3071404I9. 

Fiche: 50-409,03/07/26,8307370435 
0. ^Adjudicator^ correspondence 

0307140438 Decision ALAO-733, affirming LBP-a2-SB, UOP-31-7 t- LBP-ft 3 - 5 ^ 

8HOEHS«ErcT‘*rt‘’'r'r^‘' rev?L^ *■ 

2pp 19521-252 Appeal Panel. 03/07/13. 

Fpp. lV5di.253. 24X Fiche: 50-409. 03/07/13, 0307140430. 

documents L correspondence 

LAC-TftM16 " 6PIN0-4 found In Technical Rept 


Dairyland Pouer Cooperative 

eao^^osM.-' 


03/06/30. PAUL. R. Regien 
24 X Fiche: 30-409, B3/06/30r 


EiaENKUrS o ^“n/!®?'* Impurity. Svc list end. 

Fiche: 30-000. 63/07/05, 6306270397. * 

®^oIe?ftr B3-27 to all licensee, 6 applicant, for 

Fiche: 50-000. 03/07/06, 8307060329 

I?sInhS^ S ATUS ev2n Sv^? d end 

Flch e: 30-000, 83/O7/0B, 0307000169 


B30703002B Advise, of actions taki 


re potential matl false statement 


decuaented In IE Insp Rept 30-409/03-03. Dtscrepancu 
involving reiponse to SEP Topic 111-4. C occurred due to lac 
of understanding by employee. 

^CKIH, l.N. Region 3. Office of Director. 83/06/29 NORELIUS C F 

D vl.l^ Of Project & Resident Programs. ip. IWO- 284 six 
Ficho:SO-409, 83/06/29.0307030030. 

03O7MO5ia Update, statu, of In-vlvo analyses program per 030314 itr 
Shlf ,*2 =‘>-'>‘>’^62-00, outlining time table mlU.tone. 

0307 * 3 *^ counter eipected to be modified 6 operational by 

fe*?f™'n 83/06/30 OHEOEH, L R. 

Region 3, Office of Director. 2pp. 19345- 336 24X 

Fiche: 30-409.03/06/30, B3O7OBO3I0. 

0307000015 Fnruard, addendum to IE Intp Rept 30-409/02-17, c 1 oilno Ds.n 
Item. 409/01-17-03,409/02-17-02 & 409/B2d7-03 re C.-137 " 

disagreements. 

LI^R^'‘u n 3- Office of Director. 03/07/03. 

LII^RjF.W. Dairyland Pouer Cooperative. 2 pp, 19331 317 oqx 
Fiche: 30-409, 63/07/05,8307080013. 

'’•P* 30-40'?/Ba-l7 re eonflrmatoro 
aeasureaients program. TabI es II & m. '' 

* Region 3, Office of Director, 83/07/03. 2pp 19351 - 219 sax 
Fiche: 30-409. 03/07/03, 0307000013. ” IVJ31.219. 34X 

B306270401 IE Info Notice 83-46, "Common Hade Valve Failures Deorade 
Subsystem." Svc list ^ncl 

VORSAN.E.L. Division of Emergency Preparednei, 6 Engineirlno 
Response (Post 030103). 03/07/11, Cpnso 1 1 da ted Ed d" Co’ of N.y 

. Inc. 154pp. 17363:293, a4X F ich e : 30-000, 03/07/1 1, 0306270401. 

“f Hydraulic Snubber, a. 
Contaminated Hydraulic Fluid," Bvc list end 
^HDAN.E.L Division of Emergency Prepardn. ^ Endn.erino 

Sarr"?* 03^07/12^ Consolidate E^d” Co dF N.u 

41pp. 19563:133. S4X Fiche : 50-000. 03/07/12. 0306270404, 

B3O6270406 IE Info Notice 03-4B. "Qeseoos Effluent Releases of 
Radloactlv. I-,23 & i-,3l in Esc.., of NRC Ll^i. " lid 

ti4pp. 19715:270. 24X Fiche: 50-OOD. 83/07/1 4, 0306270406. 

03O7HJO249 Act receipt of 030703 Ur Informing NRC of steps teten to 

Dalriillnd^Qo. Director. 33/07/13, LINDER, F U 

Dalryland Power Coop.eratlve. ip, 19664- 160 24x " 

Flcha: 30-409. 03/07/15, 0307310349 


'““fl«l‘^oe09y£m"mJ r° noted in IE 

alie’? ^09/83-03, Corrective actions; IE Procedure 74-06 re 
•alnt insp of 4BO-volt b reak ers. revl sed to Include check of 
‘"‘fUlng breaker. 

LiMKfi.F. Dairyland Pouiep Cooperative. 03/07/00 KEPPLEft i 

19664 161 24X 

Flcha: 30-409. 83/07/13, 03O731O249r 

R. Per iodic ope ratin g reports h related correspondence 

"LACnHR Annual Rept 1982." H/030217 Itr 
LINDER, F. Dalryland Pouer Cooperative 03/02/17 
Region 3. Office of Director. Ilpp. 19674:003 


Insp 


Fiche; 30-409.03/02/17, 0307220233. 


KEPPLEfi, J, 0, 
24 X 


°“MS^!’L”r***LINSErF‘‘"n *’33 W/830600 Itr. 

□fpica ac'd LIHDER.F, Dalryland Power Cooperative, 03/06/07 
'^®"*Dsmrnt. Director. I2pp. 1 9674- 016 pair 

Fiehe:3O-4O9.B3/O6/O7,03O722O225. IV6/4.016. 24X 

occurrences, LERs 6 related correspondence 


OOODHAN, L. a. . LINDER. F. 

KEPPLER.J.O. Region 3, „ 

Fiche; 50-409.03/06/29, 03071 10127 


KEPFi ra I n □ _•’* li'Mland Power Cooperative, 03/06/29 

KEPPLER.J.O. ,Regioh_3- Office of Director. 4pp. 19373:014 24X 



DOCKETED ITEMS 


0307200264 LER 03-003/0 1 T-0: on 03O7O8i p e rsonne 1 airlocl failed Type B 
[•ale test due to out of adjustnient of outer door sealing 
ffltchanlsms. During retest. inner door gasket came out of seat 
Ji airlock leakage eiceeded acceptance cr l ter la. U/83071 1 Itr. 

OOODMAN. L. 9. > LlNDERiF. Oalryland Pourer Cooperative. 83/07/11. 
KEPPLER, J. 0. Region 3. Office of Director. 3pp. 19631:241. 24X 

FI Che: 30-409. 83/07/1 1. 8307200264. 


0307220401 PNO-I I I-B3-062: on 030710. reac tor tripped From 93X pouer due 
to lots of forced circulating water pumps . Pumps tripped due 
to leak in seal injection sys. Caused by failed gasket on 
flour ind 1 cator. Reac tor in cold shutdoun. 

JACK.IU. I. . SHAFER. H. Region 3. Office of Director. S3/Q7/IS. Ip. 
19683:001. 24X FI the: SO-409. 03/07/18. 8307220401. 


8307260374 PNO- 1 1 1-B3-062A: on 030716.13.000 gallons rad 1 oac 1 1 vely 
contaminated uater leaked from seal injection sys Into 
reactor containment subbasement. Caused by gasket failure, 
due to overpressurization. Hater pumped out. 

JACKIW. 1, I SHAFER, M. Region 3. Office of Director. 83/07/20. Ip. 
19732:090. 24X FI ch i : SO-409. 83/07/20, B307260374. 


DOCKET 50-410 NINE MILE POIMT NUCLEAR STATION, UNIT 2 


A. App 1 lea t lon/cons t rue 1 1 on stage documents & correspondence 


8307060423 Summary of Caseload Forecast Panel B30222-24 site meetings 
w/utll re resource needs for licensing ac t 1 vl t ies. d esign 
revleu & const progress. 

HAUOHEY.M. Licensing Branch 2. B3/06/24. Licensing Branch 2 

I4pp. 19299:333, 24X Fic ho: 50-410, 83/06/24, 0307060423. 


8306270393 Generic Ltr 03-24 to all BUR applicants for OL (> holders of 
OLs for Grand Oulf. LaSalle & Susquehanna re TMI Task Action 
Plan Item 1,0.1. "Special Lou Power Testing 6 Training 
ti Recommendations for BURt. " Sve list end. 

EI6ENHUT. D. S. Division of Licensing. 03/06/29. Long Island 
Lighting Co. 26pp. 19384:115, 24X Flehe: 50-000, 83/06/29. 

8306270393. 


6306270397 Generic Ltr 83—26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Bve list end. 

EI8ENHUT. 0. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

FIche: 30-000, 83/07/03, 8306270397. 


0307060329 Generic Ltr 03-27 to all licensees li applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end. 

EISENHUT, D. 0. Division of Licensing. 03/07/06, Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiehe: 30-000, 83/07/06, 0307060329. 


8307060169 Generic Ltr 83—20 to all licensees of operating reactors, 
applicants for OL h holders of CPs re required actions based 
on generic implications of Salem ATHS events. Sve list end. 
EISENHUT. D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of Niw York. Inc. 3Bpp. 19669:269. 24X 

Fiche: 30-000, 03/07/08, 0307000169. 


8307200374 Assures that reviews of Tech Specs U security plan 
proceeding on schedules compatible y/approved review 
schedule, in response to 830707 memo. 

THOMAS. C.O, Standardization i Special Projects Branch. 83/07/08. 
6CHWENCER. A. W. Licensing Branch 1. ip. 19636:362. 24X 

Fiehe: 30-410, 03/07/08, 8307200374. 


0307220407 Submits clarification of weld design for pipe supports 
Clarification will be reflected in amend to FSAR scheduled 
for submittal during Third Quarter 1983. 

RHODE, G.K. Niagara Mohawk Pouer Corp. 83/07/18. SCHWENCER.A 
Licensing Branch 2. ip. 19687:361. 24X Fiche: 30-410. 03/07/18, 

8307220407. 


D. NRC Oraft/Final Environmental Statements, suppls & correspondence 


B307200S3B Forwards notification & agenda for 830802-03 environ site 
visit tg 830802 public meeting in Oswego. NY to revieiif issues 
for preparation of EIS - OL stage. 

SCHWENCER.A- Licensing Branch 2. 03/07/13. RHODE. G.K. Niagara 

Mohawk Pouer Corp. 8pp. 19672:291. 24X Fiche: 30-4 10, 03/07/13, 

8307200538, 


•-8307200543 Notification of 830808-03 environ site visit i S30802 
public meeting In Oswego, NY to revleu issues for preparation 
of EIS — OL stage. 

HAUOHEY.M. Licensing Branch 2, B3/07/13, SCHWENCER.A. Licensing 

Branch 2. 5pp. 19826:296. 24X Fiche: 30-410, 83/07/13, 8307200930. 


0307280107 Forwards newspaper notice of 830802 public meeting in 
Osuago. NY to discuss environ concerns for EIS. 

SCKUENCER.A. Licensing Branch 2. 83/07/20. RHODE. G. K. Niagara 

Mohawk Pouer Carp. 3pp. 19826:263. 24X Fic ho. S0-4ID, 03/07/20. 

83072SO1B7. 


F. Security, medical, emergency 4, flro protection plans 


0307300374 Assures that reviews of Tech Specs (. security plan 
proceeding on schedules compatible w/approved review 
schedule. in response to 630707 memo. 

THOMAS. C.O. Standard 1 lat i on & Special Projects Branch. S3/07/00. 
SCHMENCER. A. M. Licensing Branch 1. Ip. 19636:362. 24X 

Fiche: 30-410. 83/07/08, B307200374 


O. Adjudicatory correspondence 


0307140461 Advises that if Multiple Interveners expect to withdraw 
030614 petition to intervene, notice of withdrawal should be 
filed within 2 wks. 

KARGtA.IES>H. D. Atomic Safety and Licensing Board Panel. 83/07/18. 
WKITE/A.F. DeOraff, Foy, Conway ii Holt-Harr is. Ip. 19321:241. 24X 

Fiche: 50-410. 83/07/12. 83071404 61. 


B307190191 Requests filing of Multiple Intorvenor withdrawal of 
petition. per S30623 ltr 

CONNER. T. a. Niagara Mohawk Power Corp. CaNNER, T. B. Conner S. 
Hetterhahn. 03/07/14. WHITE. A. F. DeOraff. Toy. Conway 4 
Holt-Harris. ip. 19630:141. 24X Fiche: 30-410, 83/07/ 1 4. 0307190 I 91 . 


G. Inspection reports, IE Bulletins 1, correspondence 


8307010002 Forwards IE Mgt Meeting Rept 30-410/83-09 on 630323. 

STAROSTECKI, fi. Division of Project 6 Resident Programs. 03/06/14. 
RHODE# 8. K. Niagara Mohawk Power Corp. 2pp. 19169.081 24X 

Fiche r 90-410,83/06/14. 8307010002 


— 8307010003 IE Mgt Meeting Rept 30-410/83-09 on 830523. Major areas 
dl teussed: u 1 1 1 overview of contractor performance at const 
site. 

KISTEB.H.D., KEIMIG.R.R. Region I. Office of Director. 83/06/13. 
2pp. 19169:083. 24X FI C h e ; 30-4 10. 83/06/ 14, 83070 1 0002. 


8307010029 Forwards IE Insp Rept 30-410/83-05 on 830425-0327 S. notice 
of violation. 

aTAROBTECKI, R. Division of Project & Resident Programs. 83/06/18. 
RHODE.D.K. Niagara Mohawk Power Corp. 2pp. 19169:177, 24X 

Fiche: SD-410. 03/06/13, 8307010029. 


—8307010032 Notice of violation from insp on 830423-0327. 

e Region 1,. Office of Director. 83/06/13. 2pp. 17169:179. 24X 

Fiche: 50-410, 03/06/13. 8307010029. 


— 8307010036 IE Insp Rept 30-410/83-03 on 830423-0327. Noncomp 1 lance 
noted: failure to Identify nonconforming trends for casual 
indications I, take subsequent corrective action. 

SCHULZ. R.D., GRAMM.R.A., KISTEfliH.B. Region 1, Office of Director 
83/06/10. Ilpp. 19169:181. 24X F 1 c ho : 50-4 10. 03/ 06/ 1 3, 

8307010029. 


8307070062 Responds to NRC 030426 ltr re notice of violation 1. proposed 
inposltian of civil penel ty . Correct Ive actlonsrall trainees 
required to meet edge 1. experience reqolrments of GAD 2. S, 
as wall as demonstrate prof i c I ency, prior to certification. 

RHODE) C. K. Niagara Mohawk Power Carp. 83/06/30. Director's 
Office. Office of Inspection and Enforcement. 6pp. 19893' 203 24X 

Fiche: 50-410. 83/06/30. 8307070062. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem." Eve list end. 

OOROAH. E. L. Division of Emorgency Prepared'ness fc Engineering 
Respanse (Post 830103). 03/07/11. Consolidated Edison Co. of New 

York. tne. 134pp, 19563:293. 84X Fic h e: 50-000, 03/07/1 1 , 8306270401 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Eve list end. 

JORDAN. E. L. Division of Emergency Preparedness fc Enginoerlng 
Respense IPost 03OIO3I, 03/07/12, Consolidated Edison Co. nf New 
York. Ine. 14lpp. 19363:133. 24X FleJie: 50-000. 33/07/12, 8306270404 . 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive 1-125 U 1-131 In Excess of NRC Limits ’■ Sve list 
end. 

TAYLOR. J.H. Division of QA, Safeguards U Inspection Programs (Post 
B301O3). 83/07/14. Consolidated Edison Ca. of New York, Inc 

H4pp. 19715:270. 24X Fic h e; 30-000, 03/07/ 14. 8306270406. 
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DOCKETED ITEMS 


S Reportable occurrenceii LERe h related correepondence 


S3071901S1 Interim deficiency rept re d i screpanc lee in Uosltey 
Co QA documentation. Ini tial ly reported on 830304. Record* 
revleued for compliance u/lruln Steel Co OA manual. Final 
rept expected by 030915. 

KANNOiS.F Niagara Mohauk Power Corp. S3/0A/03. STAR05TECKI. R. 
Olvielon of Project (i Reeldent Program*. Spp. 19636:S0&. 24X 

Fi Che: 30-410. 83/06/03. 8307190131. 


S307210059 Interim deficiency rept re environ (> seiimic qualtPleatlan 
documentation of certain control room equlpmen t. Inl t lal ly 
reported on B20921. Items 1-13 qualified. Items 14 b 13 placed 
in qualification program b Items 16 b 17 will be qualified. 

DISe.O.P. Niagara Mohawk Power Corp. 83/07/11. STAROSTECKI. R. 
Olvltlon of Project b Resident Programs. 3pp. 19660:369. S4X 
Ftc he: 30-410. 03/07/1 1 , 8307310059. 
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A. App 1 teat ion/cons true t ion stage documents b correspondence 


8306060070 Generic Ltr 83-32 to all operating reactor licensee*, 
applicants for OLs b holders of CPs for Uestlnghouse PURs 
re safety evaluation of "Emergency Response Ouidel Inet. “ 

Sve list end. 

GISENHUT. D. 0. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116. 24X Fiche: 30-000. 83/06/03. 

8306060070. 


8307070036 Responds to 830615 request for info re presence of federally 
listed or proposed endengered b threatened species ulthin 
plant Impact area. Compilation of federally listed endangered 
b threatened species in State of PA end. 

KULP.C.U. Interior. Dept. of. Fish b Uildllfe Service. 83/06/30. 
KNIGHTON. G. Licensing Branch 3. Spp. 19293:242. 24X 

Fiche: 30-413, 83/06/30, 8307070036. 


8306270397 Generic Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of turvelllanee 
requirements for diesel fuel Impurity. Sve list end. 

ElSENKVTi D. 0. Division of Licensing. 83/07/03, Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Flehe: 30-000.83/07/03. 8306270397. 


8307060329 Generic Ltr 33-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance Intervals in STS, Sve list end. 

EISENHUT, 0. 0. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:334. 24X 

Fiche: 30-000, 83/07/06. 8307060339. 


83070B0169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Sve list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York. Inc. 3Bpp. 19669:269. 24X 

Fiche: 30-000. 83/07/08. 8307080169, 


6307220043 Requests priority review of SRP differences to evaluate 
util justification for deviation. Review results requested 
by 830729. 

LAZO.L. Licensing Branch 3. 63/07/08. TERAO.O,. LGU.K.C,. 

PICHUMANl.R. NRC - No Detailed Affiliation Given. 2pp. 19691:338. 
24X Fiche: 30-412, 03/07/00, B3O7220043, 


8307220046 Summary of 830607 meeting u/utll in Bcthesda.MD re OL 
appl ication. Li St of attendees end. 

LAZO.L. Licensing Branch 3. 83/07/11. Licensing Branch 3. 40pp. 

19692:082. 24X Fiche: 50-413. B3/07/1 1. 8307220046. 


6307280367 Forwards responses to 830304 acceptance review questions 
re safety-related t true tures. sy s b components, OA program, 
fracture prevention of containment pressure boundary b 
Inadequate core cooling. 

HOOLGVER.E. J. Duquesnt Light Co. 83/07/14. DENTON, H.R. Office of 
Nuclear Reactor Regulation. Director. llpp, 19796:107. 34X 

Fiche: 30-413, 83/07/14, 8307380367, 


C. Utility Environmental Report iER), amends b correspondence 


8307180201 Forwards Amend I to environ rept - OL stage, consisting of 
responses to NRC acceptance questions contained in End 3 to 
DO Elsenhut 830304 Itr.SbW request for ack of amend receipt 
end. 

UOOLEVER.E. J. Duquesne Light Co. 83/07/14. DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 19361:120. 24X 

Fiche; 30-412, 83/07/14,8307180201. 


—8307180206 Amend 1 to environ rept - OL stage. 

e Duquesne Light Co. 83/07/31. 237pp. 19361:135. 34X 

Fiche: 30-412,83/07/14, 8307100201. 


8307290100 Forward* Certificate of Sve re distribution of Amend 1 to 
environ rept. 

UOOLEVER.E. vl. Duquesne Light Co. 83/07/22. DENTON. H.R. Office of 
Nucleer Reactor Regulation, Director. 4pp. 19822:210. 34X 

Fiche: 30-412. 83/07/22. 8307290100. 


8307260360 Submits listing of refs. permits b maps per 830304 request 
concerning environ rept acceptance review of OL application. 
HOOLEVER. E. 0. Duquesne Light Co. 83/07/23. OENTON.H.R,. 
KNIOHTON.C. Office of Nuclear Reactor Regulation, Director. 3pp. 
19796:283. 24X Flch 1 ; 30-4 12, 83/07/23. 8307380360. 


O. Adjudicatory correspondence 


8307030097 Forwards OS Whit* petition to intervene in OL hearings. 
UHlTE.e.a. Affiliation Unknown. 83/06/37. Office of the 
Secretary of the Commission. Ip. 19193:140. 34X 

Flehe: 90-412. 83/06/27, 8307030037. 


—8307090063 Petition of 06 White for leave to Intervene in OL hearing 
HHITEiO.S. Affiliation Unknown. 33/06/37. Commissioners. 6pp 
19193:141. 34X Fiche: 30-413, 83/06/27, 8307030037. 


8307090099 Petition of Environ Coalition on Nuclear Power for leave to 
intervene b request for hearing. Cert i flea te of Sve end. 

JOHNSIUD. J. H. Environmental Coalition on Nuclear Power. 83/06/30. 

Caamlssioners. Spp. 19193:336. 24X Fiche; 90-412. 83/06/30, 

8307090099. 


8307070209 Petition of RF Walker for leave to intervene. 

HALKERiR.F. Af fU iat ton Unknown. 83/06/30. Commissioners. 9pp. 
19269:323. 24X Fiche: 90-412. 83/06/30, 8307070209. 


8307060399 Petition for leave to participate as interested state. 
Notices of appearance b Certificate of Sve end. 

THQRNSUnoH, 0. Pennsylvania. Commonwealth of,. 83/07/01. 
Coiuifsloners. 6pp. 19236:083. 24X Flehe; 90-412. 83/07/01 . 

8307060395. 


8307070202 Petition of Ohio Cltittns for Responsible Energy for leave 
to intervene b request for hearing. Certificate of 8vc and. 
HIATT,8.L. Ohio Citllins for Responsible Energy, 83/07/01. 

Atonic Safety end Licensing Board Panel. 3pp. 19269:327. 24X 

Fiche: 90-412. 83/07/01, 8307070302. 


8307070304 Petition for leave to participate as Interested state. 
Notices of appearance b Certificate of e^c end. 

THORNBlffiSH/O. Pennsylvania, Commonwealth of,. 83/07/01. 
Conmlseioner*. 6pp. 19293:349. 24X Fiche; 90-412, 83/07/01 . 

8307070304. 


a307l9ree7 Responds to Commonwealth of PA 830701 petition for leave to 
participate as interested state. Util does not object to 
Coemonwealth participation if hearing held. Certificate of 
8vc and. 

SILBEROfJ.E. Duquesne Light Co. StLBERO.J.E, Shaw, Pittman, Potts 
li Trowbridge. 63/07/03. Atomic Safety and Licensing Board Panel. 
4pp. 19932:172. 24X Fiche; 30-412, 83/07/03, 8307130287. 


8307110043 Notice of A8LB coni ti tut ion. MB Hargul les, chairman b EE Hill 
b PH Purdum, members. 

COTTERiB.P. Atomic Safety and Licensing Board Panel. 83/07/07. 

2pp. 19379:293. 24X Fiche; 90-412, 83/07/07, 83071 10043. 


8307190343 Response opposing RF Walker 830630 request to intervene. 
Oranting of Intcrvcnor status unmerl tad. Certificate of 8vc 
end. 

8ILgER0.J.E. Duquesne Light Co. BILBERO,J.E. Shaw, Pittman, Potts 
b Trowbridge. 83/07/13. Atomic Safety and Licensing Board Panel. 
9pp. 19938:328. 24X F 1 C h e: 90-4 12, 83/07/13, 8307 150343. 


830719(090 Answer apposing Ohio Citliens for Responsible Energy 830701 
petition to intervene b request for hearing. Pati tlon falls 
to meat requirements since no individual w/requlslte 
standing identified. Certificate of 8vc and. 

6ILeER0.J.E. Duquesnt Light Co. 8ILBER0,J.E. Shaw. Pittman, Potts 
b Trowbridge. 83/07/13. Atomic Safety and Licensing Board Panel. 
4pp. 19938:280. 24X Fiche: 90-413, 83/07/13, 8307190390. 


83071801^3 Answer opposing Environ Coalition on Nuclear Power 830630 
request for hearing b petition to intervene. Requisite 
■bowing of interest not met. Petitioner falls to identify 
nature of member Interests, Certificate of Sve end. 

SIL8ERe.J.E. Duquesne Light Co. SILBERO.J.E. Shaw, Pittman, Potts 
b Trowbridge. 83/07/14. Atomic Safety and Licansing Board Panel. 
9pp. 19999:096. 24X Fiche: 90-412, 83/07/14, 8307180239. 



DOCKETED ITEMS 


257 


9307190384 Antuer to OS White 830627 petition to intervene. White set 
forth adequate Intereit. Judgment reserved on whether 
Intervention should be granted pending filing of petition 
suppl, Certificate of Sve end. 

SILBERO. J. E. Duquesne Light Co. SILBERO, J. E. Shaw. Pittman. Potts 
& Trowbridge. 03/07/lS. Atomic Safety and Licensing Board Panel. 
4pp. 19632:100. 24X Fiehe: 50-412. 83/07/lS, 8307190384. 


0307280414 Response to petitions to intervene it requests for hearing. 
Environ Coalition on Nuclear PoueriOhio Cltlrcns for 
Responsible Energy t, RF Walker petitions should be dented b 
08 White petition granted. Car t 1 f lea ta of Sve end. 

PERLIS. R.O. Hearing Branch 3. 83/07/20. Atomic Safety and 

Licensing Board Panel. i3pp. 19687:213. 24X Flcha: SO-412. 83/07/20. 

8307220414. 


8307270290 Discusses petition to intervene b forwards newspaper 
art ides. Indl viduat s living inside nuclear complex should be 
allowed to speak. 

WHITE. 0.8. Affiliation Unknown. 83/07/20. Docketing S> Services 
Branch. 8pp. 19769:018. 24X Fiche: 30-412. 83/07/80. 8307270298. 


8. Reportable occurrences. LERs b related correspondence 


8307130273 Interim Significant Deficiency Rept 03-04 re unacceptable 
Bergen Paterson welded devises on pipe rupture restraints, 

Initially reported on 830331 . Program for remfg of devises 
Implemented. Next rept will be submitted by 830720. 

WOOLEVER. E. J. Duquesne Light Co. 83/06/29. HURLEV, T, E. Region 1. 
Office of Director. 4pp, 19338:109. 24X F 1 ch e : 50-4 12. 83/06/29, 

8307130273. 


8307280287 Interim Deficiency Rept 63-02 re significant breakdown in QA 
program. Initial ly reported on 830318. Unsat isfactory items 
found during reinsp program will become new reportable 
significant deficiencies. 

WOOLEVER. E. J. Duquesne Light Co. 83/07/06. MURL6Y, T. E. Region 1, 
Office of Director. 2pp. 19683:361. 24X Fiche: 30-412, 83/07/06. 

0307820287 
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K. Utility Final Safety Analysis Report (F8AR) b amends 


8307290103 Forwards Certificate of Bve re distribution of Amend 2 to 
FSAR. 

WOOLEVER. E. J. Duquesne Light Co. 83/07/22. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 3pp. 19820:333. 24X 

Fiche; 30-412. 83/07/22. 8307290103. 


8307180279 Amend 2 to FBAR. H/830714 Itr, 

WOOLEVER Duquesne Light Co. 83/07/31. DENTON, H.R. Office of 
Nuclear Reactor Regulation. Director. 82Bpp. 19346:001. 24X 

Fiche; 30-418. 83/07/31, 8307180279. 


Q, Inspection reports. IE Bulletins b correspondence 


8307110883 Ack receipt of 830620 Itr informing NRC of steps taken to 
correct violations notad in IE Insp Rept 30-412/83-04. 

Confirms use of temporary supports to prevent overatreising 
from dead weight to be applied to Installed piping. 

8TAR08TECK1, R. Division of Project b Resident Programs. 83/07/01. 
WOOLEVER. e. J. Duquesne Light Co. 8pp. 19379:175. 24X 

Fiche; 30-412. 83/07/01.8307110285, 


A. Appilcatlon/censtructlon stage documents b correspondence 


8307070033 Comments on 010924 meeting re discharge monitoring at 
facilities. No biological or physical studies conducted on 
Lake Hylle.Dept has only one monitoring station w/tninlmal 

capabilities. 

PEACOCK. B. South Carolina. State of. 81/10/02. LEHR.J. 
Environnantal Engineering Branch, app, 19293:259. 24X 

Fiche: 30-413.81/10/02. 8307070033. 


8307070139 Forwards info re water quality stds for State of 8C 
industry. per 820401 discussion. No thermal plume studies 
required for fad 1 i t { es. Pro jec ted flow rate of cooling tower 
blowdown not environmentally harmful. 

PEACOCK.B. South Carolina. State of. 82/04/02. LEHR.J. 
Environmental Engineering Branch. Ip. 19294:220. 24X 

Fiche: 30-413. 88/04/02, 0307070139. 


8306060070 Oensrlc Ltr 63-22 to all operating reactor licensees, 
applicants for OLs b holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Ouldelinet." 

Bve list end. 

EI8ENHUT. 0. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19363:116 . 24X Fiche: 50-000, 83/06/03. 
8306060070 


"8307110292 Responds to NRC 830408 ltr re violations noted in IE tnsp 
Rept 30-412/83-04. Corrective actions; procedures Issued to 
provide timporary piping supports during const. 

WOOLEVER, E. J. Duquesne Light Co. 83/06/20, 8TAR03TECKI. R. 
Division of Project b Resident. Programs. 3pp. 19379:177. 24X 

Fiche: 30-412, 83/07/01 . 83071 10283. 


8307210213 Forwards IE Insp Rept 50-412/83-05 on 830411-29 b notices 
of violation b deviation. 

MARTIN, T.T. Division of Engineering b Technical Programs. 83/07/06. 

WOOLEVER. E. J. Duquesne Light Co. 2pp. 19666:302. 24X 

Fiche: 30-412, 83/07/06, 8307210213, 


--B30721021S Notice of violation from Insp on 830411-29. 

• Ragion 1. Office of Director. 83/07/06. Ip. 19666:304. 24X 

Fiche: 30-412, 83/07/06, 8307810213. 


"8307810219 Notice of deviation from insp on 830411-89. 

• Region 1, Office of Director. 83/07/06. 3pp. 19666:303. 24X 

Fiche: 50-412,83/07/06, 8307210213. 


8307110033 Rssponds to 830331 ltr transmitting draft technical 
evaluation rept re control of heavy loads. Comparl son of 
Westinghouse spec for manipulator cranes w/ANSI D30. 2 
releaved devices meet both specs. 

TUCKER.K.B. Duke Power Co. 83/06/28. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAN.E.G. Licensing Branch 
4. 2pp. 19375:245. 24X Fiche: 30-413. 83/06/28, 03071 10053. 


8307090081 Staff requirements memo re 830628 affirmation/discussion b 
vote in Washington. DC re SECY-B3-190Ai "Commission Review 
of ALAa-6e7. “ 

CHILK.8.J. Office of the Secretary of the Commlselon. 03/06/30. 
PLAINEi H. H. E. Office of the General Counsel. 2pp. 19366:310. 24X 

Fiche: 30-413. 03/06/30, 0307090001. 


8306270397 Generic Ltr 33-26 to all applicants for OLs b holders of 
CPs fop power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317, 24X 

Fiche: 30-000. 83/07/03. 8306270397. 


—8307210226 IE Insp Rtpt 30-412/83-05 on 03041 1-29. NoncofflpHanee 
noted: vloletlon involving failure to eallbr torque 
wrench within required date b deviation Involving failure to 
comply W/ANBI-N43. 2. 11 fop design control. 

BLUMBERO.N., FINKEL.A., GRANT. J. Region 1. Office of Dlpietor. 
83/06/30. 39pp. 19666:308. 24X Fiche; 30-412, 03/07/06. 8307210213. 


8306270401 IE Info Notice 03-46. “Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. lS4pp. 19363:293. 24X Fiche; 30-000. 83/07/1 1. B30627040I. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Sve list end. 

JORDANiE. L, Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 14Ipp. 19363:133. 24X Fiche: 30-000. 83/07/12, 03O627O4(M. 


8306270406 IE Info Notice 83-48. ''Gaseous Effluent Releases of 
Radioactive I-12S b 1-131 in Excess of NRC Limits.'' 8vc list 
end. 

TAYLOR, J.M. Division of OA, Safeguards b Inspection Programs (Post 
830103). 83/07/14, Consolidated Edison Co, of New York, Inc. 

114pp. 19713:270. 24X Fiche; 30-000, 83/07/14, 8306270406. 


8307060329 Generic Ltr 83-87 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STB. Sve list end. 

EI6ENHUT. D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 30-000. 83/07/06, 8307060329. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATWS evente. Sve list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of NeuI York. Inc. 38pp. 19669:269. 24X 

Fiche: 30-000,83/07/08. B3070B0169. 


8307230029 Notification of 830727-28 meetings w/utll in York County. 

SC to discuss completion status b schedule b to tour site 
b observe const progress. 

JABBOUfliK.N. Licensing Branch 4. 83/07/13. ADENSAH.E.O. Licensing 

Branch 4. 3pp, 19723:304. 24X Fiche: 50-413, 83/07/13, 8307230029. 
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D. NRC Draft/Final Environmental Statements, suppls J< correspondence 


8307270011 Provides addl info not addressed In FES to clarify bases for 
NflC assessments on natters re aquatic resources effects. in 
response to S30309 comments. 

ADENSAM, E. S. Licensing Branch 4. 03/07/13. BLANCHARD. B. Interior. 

Dept. of. Spp. 19ail;00b. 24X Fiehe; 30-413. B3/07/13. 8307270011. 


8307280099 Forwards DDI S3O309 i 0713 Itrs re potential biotic ieipacts 
of intake 1. discharge structures b thermal discharge 
compliance ui/uater quality stds. 

ADENSAM. E. 0. Licensing Branch 4. 83/07/13. TURNER. LB South 

Carolina. State of. 3pp. 19ai2;353. 24X Fiche: 30-413, 83/07/13. 


E. NRC Safety Evaluation Report (8ER), suppls t> eorrespondenC' 


8307230101 Releases public version of revised crisis mgt plan for 
nuclear stations. 

FELTON.J.H. Division of Rules and Records. 83/07/19. Document 
Hanagement Branch. Ip. 19737:287. 24X Fiche: 30-000. 83/07/19, 

0307230101. 


--8307230110 Public version of Rev 9 to crisis mgt plan for nuclear 
stations. U/B30630 Itr. 

VAUOHN'T.S. Duke Power Co. 83/06/13. DENTQN.H.R. Office Of 
Nuclear Reactor Regulation. Director. I27pp. 19737:280 24X 
Flebe: 50-000, 83/07/19, 8307230101. 


8307230620 Releases public version of rev to emergency plan. 

FELTm.J.H. Division of Rules and Records. 83/07/19. Document 
Hanagenent Branch. Ip, 19717:001. 24X Fiche; 30-413. 83/07/19. 

0307230620. 


8307030368 Forwards licensing position re lockout of manual control by 
load sequencer. Open Item 10 In Section 1.7 of SER. 

Affirmative response to resolve issue requested by 830715. 

NOVAK. T. M. Assistant Director for Licensing. 83/06/21 TUCKER, H. B 
Duke Power Co. Spp. 19263:311. 24X FI c he : 30-4 13. 83/06/21. 

8307090366. 


■8307230623 Public version of Rev 3 to emergency p Ian. W/830706 Itr. 
HAfPTON, J. H, , TUCKER, H.B. Duke Power Co. 83/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. ADENSAM, E, 0. 
Licensing Branch 4. lS9pp. 19717:002. 24X Fiche; 30-413, 83/07/19, 

8307230620. 


8307130249 Forwards Directive 3. 1. lOIOP). "Control Room Access t, 
Control." in response to SER Section 13,3. 

TUCKER. H.B, Duke Power Co. 83/06/29. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E.O. Licensing Branch 
4. 4pp. 19507:328. 24X Fiche; 30-413, 03/06/29, 8307130249. 


03071^383 Forwards info on SER Open Item 10 re safe shutdown analysis 
b standby shutdown sys confirming safety-related batteries 
In station control complex not required for hot standby 
condition per App R to iOCFRSO. 

TUCKER, H.B. Duke Power Co. 83/07/05, DENTON.H.R, Office of 
Nuclear Reactor Regulation. Director. ADENSAM, E. 0. Licensing Branch 
4- 34pp. 19381:003. 24X Fiche; 30-413, 03/07/05, 83071 10383. 


8307190085 Confirms separation of each channel of containment ereicurt 
control syi.per Section 7.3.2.10 of SER Confirmetoru 
Issue 28. ’ 


TUCKER. H.B. Duke Power Co. 83/07/08. DENTON.H.R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4. 2pp. 19635:173- 24X Fi Che: 30-4 13, 83/07/08. 0307190003. 


8307230717 Releases public version of revised crisis mgt plen 
Implementing procedures, 

PELTOdiJ.ll. Division of Rules and Records. 83/07/19. Document 
flanaiement Branch. Ip. 19719:314. 24X Fiche: 30-000, 83/07/19, 

8307230717. 


•8307230730 Forwards public version of Rev 1 to Crisis Mgt Plan 
laplcmcntlng Procedure 3.3.2 re crisis newt group plan b 
Rev 3 to Procedure 3.3.3 re administrative b logistics 
support group. 

TUCKER,H.B. Duke Power Co. 83/03/02. DENTON.H.R, Office of 
Nuclear Reactor Regulation, Director. 2pp. 19719:318 24X 

Fiche: 30-000, 03/07/19. 8307230717. 


—8307230744 Public version of Rev 1 to Crists Mgt Plan Implementing 
Procedure 3.3.2 re crisis newt group plan b Rev 8 to 
Procedure 3.3.3 re administrative b logistics support group 
e Duke Power Co. 83/03/16, la6pp. 19719:317. 24X 

Fiche: 30-000, 83/07/19, 0307230717. 


0. Adjudicatory correspondence 


0307190218 Forwards revised response to FSAR Question 440. 48, In 
response to SER Confirmatory Item 36 re flooding of 
electrical equipment as result of LDCA. 

TUCKER. H.B. Duke Power Co. 83/07/11. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM. E. 0. Licensing Brand 
4, Spp. 19629:217. 24X Fiche: 80-413, 83/07/11, 0307190218. 


8307030280 Comments on ASLB 630620 memorandum b ordtr re tentative 
revised schedule. Schedule will not accommodate Issuance of 
initial decision on issues prior to const complstlon. 

Proposed schedule b Certificate of Sve and. 

eiBSim.R.L. Duke Power Co. 83/06/28. ISpp. 19197:144. 24X 

Fiche: 30-413, 83/06/28, 8307030230. 


830«50372 Forwards proposed resolution to SER Open Item fO, "Lockout 
of Manual Control by Lead Sequencer. " Appropriate procedures 
will be revised to provide operator w/speclfie guidance as 
to when b how action should be taken. 

TUCKER. H.B. Duke Power Co. 83/07/14, DENTON.H.R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM. E. 0. Licencing Brand 
4. 2pp. 19704:008. 24X FI che: 30-413. 03/07/14, 8307230372. 


8307030186 Memorandum b Order'CLI-B3-19 delineating criteria for 
■'tap***'# late-filed contentions based on info contained in 
llceneing-ralatad documents. Document unaval lab 1 1 ity not good 
cause Hhan facts aval lab If . Add 1 views and. 

CHILK.S.J. Office of the Secretary of the Commission. 83/06/30. 
24pp. 19199:030. 24X Flcht: 30-413, 03/06/30, 8307030186. 


8307230433 Forwards ravlstd responst to FSAR Question 430 liO re 
load rejection capability per SER Confirmatory Item 38. Based 
on test parameters, brief transient not eipected to have 
adverse effect or Impact on equipment operation 
TUCKER, H.B. Duke Power Co. 83/07/14, DENTON.H.R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing 
4. Spp. 19701:230. 24X FI eh# : 30-413, 83/07/ 14, 0307230433. 


lOOX 


Branch 


8307230337 Notification of 830809-12 meetings w/util b SioTechnology. 
Inc in Charlotte b York County, SC to discuss 
prelmplementatlon audit of detailed control room design 
review summary rept (SER Open Item 18), 

JABBOUR.K.N Licensing Branch 4- 83/07/19. ADENSAM.E.O, Licanslni 

Branch 4. 3pp. 19739:281. 24X Fiche: 30-413, 83/07/19, 8307230537 


F. Security, medical, emergency b fire protection plens 


8307010013 Forward s Rev 4 to 
(ref 10CFR73. 211. 

TUCKER, H.B. Duke Power Co. 
Office of Director. 2pp 
8307010013. 


security plan. Rev withheld 

83/06/20. O'REILLY, J.P. Region 2. 
19169:203, 24X FI th e; 30-413, 83/06/20, 


"" “f* •hxMauin anety.l. 

b Standby shutdown sys confirming safety-rclatad batteries 
in station control complex not rsqulrsd for hot standby 
condition per App fi to IOCFRSO. 

TUCKER.H^B, Duke Power Co. 03/07/03- DENTON.H.R, Office of 
Nuelear fiiactor Regulation, Director, ADENSAM.E.O. Licensing Brand 

4. 34pp. 19381:003. 24X Fi che; 30-413. 83/07/05, 83071 10383 


8307070196 Advises that util employees receiving notices of deposition 
slill be available for deposition between 830701 b 18. Related 
correspondence. 

IkIBBONtR.L. Duke Power Co, 83/07/01. OUILD.R. Oulld. R. OUIUD.R 
Palmetto AUlonci. 2pp. 19293:333. 24X Fiche: 30-413, 83/07/01, 

8307070196. 


8307110291 Advises of aval lob 1 1 1 ty of welding Inspector supervisors to 
be deposed. Urttten notices of deposition must bt strvsd. 

Related correspondence. 

OIBSny.R.L. Duke Power Co. 83/07/06- OUILO.R. Ouild. R. tp. 
19373:009. 24X Fiche: 30-413, 83/07/06, 8307110291. 


8307110236 Motion for summary disposition of Palmetto Alliance 
Contention 16 re storage of Irradiated fuel assemblies. 

No genuine issue of matl fact exists b NRC entitled to 
favorable decision. Statement of matl facts end. 
tfOmsm.O.E. Hearing Branch 4. 03/07/00. Atomic Safety and 

Ucenslng Board Panel, I2pp. 17373:313. 24X Fiche; 30-413, 83/07/00, 

83071 i(S36. 


““*307110260 Affidavit of A Singh b KN Jabbour fupportlng NRC motion for 
lumaary dliposltlon of Palmetto Alliance Contention 16. 

Public health will not be endangered from storing, cool ing b 
handling Oconse b McOulre fuel assemblies at Catawba. 

8IN«{>A. Audliary Bystems Branch. JABBOUR.K.N. Llcanslng Branch 
4 . 83/07/07. 16pp. 19373:323. 24X Fiche: 30-413, 83/07/08, 

8307110236. 
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— 8307110264 Motion for juramary disposition of DES Contention J9 re 
environ coats of storage facility for spent fuel. No genuine 
Ifsue of matl fact eiisti h NEC entitled to favorable 
decision. Statement of matl facts end. 

JOHNSON. O.E. Hearing Branch 4. B3/07/06. Atomic Safety end 

Licensing Board Panel. 16pp. 19373i341. 24X 

Flche; 50-413. B3/07/0S. 8307110256 


— B307110270 Affidavit of JS Boegli.EF Dranagan l< RJ Serbo supporting MIC 
motion for summary disposition of DES Contention 19. Dose 
commitments both onsite i offsite from spent fuel storage 
facility discussed. Prof noal if icat ions end. 

BOEOLI.J.S. Effluent Treatment Systems Branch. DRANAOAN. E. F. . 
8ERBU.R.J. Radiological Assessment Branch. B3/06/23. 20pp. 

19375:357. 24X Flche: 50-413, B3/07/08, 83071 10256. 


-8307110273 Motion for summary disposition of DEB Contention 17 re 
environ Impacts. No genuine issue of matl facts exists & NRC 
entitled to favorable dec i slon. Statement of matl facts end. 
JOHNSON. O.E. Hearing Branch 4. 83/07/07. Atomic Safety and 

Licensing Board Panel. lOpp. 19376:015. 24X 

Flche: 50-413, 83/07/08. 8307110256. 


"8307110279 Affidavit of JA Mitchell. KC Dempsey !< JE Fairobent 
supporting NRC motion for summary disposition of DEB 
Contention 17. Discusses NRC consideration of meteorological 
conditions for design basis (• severe accidents. 

MITCHELL, J. A. . DEMPSEV.K.C. Accident Evaluation Branch. 
FAIROBENT. J. E. Effluent Treatment Systems Branch. B3/07/07. 
I3pp. 19376:025. 24X Flche: 50-413, 83/07/08. B3071 10256. 


■8307110289 Motion for summary dispaaltlon of Carolina Environ Study 
Oroup Contention 18. Palmetto 44 re reactor degradation. 

No genuine issue of matl fact exists t< Group entitled to 
favorable dec! t ion. Statement of matl facts sncl. 

JOHNSON. O.E. Hearing Branch 4. 83/07/08. Atomic Safety and 

Licensing Board Panil. 8pp. 19376:038. 24X Flche: 50-413. 

83/07/08. 0307110256, 


— 8307110293 Affidavit of BJ Elliot supporting NRC motion for ivanary 
disposition of Carolina Environ Study Oroup Contention 18. 
Palmetto 44. Amount of reactor matl degradation for reactor 
vessels can bs accurately meaiured. 

ELLIOT. B.J. Materials Engineering Branch. 83/07/01. 39pp. 

19376:046. 24X Flche: 50-4 13. 83/07/00. 83071 10256, 


--8307110297 Motion for summary disposition of Palmetto Alliance 
Contention 27 re reading gamma radiation levels. No 
genuine Issue of matl fact exists b NRC entitled to 
favorable dec 1 s Ion. Statement of matl facts and. 

JOHNSON. 0. E. Hearing Branch 4. 83/07/08. Atomic Safety and 

Licensing Board Panel. 7pp. 19376:085. 24X Fiche : 50-413, 

83/07/08. 83071 10256. 


--03O71IO3O2 Affidavit of OE Simonds b EF Branagan supporting NRC notion 
for summary disposition of Palmetto Alliance Contention 27. 

Util plans for accident assessment b protective action 
decisionmaking adequate. Csrt 1 f Icats of Svc end. 

SIMONDS. 0. E. Emergency Preparedness Branch. DRANAOAN. E. F. 
Radiological Assessment Branch. 83/06/29. ISpp. 19376:092. 24X 

Fiche: 50-413. 03/07/08. 8307110256. 


8307130198 Forwards motion for summary disposition of Palmetto Alliance 
Contentions 16.27 b 44 b DES Contentions 17 b 19.Rdlated 
correspondence. 

CARR. A. V. Duke Power Co. 83/07/08. KELLEY, J. L. , CALLIHAN. A. D. . 
FOSTER. R.F. Atomic Safety and Licensing Board Panel. 2pp. 

19508:068. 24X Flche: 50-413, 83/07/08. 8307130198. 


--8307130202 Motion for summary disposition of Palmetto Alliance 
Contentions 16.27 b 44. Carolina Environ Study Group 
Contsntlon 18 b DES Contentions 17 b 19. No genuine Issue of 
matl fact exists. Related correspondence. 

CARR. A, V. Duke Power Co, 63/07/08. Atomic Safety and Licensing 
Board Panel. 24pp. 19508:070. 24X Fiche: 50-413. 83/07/08. 

8307130198. 


—8307130206 Affidavit of AL Snow re Palmetto Alliance Contention 16 on 
ipent fuel storage facility cooling b criticality control 
capab 1 1 1 ty. Plant sys comply w/ODC 44. Prof qualifications 
end. 

SNOU.A.L, Duke Power Co. 83/07/08. ISpp. 19508:094. 24X 

Flche: 50-413, 83/07/08, 8307130198. 


—8307130213 Affidavit of MC Oreen re Palmetto Alliance Contention 16. 
Spent fuel liner would not rupture if temp exceeds ISO F. 

Spent fuel cask cannot be dropped into spent fuel pool. Rails 
will be relocattd so cask will not be over fuel pool area. 

OREEN, M.C. North Carolina, State of. 83/07/08. 42pp. 19500:109. 

24X Flche; 50-413. 83/07/08, 8307130198, 


--8307I30224 Affidavit of AL Snow re Palmetto A1 1 iance/Card Ina Environ 
Study Oroup Alliance Contention 19. Environ impact of McOulre 
b Oconee spent fuel at Catawba ins Ignifi can t. Prof 
qualifications b Certificate of Svc end. 

SNDW.A.C. Duke Power Co. 83/07/08. 7pp. 19508:151. 24X 

Flche: 50-413. 83/07/OB. 6307130190. 


B307190239 Suppl to petitions to intervene re emergency plans. Issuance 
of (L would contravene NEPA. Section 4332. wherein environ 
costs outweigh economic, technical b other benefits. 

Certificate of Svc end. 

RILEY.J-L. Carolina Environmental Study Group. GUILD, R. Palmetto 
Alliance. 83/07/11 Atomic Safety and Licensing Board Panel. 

26pp. 19630:055. 24X FI Che : 50-4 1 3, 83/07/ 1 1 . 83071 90239. 


8307180089 Memorandum b order approving 830623 stipulation between 
applicants b Charlotte-Mecklenburg Environ Coalition (CMECl. 

CMEC dismissed as party 

KELLEY/J.L. Atomic Safety and Licensing Board Panel. 83/07/14. 
Charlotte-Hecklenberg Environmental Coalition. 2pp. 19556:242. 24X 

Flche; 50-413. 83/07/14, 8307180089. 


8307210269 Motion for partial summary disposition of Palmetto Alliance 
Contention 6. No genuine issue of matl fact exists b 
applicants entitled to favorable decision. Argument b 
docueientation supporting motion end. Related correspondence. 

CARR, A. V. Duke Power Co. CARR.A.V, Debevolse b Liberman. 

83/07/15. Atonic Safety and Licensing Board Panel. 47pp. 
19664:209. 24X Fiche: 50-413. 83/07/15. 8307210269. 


■6307210272 Affidavit of LR Davidson re Palmetto Alliance Contention 6. 
Concrete pours on wall above interior doghouse of Unit I 
containment found accep tab le. Rain leakage did not damage 
control room boards. Prof qualifications end. 

OAV1DSON.L.R. Duke Power Co. 83/07/15. app. 19664:336. 24X 

Flche: 50-413.83/07/15, 8307210269, 


--8307210274 Affidavit of JC Rogers re Palmetto Alliance Contention 6. 
Oreen water in UHI bldg is not unsafe. Con tac t of carbon 
steal b stainless steel will not compromise matl integrity 
Prof qualifications b Certificate of Svc and. 

ROOERS.J.C. Duke Power Co. 83/07/15. 9pp. 19664:344 24X 

Flche; 50-413.83/07/15. 0307210269. 


8307220358 Mamorandum b order adopting schedule leading to hearing. if 
necessary. on all issues except emergency planning. 

KELLEY. J. L. Atomic Safety and Licensing Board Panel. 83/07/20. 

3pp. 19675:174. 24X Flche; 50-413, 83/07/20, 8307220358. 


8307200032 Motion for extension until 830805 to file affidavit 
supporting util motion For partial summary disposition of 
Palaottu Alliance Contention 6. Time necessary due to lllniss 
of Individual. Cor tifl cate of Svc end. 

J0HN90N.8.E. Hearing Branch 4. 83/07/27. Atomic Safety and 

Licaniing Board Panel. Spp. 19791:185. 24X Fiche; 50-413. 63/07/27. 

8307280032. 


a. Inspection reports, IE Bulletins b correspondenct 


8307140140 Act receipt of IE Insp Repts 50-413/83-07 b 50-414/83-07. No 

proprietary info. 

TUCKER. K.a. Duke Power Co. 83/06/22. □ 'REILLY. J. P. Region 2. 

Office of Director. Ip. 19514:228. 24X Flche: 50-413. 83/06/22. 

8307140140. 


8307140070 Forwards IE Insp Rept 50-413/83-13 on 830531-0604. No 
noncompliance noted. 

DANCE.H.C. Division of Project b Resident Programs. 63/06/23. 
TUCKER.H. B. Duke Power Co. 2pp. 19514:092. 24X 

Fiche: 50-413. 83/06/23. 6307140070. 


— 8307140073 IE Insp Rept 50-413/83-13 on B30S31 -0604. No noncomp 1 ianc e 
noted. Major areas i nspec ted: cold hydrostatic test of RCS b 
plant tour. 

TAYLOR. P.A.. JAPE.F. Region 2. Office of Director. 83/06/20. 

Spp. 19514:094. 24X Flche; 50-413. 83/06/23. 8307140070. 


8307140129 Forwards IE Insp Repts 50-413/83-11 b 50-414/83-11 on 
830531-0603. No noncompliance noted, 

DANCE.H.C. Division of Project b Resident Programs. 83/06/23. 
TUCKER.H.B. Duke Power Co. 2pp. 19514:146. 24X 

Flche: 50-413. 83/06/23.8307140129. 


— 8307140133 IE Insp Repts 50-413/83-11 b 50-414/83-11 on 830531-0603. No 
noneenpliance noted. Major areas inspected : instrumentation 
installation b records. electrical component installation b 
records b 8A/QC procedures. 

HUNT,H.D. Region 2. Office of Director. CONLON. T. E. Division of 
Engineering b Radiological Safety Programs. 83/06/20. Spp. 
19514:148. 24X Flche: 50-413. 83/06/23. 8307140129. 
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6307320470 Ack VDceipt oF 
No [iropr ietarij info. 
TUCKER^H 0. Dohe Power 
Office of Director. ip 
03O7S2O47O. 


IE Irrsp Repts SO-AIO/BS-JO & 30-414/83-10. 

Co. 03/07/01. O'REILLY. J.P. Region 3. 
l'?<bB3;004. 24X F 1 eft e : 50-413. 83/07/01. 


8307220504 Ack receipt of 
No p ropr tetar.; Info. 
TUCKER. K. D, Duke P o wer 
Office of Director. Ip . 
0307220504. 


IE Irup Repts 

Co. 83 / 07 / 0 ! 
I'Jiaa: lao. 


50-413/03-09 (. 50-414/83-09. 

O'REILLY. J.P. Region 2. 
24X FlcKe: 50-413.83/07/01. 


8307220007 Ack receipt of 
proprlotari; Info. 

TUCKER. H. 0. Duke Power 
Office of Director. ip 
0307220007 


IE Insp Repts 50-413/03-00 t. 50-414/83-08. No 

Co, B3/O7/06. 0’REILL.Y.J.P. Region 2. 
*‘7674:030. 24X FI che : 50-413. 83/07/06. 


0306270401 E Info Notice 03-46. ■■Comr.on Mode Valve Failures Degrade 
monL?', mM”? Su b a c, s ten.. " Sve list end, 

JORDAN.E.L^ Division of Emergency Preparedness & Engineering 
Rosponso (Post 030103). 03 / 07/11. Consol idated Edison Co. of Now 

York, Inc. 154pp. 17363:293. 24X Ftche: 50-000. 03/07/11. 8306270401. 


8307070139 Forwards info re water quality stds for State of SC 
lndustrV'P4r 020401 d 1 scuss Ion. No thermal plume studies 
required for fad H t les. Projec t ed flow rate of cooling tower 
blowdown not environmentally harmful. 

PEACOCK. D. South Carolina. State of. 02/04/02. LEHR. J. 
Environmental Engineering Drench. ip. 19294:220. 24X 

Flche; 30-413. 02/04/02. 0307070139. 


8306060070 Oeneric Ltr 03-22 to all operating reactor llcinstes. 
applicants for OLt 1. holders of CPs for Hestlnghouse PMRs 
re safety evaluation of "Emergency Response Ouidotlnes. " 

Bve list end. 

EIGEfMUT. 0. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Eloctrlc Co. lOpp, 19563:116. 24X Flche : SO-000. 03/06/03. 

8306060070. 


0307110033 Responds to 030331 ltr transml t t Ing draft technical 
evaluation rept re control of heavy loads. Compar 1 son of 
Hestingftouse spec for manipulator cranes u/ANSI D30. 2 
releaved devices meet both specs. 

TUCKER. H.S. Duke Power Co. 03/06/20, DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. B. 0, Licensing Dranch 
4. 2pp. 19373;24S. 24X Flche: 50-4 13. 83/06/28, 03071 10033, 


8306270404 IE Info Notice 03-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDAN.E.L. Division of emergency Preparedness (.Engineering 
Response (Post 030103), 63/07/12. Consolidated Edison Co of New 

York. Inc, 141pp. 19363:193, 24X Flche: 50-000. 83/07/12. 8306270404. 


B30709D0BI Staff requirements memo re 830620 aff Irma tlon/dlscuss Ion b 
vote In Washington. DC re 0ECY-03-19OA, "Commission Review 
of ALAB-687. " 

CHILKiS.J. Office of the Secretary of the Commission, 83/06/30. 
PLAINE.H, H. E. Office of the Oeneral Counsel. 2pp. 19366'310 24X 

Flche: 30-413.03/06/30. 0307090001. 


8306270406 IE Info Notice 33-40. "Caseous Effluent Releases of 
Radioactive I-I25 (, 1-131 in Excess of NRC Limits." Sve list 
fine 1. 


TAYLOR. J. M. Division of QA. Safeguards (< Inspection Programs CPost 
Q30103). 03/07/14. Consolidated Edison Cb, of New York. Inc. 

Il4pp. 19715:270, 24X F 1 c h a : 00-000. 83/07/14. 0306270406. 


8307200231 Notification of 830707 meeting w/technlcal review committee 
in Dethesda.MO to discuss review of 04,05 & E steam 
generator nods. 

HOPKIN8.J.O. Licensing Branch 4, 03/07/01, ADENSAM, E.O, Llcanslng 

Branch 4. 2pp. 19670:254. 24X Flche : 30-000. 83/07/01. 8307200231, 


8. Reportable occurrences. LERs A. related correspondence 


0307120349 Ouppl to Significant Deficiency Rept SO 413/414/82-26 dtd 
D30117 re repair 6/or replacement of defective piston ekirts 
by 030601, Work on Unit 1 diesels comp lets. Work on Unil 3 
diesels scheduled for completion by 830001 

TUCKER, H.B, Duke Power Co. 03/06/22. O'REILLY. J. P. Region 2. 
Office of Dlrvclor Ip. I<94a5:121. 24X Flche: 50-413. 83/06/22. 

0307120349, 


8307120371 Suppl to Significant Deficiency Rept SD 413-414/82-01 dtd 
021)310 re resoii.tlnn of NCI IS-enR.Mork will be completed by 
030715 rather than 830301 tfuu to unavailability of valves 
in sys undprqelng testing. 

TUCKER. H.U. Duke Power Co. S3/06/22. 0 'REILLY. J. P. Region 2. 

Office of Director. tp. 19429:101. 24X Flche: 50-413.03/06/22. 

0307120371. 


0307120390 Interim Significant Deficiency Rept 8D 413/83-07 re vent 
installation error, I nit 1 a I ly reported on 830513, RCS toU 
hydro completed 6 vent Installation error scheduled for 
correction by B30701. 

TUCKER.M.D, Duke Power Co. 03/06/22. 0 'REILLY. J. P, Region 2. 

Office of Director. Ip. 19430:218. 24X Flche: 50-413, 83/06/22. 

0307120398. 


8306270397 Oeneric Ltr 03-26 to all applicants for OLt 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for dleitl fuel impurity, Sve list end. 

EtSENHUT. 0. 0. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Flche: 30-000. 03/07/05, 0306270397. 


8307060329 Oeneric Ltr Q3-27 to all llconsoot 6 applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervals In 6TB. 8vc list end. 

EIBEMIUT. D. 0. Oivltlon of Licensing. 03/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254, 24X 

Fiehe; 80-000, 03/07/06. 8307060329, 


8307080169 Generic Hr 03-20 to all licensees of operating rsaetori. 
applicants for OL 6 holders of CPs re required actions based 
on generic implications of Sqlem ATwa events. 8vc list end. 
EISENHUT. D. 0. Division 'of Lleenaing, 03/07/00, Consolidated 
Edison Co. of New Vorli. Inc. 38pp. 19669:269, 24X 

Fiche: 30-000. 83/07/08, 0307000169. 


8307230029 Notification of 030727-28 meetings w/utll In York County. 

BC to discuss complftlon status 6 schedule 6 to tour site 
6 observe const progress. 

JABBOl«.K.N. Llcsnslng Drench 4, 83/07/13. ADENSAM. E. 0. Licensing 

Branchs. Spp. 19723:304. 24X Flche: 50-413. 03/07/13. 0307230029. 


0307260426 Updates Deficiency Rept BD-4 13-414/81-25 dtd BilflS.SAl 
relay mod kits to be ordered 6 installed by 830101. returned 
Instead to Westlngliciuts for repair Installation now 
eipected to be completed by 03ODOI. 

TUCKER. M.D, Duke Power Co. 03/07/12. O'REILLY. J, P. Region 2. 
Office of Director. Ip, 19 731:280, 24X Flche: 50-413, 83/07/12. 
0307260426. 


0307260495 Presents plan for satl»fylng intent of Part 21 in order to 
continue procurement of equipment from Nelson Electric Dlv 
of Oeneral Signal Co, In view of Nelson Electric refusal to 
accept purchase orders Involving Part 21 requirements. 

TUCKER. k{. 8. Duke Power Co. 03/07/20. DENTON.H.R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19733:350. 24X 

Flche: 30-000, 83/07/20. D307a6O49&. 


8307330124 Summary of 030707 meeting w/technlcal review committee In 
Dethesda.MD re Model 04/D5/G steam gsnerator mod. Vlewgraphs 
end. 

HOPKlNa.J.O. Licensing Branch 4, 03/07/10, Licensing Branch 4. 

26pp. 19730:132. 24X FI Cht; 50-000, 03/07/ 10, 0307250124, 


D. NRC Draft/Final Environmental Statements, suppls 4. correspondence 


8307270011 Provides addl Info not addressed In FES to clarify bases for 
NRC assessments on metters re aquatic risources effects. In 
response to 030309 comments. 

AOENaAM.E.O. Licensing Branch 4. 03/07/13. BLANCHARD, D. Interior, 

Dipt. of. 3pp. 19011:006. 24X Flche: 30-413, 03/07/ 13. 830727001 1, 


DOCKET 50-414 CATAWDA NUCLEAR SrATION. UNIT 2 


A. Appl ica t lon/cons true 1 1 on stage documents & correspondence 


8307070053 Comments on 010924 meeting re discharge monitoring at 
facilities. No biological nr physical studies conducted on 
Lake Uylie.Dept has only one monitoring station u/mtntmal 
eapabi II t les. 

PEACOCK. B. South Carolina. State of. 81/10/02. LEHR.J. 
Envlronmeritel Engineering Dranch. 2pp. 19293:259. 24X 

Flche: 50-413,01/10/02, 83070700S3. 


8307280099 Forwards DDl 830309 t. 0713 Itrs re potential biotic Impacts 
of intake t discharge structures h thermal discharge 
compliance w/water quality stds. 

ADEN8AH.E. 0. Licensing Branch 4. 03/07/13. TURNER, L. E, South 

Carolina. State of. 3pp, 19012:355. 24X Richer 50-4 13. 03/07/13. 

8307260099. 
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E. NRC Safety Evaluation Report <SER)i tuppli U correi pondencs 


6307090368 Foruiard* licentlng position re lockout of manual control by 
load «iquaneer> Open Item 10 in Section 1.7 of SER. 

Affirmative reeponte to resolve Issue requested by 630719. 

NOVAKiT.M. Assistant Director for Licensing. 63/06/21. TUCKERiH.B. 

Duke Pouer Co. 3pp. 19263:311. 2<tX Flche: 90-413, 63/06/31. 
6307090368. 


8307130249 Foryards Directive 3. 1. lOlOP), "Control Room Access li 
Control,'' in response to SER Section 13.9. 

TUCKER. H.B. Duke Pouer Co. 83/06/29. DENTON, H.R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM.E.O. Licensing Branch 
4. 4pp. 19907:328. 34X F I e he ; 90-4 13, 83/06/29, 83071 30249. 


8307110383 Foruards info on SER Open Item 10 re safe shutdoun analysis 
ti standby shutdoyn sys confirming safety-related batteries 
In stetlon control complex not required for hot standby 
condition per App R to 10CFR90. 

TUCKER. H.D. Duke Pouer Co. 83/07/09. DENTON, H.R. Qffiea of 
Nuclear Reactor Regulation, - Director. ADENSAM.E.O. Licensing Branch 
4. 34pp. 19381:009. 24X Flche; 90-413, 83/07/09, 83071 10333. 


8307190089 Confirms separation of each channel of containment pressure 
control sys, per Section 7.3.2.10 of SER Confirmatory 
Issue 28. 

TUCKER, H.B. Duke Pouer Co. 83/07/08. DENTQN, H. R. Office of 
Nuclear Reactor Regulation, Director, ADENSAM.E.O. Licenetng Branch 
4. 2pp. 19630;173. 24X Flche; 90-413, 83/07/08, 8307190085, 


8307190218 Foruardi revised response to F6AR Question 440. 48, in 
response to SER Confirmatory Item 36 re flooding of 
electrical equipment as result of LOCA. 

TUCKER. H.D. Duke Pouer Co. 83/07/11, DENTON.H.R, Office of 
Nuclear Reactor Regulation, Director. ADENSAMiE.G. Licensing Branch 
4. 9pp- 19629:217. 24X Flche; 90-413, 83/07/11. 8307190218. 


6307290372 Foruards proposed resolution to 8ER Open Item iO, "Lockout 
of Manual Control by Load Sequencer. " Appropriate procedures 
ulll be revised to provide operator u/speclflc guidance as 
to uhen tc hou action should be taken. 

TUCKERiH.B. Dukt Pouer Co. 83/07/14. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM.E.O, Licensing Branch 
4. 2pp. 19704:008. 24X Fiche ; 90-413, 83/07/14, 8307290372. 


8307290499 Foruards revised response to F8AR Question 430, 110 re lOOX 
load rejection capability per SER Confirmatory Item 38. Based 
on test parameters, brief transient not expected to have 
adverse effect or Impact on equipment operation. 

TUCKER.H.B. Duka Pouer Co. 83/07/14, DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM.E.O, Licensing Branch 
4. 3pp. 19701:290. 24X Flche: 90-413, 83/07/14, 8307290499, 


8307290937 Notification of B30B09-12 meetings u/utll & BloTechnologv, 
Inc in Charlotte t< York County.SC to discuss 
preimplementation audit of detailed control room design 
revlau summary rapt iSER Open Item iSl. 

UABBOUR.K.N, Licensing Branch 4, 83/07/19, ADENSAM.E.O. Licensing 

Branch 4. 3pp. !9739;281. 24X Fiche: 90-4 13, 83/07/19.8307290037- 


F. Security, medical, emergency h fire protection plans 


8307010019 Foruards Rev 4 to security plan. Rev withheld 
<ref I0CFR73. 21). 

TUCKERiH.B. Duke Pouer Co. 83/06/20. 0 'REILLY, U. P. Region 2, 

Office of Director. 2pp. 19169:203. 24X Flche: 90-4i3, 83/06/20, 

8307010019. 


8307110383 Foruards info on SER Open Item lO re safe shutdown analysis 
b standby shutdoun sys confirming safety-related batteries 
in station control complex not required for hot standby 
condition per App R to 10CFR90. 

TUCKERiH.B. Duke Power Co. 83/07/09. DENTON.H.R, Office of 
Nuclear Reactor Regulation, Director. 34pp. 19331:009, 24X 

Flche: 90-413, 83/07/09, 83071 10383. 


6307290101 Releases public version of revised crisis mgt plan for 
nuclear stations. 

FELTON, J.M. Division of Rulas and Records. 83/07/19. Document 
Management Branch. Ip. 19737:287. 24X Fiche: 90-000, 83/07/19. 

8307290101. 


— 8307290110 Public version of Rev 9 to crisis mgt plan for nuclear 
stations. H/a30630 Itr. 

VAUOHN, T. 8. Duke Pouer Co. 83/06/19. DENTON.H.R, Office of 
Nuclear Reactor Regulation, Director. 127pp. 19737:283. 24X 
Flche: 90-000, 83/07/19, 8307290101. 


8307290620 Releases public version of rev to emergency plan. 

FELTON, J.M, Division of Rules and Records. 83/07/19. Document 
Management Branch. Ip. 19717:001, a4X Flche: 90-413, 83/07/19. 
8307290620. 


— 6307290629 Public version of Rev 3 to emergency p Ian. U/G30706 Itr. 
HAMPTON. J. U. . TUCKER.H.B. Duke Pouer Co. 03/06/30. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. ADENSAM.E.O. 
Licensing Branch 4. I99pp. 19717:002. 24X Ficho: 90-413. 83/07/19, 

B3O725O620. 


8307290717 Releases public version of revised crisis mgt plan 
tnplementing procedures. 

FELTQN.J.H. Division of Rules and Records. 83/07/19, Document 
Managament Branch. Ip. 19719:314, 24X Fiche: 90-000. 03/07/19, 

8307290717. 


— 8307290730 Forwards public version of Rev 1 to Crisis Mgt Plan 
Implementing Procedure 9 3. 2 re crisis neus group plan t. 

Rev 9 to Procedure 9.3.3 re administrative U logistics 
support group. 

TUCKER.H.8. Duke Power Co. 83/03/02. DENTON.H.R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19719:319. 24X 

Flche: 90-000, 83/07/19, 0307290717. 


— 8307290744 Public version of Rev 1 to Crisis Mgt Plan Implementing 
Procedure 9.3.2 re crisis news group plan & Rev 5 to 
Procedure 9.3.3 re administrative t, logistics support group, 
a Duke Pouer Co. 83/03/16. ia6pp. 19719:317. 24X 

Fiche: 90-000, 03/07/19, 8307290717. 


e. Adjudicatory correspondence 


8307090290 Comments on A6LB 830620 memorandum !> order re tentative 
revised schedule, Schedule will not accommodate issuance of 
Initial decision on Issues prior to const completion. 

Proposed schedule t< Certificate of Sve end. 

eiB60N.R.L. Duke Pouer Co. 03/06/20. 19pp. 19197:144, 24X 

Fiche: 90-413, 83/06/28. 8307090290. 


8307090186 Memorandum t< Order CLI-B3-i9 delineating criteria for 
accepting late-filed contentions based on Info contained in 
licensing-related documents. Document unavailability not good 
causu when facts aval lab le, Add 1 views end. 

CHILKiS. J. Office of the Secretary of the Commission. 83/06/30. 
24pp. 19199:030. 24X Flche: 90-413, B3/06/30, 8307090186. 


8307070196 Advises that util employees receiving notices of deposition 
will be available for deposition between 830701 t, 19. Related 
correspondence. 

OIBSQNiR.L. Duke Pouer Co. 83/07/01. GUILD, R. Guild, R. GUILD, R. 

Paleictto Alliance. 2pp, 19293:399. 24X Fiche; 90-413, 83/07/01. 

8307070196. 


8307110291 Advises of availability of welding Inspector supervisors to 
be deposed. Written notices ef deposition must be served. 

Related correspondence. 

DIB8Cm,R.L. Duke Power Co. 83/07/06. GUILD, R. Guild, R. Ip. 
19379:009. 24X Fiche: 90-4 13, 83/07/06, 83071 1029I . 


8307110296 Motion for summary disposition of Palmetto Alliance 
Contention 16 re storage of irradiated fuel assemblies. 

No genuine Issue of metl fact exists b NRC entitled to 
favorable decision. Statement of matl facts end. 

JOHNStRf, 0. E. Hearing Branch 4. 83/07/00. Atomic Safety and 

Licensing Board Panel. 12pp. 19379:313. 24X Fiche : 90-413, 83/07/08, 

0307110286. 


— 8307110260 Affidavit of A Singh b KN Jabbour supporting NRC motion for 
sunmary disposition of Palmetto Alliance Contention 16. 

Public health ulll not bo endangered from storing, cool Ing b 
handling Oconee b McGuire fuel assemblies at Catauba. 

BINOHiA. Auxiliary Systems Branch. JABBOUR, K. N. Licensing Branch 
4. 83/07/07. 16pp. 19379:329. 24X Flche: 90-413, 83/07/08. 

8307110296. 


--8307110264 Motion for summary disposition of 0E6 Contention 19 re 
environ costs of storage facility for spent fuel. No genuine 
issue of matl fact exists b NRC entitled to favorable 
decisiun. Statement of metl facts end. 

JOHNSON, S.E. Hearing Branch 4. 03/07/06, Atomic Safety and 
Licensing Board Panel. 16pp. 19379:341, 24X 

Fiche: 90-413, B3/07/0S, 63071 10296. 


— 8307110270 Affidavit of J8 Boegli.EF Branagan b RJ Serbu supporting NRC 
notion for summary disposition of DE6 Contention 19. Dose 
cownltnants both onsite b offsite from spent fuel storage 
facility discussed. Prof qualifications end. 

BOEGLl.J.S, Effluent Treatment Systems Branch. BRANAGAN, E. F. , 
SERBUiR.J. Radiological Assessment Branch. 83/06/23. 20pp. 

19379:397. 24X Flche: 90-413, 03/07/08, 83071 10296, 


■8307110273 Motion for summary disposition of DE8 Contention 17 re 
environ impacts. No genuine issue of matl facts exists b NRC 
entitled to favorable decision. Statement of matl facts end. 
JOHNSON, O.E. Hearing Branch 4- 83/07/07. Atomic Safety and 

Licensing Board Panel. 10pp. 19376:019. 24X 

Flche: 90-413, 83/07/03, 83071 10296. 
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*■0307110279 Affidavit of JA Mitchell Kr na 

-6307110289 Motion for lummarij dl*posltlon of ^ . 

OToop Contention lB,Pai™.tto 44 re reacted Seorldatlor ’ 

No g.no ne is,u, of matl fact etlsts S. Group entit^r'fco 
favorable dec 1 sion. Statement of matl f ac t s Lr ^ 

JOHNSON. 0,E, Hearing Branch 4 03/07/oa < a • 

Licensing Board Panel. 8pp 19376-038 sav Safetg and 

03/07/08.0307110256, 24X Fiche; 30-413. 


830721036? Motion for partial sommarg disposition of Palmetto Alliance 
Contention 6. No genuine issue of matl fact exists 6 
applicants entitled to favoreble decision. Argument 6 
documentation supporting motion end. Related correspondence. 

CARR. A. V. Dute Power Co. CARR. A. V. Debevolse & Liberman. 

63/07/19. Atomic Safety and Licensing Board Panel. 47pp 
l?664:2a9. 24X Flche; 30-413. 83/07/13. 8307210269. 

— B307210272 Affidavit of LR Davidson re Palmetto Alliance Contention 6. 
Concrete pours on well above Interior doghouse of Unit 1 
containment found acceptable. Rain leakage did not damage 
control room boards. Prof qualifications tncl. 

DAVIBS3N.L. fl. Dukt Power Co. 03/07/13. Bpp. 19664 336 24X 

Flche: 90-413. 83/07/13, 8307210269. 


—8307110293 Affidavit of BJ Elliot suoportlno NRC t 

oi"2p cSn?:^Ucn 

Palmetto 44, Amount of reactor matl degradation for rearen.. 
vaesels can be accurately measured. reactor 

Materlels Engineering Branch. S3/07/0I lOan 
19376:046. 24X Flche: 30-413, 03/07/08, 03071 10236. 


“8307210274 Affidavit of JC Rogers re Palmetto Alliance Contention 6. 
Oresn water In UHl bldg is not unsafe. Contact of carbon 
eteel h stainless steel will not compromise metl Integrity. 

Prof qualifications fc Certificate of Svc end, 

floods, J.C. Duke Power Co. 83/07/19. 9pp- 19664:344 24X 

Flche: 90-413, 83/07/19, 8307210269. 


JOHNSON, O.E. Hearing Drench 4. 63/07/08 Atomic Saf>t„ » a 

Hid?n?nl,?' Preparedness Branch. BRANAOAN, E, F. 
Radiological Asieiement Branch. 03/06/29. I9pp 19376-092 sax 
Flehe:90-413, 03/07/08, 0307110236 IVJ/-6.092. 24X 


B3072203S8 Hemorandum 6 order adopting schedule leading to hearing, if 
nacastarij, on all issues ticept emsrgencg planning. 

XELLEYtJ.L. Atomic Safety and Licensing Board Panel, 03/07/20 
3pp. 19679:174. 24X FI e h e ; 90-413, 83/07/20, 0307220398, 

8307290032 Motion for extension until 830B0S to file affidavit 
supporting util motion for partial summary disposition of 
P*****t® Alliance Contention 6. Time necessary due to illness 
of Individual. Certificate of 8ve end. 

JOHNSON, e. E. Hearing Branch 4. 83/07/27. Atomic Safaty and 

P*"**- *PP- 19791:189. 24X Flche; 90-413, 83/07/27, 

830729003 2 , 


0. Inspection reports, IE Bulletins fc correspondence 


^°Contoit?<inrTr=5 rSi°Il disposition of Palmetto Alliance 

Cftntentidni 16»27 St 44 DEB Gont^ntioas 17 St 19. Relafc«rf 
corrvtpQTidenc », 

n m ““i! '’r*: 5“: KELLEY, J.L., CALLIHAN.A. D. . 

‘-‘‘•'’•Jnp Board Panel, 2pp. 

19508.060. 24X Flche; 90-413,83/07/00,8307130190. 

Palmetto Alliance 

contentions 16,27 k 44, Carolina Environ Study Group 

mati'Jilr '? t ’’P Contentions 17 6 |?.Nd genuine issue of 
•xlsti. Related corretpontfenee. 

CARR, A. V, Duke Power Co. 83/07/08. Atomic Safety and Licentlni 
a307I3019a' =« P‘':hB:30-413,B3/O7/0S. 

'“®^solnt“fSe?*'i‘'“''“ Alliance Contention 16 on 

!®* f4clJltV cooling 6 criticality control 
»V* comply w/ODC 44. Prof qualifications 

6N0W,A,L, Duke Power Co. 03/07/08. igpp. 19908:094. 24X 

Fi<ht: 50-4l3f 83/07 /OBr 8307 130199. 

Affidavit of MC Qraen to Pol/netto Aailonc# ConttntiOR 16. 
»p«nt fuol llnoT uould not rupt-uao if tomp osctodf 150 F. 

Sptnt fu#l cask cannot bo ifroppad into spent fuel pool.ftallf 
narlJ’t !;**“5«**‘' not !>• over fuel pool area. 

Carolina, State of. 83/07/08. 42pp, 19308-109 

24X Flche: 90-413, 83/07/08, 8307130198. 

--8307130224 Affidavit of AL Snow ra Palmetto A1 Uance/CaroUna Environ 
aeuoy Group Alliance Contention 19. Environ impact of MeSuire 
h Oconee spent fuel at Catauba Ine igni f 1 can t. Prof 
qualifications & Certiflcata of 8ve end. 

SNOH, A, C. Duke Power Co, B3/07/0B. 7pp. 19800:191. 24X 

Flche: 90-413, 83/07/08, 6307130196. 

8307190239 Suppl to petitions to Intervene re emergency p lent. Iseuanee 
of OL would contravene NEPA, Section 4332,uhoreln environ 
costs outweigh economl c , tec hnlca 1 & other benefits. 

Certificate of Svc end. 

RILEY, J.L. Carolina Environmental Study Croup. GUILD, fi, Palmetto 
Alliance. 83/07/11. Atomic Safety and Licanilng Board Panel. 

26pp. 19630:099, 24X Flche : 90-413, 83/07/11 , 8307190239, 

8307180089 Memorandum S, order approving 830623 stipulation between 
?E£i *“ * 9ttf-Mfcl 1 enhurg Environ Coalition ICMECI. 

CnEC dltmltied at parbi^. 

KELLEV, J, U. Atomic Safety and Llctnelng Board Panel. 83/07/14. 
Charlotte MeeHtnberg Environmental Coalition. 2pp, 19986:242. 24X 

Flche: 90-413, 83/07/14, 6307100009. 


8307140140 AcK receipt of IE Insp Repts 90-413/83-07 k 90-414/83-07 No 
proprietary Info. 

TINKER, H.B. Duka Power Co. 03/06/22. O'REILLY, J. P. Region 2, 
^7140140°*’’***"' Flche; 90-413, 83/06/22, 

'"‘F 90-413/03-11 & 90-414/03-11 on 

830931-0603. No noncompliance noted. 

9F Project k Resident Programe, 83/06/23. 
TUCKER,H.B. Duke Power Co. 2pp. 19914:146. 24X 

Flche: 90-413, 03/06/23, 0307140129. 

--B307140I33 IE Insp Repts 90-413/83-11 k 90-414/83-11 on 830931-0603, No 
noncoapllance noted. Major areas inspected; instrumentation 
Inetallation k recorde, electrical component Inetallatlon k 
rieords k OA/OC procedures. 

HUMTrM.D. Region 2, Office of Director, CONLON, T. E. Divleion of 
Englnearlng k Radiological Safety Programs. 03/06/20. 9 dd. 

19914:148, 24X Flche: 90-413. S3/06/23, 0307140129. 

8307820470 Act receipt of IE Insp Repts 90-413/03-10 k 90-414/83-10 
NO proprlttarv info. 

TWKER.H-B. Duke Power Co, 83/07/01. 0 'REILLY, J. P. Region 2, 

8307220470 24X Flche: 90-413, S3/07/01, 

8307220904 Ack receipt of IE Insp Repts 90-413/83-09 k 90-414/03-09 
No pToprlotory info. 

TWKER,H.B. Duke Power Co. 83/07/01. D 'REILLY, J. P. Region 2, 

‘F- 19689:180. 24X Flche: 90-413, 83/07/01, 

B307320904. 

8307220007 Ack receipt of IE Insp Repts 90-413/83-08 k 90-414/03-08 No 
proprietary info. 

TWRER,H.B. Duke Power Co. 83/07/06. O'REILLY, J, P. Region 2, 

‘F- 19674:030. 24X Flche: 90-413, 83/07/06, 

8a07220007. 

8306270401 IE Info Notice 03-46, "Common Mod# Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness k Engineering 
Response (Post S30103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 194pp. 19963:293. 24X Ft che: 90-000, 83/07/1 1, 8306270401. 

83^270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Rasult of Contaminated Hydraulic Fluid." Svc list end. 

^DAN,E.L. Division of Emergency Preparedness k Engineering 
Response (Poet 8301031, 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19963:193. 24X Flche: 90-000, 83/07/12, 8306270404, 
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8306270406 IE Info Notic* 03-4B. '’Gaseous Effluent Releases of 
Radioactive 1-123 & I-13I in Eicess of NRC Limits. ■' Svc list 
tnc 1 . 

Division of QA, Safeguards 4 Inspection Programs (Post 
8301031. 83/07/14. Consolidated Edison Co. of Neiu York. Inc. 

tldpp. 1?713:270. 84X Fi c h e : 30-000. 83/07/1 4, 8306270406 


8, Reportable occurrences. LERs (< related correspondence 


F. Becuritg. medical, emergencg 4 fire protection plans 


B307140040 Discusses S30I2B briefing in Jackson, MS re util drug & 
alcohol abuse program. 

0'ReiU.V. J-P- Region 2, Office of Director. 83/02/03. 

STAKFLEV. N. L. Hlssisslppi Power 4 Light Co. ip. 19314:219. 34X 

Fiche: SO-416. B3/O2/03. 3307140040. 


8307120349 Suppl to Significant Deflctencv Kept SO 413/414/62-26 dtd 
830117 re repair 4/or replacement of defective piston skirts 
bg 830601. Work on Unit 1 diesels comp I e to. Work on Unit 2 
diesels scheduled for completion bg B30801, 

TUCKER. H.D. Duke Power Co. 83/06/22. O'REILLY. J.P Region a. 
Office of Director. Ip. 19423:121. 24X FI ch e: 30-4 1 3, B3/06/22. 

8307120349. 


8307120371 Suppl to Significant Deficiency Ropt SD 413-414/62-01 dtd 
820218 re resolution of NCI IS.BOB. Work will be completed hg 
830713 rather than 830301 due to onava i labi 1 1 ty of valves 
In sgs undergoing testing. 

TUCKER. H.B. Duke Power Co. 03/06/22. O'REILLY. J.P Region a. 
Office of Director. Ip. 19429:101. 24X Ft ch e: 30-4 13, 33/06/23. 

8307120371. 


8307120427 Final Significant Defleltncy Rept SD 414/82-16 re are strike 
on valve 2NI162A.Encl Borg-Warner evaluation concludes that 
arc strike not made at vatidor facility. Arc strike occurred 
during installation. Item determined not reportable. 

TUCKER, H.B- Duke Power Co. B3/06/30. Q'REILLY.J.P Region S, 

Office of Director- 3pp. 19423:231. 24X Fich e: 00-4 1 4, 83/06/30, 

8307120427. 


B307220269 Final Significant Deflclencg Rept 3D 414/83-Oa re tack weld 
on shaft/rotor asscmblg of Llmltorqoe operator motor rafg 
bg Rallance Electric installed on Class 1 Kerotest valve. 

Inltiallg reported on 830410.Rator 4 shaft replaced. 

TUCKER. H.D. Duke Pouiar Co. 33/07/06. O 'REILLY, J, P. Region 2. 
Office of Director. 3pp. 19684:172. 24X Flch e : 00-414, 83/07/00, 

B307220269. 


B307260426 Updates Deficiency Rept 80-413-414/31-20 dtd 81I1I3.SA1. 
relay mod kits to be ordered & Installed bg 330101 . re turned 
instead to Westinghousc for repair . Ins ta 1 1 at 1 on now 
aipacted to be completed by 330601. 

TUCKER.H.B. Duke Power Co. 33/07/12. O'RE ILLY, J. P. Region 2, 
Office of Director. Ip. 19731:280. 24X FI c he : 30-41.3, 33/07/12, 

0307260426. 


3306140204 Requests review of 1OCPR30. 34 ( p > changg to physical security 
plan, Rev 7. Change involved access author i la t ion program. 

8T0HR, J. P. Division of Emergency Preparedness (Pre 830103). 

03/00/03. rtlRAOL I A, F . J. Stand ard i 2 a t i on 4 Special Projects Branch. 
Ip. 13332:261. 24X Flch e : 30-4 16, 63/06/03, 3306140204 . 


B3O7OI0OBI Forwards Rev 3 replacement pages to physical security plan. 
Pages withheld (ref 10CFR3 790). 

DALE.L.F. Mississippi Power 4 Light Co. 33/06/10. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 19124:340. 24X 

Flche: 30-416.83/06/10. 3307010081. 


B3070S01K Ack receipt of 630617 Itr Informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
90-416/33-16. 

LEWIS. R.C. Division of Project 4 Resident Programs. 33/06/29. 
RICHARD. J. 8. Mississippi Power 4 Light Co. ip. 19199:131 24X 

Fiche: 50-416.33/06/29. 8307030158. 


— 8307090166 Responds to NRC 630317 itr re violations noted in IE 
Safeguards Insp Rept SO-4 1 6/83-16. Correct Ive actions 
withheld (ref 10CFR73. 211 

MCOAUBHY. J. P. Mississippi Power 4 Light Co. 63/06/16. 

O'REILLY. J. P. Region 2, Office of Director. ip. 19199:182 24X 

Flche: 50-416, S3/06/29, 6307050186. 


■8307090179 Forwards IE Safeguards Insp Rept 50-416/03-16 on B3042I 4 
0503-04 4 notice of viola t ion. No t ice of violation withheld 
(ref I(X;FR73.2I1. 

LEUIS.R.C. Division of Project 4 Resident Programs. 33/05/17. 
RICHARDS, J. S. Mississippi Power 4 Light Co. 2pfl. 19199:163. 24X 

Fiche: SO-416. 63/06/29,8307050156. 


— 8307050181 IE Safeguards Insp Rapt 50-416/83-16 on 830421 4 0503-04. 
Noncompliance not ed: fal lur o to maintain positive control of 
escorted emp 1 oy ee. De tai 1 s withheld (ref ]0CFR73.21). 

TILLftAN.A.i UAONER.A. Region 2, Office of Director. MCGUIRE. D.R. 
Division of Emergency Preparedness 4 Materials Safety. 63/05/16. 
tp. 19199:135. 24X Fiche : 50-416, 63/06/29. 63070501 53. 


6307260495 Presents plan for satisfying intent of Part 21 In order to 
continue procurement of equipment from Nelson Electric Dtv 
of General Signal Co, In view of Nelson Electric refusal to 
accept purchase orders involving Part 21 requirements. 

TUCKER, H.B. Duke Power Co. 83/07/20. DENTON.H,n, Office of 
Nuclear Reactor Regulation, Director. 2pp. i9733- 350 24X 

Fiche; 50-000, 03/07/20, 8307260495. 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


A. App 1 lea t lon/cdns true t i on stage documents 4 correspondence 


8306270397 Generic Ltr 83-26 to all applicants for DLs 4 holders of 
CPi for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

EI8ENHUT, D. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co, of New York, Inc. 16pp. 19390:317. 24X 

Fiche; 50-000, 63/07/05, 6306270397, 


6307060169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL 4 holdars of CPs re required actions bated 
on ganerlc Implications of Salem ATMS events. Bve list end. 
EIBENHUT, D. 0. Division of Licensing, 83/07/06. Consolidated 
Edison Co, of New York, Inc, 30pp. 19669:269. 24X 

Fiche: 50-000, 03/07/08, 8307080169. 


E. NRC Safely Evaluation Report (SER>. suppls 4 correspondence 


6307220368 Provides formal documentation of analyses performed per 8ER 
Section 6.2,8 to determine min design thickness of main 
ftaam line 4 feeduatar line flued heads. Info re dtslgn 
ability to maintain svc metal temp also and. 

DALE,L.F. Hlsflfflppi Power & Light' Co. 03/07/20. DENTON. H-ft. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19675:234. 

24X Flehe; 50-416, 83/07/20, 3307220368, 


8307140093 Forwards summary of 330602 meeting In Region II ofc re 
proposed physical security plan mods at fac i 1 i ty. L 1 s t of 
attendees also end. 

LEUISaR.C. Division of Project 4 Resident Programs. 33/07/01. 
RICHARDiJ.O. Mississippi Power 4 Light Co. 4pp. 19514:066. 24X 

Fiche; 90-416,83/07/01, 3307140093. 


3307030447 Notifies that certain changes In 030315 Rev 7 to physical 
security plan, dec rease effectiveness of plan 4 are 
inconslstsnt w/lOCFRSO. 54. Previously approved plan will be 
ImpleMented.Encl withheld (ref 10CFR73. 21). 

SCHI^CER.A. Licensing Branch 2. 03/07/05. MCOAUOHY. J. P. 

Htsfisiippi Peuer 4 Light Co. Ip 19346:159. 24X 

Fiche: 90-416.83/07/05, 3307080447 


3307220491 Ack receipt of 630311 4 0606 Itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Rept 
90-416/82-78. 

O'REILLY, J. P. Region 2. Office of Director. 83/07/11. RICHARD,J.R. 

Hisslasippl Power 4 Light Co. ip. 19665:196. 24X 

Fiche: 50-416. 83/0'?/ 11, 8307220491. 


— 8307220S00 Submits supplemental response to NRC 630209 ltr re 
violations noted In IE Insp Rept 50-416/02-76. Correc t ive 
actions: security post established to conduct insps of 
control room cabinets every 4 h 4 all activities logged. 

KCOAUSHY. J. P. Mississippi Power 4 Light Co B3/06/06 

O'REILLY, J.P. Region 2. Office of Director. 3pp. 19665:197. 24X 

Flcho: SO-416, 83/07/1 1,8307220491. 


"8307220905 Forwards response to NRC 630209 ltr re violations noted in 
IE Insp Rept 50-416/82-78. Correc live ac 1 1 ons: survel i lane e 
conducted on 621 125, w/independent verl ficatlon. Valves 
positioned 4 locked per 1 ns true t Ions. Training scheduled. 

KCOAUGHY, J. P. Mississippi Power 4 Light Co. 83/03/11. 

O'REILLY. J.P. Region 2, Office of Director. 4pp. 19635:200. S4X 
Flcha: 90-416, 33/07/11, B307220491. 


— 8307220916 IE Insp Rept 50-416/32-78 on 321 1 16-1215. Nonconp 1 lance 
noted; failure to follow malnt procedures. Pal lure to conduct 
training & failure to lock cabinets. 

MA6NER.A.0., SCOTT.D.E., CANTRELL, F. S. Region 2, Office of 
Director. 63/01/26. lOpp. 19605:210. 24X Fiche: 50-4 16. 83/07/ 1 1, 

8307280491. 
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6307210177 Application to imend License NPF-13. revl i ing Tech Specs re 
fire detection in s trunentet i on Chengefi neceeseri; to enhence 
clartti; & provide consittency w/plent design (> operation. 

DALE.L.F. Mlssiftippl Power t, Light Co. 83/07/19. DENTOM/H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 19669:0&9. 
24X Flehe: 90-416, 83/07/19. 0307210177 


— B3O721O101 Proposed Tech Spec changes re fire detection 
Instrunentatlon. 

« Mississippi Power t, Light Co. 03/07/19. 15pp. 19669:071. a4X 

Flehe: 90-416. 03/07/19. 8307210177. 


■0307190091 Notice of iisuanee (i availability of Amend 7 to License 
NPF-13. 

SCHHENCBI.A. Licensing Branch 2. 03/07/01. 4pp. 19963:099. 24X 

Fiche: 90-416. 03/07/01. 9307190044. 


8307060329 Oenerlc Ltr 03-27 to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
rt surveillance intervals in STS.Svc list end. 

EISENM/Ti 0. 0. Division of Licensing. 03/07/06. Consolidated 
Edlion Co. of New Yorl:. Inc. 16pp. 19669:294. 24X 

Flehe: 90-000. 83/07/06. 0307060329, 


E. Financial information 


8307060101 Forwards Annual Financial Repts b certified financial 
statements for 1902. 

DALE.L.F. Mississippi Power b Light Co. 03/06/30. DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director. 13pp. 19237:172. 

24X Fiche; 50-416. 03/06/30.0307060101. 


“83070601 10 Annual Financial Rept 1902. 

• South Mississippi Electric Power Association. 03/06/30 29pp 
19237:109. 24X Fich e : 90-416. 03/06/30. 8307060101 . 


--8307060113 Annual Financial Rept 1982. 

* Mississippi Power b Light Co. 03/06/30. 27pp. 19237:212 24X 

Flehe; 90-416. 83/06/30.8307060101. 


M. Antitrust correspondence 


9307100247 Forwards addl info to support reguests for changes to 
Tech Specs. par 830630 meeting w/NRC. U/14 overslie drawings. 
Apsrture cards are available In PDR. 

DALE.L.F. Mississippi Power b Light Co. 03/07/00. DENTON. H. R. 
afflec of Nuclear Reactor Regulation. Director. 30pp. 19940: 147. 

24X Fiche: 90-416. 83/07/00. 8307100247. 


8307190073 Forwards propostd changes to Tech Specs, enhanc Ing clarity or 
providing consistency w/plant design b operation. per 821014 
confiratation of action ltr. Changes Involve NSHC. 

Juf tlf tcation for determination end. 

DALE.L.F. Hisslsalppi Pousr b Light Co. 03/07/11. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. 4pp, 19639: 183. 

24X Fiche: 90-416. 83/07/11. 0307190073. 


— 8307190079 Proposed changes to Tech Specs. enchanc Ing clarity or 
providing consistency u/plant design b operation. 

a Mlsflsslppi Power b Light Co. 03/07/11. 40pp. 19639:187. 24X 

Flehe: 90-416. 03/07/1 i. 0307190073. 


8307210216 Forwards interconnection agreement between util b FERC to 
rasolvt violations of antitrust license conditions. 

Resolutions to other Issues also provided. 

MCDIARMID. H- C. Spiegel b McDlarmld. 83/07/19. DENTON.H.R. Office 
of Nuclear Reactor Regulation. Director. t45pp. 19667- 101 24X 

Fiche: 90-416. 83/07/19. 0307210216. 

P. Operating license stage documents b correspondence 

8307140367 Concurs w/lnterlm interpretation of Tech Specs re 
operability of source range monitor. Interpretation should 
ba corrected when permanent change to Tech Specs requested 
b accepted. 

LEHIS.fi.C. Division of Project b Resident Programs. 83/01/13. 
STAMPLEY. N. L. Mississippi Power b Light Co. lo 19523-327 PAX 
Fiche; 50-416. 03/01/13, 8307140367, 

8306270395 OenePic Ltr 03-24 to all 0UR applicants for OL b holders Of 
^s for Grand Golf. LaSalle b Susquehanna re TMI Task Action 
Plan Item 1.0. l. "Special Lou Power Testing b Training 
4 Recommendations for BHRs. " Sve list end. 

EISE^T. D. 0. Division of Licensing. 83/06/29. Long Island 
19384:115. 24X Fiche ; 50-000. 83/06/29. 

B306270395. 

8307010026 Forwards, for NRC review b epproval, propostd changes to Tech 
Specs, enhancing clarity b providing consistency w/plant 
dtsign b application.Marked-up Tech Spec justification for 
dattrsilnatlon end. 

Mississippi Power b Light Co. 83/06/29, DENTON.H.R. 

Sfv 5? Nuclear Reactor Ragulation, Director. 66pp. 19169- ill 

a4X Fiche: 50 - 416 , 83 / 06 / 29 , 0307010026 . 

B307I40266 Discusses insps of revised surveillance test program 
.ch.du ed for Wk of 030620-24 b operational readiness 

S30627-0701.NRC canceling 
Implementation of Improved programs. 

MCOAUGHy'^j "f Project b Resident Programs. 03/06/30, 

MCOAUGW.J P. Mississippi Power b Light Co. 2pp. 19522-333 24 X 

Flchi;5O-416,B3/O6/3O,03O714O266. 

^ ** NPF-13, safety evaluation b 

notice of issuance b aval lab ill ty. Amend grants 

p ‘■‘'•['“"S Branch 2. 83/07/01. MCOAUOHY. J. P. 

Flehe. 90-416. 83/07/01. 8307150044. 

granting adminlstratlv. changa. to 
aJhi.uS ^ torract editorial, b nomandatura errors b to 
SC^N?pST . "'••-built plant conditions. 

KHWNCER.A. Lictnsing Branch 2. 03/07/01. 3pp 19562-341 

Ficha; 50-416, 03/07/01, 0307150044. 17362. 341. 

”~®^^‘nrc” A-nd 7 to License NPF-13. 

19562.344. S4X Ficha: 50-416. 83/07/01, 8307150044, 


24X 


8307180175 Inforns that design change package to remove automatic 
containment Isolation signal from RHR jockey pumps will be 
Implemented before next crl tical Ity, Deser ip tlon of package 
submitted In 030623 ltr proposing Tech Spec change. 

OALE.L.F. Mississippi Power b Light Co. 03/07/14. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director. Ip. 19555:062, 24X 

Fiche: 90-416. 03/07/14. 0307180179. 

B307190106 Commentf on chengee lo Tech Specs <NURE0-0926I proposed by 
util on 830629. Requirement for noble gas activity monitor 
w/alarm to be continuously operable at either offgas 
pest-treatment or radwaste ventilation point recommended, 

CQBB.A.B. Miselssippl, State of, 83/07/14. DENTON, H.R. Office of 
Nuclear Reactor fleguletion. Director. 2pp, 19634:240 24X 

Flehe: 90-416. 03/07/14, 0307190106. 

8307250934 Summary of 830629 meeting u/Mark III BUR Owners Group In 
Bothesda.HD re hydrogen control research program. Need b 
technical basis for reduced hydrogen source term In BWR 
diicuseed. Vieugraphs end. 

HOWSTW.H.D. Licensing Branch 2. 83/07/19, SCHWENCER.A, Licensing 

Branch 2 . 120 pp. 19739:207. 24;< Picht: 90-416. 03/07/1 9, 0307290934. 

8307210177 Application to amend License NPF-13, rivis ing Tech Specs re 
fire detection Instrumentat Ion, Chang ts necessary to enhance 
.‘'•t*' ''II?''*?* «“''»‘*b*ncy w/plant design b operation. 

Power b Light Co. 03/07/19. DENTON.H.R, 

^? NjJFlsmr Rteetor Regulation. Director. 2pp. 19669:069, 

24X Fiche:S0-4i6, 83/07/19, 0307210177. 


8307210181 Proposed Tech Spec changes re flrt detection 
instrumentation. 

*■ Light Co. 83/07/19, I9pp. 19669:071, 
Fiche: 90-416. 83/07/19, 0307210177, 


24X 


I"?* ‘?J‘’ Tech Spec changes re tolerance 

associated w/rellef function of safety relief valves 
discussed during 030630 meeting. 

OfM« *■ 83'07/19, DENTON.H.R, 

2av B? Si i??’' Director. 3pp. 19669:176. 

24X Flehe:90-416, 83/07/19,8307210199. ^ 

I*''' ®''*P**T “* PSAR, correcting Info re 

startup test procedures b program, Info will be incorporated 
in future rev to updated FSAR. ncorporapeo 

”';»I*»IPPl Power b Light Co, 03/07/21, DENTON.H.R 
2«*c? SK'***'' ****'*‘”‘ Regulation, Director. 29pp. 19706-001 

84X Flcho:80-416,83/07/21, 8307290226. iv/uo.uui, 

0. Inipecttow repo rts. lE BuUetlns b correspondence 

Bulletin 82-01, Rev i to bulletin b Buppl 1 to 
dteiaMon ii**f"/* Plpl-’Q «• Engineering 

?|Z* *51 " * piping subassembly weld radlogrephs. No 
MC©AUOm“!)*P T holes indicated. 

O'REILLY j’p 2***'*»iPPl *> Light Co. 83/06/20, 
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8307140180 Forward* IE In»p Rept 50-416/83-21 on 830533-27. No 
noncompllance noted. 

VERRELLI- 0. H. Division of Project & Resident Programs 83/06/21. 
RICHARD.J.D. tllsslsslppi Power & Light Co. 8pp. 19S14:I3S. 24X 
Fiche: 30-416. 83/06/21 . 83071 40 i 20. 


—0307140124 IE Insp Rept 30-416/83-21 on 830323-27. No noncompllance 
noted. Major areas inspected: 1 Ic ensee identified items. 

OIBBONSi T. D. I CONLONi T. E. Region 2. Office of Director. 83/06/20. 
4pp. 19314:137. 24X F 1 c h e : 30-4 1 6. 83/06/21 ■ 8307 1 401 20. 


8307220498 Forwards IE Insp Rept 50-416/83-23 on 83D606-IO.No 
noncotnpl lance noted. 

VERRELLI. 0. M. Division of Project h Resident Programs. 83/06/27. 
RICHARD.J.B. Mississippi Power 6 Light Co. 2pp. 19685:122. 24X 
Fiche: 30-416. 83/06/27. 8307220498. 


— 8307220302 IE Insp Rept 30-416/83-23 on 830606-10. No noncompllance 
noted, Major areas inspec ted : ac t ions on previous enforcement 
natters, personnel qual 1 f lea t Ion program, procurement t< 
storage t> handling of eiiulpment it metis programs. 

DEBBAOEiA.O. Region 2. Office of Director. UPRIGHTiC.M. Division 
of Engineering & Radiological Safety Programs. 83/06/24. 8pp. 
19683:124. 24X F1 c ho ; 30-4 16. 03/06/27. 8307220498. 


B3070S013B Aek receipt of 830617 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
30-416/83-18. 

LEHIBiR.C. Division of Project 6 Resident Programs. 83/06/29. 
RICHARD.J.B. Mississippi Power & Light Co. ip. 19199:181. 24X 

Fiche; 30-416. 83/06/29. 0307030138, 


—0307030166 Responds to NRC 830317 Itr re violations noted in IE 
Safeguards Insp Rept 30-416/83-18. Corrective actions 
withheld (ref 10CFR73. 21 ) 

MCOAUOHY. J. P, Mississippi Power ti Light Co. 83/06/16. 

O'REILLY. J. P. Region 2. Office of Director. ip. 19199:182, 24X 

Fiche; 30-416. 83/06/29, 8307030130. 


—8307030173 Forwards IE Safeguards Insp Rept 30-416/63-18 on 630421 (i 
0303-04 (i notice of viola t Ion. Not Ice of violation withhold 
(ref 10CFR73. 211. 

LEUI8.R.C. Division of Project & Resident Programs. 83/03/17. 
RICHARDS. J. □. Mississippi Power 6 Light Co. 2pp. 19199:183. 24X 

Fiche: 30-416, 83/06/29. 8307030138. 


—8307030181 IE Safeguards Insp Rept 30-416/83-18 on 830421 t< 0303-04. 
Noncompliance no ted: fal lure to maintain positive control of 
escorted employee. Details withheld (ref 10CFR73.21). 

TILLMAN. A,. UAONER.A. Region 2. Office of Director. MCGUIRE. D. R. 
Division of Emergency Preparedness 6 Materials Safety. 83/03/16. 
Ip. 19199:103. 84X Fiche: 30-416, 83/06/29, 8307050158. 


8307140266 Discusses imps of revised surveillance test program 
scheduled for uh of 830620-24 Si operational readiness 
evaluation scheduled for wk of 830627-0701. NRC canceling 
plans until implementation of Improved programs. 

LEUIS, R. C. Division of Project Si Resident Programs. 83/06/30. 
MCOAUOHY. J. P, Mississippi Power 8. Light Co. 2pp. 19323:333. 24X 

Fiche: 30-416, 83/06/30. 8307140266. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem.” Sve list end. 

JORDANiE.L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Go. of New 

York, Inc. lS4pp. 19363:293. 24X Pi che: 30-000. 83/07/11, 8306270401. 


8307220491 Ack receipt of 830311 Si 0606 Itrs Informing NRC of eteps 
taken to correct violations noted in IE Insp Rept 
30-416/02-78. 

O'REILLY. J. P. Region 2. Office of Director. 83/07/11. RICHARD, J.R. 

Mississippi Power Si Light Co. ip. 19683:196. 24X 

Fiche: 30-416. 83/07/1 1, 8307220491 . 


— 8307220300 Submits supplemental response to NRC 830209 Itr re 
violations noted In IE Insp Rept 30-416/82-78. Corrective 
actions: security post established to conduct Insps of 
control room cabinets every 4 h Si all activities logged. 

MCOAUOHY. J. P. Mississippi Power S. Light Co. 83/06/06. 

O'REILLY, J. P. Region 2. Office of Director. 3pp. 19683:197. 24X 
Fiche: 30-416,83/07/11,8307220491. 


—8307220305 Forwards response to NRC 830209 Itr re violations noted in 
IE Insp Rept 30-416/82-78. Corrective ac t i ons : survcl 1 lance 
conducted on 821 123, w/lndependent ver i f lea t Ion. Va Ives 
positioned S< locked per ins true t Ions. Tra inlng scheduled. 

MCOAUOHY. J. P. Mississippi Power S. Light Co. 83/03/11. 

O'REILLY, J.P. Region 2, Office of Director. 4pp. 19683:200. 24X 
Fiche; 50-416, 83/07/ 1 1, 8307220491. 


— 8307220507 Forwards IE Insp Rept 50-416/82-78 on 821116-1215 l< notices 
of violation Si deviation. 

O'REILLY. J.P. Region 2, Office of Director 83/02/09. 

8TAKPLEY. N. L. Mississippi Power S. Light Co. 3pp. 19665:204. 24X 
Fiche- 30-416, 83/07/11. 0307220491. 


— 8307220310 Notice of violation from tnep on 821116-1213. 

« Raglan 2. Office of Director. 83/02/09. 2pp. 19685:207. 24X 

Fiche- 50-416. 83/07/11. 8307220491. 


— B307220S13 Notice of deviation from insp on 821116-1215. 

• Region 2. Office of Director. 83/02/09. ip. 19685:209. 24X 

Fiche: 50-416, 83/07/1 1. 8307220491 . 


— 8307220516 IE Insp Rept 50-416/02-78 on 82 1 1 16- 1 21 5. None omp 1 1 anc e 
noted: failure to follow maint procedures, fai lure to conduct 
training <■ failure to lock cabinets. 

MAGNER.A.O,. SCOTT. D.E.i CANTRELL. F. S. Region 2. Office of 
Director 83/01/26. 10pp. 19685:210. 24X Fiche: 50-416, 03/07/11 , 

8307220491. 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list encl. 

JORDANiE.L. Division of Emergency Preparedness 6 Engineering 
Response (Pest 830103). 83/07/12. Consolidated Edison Co. of Now 

York. Inc. 141pp, 19563:153. 24X Pi c h e : 50-000. 83/07/ 12. 8306270404. 


8306870406 IE Info Notice 83-48. "Oasoous Effluent Releases of 
Radioactive I-12S h 1-131 in Excess of NRC Limits." Sve list 
sncl. 

TAVLOR.J.H. Division of QA, Safeguards L Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York. Inc. 

114pp. 19713:270. 24X Fiche; 30-000, 83/07/14, 8306270406. 


R. Periodic operating reports Si related correspondence 


8307260324 Monthly operating rept for June 1983. W/83071 5 Itr. 

RICHARDSON, J. D. . DALEiL.F. Mississippi Power S. Light Co. 83/07/14. 
DEYOUNO.R.C. Director’s Office, Office of Inspection and 
Enforcement. 2pp. 19726:306. 24X Fiche 50-416, 83/07/14, 8307260324. 


8. Reportable occurrences. LERs & related correspondence 


8307290284 Forward AEOD technical review rept, "Turbine Trip Bypass 
Delay." No further evaluation necessary. 

SALAHi 8. Reactor Dperations Analysis Branch. 83/06/17. 
8EVFRIT,K.V. Reactor Operations Analysis Branch. ip. 19626:322. 
24X Fleho: SO- 4 I 61 83/06/17, 0307290284. 


— B30729(S87 “Turbine Trip Bypass Delay," AEOD technical review rept. 
SALAH. S. Reactor Operations Analysis Branch. 83/06/17. 2pp. 
19826:323! 24X Fiche: 50-416. 03/06/17, 8307290284. 


8307120273 RO 83-047/0; on 830508 t. 11. fire protection halon tys for 
two control room back panels failed survet 1 lances. Caused by 
inability to naet tolerance specified for full charge 
pres euro. Survel 1 lance procedure revised. 

HCOAUOHY, J. P. Mississippi Power ti Light Co. 83/06/22. 

O'REILLY, J.P. Region 2. Office of Director. 2pp. 19423:361. 24X 

Fiche: 30-416,83/06/22. 8307120275. 


8307120309 LER e3-069/03L-0: on 830523. dur i ng attempt to reenerglie Div 
II motor operated valvet, shutdown cooling mode of RHR sys t. 
reactor water cleanup sys Isolated. Caused by failure to 
install power fuses. Fuses Instal led. U/S30622 Itr. 

ROHRER.H.V., MCOAUOHY. J. P. Mississippi Power U Light Co. 83/06/22. 
O'REILLY. J.P. Region 2. Office of Director. 3pp. 19433:244. 24X 

Fiche; 30-416,83/06/22, 8307120309 


8307120109 LER 83-070/03L-0: on 830323, reac tor water cleanup sys 
isolated when standby liquid control pump D breaker closed. 

Caused by personnel error. Iso lat ion signal reset. N/630624 
Itr. 

RaHREfitH.V., MCOAUOHY. J. P. Mississippi Power 1. Light Co. 83/06/24. 
O'REILLY. J.P. Region 2. Office of Director. 3pp. 19423:062. 24X 

Fiche: 30-416.83/06/24, 8307120109 


8307120473 RD D3-049/0: on 830526. halon bottle 2 in panel P936 
discharged until empty. Hourly fire watch established pending 
battle replacemen t. Llml ting condition for operation to be 
maintained. Next rept will be submitted by 830731. 

KCOAUOHY, J. P. Mississippi Power t. Light Co. 83/06/24. 

O'REILLY. J.P, Region 2, Office 0 # Director. 2pp. 19425:052. 24X 
Fiche: 30-416. 83/06/24. 8307120473. 
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33-090/0: on e303J9, fjoar ponofcratlon CE-a7G in control 
h ds upper caPle room opened to reiuori cable trao banger 
Fire uetch ee tab I isbetf until penetration sealed on S30603 

operation e.ceeded 
Power & Light Co. 93/0S./S4 

T' ”*5*°" 2- Office of Director. Ip, 19433- 2B0 24X 

FI Che: 30-416, B3/06/24. 9307120526. * 

fuic2i!Ll''Jrr'' 83-027^* on 930321 . flur Ing seismic monitoring *«» 
functional test, op erat 1 on of chart recorders !< spectrum * ’ 

analyzers unacceptable. Caused by faulty circuit card Card 
replaced. Sys restored on 030519. 

^ ">**‘**‘Ppt Power fc Light Co, 03/06/27. 

0 REILLVfJ.P. Region 2f Office of DirectOT, 2pB 19423*357 SAt 
Flche: 90-416,03/06/27; 03O7I2O4S9. 

830323,11, ted fire rated penetration, opened 
to Implement design change pac tapes. Hour ly fire watches 

by 830001 *'’ *" ‘-’"“I penetrations resealed 

ICOAUOHy. d. p. Hisiiisippl Power 6 Light Co. 

J-'REILLV. J. P, Region 2, Office of Director 
-iehe: 30-416, 83/06/27, B307I20323. 


B3/-(J6/27 

2pp. 19433:278. 


32-®^l''03L-0:on a30607.RHR shutdown tooling mode 
_,olat.d when value EI2-F009 c losed. Caused by blown fuse 
oie replaced. W/S30627 Ur. 

MRF 1 I iV Po'-ei' «< Light Co. 93/06/27. 

fiEJLLy,J.P. Region 2 , Office of Director. 2 pp 19433 0 B 2 24* 

lehe: 30-416,03/06/27, B307I20392. OB 2 . 24X 

e3-072/0IT-0: on 93061 3. operat ion, shift supervisor 
mnl?a ? ^ S'"! continuous fire watches not performed on 

0 oi?l tiSS 1! error.Personnol relnstructed not 

0 pull fire watch w/o approve 1 . W/030627 Ikr. 

'^REILLY 3 fflsjIsPippi Power ft Light Co. B3/06/29. 

REILLY, J P. Region 2 , Office of Director. 3pp. 19423 023 24X 

Ithe: 30-416, B3/06/29, B307I20102. ’rew.WdS. 24X 

oi^Sn?? = for Unit I S, Interim deficiency rept 

or Unit 2 re incorrect wipe setting on normally closed 

Jntacti converted from normally open contacts on HFA 

eieyi.Also reportable under Part 21 for Unit I 

'bfVmv 'i Mlteisflppl Power k Light Co. B3/07/0I. 

.I',/- Office of Director. 4pp. 19423-240 Sit 

Iche: 30-416, 83/07/01,0307120433. lTA*:b.«:40. 24X 

ii^Unlt 2 ‘rS‘pBn'io/?lJ‘'' ‘ * ‘ntPrlm deficiency rept 

r Unit 2 re PRD-02/14 concerning sheared holts on diesel 

cover. Initially reported on B20322. 

AAiiiuv adequate. Also reported per Part 21 . 

FFm^'lo' Pob'oc *■ Light Co. B3/07/05. 

^«9lon a. Office of Director. 6 pp. 19423-349 24X 

Che: 30-416,83/07/05, B307I20452, irScSO. jov. 24X 

hidff! '’»lfi«‘»ney Rept PRD-a2-3a re Nelson stud failures on 

bedded plates. Initially reported on 321221 . Cond It ion not 
portable per Part 21 for Unit 2. Failure unique to Typo 
plate, Welds will be redesigned. 

r *■ ‘='’- 83/07/03. 

KEIULY.O.P, Region 2 , Office of Director, 6 pp. 19331 097 Sit 

Che: 50-416, B3/07/05. 8307150239. itoji.097. 24X 


R»Pt PRD-aa/14 for Units 1/8, 
lSv!i r" *''**''*^ bolts on rear cranicase cover of 

level diesel genera tors. Un 1 1 1 bolt, not defective Unit 2 
>t due on 050130. Also reportable per Part 21 ** 

tEILLv‘'j'o' 2‘*'’‘**‘ppl Power & Light Co. 83/07/03. 
f' '*®9‘0'' =' Office of Director. 6 pp, I9S39-0B4 

:h»: 50-416.03/07/051 B307I30369 IT0JV.UH4. 


24X 


83-07yO3L-O; on 830606, Div 1 bu, breaker. ITE Type 
.3S0,trlpped during LPCS pump startup for monthly 
veillance. Cause not determined during malnt 
eitigatlon, H/8307O6 Itr. 

h.-en a, t' Of Director. 3pp. I96a3'229 24X 

he: 30-416, 03/07/06. B307220296. uj-b-ct. 

’undf/AS“‘ Deficiency Rept PRD-Bl/44 re valves k actuators not 
riSSSh Pi'osram. Initially reported on Bn029.SeaIs. 
ion 00 ^ 1 “.!“^* ‘‘ upgraded. Corrective 

AUftHV 7 p ‘ M, “f" per I0CFR50. 331e). 

F7llv'S■^ «‘»*i««lppi Fower k Light Co. 03/07/08. 

tiuLY, j.p. Region 2 . Office of Director Sod lesmA-ii-t ^av 

he:3O-416,B3/O7/OB.B3O713O092. '‘PP- IMS*. U3. 24X 

830610, two of four channels for 
ltd '‘^yeiell ventilation exhaust radiation monitor 

Ud monthly functional surveillance k declared 
m’u ‘•^vesllgatlon. M/a3070S Itr. 

-ILLY J p Mississippi Power i. Light Co. 83/07/08 

Reaton 2. Office of Director, 3pp 19536-215 S 4 Y 
16:30-416,83/07/08. B3071SOH3 lY»-d6..1l3. 24X 


8307I90I44 Updated RO S3-023/l:on 830312, two smoke detectors in standhu 
gas treatment filter train room (Zone 2-191 covered whilt •‘“"■fy 
conducting welding act ivi 1 1 es. FI re watches established 
Dttvcfeof's shoitld b 9 operable by 030901 . 

r Miselsslppl Power k Light Co. B3/O7/0B. 

□ HeiL^.JP. Region 2, Office of Director. 2 pp. 19335 231 24 y 

Flche;30-416.a3/O7/0B, 8307150144. 

8307I30Z74 Updated RO B3-0I4/l;on 830301, f ire-rated penetration TE-I 4 B 
(elevation 143 ft. turbine bldgl opened to Install raeewa^ 

0 er dtitgn change pat kag e. Hourly #ire watch astabli«h«d 
Penetration not sealetf within 7-*day time limit, 

Mississippi Power 6 Light Co. 83/O7/0B. 

O REILLY, U. P. Region 2 , Office of Director. 2 p a 19530-107 saw 
Fleh0430-416.e3/07/OS,e307l30974. ^ lV3dH.107. 24X 

83073^62 RD B3-031/0:«»i 030526, POCC Halon fire protection syt removed 
r sve to correct difference, between design documents «. 
configuration. All hardware mods completed. Limited 
.°o "'’•r'**"" fsieeded 14-day time limit, 

‘i' r ♦’•"•‘sslPPl Pouer k Light Co, 83/07/08, 

□ REILLYjJ.P. Region 2 , Office of Director. Ip. 19633-099 saw 
Fiehe: 30-416.83/07/08.8307220462. iroao.ovv. 24X 

02- 1 06/01 X- 2 : o n 821 104 , d i scov.r.d that action 
statanent entered per Tech Spec 3.7,7 on 820730 due to 

fire-rated barriers on safety- 
enhlas ft required rept not f lied. W/a30712 Ur, 

O^ILLv'j'p Mississippi Power ft Light Co, 83/07/12 

O REILLY, J.P. Region 2 , Office of Director, 4pp. 19706-110 34 *' 

Fiche; 30-416. 83/07/12,8307230164. *r/u 6 . no, 24 * 

a3072MI93 UMate 2 to LER 82-172/99X-2: on 821210, pane tration AE134C in 
bUfl opened. Caused by planned maint activity. 

JP ’’m '''^“‘“^PP* P'-'-sr ft Light CO. 83/07/12 

*■**'' '^' **• 8*j4-on 2 , Office of Director. 2 pd 19705-348 oa» 

Flcbe: 30-416. 83/07/12, 8307250193. IY/03.348. 24X 

'''’"'a*" 02-060/01 X- 2 r bn 820910, during insp.areas 

cantalnlng safety-related cable In auxiliary b 1 dg * 1 dent 1 fled 

rtl„i„lppl Pow.r «. Light Co. 03/07/12 
2' Office of Director, 3pp. I9703 27D 24 * 

Flche: 30-416.83/07/12, 8307230209. »v/03,B7S. 24X 

8307230473 Updated LER B3-093/99X-1 : on 830201. two electrical 
pendtratlons <*£1380 ft CE-7E1 opened to allow Mrio^manci 

bl CD»i!e roSting.Worl to 

6 # completed by 830830. W/B307 1 2 Itr. 

O^fTr’v'I'i MlssUslppi Power ft Light Co. 83/07/12 

Ssslon 2, Office of Director, 3pp, 19701-297 24X 

Fiche: 30-416.83/07/12, 8307250473. rz-vi.iiV/. 24X 

a3-07S/03L~0; on 830623, d.s Ign deficiency noted in 
wc uSta! *V makeup evolution to stendby 

? ’* basl-ns. Caused by design error. Hater level 
r ?.*.? *" “ change request subeni tted, W/B30718 Itr 

SSly J P Mississippi Power ft LlJht Co. 83/07/18. 

B."t fission 2. Office of Director. 3pp. 19733-347 24 * 

Fiche:S0-416.e3/07/IB, 8307260464. d 4 X 

P»''f»'''"in9 control room 

standby Fresh air Unit A monthly survel I lane s, uni t heater 
0 !:;^ ‘o "PSY-ats.Ceused by malfunctioning control ralay. 
neiay replaced. 

□ 'REILLY ^ Mississippi Power ft Light Co. 83/07/18. 

fiselOD 2« Office of Director. 2 pp. 19022:131 24X 

Ficlie:SO-416. 83/07/18. 8307290120. 

‘■f! a3-070/03L-l:on 830323. reac tor water cleanup sys 
I olated when standby liquid control pump breaker B closed, 

G<ui*d by pr&cedgrai inAiltctiiac y. 8 «»nd& v liquid control 
operating Instrvction rtvls »d. M/830718 Itr. 

0 ^ 11*1 v' 'i' i Mississippi Power ft Light Co, 83/07/10. 

O r 6 ILLy« J. P, Region 8 ^ Offlc* of Director. 4pp. 18022rO31 24X 

FicbP: 90-41&J 93^07/18/ 83O7a?O2a0, 

aSOreSOOTS part 21 rept re potential defect in high pressure fuel 
infection line of D 8 R or DSfiY standby diesel generator. 

Removal of random sample of lines to be Internally borescope 
Inspected recommended. 

83/07/20. Director's 

2I^l Imgfctlqn «nd Enfftrcemen t, 2pp. 19703’0n 24X 

Fiehq: 30-000, 03/07/20, 93072S033&. 
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DDCKET 30-417 GRAND GULF NUCLEAR STAtlON. UNIT 2 


A. App Heat ion/coni true t ion stage documents ft. correspondence 


6307140367 Concurs ui/lnterlm Interpretation of Tech Specs re 
operability of source range mon t tor. In terpre tat ion should 
be corrected uhen permanent change to Tech Specs ret^uested 
ti accepted. 

LEMIS'R C. Division of Project t> Resident Programs. B3/0J/t3. 
9TAMPLEY. N. L. Mississippi Power U Light Co. Ip. 19523:337. 24* 

Flehe. 30-416, 83/01/13, 8307 140367. 


G30627039S Generic Ltr 83-24 to all DNR applicants for OL S, holders of 
□Us for Grand Gulf, LaSalle & Susquehanna ro TMI Task Action 
Plan Item I.O. i, "Special Lou Pouer Testing t, Training 
L Recommendations for OMRs '' Sve list encl 

EISENHUT, D. 0. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19384:119. 24X Flehe: 90-000. 83/06/29. 

8306270399 


8306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for pouer reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list encl. 

EISENHUT, D. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 19390:317. 24X 

FIche: 90-000. 83/07/09. 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees t< applicants for 
operating pouer reactors (i holders of CPs for pouor reactors 
re surveillance intervals in STS. Sve list oncl. 

EISENHUT, D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 19669:294. 24X 

Flehe: 90-000, 83/07/06, 8307060329. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL ti holders of CPs re required actions based 
on generic implications of Salem ATMS events. Sve list encl, 
EISENHUT. 0. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of Neu York, Inc. 3Bpp. 19669:269. 24X 

Flehe; 90-000, 83/07/08. 8307080169. 


0307180247 Forwards addl info to support requests for changes to 
Tech Specs, per 830630 meeting u/NRC.M/14 oversize drawings. 
Aperture cards are available in PDR. 

DALE.U.F. Mississippi Power L Light Co. 83/07/08. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 30pp. I9S4B: (47. 
24X Fiche; 30-416, 83/07/08, 830718024 7. 


£. NRC Safety Evaluation Report (BER), supple U correspondence 


8307220369 Provides formal documentation of analyses perfermsd per SER 
Section 6.2.8 to determine min. design thickness of main 
steam line S, feedwater line flued heads. Info re design 
ability to maintain sve metal temp also encl. 

DALE.L.F. Mississippi Power t, Light Co. 83/07/20. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 19679:234. 

24X Fiche: 90-4i6, 83/07/20, 8307220368. 


F. Security, medical, emergency ti fire protection plans 


3307140040 Discusses 830128 briefing in Jackson, MS re util drug Si 
alcohol abuse program. 

O'REILLY, J. P. Region 2, Office of Director. 83/02/03, 

STAMPLEY, N. L. Mississippi Pouer t, Light Co. Ip. I99I4;219. 24X 
Piche; 90-416, 83/02/03, 8307140040. 


8306140204 Requests review of 10CFR90. 94(p > change to physical securltii 
plan, Rev 7. Change Involved access authorization program. 

8T0HR, J. P. Division of Emergency Preparednees (Pre 8301031. 

03/09/03. MIRAOLIA. F. J. Standardization /x Special Projects Branch. 
Ip. 18832:261. 24X F 1 c h e : 90-4 1 6, 83/09/03, 8306 1 40204. 


8307010081 Forwards Rev 8 replacement pages to physical security plan. 
Pages withheld (ref 10CFR2, 7901. 

DALE.L.F. Mississippi Power li Light Co. 83/06/10. 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 19124:340. 24X 

Fiche: 90-416, 83/06/10. 8307010081. 


8307140093 Forwards summary of 030602 meeting In Region II ote re 
proposed physical security plan mods at f aci 1 i ty . Lis t of 
attendees also encl. 

LEMI8.R.C. Division of Project & Resident Programs. 83/07/01. 
RICHARD, J.D. Mississippi Power L Light Co. 4pp. 19514:086. 24X 

Fiche: 90-416, 83/07/01, 8307140093. 


B3O70BO447 Notifies that certain changes in 030315 Rev 7 to physical 
security plan, decrease effectiveness of plan t, are 
inconsistent w/lOCFR50. 94. Previous ly approved plan will be 
laplenented. Encl uithheld (ref 10CFn73.21). 

8CNUENCER.A. Licensing Branch 2. 83/07/09. MCOAUGHY. J. P. 

Mississippi Power b Light Co. Ip. 19346: 199. 24X 

Fiche: 90-416. 03/07/09, 0307080447. 


I. Financial information 


B30706010I Fziruards Annual Financial Repts b certified financial 
stateeents for 1982. 

DALE.L-F. Mississippi Power b Light Co. 83/06/30. DENTON.H. R. 
Office of Nuclear Reactor Regulation, Director. I3pp. 19237:178. 
24X Flehe: 90-416, 83/06/30, 8307060101. 


"8307060110 Annual Financial Rept 1982. 

• South Mississippi Electric Power Association. 83/06/30. 29pp. 

19237:189. 24X Fic he; 90-416, 83/06/30, 8307060101 . 


"0307060113 Annual Financial Rept 1982. 

• Mississippi Power C< Light Co. 83/06/30. 27pp. 19237:212. 24X 

FIchs; 90-416. 83/06/30,8307060101. 


H. Antitrust correspond enci 


8307210216 Fdruiard s interconnection agreement between util b FERC to 
resolve violations of antitrust license conditions. 

Resolutions to other issues also provided. 

HCI>IARH1D,R. C. Spiegel & McDiarmld. 83/07/19. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 149pp. 19667: 101. 24X 

Fiche: 90-416, 03/07/19, 8307210216. 


Q. Inspection reports, IE Dulletlns b correspondence 


e30714(»30 Responds to IE Bulletin 82-01. Rev 1 to bulletin & Suppl 1 to 
Rev 1 to bulletin re Associated Piping b Engineering 
alteration of piping subassembly weld rad tog raph s. No 
alterations of penetrameter T holes Indicated. 

MCOAUOHY, J. P. Mississippi Pouer b Light Co. 83/06/20. 

□ 'REILLY. J. P. Region 2, Office of Director. 3pp. 19923:118. 24X 

Fiche; 90-416, 83/06/20, 8307140230. 


8306270401 IE Info Notice 63-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Sve list encl. 

JOROANi E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 194pp. 19963:293. 24X F ic he: 90-000. 83/07/11. 0306270401 . 


B3O6270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedne ss b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of Neu 

York. Inc. 141pp. 19963:153. 24X Fic he: 50-000. 83/07/12. 0306270404. 


B3(}^7(>406 IE Info Notice 83-45, "Gaseous Effluent Releases of 
Radioactive 1-129 b 1-131 in Eicess of NRC Limits. " Sve lift 
encl. 

TAYLOR. J.H. Division of QA, Safeguards b Inspection Programs (Post 
B30I03>. 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X FI che ; 90-000, 83/07/1 4, 8306270406. 


8. Reportable occurrences, LERs b related correspondence 


8307120433 Final deficiency rept for Unit 1 b Interim deficiency rept 
for Unit 2 re incorrect wipe setting on normally closed 
contacts converted from normally open contacts on UFA 
relays. Also reportable under Part 21 for Unit I, 

HCOAUOHY. J. P. Mississippi Power b Light Co. 83/07/01. 

O'REILLY, J. P. Region. 2, Office of Director. 4pp. 19425:240. 24X 
Flehe: 90-416, 83/07/01 . 0307120433. 


8307120492 Final deficiency rept for Unit 1 b Interim deficiency rept 
for Unit 2 re PRD-B2/14 concerning sheared bolts on diesel 
generator rear crankcase c over. Inl fcla 1 1 y reported on 820322. 

Unit 1 bolts adequate. Also reported per Part 21. 
nCOAUOHV. J. P. Mississippi Power b Light Co. 83/07/05. 

O'REIU-Y. J.P. Region 2. Office of Director. 6pp. 19425:349. 24X 

Fiche: 90-416. 83/07/09, 8307120492. 


8307190239 Final Deificlency Rept PRD-82-3B re Nelson stud failures on 
anibeddtd plates. Initially reported on 821221 . Cond 1 1 i on not 
reportable per Part 21 for Unit 2. Failure unique to Type 
86 plate, Uelds will be redesigned. 

HCOAUOHY, J. P. Mississippi Power b Light Co. 83/07/09. 

O 'REILLY. J. P. Region 2, Office of Director. 6pp. 19531:097. 24X 
Fiche: 90-416, 83/07/09, 8307150239. 
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6307190369 Tl na 1/ 1 nt«r la DtfUlancij Rapt PRD-&2/14 for l/eilCs l/2> 
rtlpfctlvalv r* thtartd bolts on nar crankcase cover of 
Dtlaval diesel generators Unit t bolts not defective. Unit 2 
rept due on 850130. Also reportable per Part 21. 

HCOAUOHY.J.P. Mississippi Pouer U Light Co. 83/07/DS. 

O'REILLY.J.P Region 2. Office of Director. 6pp. 1933?:084. 24X 

Flehe; 90-416, 63/07/05. 6307150367. 


8307060327 Generic Ltr 83-27 to all licensees & applicants for 
operating pouer reactors >< holders of CPs for power reactors 
re surveillance Intervals In STS. Svc list and. 

EISENHUT. D. 0. Division of Licensing. 03/07/06. Conso 1 Ida ted 

Edison Co. of Neu York. Inc. 16pp. 19667 254 24X 

Flehe: 90-000. S3/07/06. 0307060329. 


6307150072 Final Deflclencg Rept PRD-81/44 re valves 6 actuators not 
afg under’OA program. Inltiallg reported on 61 1029. Sea tsi 
lubricants ti coating on pins k rollers upgraded. Corrective 
action completed. Item not reportable per 10CFR50. SSiel 
MCOAUOHY, J. P. Mississippi Power k Light Co. 63/07/03. 

O'REILLY.J.P. Region 2. Office of Director. 5pp. 1?S3&;113. 24X 

PIche: 50-416.63/07/06. 6307150072. 


6307250335 Part 21 rept re potential defect In high pressure fuel 
injection line of D6R or OSRY standby diesel generator. 

Removal of random sample of lines to be internally borescope 
Inspected recommended. 

BOYER. R.E. Transamerlca Delaval. Inc. 83/07/20. Director's 
Offlcs. Office of Inspection and Enforcement. 2pp. 19703 011 24X 

Flehe: 50-000. 63/07/20, 6307250335. 


DOCKET 90-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A. App 1 i ce tlon/cons true 1 1 on stage documents k correspondence 


B307I4027I fiasponds to 830503 request for addl meteorological Info. Data 
tape provided. Data format description end. 

COUNBIL/M.S. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W. 0. , SEARS.C.F. Northeast Utllltlas. 

83/07/07. YOUNODLOODi B. J. Llconslng Branch 1. 4pp. 17320:39?. 

24X Flehe: 30-423, 83/07/07, 8307140271. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Svc list end. 
EISENHUT.O-O. Division of Llconslng. 83/07/08. Consolidated 
Edison Co. of Neu York, Inc. 38pp. 19669:269. 24X 

Flehe: 90-000, 83/07/OB. B3O7O0O169. 


8307260197 Responds to NRC 830503 select requests for addl Info. Final 
revised FSAR pages ulll be forwarded 830801, Amend 3 to FSAR 
tsill he submitted by 830901. 

COUNBlL.W.e. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, M.O, Northeast Utilities. 83/07/22. 
YOUNOBLOOD. B. J. Licensing Branch 1, 262pp. 19720:001, 24X 

Flehe: 30-423. 83/07/22, 8307260197. 


8306060070 Oeneric Ltr 83-22 to all operating reactor licensaet, 
applicants for CLs k holders of CPs for Hestinghouse PWRs 
TI safety evaluation of "Emergency Response Ouidtlines ” 

Bve lift end. 

EI 8 ENHUT, 0. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Ce. lOpp. 19563:116. 24X Fiche: 50-000, 83/06/03, 

6306060070. 

8307060494 Notification of 630720 k 21 meetings u/util at site to 
discuss Info for environ review. Meeting t, site tour agenda 
end. 

DOOLITTLE, E. L. Licensing Branch I. 83/06/24, YOUNOBLOOD, B J 
Licensing Branch 1 . 5pp- 19299:110. 24X Flehe; 50-423, 83/06/24. 

8307060494. 

8307140519 Advises of 830720-2! site visit as part of review process 
for preparing environ statement re OL application. 

YOUNOBLOOD, B. J. Licensing Branch 1 . 83/06/27. CQUNSIL.W 0 

'subs, of Northeast Utilittei).’ 3 pp 
19527:350. 24X Flch e: 50-423. 83/06/27, 8307140319. 

«' SV* fi*vieu Branch request for addl 
v™»SoS,m2n within 90 days requested. 

YOUNOBLOOD, B. J, Licensing Branch 1 . 83/06/29. COUNSILiHC 

79S37*w 5“' ''“'■b'lSfst.'JtlUttfa). 19pp. 

19527.322. 24X Fiche: 80-423, 83/06/29, 8307140522 . 

of 030912 OL application docketing 
•“bmlttal I, presentation of * 

probabilistic safety study. 

Sunils', ®' of Northeast 

VOUNOBLM^b Northeast Utilities. 83/06/30. 

VWNOBLMD, B. J. Licensing Branch 1 . ip. 19350:150. 24X 

Flehe: 90-423, 83/06/30, 8307080319. 

Evaluation of Millstone Station 3 
^ I** Pfflject Evaluation of Millstone 

6 erlUrla. ” using INFO performance objectives 

TA^”jV' ‘‘ "•‘‘■'•nt Programs. 83/06/30. 

1952 ^ 091 "' oai Reactor Programs (Pre 830103). Ip. 

19922.091. 24X Fie h e : 50-423, 83/06/30, 8307 140174. 

Evaluation of Min.ton, Station 3 

-8307140183 -Const Project Evaluation of Millstone Station 3 . - 
* Management Analysis Co. 82 / 12 / 21 . 166 pr 19922 -iss aav 

Fiche; 90-423,83/06/30. 8307140174, 

requirements for diesel, fuel impuritu Svc u.t .nr 
Flehe: 90-000,83/07/09,8306270397!^^' 317. 24X 


D. NRC Oraft/Flnal Environmental Statements, supple t( correspondence 


8307I301S6 Requests participation In NRC 830720-21 site visit to revleu 
process for preparing EIS re facility operation. Input 
identifying any specific Item of environ interest solicited 
YOUNOBLDDO, B. J. Licensing Branch 1. 03/06/29. Commoree. Dept, 

of, Natl. Oceanographic k Atmospheric Administration. 3pp. 

19974:336. 24X Fiche; 50-423, 33/06/29, 83071 501 96. 

^ ^1!!''**'*' medical, emergency k fire protection plans 

8307140371 Responds to 830903 request for addl meteorological Info Data 
tape provided. Data format description and. 


19320:399, 


N®'‘bheast Nuclear Energy Co. (subs, of Northeast 
COUNSIL, W.G., SEARS.C.F, Northeast Utllltlee 
83/07/07. YOUNOBLOOD, D.J, Licensing Branch 1, 

24X Flehe: 30-423, 83/07/07, 8307140271. 

H. Ooneral correspondence 

Ueglslature.Enorgy «. 

Public Utils Committee, Hearings should be held locally. 

Plant cost Is prohibitive (c future problem edsts rs final 
dlspesltlon of waste. 

Affiliation Unknown. 83/07/21, NRC - No Detailed 
BM 7270 llo” *"■ S-'X Fiche: 30-423, 83/07/21, 

~ reports, lE Bulletins k correspondence 

8307010010 Responds to IE Bullstin 82-04, "Dsfidsneies in P-in,..,, 
Containment Electrical Penetration A.simbUes " No ^ 

Bunker-fiamo Co in svc or planned to be 
placed in svc at plant. 

Northeast Nuclear Energy Co. (subs of Northeast 
J^LEy‘t‘e Northeast Utilities. 83/06/17, 

fWRLEY.T.E. Region 1, Office of Director 
Fiche: 90-423, 83/06/17. 8307010010. 


2pp. 19169:206, 24X 


0307060182 Forwards "Overpressure Protection Rept" 8. Rev 1 to 

EH . 5“”= 

Yumofli.D01>y B. J. Hc«n«Jng Branch 1. 3 dd l 92 S 2 Dan anv 
F4cht:SO-4a3de3/0A/30f 9307060102 19292,249. 24X 


"Overpressure Protection Rept." 
raRCHT.K.A. Northeast Nuclear Energy Co, 
Utllitiss). 83/03/31. 10pp. 19292:291 

Fiche: 90-423, 83/06/30, 8307060182, 


(subs, of Northeast 
24X 


Qvertlie drawing' 


-B307M018S Rev I to Pal 2.01 "Preservlca insp Plan. 

Fiche: 30-423, 83/06/30. 8307060182. 9232.261. aax 
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8307210033 Foruiard* IE Imp Rept 50-423/83-08 on 830606-09. No 
non comp 1 lance noted. 

MARTIN. T.T. Division of Engineerinj I. Technical Programs. 83/07/09. 

COUNSIL.W.O. Northeast Nuclear Energy Co. (sufis, of Northeast 
Utilities). 2pp. 19668:336. 24X F1 c h e : SO-423, 03/07/03, 8307310033. 


— 0307210036 IE Insp Rept 50-423/83-00 on 030606-09. No noncompt ianc# 
noted. Major areas Inspected: safe tg-re la ted piping, 
containment liner repair, svc water pomp c as t ing s. we Id er 
4ual If Icatlon tc weld tnsp> including radlographg. 

ORAY.E.H.r DURHrJ.P. Region 1. Office of Director. KO, J. D. 

Korea, Democratic Peoples Republic (North Korea). 83/06/23. 3pp. 
19668:338. 24X FIch e; 50-423, 83/07/09. 83072 10033. 


9306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surrg Recirculation Sprag Subsyatetn. " Svc list end. 

JORDAN, E.L. Division of Emergencg Preparedness Si Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co of New 

York, Inc. 154pp. 19963:293. 24X Fie he: 90-000. 83/07/1 1, 8306270401. 


8306270404 IE Info Notice 03-47, "Failure of Hgdraulic Snubbers as 
Result of Contaminated Hgdraullc Fluid. " Svc list end. 

JORDAN.E. L, Division of Emergencg Preparedness & Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co. of Meta 

Vorfc, Inc. 141pp. 19963:193. 24X; Fiche: 90-000, 03/07/12, B3Q6270404. 


8306270406 IE Info Notice 83-40, "Oaseous Effluent Releases of 
Radioactive 1-129 I. I-I31 in Eicess of NRC Lltnits. " Svc Hit 
one 1 , 

TAYt-OflrJ-H. Division of QA, Safeguards ti Inspection Programs {Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc 

ll4pp. 19719:270, 24X Fich e: 90-000. 03/07/14, 8306270406. 


B. Reportable bccurrenctt, LERs is related correspondence 


8306200396 Final Significant Deflclencg Rept SD-29 re failure of pinion 
gear shear kegs in Llmitorgue Mode SB-O motor operated 
valves. Initiallg reported on 020903, Mes tlnghouse will 
replace pinion kegs on all BB-0 series motor operators. 

COUNSILiH.O. Northeast Nuclear Energg Co. (aubs. of Northeast 
Utilities). C0UN9IL.U. 0. Northeast Utilities. 83/06/10. 

MURLEV.T.E. Region 1, Office of Director, 2pp- 18919:217 24x 

Fiche; 50-423, 83/06/10, 0306200396. 


8307010148 Interim deflclencg rept re cracks In containment crane wall 
near embedments. Ini tlal Ig reported on B2I207, Eva 1 oa 1 1 on 
Incomplete. Nest rept due bg 830901. 

CDUNSILiU.O. Northeast Nuclear Energg Co. (subi. of Northeast 
Utilities). COUNSIL.W.O. Northeast Utilities. 03/06/16. 

HURLEY, T.E. Region 1, Office of Director. Ip. 19179:337. 24X 

Fiche; 50-423. 83/06/16, 03070101 48. 


8307010133 Interim deflclencg rept re containment liner stud anchor 
■ pacing exceeding ASHE Gode.Sectlon MI spec. Initiallg 
reported on 830519. Eng I neerl ng evaluation being conducted. 

Next rept to be filed bg 831201. 

COUMSIL.H.O, Northeast Nuclear Energg Co. (subs, of Northeast 
Utilities). COUNSIL.W.O. Northeast Utllltias. 83/06/17. 

HURLEY, T.E. Region 1, Office of Director. 2pp. 19169:274 241C 

FIclia: 50-423,83/06/17, 0307010133, 


Q3O70S0201 PN8-I-03-O17: on 830628, StW craft worker discovered 20 
severed cables In unfinished control bldg between control 
bldg tc intake strut tore. Caus e under Investigation. 

MCKEOWN, OODY, MARTIN, T. Region 1, Office of Director. 03/06/29. 
Ip. 19199:220. 24X Fiche; 50-423, 83/06/29, 8307050201. 


03071 10390 Final deflclencg rept re potential problems ui/loop power 
supplg card heat sinks of Westinghouse 7300 process 
protection sgs (BD-40). Inl 1 1 al Ig reported on 830602. Concurs 
w/Westlnghousi hardware changes. Also reportable per Part 21. 
COUNSIL.W.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.O. Northeast Utilities. 83/07/01. 
MURLEV.T, B. Region 1, Office of Director. 3pp. 19380:284 24X 

Fiche ; 50-423. 83/07/01, 83071 10390. 


8307120588 Final Blgnlficant Deflclencg Rept SO-39 re design tc const 
of pwll-apart terminal blocks in Oould motor control etrs. 

Initiallg reported on 830428. Brae lie ts developed to flrmlg 
secure blocks, 

COUNSIL.W.O, Northeast Nuclear Energg Co. (subs, of Northeast 
Utilities). COUNSIL.W.O. Northeast Utilities. 83/07/01. 

HURLEY, T.E. Region I. Office of Director, 2pp. 19432:142, 24X 

Fiche; 50-423, 83/07/01, 8307120900. 


8307190208 Final Significant Deficiency Rept 3D-39 re potential 
problems w/temp channel test (NTC) card re lags. Ini tie 1 Ig 
reported on 030602. Relay replaced prior to operation. Also 
reported per Part 21 bg Hestlnghouse. 

CaUNSJL.W.O., SEARS, C.F. Northeast Nuclear Bn ergg Co. (subs, of 
Northeast Utilities). COUNSIL.W.O, Northeast Utilities, 83/07/06. 
HURLEY, T.E. Region 1, Office of Director. 4pp. 1?930;321 24X 

Fiche; 50-423,83/07/06, 0307150208. 


0307150240 Interim Significant Deficiency Rept SD-34 re Interference is 
possible binding of ITT Orlnnell mechanical snubbers. 

Initially reported on 030304. Ex t ension for submittal of 
final rept until 830801 reguested 

COUNBIL.W 0.. SEARS. C.F. Northeast Nuclear Energg Co. (subs, of 
Northeast Utilities). COUNSIL.H 0. Northeast Utilities. 03/07/07. 
HURLEY. T.E. Region 1, Office of Director Ip. 19S3Q 349 24x 

Fiche: 90-423, 83/07/07. B3071 50240. 


8307140241 Interim Deflclencg Rept 8D-41 re potential failure of Gould 
Type HE 4 breakers to close Initially reported on 830600. 

Cause not yet determined . Discuss ions w/vendor initiated. 

COUNSIL. U. G. • SEARS. C F. Northeast Utilities. 83/07/00. 

HURLEY, T.E. Region 1. Office of Director. ]p 19923 063 24X 

Fiche; 90-423.03/07/03. 0307140241. 


DOCKET 90-424 ALVIN H. VOOTLE NUCLEAR PLANT. UNIT 1 


A. Applicatton/construc t Ion stage documents is correspondence 


8307140294 Comments on 030504 Itr re proposed changes to existing 
field change control program to provide further 
clarification i understanding of specific ar eas. Prop osed 
field change control program mod acceptable. 

LEHIS/R.C. Division of Project 6 Resident Programs, B3/06/02. 
KELLYiN.J. Oeorgli Power Co. 2pp. 19523:038 24X 

Flche;90-424> 83/06/02, 0307140294 


8306060070 Oenerlc Ltr 03-22 to all operating reactor licensees, 
applicants for OLs (• holders of CPs for Westinghouie PWRs 
re safety evaluation of "Emergencg Response Guidelines." 

Svc lilt end. 

EISEMIUT. 0. C. Division of Licensing. 83/06/03, Yankee Atomic 
Electric Co. 10pp. 19963:116. 24X FI che: 50-000, 83/06/03, 

8306060070. 


B307010I66 Forwards application for OL, for Vogtle Electric Generating 
Plant, Units 16 2. ^ 

FOSTER. D.O. Georgia Power Co. 03/06/22. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19570 001 24X 

Fiche; 90-424. 83/06/22, 0307010166. 


— 8307010174 Application for DL.for Vogtle Electric Oeneratlno Plant. 
Units I & 3. 

FOSTER, D.O. Georgia Power Co. 83/06/22. 22pp. 19570-003 24X 

Fiche: 50-424.83/06/22, 0307010166. 


8306270397 Oenerlc Ltr 83-26 to all applicants for DLs is holders of 
CPs for power reactors re c lar 1 f 1 ca t ion of surveillance 
requirements for diesel fuel Impurity. Svc list end. 

EI8ENHUT,D. 0. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of Neiif York, Inc. I6pp. 19390:317. 24X 

Fiche: 90-000. 83/07/09, 8306270397. 


0307060329 Oenerlc Ltr 33-27 to all llconsees & applicants for 
operating power reactors !< holders of CPs for power reactors 
re lurvelllanee Intervals in STS. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:294. 24X 

Fiche: 90-000. 83/07/06, 0307060329 


8307120412 Provides summary of events surrounding discovery of 
prehistoric whale approx 49 to 90 million grs old during 
const activity. Escavat 1 one of fossil remains completed 
830610. Info will be Included In environ rept - OL stage. 

F08TER.0.D. Georgia Power Co. 83/07/07. ADENSAM.E. 0, Licensing 
Branch 4. 2pp. (9425:090. 24X Fiche : 90-424, 83/07/07, 0307120412. 


8307120913 Discusses possible exlstenci of shortnose sturgeon larvae 
In Savannah fl Iver. Samp 1 Ing programs conducted bg util show 
no evidence of endangered spec les. Environ rept will provide 
addl Info. 

FOSTER.O.O. Georgia Power Co, 83/07/07. ADENSAM, E. 0, Licensing 
Branch 4. 2pp. 19433:216. 24X Fiche: 90-424, 83/07/07. 8307120313. 


8307080169 Generic Ltr 63-20 to all licensees of operating reactors, 
applicants for OL 6 holders of CPs re required actloni based 
on generic Implications of Salem ATWS events. Svc list end. 
eiSENWT, 0 . 0 . Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 3Spp. 19669:269. 24X 

Fiche: 90-000, 83/07/08. 8307080169. 


K. Utility Final Safety Analysis Report (FEAR) 4, amends 


8307010166 Forwards FSAR, app 1 lea t ion for OL (filed in FDR Category A) L 
geologic i soils borings logs, for Vogtle Electric Generating 
Plant, Units 1 Ic 2. Environ rept, emergency response plan h 
antitrust Info due bg 830901. 

FOSTER.O.O. Georgia Power Co. 83/06/22. DENTON, H.R. Office 
Nuclear Reactor Rcgulat ion. Director. 2pp. 19570:001. 24X 

Fiche: 90-424. 83/06/22. 0307010166. 


270 


DOCKETED ITEMS 


Electric Generating Plant. Units 1 6 a. FBiW. Chap ters 


Ceopgia Pouep co. B3/06/2S 


ts 1 Ic 3 , 


Flche:= 5434 re 3 ;o^;ga.I^^?S(§L/^°^'’- 




Units 1 (i 3t 


a4X 


= fUnt-llnU. , . 3,F3AR. 

FSftR, "OeDlog^°/° ’'“S*'* Electric Generating Plant.Unit* I fc 3 , 

Generating Plant.Units . . 3, 
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^^F8AR®^‘LthJer0aaJltu''pi“gri“^''‘' ' ‘"9 PUnfc.Unit* I fc z. 

Flche; 50-424,83/06/23. 0307010166. 

* Georgia Power Co. 83/06/22, 20pp 19623 - 341 aav 
Fiehe: 50-434,83/06/22, 8307010166. 
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Fiehe: 30-42-4, 03/06/22, 8307010166^^'^^ ^ *“*• 
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*“ 
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19623:263. 24X 
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Q. InapecClon reports. IE Bulletins & correspondence 


0307140177 Fori^ards IE Insp Repts 50-424/03-10 50-425/83-10 on 

030413-0510 No none omp 1 1 anc B noted. 

DANCE. H C. Division of Project 1. Resident Programs. 63/06/20 
KELLY. R.J. Georgia Power Co. 2pp 19522:089. 241f 

Fiche: 50-424. 83/06/20. 6307140177. 


— 0307140105 IE Insp Repts 50-424/33-10 4. 50-425/03-10 on 830413-0310. No 
noncompliance noted. Major areas Inspec t ed : pr irrarg 
containment lifting 6 setting primary dome, uie Idl ng prlmarv 
coolant p i pe. concrete pouring 6 stored in-place eguipnent, 

SANDERS. W.F. Region 2. Office of Director. BROWNLEE. V. L. 

Division of Project J. Resident Programs, 03/06/20. 3pp, 

19522.091. 24X FI c h e : 50-424 , 63/06/20, 0307 1 40 1 77. 


8307140245 Forwards IE Insp Repts 50-424/83-11 4. 50-425/03-11 on 
830524-27 No none omp 1 1 anc e noted. 

DANCE, H.C. Division of Project 4. Resident Programs. 03/06/23. 
KELLY. R J. Georgia Power Co. 2pp. 19523:052. 24X 

Fiche: 50-424. 03/06/23, 0307140245. 


— 8307140249 IE Insp Repts 50-424/03-11 U 50-425/03-11 on 830524-27. No 
none omp 1 lance noted. Major areas inspected: previous 
enforcement me tter s. s true t ura 1 steel 4. concrete 5 previoueig 
identified Inspector followup item. 

HARRIS. J.R., CONLON. T. E. Region 2. Office of Director. 63/06/21. 
5pp. 19523:054. 24X Fi c h B : 30-424. 83/06/23. 8307 1 40245. 


8306270401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list end. 

JOHDANiE. L. Division of Emergency Preparedness 4i Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563:293. 24X F 1 c h e : 50-000. 83/07/ 1 1. B306270401. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubfeers as 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JDROANiE. L. Division of Emergency Preparedness 4t Engineering 
Response iPost 830103). 63/07/12. Consolidated Edison Co. of New 

York, Inc. I4lpp. 19563:153. 24X FI cho: 50-000, 83/07/12. 8306270404. 


0306270406 IE Info Notice 83-40. "Gaseous Effluent Releases of 
Radioactive I-I25 4, 1-131 in Excess of NRC Limits. " Sve list 
enc I . 

TAYLOR, J.M. Division of QA. Safeguards 4, Inspection Programs (Pest 
830103). 63/07/14. Consolidated Edison Co. of Now York. Inc 

U4pp. 19715:270. 24X F 1 c h o : 50-000, 03/07/ 1 4, 8306270406. 


S. Reportable occurrences. LERs f/. related correspondence 


8307120350 Final deficiency rept re i^uality of welds U radiographs mfg 
by Pullman Power Products. Deflc 1 ency none i 1 s ten t , De tai I ed 
engineering evaluation determined quality of wolds 
sufficient to withstand any potential accident. 

FOSTER, D. □. Georgia Power Co. FOSTER. D. 0. Southern Co. Services. 
Inc. 03/06/24. 0 'RE I LLY. 3. P. Region 2. Office of Director. Ip. 

19429:167. 24X F i c h e . 50-424, 83/06/24 . 0307120350. 


0307110453 Interim deficiency rept re lack of anchor bolt thread 
engagement for embeds. Ini tia 1 ly reported on 020426. Seven 
embed plates classified void 4, 75 plates d 1 spos 1 1 loned ose- 
as-is. Fol lowup audits by QA 4- QC being performed. 

FOSTER, D.D. Georgia Power Co. FOSTER, D.O. Southern Co. Services. 
Inc. 03/07/01. 0 'REILLY. J. P. Region 2. Office of Director. 10pp. 

19300:112. 24X F 1 c he : 50-424, 83/07/0 1 , 0307 1 1 0453. 


0307220195 Interim deficiency rept re possible use of defective weld 
wire for stainless steel carbon steel we 1 ds. In 1 1 ial ly 
reported on 830709. Me tal lurg lea 1 tests cont Inu Ing. Nox t 
rept will be submitted by 831014. 

CONWAY, R 6. Georgia Power Co. 03/07/11, 0 'REILLY, J. P, Region 2. 

Office of Director. Ip. 19684:093, 24X Fi che: 50-424, B3/07/II. 

0307220195. 


0307220324 Interim deficiency rept re failure in embed plate base 
me tal . Ini t lal ly reported on 030606. Caused by lamellar 
tearing due to large shrinkage stresses From heavy welding. 

Next rept will be submitted by 031216. 

CONWAY. R.E. Georgia Power Co. 03/07/11. 0 'REILLY. J. P. Region 2, 

Office of Director. 4pp. 19675:120. 24X Fiche; 50-424, 83/07/1 1. 

0307220324. 


V. Operator Examinations 


0307140253 Requests submittal of ref matl discussed in 030617 telcon 
re instructor certification exams scheduled for 030725. 
Requirements for administration of operator licensing 
written exams end. 

DANCE, H. C Division of Project 4i Resident Programs. 83/06/20. 
BECKHAM, J. T. Georgia Power Co. 3pp. 19523:040. 24X 

Fiche: 50-424. 03/06/20, 8307140253. 


DOCKET S0-42S ALVIN W. VOOTLE NUCLEAR PLANT, UNIT 2 


A. Applieatlon/conslructlon stage documents t correspondence 


6307140334 Comments on 830504 Itr re proposed changes to existing 
field change control program to provide further 
clarification 4. understanding of specific areas. Proposed 
field change control program mod acceptable. 

LEUIS.R C- Division of Project 4< Resident Programs. 03/06/02. 
KELLY.R.J. Georgia Power Co. 2pp. 19323:038. 24X 

Fiche - 30-424, 03/06/02, 0307140254. 


0306060070 Generic Ltr 03-22 to all operating reactor licensees, 
epglicants for OLi 4, holders of CPs for Westinghouse PWRs 
re safety evaluation of "Emergency Response Guidelines." 

8vc list end. 

EISENHUT. 0. 0. Division of Licensing. 93/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 24X Flc he: 50-000, 03/06/03. 

6306060070. 


6307010166 Forwards application for OL, for Vogtle Electric Oeneratlno 
Plant, Units 1 4, 2. 

FOSTER. D.O. Georgia Power Co. 83/06/22. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19570:001 24X 

Fiche; 30-424. 83/06/28, 8307010166. 


— 6307010174 Appllcetlon for OL, for Vogtle Electric Generating Plant, 
Units I t, a. 

FOS'reR.D.O. Georgia Power Co. 83/06/22. 22pp. 19570:003, 24X 

Fiche: SO-434, 03/06/22. 0307010166. 


8306870397 Generic Ltr 03-26 to alt applicants for QLs ti holders of 
CPs for power reactors re clarification of surveillance 
requireenants for diesel fuel impurity. Bve list end. 

EISENHUT, 0. 0. Division of Licensing. 83/07/06. Consolidated 
Edtsan Co. of New York, Inc. I6pp. 19390:317, 24X 

Fiche; 30-000, 83/07/05, 0306270397. 


8307060329 Oenerlc Ltr 83-27 to all licensees b appli cants for 
operating power reactors 4, holders of CPs for power reactors 
re turvellUnca intervals in STS. Sve list end. 

EISENHUT. D. G. Division of Licensing. 03/07/06. Consolidated 
Edison Co. of New Yorl, Inc. I6pp. 19669:254. 24X 

Fiche: 30-000, 83/07/06, 0307060329. 


B307120412 Provides summary of events surrounding discovery of 
prehistoric whale approx 45 to SO million yrs old during 
const activity. Excavations of fossil remains completed 
830610, Info will be Included in environ rept - OL stage. 

FOSTER, D.O. Georgia Power Co. B3/07/07. ADEN3AM,E.O, Licensing 
Branch 4. 2pp. 19425:090. 24X Fiche: 50-424, 83/07/07, 8307 120412. 


8307120513 Discusses possible existence of shortnose sturgeon larvae 
in Savannah River . Samp 1 Ing programs conducted by util show 
no evidence of endangered species. Environ rept will provide 

addl info. 

FOSTER. D.O. Oeorgia Power Co. 03/07/07. ADEN8AM. E. 0. Licensing 
Branch 4. 2pp, 19433:216. 24X Fiche: 80-424, 03/07/07, 8307120513. 


8307080169 Generic Ltr 83-20 to all licensees of operating reactors, 
applicants for OL S, holders of CPs re required actions based 
on genarlc implications of Salem ATUS events. Sve list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 30pp. 19669:269. 24X 

Fiche: 30-000, 83/07/08,0307080169. 


K. Utility Final Safety Analysis Report <P8AR) b amends 


B307010166 Forwards FSAR, app 1 lea t Ion for OL (filed in PDR Category A) b 
geologic b soils barings logs. For Vogtle Electric Generating 
PlantiUnits 1 b 2. Environ rept, emergency response plan b 
antitrust info due by 830901. 

FOSTER, D.O. Georgia Power Co. 83/06/22. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19570:001 24X 

Fiche; 50-424, 03/06/22, 8307010166. 


— 8307010183 Vogtle Electric Generating Plant. Units i b 2. FSAR, Chap ters 
1-IB. 

a Oeorgia Power Co. 83/06/22. 7,201pp. 19397:001. 24X 

Fiche: 50-424, 83/06/22,8307010166. 


—8307010189 Chapter 1 to Vogtle Electric Generating Plant.Units 1 b 2, 
FSAR, "Introduction b General Description of Plant. " 
a Oeorgia Power Co. 03/06/22. 4S0pp. 19597:032. 24X 

Fiche: 50-424. 03/06/22, 0307010166. 


— 8307010191 Chapter 2 to Vogtle Electric Generating PlantrUnlts 1 b 2, 
FSAR, "Site Charae teri s t i cs. " 

a Oeorgia Power Co. 03/06/22. 1,002pp. 19598:129. 24X 

Fiche: 30-424, 83/06/22, 0307010166. 
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— B307010194 App 2A to VogtlB Electric Generating PlantiUntt* 1 fc S.FSARi 
“Population Dietributien Methodology. ” 

• Georgia Power Co. B3/0i/22. 5pp 19601 051. 24X 

Fiche: SO-424. 83/06/22. B307010166. 


—9307010197 App 28 to Vogtle Electric Generating Plant. Unit* 1 It 2. 
FSARr “Geology. “ 

* Georgia Power Co. B3/06/22. 62pp. 19601:056. SAX 

Fiche: 50-424. B3/06/22. 0307010166. 


—6307010204 Chapter 3 to Vogtle Electric Generating Plant.Unit* I It 2. 
F6AR. “Design of Struc tures. Component*. Etiulpment it Sys. * 

* Georgia Power Co. 33/06/22. l.444pp- 19601:117- 24X 

Fiche: 80-424,03/06/22. 8307010166. 


—8307010208 App 3A to Vogtle Electric Generating Plant.Unit* 1 It 2. 
FSAR, "Conformance U/fleg Guides. “ 

* Georgia Power Co. B3/06/22. Ip. 19605:121. S4X 
Fiche; 50-424.83/06/22, 0307010166. 


—8307010209 App 38 to Vogtle Electric Generating Plant.Unit* I St 2. 
FSAR, "Cornputer Programs Used for Strut tural, Bel smic It 
Geotechnical Analyses. " 

4 Georgia Power Co. 63/06/22. 11pp. 19605:122. 24X 

Fiche: 80-424,63/06/22. B307010166. 


—0307010210 Chapter II to Vogtle Electric Generating Plant.Unit* 1 It 2. 
FSAR. "Raduaste Mgt. " 

* Georgia Power Co. 03/06/22. 336pp. 19621:006. 24X 

Fiche; 80-424. 63/06/22. 6307010166. 


—6307010213 App 17A to Vogtle Electric Generating Plant.Unit* 1 It 2. 
FSAR, "Bechtel Guallty Program." 

# Bechtel Corp. 83/06/22. 69pp. 19626:038. 24X 

Fiche: 80-424,83/06/22. 0307010166. 


—0307010214 App 3C to Vogtle Electric Generating Plant.Unit* 1 It 2. 
FSAR, "Deiign of Structure* for Tornado Ml**lle Impact." 

* Georgia Power Co. 63/06/22. 0pp. 19608:133. 24X 

Fiche; 30-424,63/06/22, B307010166. 


—8307010218 App 19A to Vogtle Electric Generating Plant.Unit* 1 fc 2. 
FSAR, "Accident Analyst* Radiological Conseiiuences 
Evaluation Models 1. Parameters. " 

4 Georgia Power Co. 63/06/22. 20pp. 19623:243. 24X 

Fiche: 80-424, S3/06/22. 6307010166. 


— B3070102f& Chapter 12 to Vogtle Electric Oenarating Plant.Unit* I tc 2. 
FSAR. "Radiation Protection." 

* Georgia Power Co. 03/06/22. 481pp. 19621:342. 24X 

Fiche; 50-424, 83/06/22. 8307010166. . 


—0307010217 App 178 to Vogtle Electric Generating Plant.Unit* I fc 2. 
FSAR, “Hiftinghousf Uater Reactor Div OA Plan." 

* Hastinghousc Electric Corp. 03/06/22, ip. 19626:113. 24X 

Fiche: 80-424. 63/06/22, 6307010166. 


—0307010219 App 3D to Vogtle Electric Generating Plant.Unit* I St 2. 
FSAR, "Seismic Response Epectra. “ 

* Oeorgla Power Co. 83/06/22. 79pp. 19605:141. 24X 

Fiche: 50-424,63/06/22, 8307010166. 


— 8307010220 App 17C to Vogtle Electric Generating Plant.Unit* I Si 2. 
F6AR. "Southtm Co Svcs, Inc, Audi ting Supplier Surveillance 
Insp Func t ions, " 

* Southern Co. Services, Inc. 63/06/22. 8pp. 19626:114. 24X 

Fiche: 80-424, 63/06/22. 6307010166. 


—8307010221 Chapter 13 to Vogtle Electric Generating Plant.Unit* 1 St 2. 
FSAR, "Conduel of Operation*. " 

• Oeorgla Power Co. 63/06/22. SOpp. 19623:103. 24X 

Fiche: 80-424,83/06/22, 6307010166. 


—8307010222 Chapter 16 to Vogtle Electric Oenarating Plant.Unit* I Si 2. 
FSAR, "Tech Sptce.” 

* Oeorgla Power Co. 03/06/22. 4pp. 19628:263. 24X 

Fiche: 80-424, 83/06/22, 6307010166. 


—0307010223 Chapter 18 to Vogtle Electric Oeneratlng Plant.Unit* 1 h 2. 
FSAR. “Human Factors Eng ln**r Ing. “ 

* Georgia Power Co. 83/06/22. 63pp. 19626:122. 24X 

Flchi: 50-424. 63/06/22.8307010166. 


—6307010225 Chapter 14 to Vogtl* Electric Oeneratlng Flant.lMltc 1 Si 2. 
FSAR. "Initial Test Program." 

4 Osorgla Peu*r Co. 63/06/22. 177pp. 19623:187. 24X 

Fiche: 80-424,63/06/22.6307010166. 


8307010226 App 3E to Vogtle Electric Generating Plant.Unit* 1 i 2. 

FSAR. "Impedance Function* for Layered Medium." 

* Oeorgla Power Co. 83/06/22. Ip. 19605; 220. 24X 

Flehe: 50-424. 63/06/22, 0307010166 


— 6307010227 Chapter 15 to Vogtle Electric Generating Plant.Unit* 1 ■!. 2. 
F3AR. "Accident Analyse*. " 

* Oeorgla Power Co. 63/06/22. 599pp 19624:004. 24X 

Fiche: 50-424,83/06/22, 8307010166. 


8307010226 App 3F to Vogtle Electric Generating Plant.Unit* 1 1. 2. 

FSAR, "Kaxards Analysis. “ 

• Oeorgla Power Co. 63/06/22. 142pp. 19605:253. 24X 

Flehe: 30-424, 83/06/22, 8307010166. 


— 8307010230 Chapter 9 to Vogtle Electric Oeneratlng Plant.Unit* I l> 2, 
F8M1. "Auxiliary Sys. " 

• Oeorgla Power Co. 03/06/22. 332pp. 19616:269. 24X 

Fiche: 80-424. 63/06/22. 6307010166. 


8307010231 Chapter 4 to Vogtle Electric Generating Plant. Units 1 Si 2. 

FSAR, "Reactor. “ 

a Georgia Power Co. 83/06/22. 300pp. 19606:039. 24X 

Fiche: 80-424, 63/06/22, 8307010166. 


— 6307010233 App 9A to Vogtle Electric Oeneratlng Plant, Units I S, 2. 
FSAR. “Fire Haiard* Analysis. " 

* Georgia Power Co. 03/06/22, 732pp. 19617:241. 24X 

Flehe; 50-424, 63/06/22. 6307010166. 


— B3070i0234 Chapter 5 to Vogtle Electric Oeneratlng Plant.Unit* 1 S, 2. 
^AR, “RCS Si Connected Sys. ” 

e Georgia Power Co. 63/06/22. 233pp. 19606:335. 24X 

Fiche: 30-424. 63/06/22. 8307010166. 


— B30701023S App 98 to Vogtle Electric Oeneratlng Plant.Unit* 1 S, 2, 
FSAR. "Conparison of Vogtle Unit* I ti 2 U/Regu Iremen t s of 
Branch Technical Poiition CMEO 9.5-1." 

• Georgia Power Co. 83/06/22. 74pp. 19619:273. 24X 

Fiche: SO-424. 83/06/22. 0307010166 


•8307010237 Chapter 17 to Vogtle Electric Oeneratlng Plant.Unit* 1 li 2, 
FSAR, "OA" 

e Georgia Power Co. 83/06/22. 12epp. 19623:267. 24X 

Fiche: 30-424, 63/06/22, 6307010166. 


—6307010238 Chapter 6 to Vogtle Electric Oeneratlng Plant.Unit* 1 li 2. 
F8AR. “E3F, " 

* Oiargia Power Co. 03/06/22. 1,313pp. 19607:226, 24X 

Fiche: 50-424, 63/06/22. 6307010166. 


— 830701(^23? Chapter 10 to Vogtle Electric Generating Plant.Unit* I S< 2, 
FSAR. "Steam & Power Conversion Sy* " 

* Georgia Power Co. 83/06/22, 316pp. 19619:347. 24X 

Fiche: 50-424. 63/06/22. 8307010166. 


—6307010241 Chapter 7 to Vogtle Electric Oeneratlng Plant.Unit* 1 t< 2. 
FSAR, "Instrumentation b Controls. “ 

• Georgia Power Co, 63/06/22. 676pp. 19611:103. 24X 

Fiche: 50-424. 83/06/22. 0307010166. 


— 6307010242 App lOA to Vogtle Electric Generating Plant. Units 1 S, 2. 
FSMl, "Vogtle Auxiliary Feedwater Sys Reliability Analysis." 
e Gaorgla Power Co. 83/06/22. 6Spp, 19620:303. 24X 

Fiche: 50-424, 83/06/22, 6307010166. 


— 8307010244 Chapter 6 to Vogtle Electric Oeneratlng Plant, Units I 8. 2, 
FSARi “Electric Power. “ 

• Georgia Power Co. 83/06/22. 210pp. 19613:059. 24X 

Fiche: 80-424, 63/06/22. 6307010166. 


Q. Inspection reports, IE Bulletins Si correspondence 


8307140177 Forwards IE Insp Repts 50-424/63-10 & 50-425/63-10 an 
830413-0510. No noneomp 1 lance noted. 

DANCEiH.C. Division of Project S< Resident Programs. 63/06/20. 
KELLY. R.J. Georgia Power Co, 2pp. 19522:009. 24X 

Fleht: 50-424, 03/06/20, 8307140177. 


— 6307140165 IE Insp Repts 50-424/03-10 Si 50-425/63-10 on 630413-0510. No 
nencompliance noted. Major areas Inspected: primary 
containment lifting fc setting primary domt.weldlng primary 
coolant pipe, concrete pouring S> stored in-place equipment. 
SANDERB.M.F. Region 2, Office of Director, BROWNLEE, V. L, 

Division of Project St Resident Program*. 83/06/20. 3pp. 

19522:091. 84X FI the; 50-424. 03/06/20. 0307140177, 
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8307140245 Forward* IE In»p Repts 50-424/83-11 50-425/83-11 on 

S30S24-27. No none omp 1 1 ante noted. 

DANCE. H.C. Division of Project J. Resident Programs. SS/O^/as. 
KELLV.R. J. Oeorgla Power Co. 2pp- l‘?323:052. 24X 

Fiche; 50-424.83/06/23. 8307140245. 


--8307140249 IE Insp Repts 30-424/83-11 h 90-42S/B3-lk on 830984-27. No 
noncomp 1 lance noted. Major areas inspec ted : previous 
enforcement matter*, stroc tural steel 8< concrete * previously 
identified Inspector follouup item. 

HARRIS. J.R. I CONLONiT.e. Region 2. Office of Director. 83/06/21. 
9pp. 19923:054. 24X F 1 c h e : 90-424. 83/06/23. 8307 1 40245. 


9306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surrg Recirculation Spray Subsystem." 8vc list encl. 

JORDAN. E. L. Division of Emergency Preparedness t. Engineering 
Response (Post 8301031. 63/07/11. Consolidated Edison Co. of Neu 

Yori. Inc. 154pp. 1<7963;293. 24X Fiche: 50-000. 83/07/11. 8306270401. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list encl. 

JORDAN. E.L. Division of Emergency Preparedness (c Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of Meu 

York. Ine. 14tpp. 19963:193. 24X Fiche: SO-OOO. 83/07/12. 8306870404. 


8306270406 IE Info Notice 83-48. "Oeseous Effluent Release* of 
Radioactive 1-129 li 1-131 in Eccass of NRC Limits. " Sv'c list 
anc 1, 

TAYLOR. J.M. Division of QA. Safeguards U Inspection Programs (Post 
S30103). 83/07/14. Consolidated Edison Co. of Neu York. Inc. 

I14pp. 19719:270. a4X F 1 che : 50-000. 83/07/14. 8306870406. 


S. Reportable occurrancet. LERs (> relabad carrtspondsnee 


8307120398 Final deficiency rept ri quality of uelds & radiographs nfg 
by Pullman Pouer Product s. Da f Ic lency none s It tent. Deta 1 ltd 
engineering evaluation dabermlntd quality of uelds 
sufficient to withstand any potential accident. 

FOSTER.D.O, Oeorgle Power Co. FOSTER. D. □. Southern Co. Services. 
Ine. 83/06/24. 0 'REILLY. J. P. Region 2. Office of Director. Ip. 

19429:167. 24X Fiche : 90-424. 83/06/24. 8307130358. 


9307110453 Interim deficiency rept re lack of anchor bolt thread 
engagement for embeds. Inl tie 1 ly reported on 920426. Seven 
embed plates cletsified void b 79 plates d ispot 1 1 1 one d use- 
as-ii. Fol lowup audits by 8A & QC being performed. 

FOSTER.D.O, Georgia Power Co. FOSTER.D.O. Bouthern Co. Sarvicas. 
Ine- 03/07/01. 0 'REILLY. J. P. Region 2. Office of Director, 10pp. 

19380:112. 24X Fiche : 90-424. 93/07/01. 8307 1 10493. 


8307220195 Interim deficiency rept re possible use of defective ueld 
wire for stainless steel carbon steel we Id s. Inl t la 1 ly 
reported on 830709. Metal 1 urg i cal tests continuing. Neit 
rept will be submitted by 831014. 

CONHAY.R.E, Oeorgle Power Co. 83/07/11. □ 'REILLY. J. P. Region 2. 

Office of Director. Ip. 19684:093. 24X Fie he: 90-424. 03/07/11. 

8307220199. 


8307220324 Interim deficlsncy rept ra failure In embed plats base 
metal. Initially reported on 830606. Caused by lamellar 
tearing due to large shrlnltage stresses from heavy welding. 

Nakt rept will be submitted by 031816. 

CONWAY.R.E. Georgia Power Co. B3/07/1I, 0 'REILLY. J. P. Regions. 

Office of Director. 4pp. 19679:120. 24X FI che: 90-424, 83/07/1 1. 

8307220324. 


V, Operator Eliminations 


8307140293 Requests submittal of ref mail discussed in 830617 teleon 
re Instructor certification eiams scheduled for 830729. 

Requirements for admlnistrat ion of operator licensing 
written eiams encl. 

DANCE. H.C. Division of Project 6 Resident Programs. 93/06/20. 
BECKHAM. J.T. Georgia Power Co. 3pp. 19923:040. 84X 

Fiche: 90-424. 83/06/20. 8307140893. 


DOCKET 90-433 UC-8ANTA BARBARA RESEARCH REACTOR 


V. Operator Eiaminatlons 


8307080427 Generic Ltr e3-12A to all nonpouer reactor licensees re 
Issuance of NRC Form 398, "Personal Qualifications 
Statement - Llcensfi. " Sve list and. 

EI8ENHUT, D. 0. Divl s ton of Llcen* 1 ng. 83/07/11. Michigan. Ifniv. 
of. I4pp. 19963:133. 24X Fiche: 90-000. 83/07/1 1. 8307080427. 


DOCKET 8TN-90-437 FLOATING NUCLEAR PLANT 


A. Appl ieat ion/construc 1 1 on stage documents & correspondence 


B3D6270397 Generic Ltr 83-26 to all applicant* for OLs !< holders of 
CP* for pouer reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list encl. 

EISEWiOr. D. 0. DivlsloTi of Licensing. 83/07/09. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Fiche: 90-000. 83/07/09. 8306270397. 


8307060329 Generic Ltr 03-27 to all licensees ft applicants for 
operating pciwcr reactors U holders of CPs for power reactor* 
re surveillance interval* in ST8. 8vc Hit encl. 

EI6ENHUT.D. e. Divisiar. of Licen*tng 83/07/06. Consolidated 
Edison Co. of New York, Inc. I6pp 19669:254. 24X 

Flcht: 90-000. 83/07/06.8307060329. 


8307090169 Generic Ltr 83-28 to all licensee* of operating reactor*, 
applicants for OL t. holder* of CPs re required actions based 
on gener ic implications of Salem ATHS events . Sve list encl. 
EtSEtmUT.D. O. Division of Licensing 83/07/08. Consolidated 
Edison Co. of New York. Inc. 38pp. 19669:269. 24X 

Fiche: 90-000. 03/07/08. 8307080169. 


8307190489 Informs that costs for processing & Issuance of license 
exceed max fee. No addl fee required. 

MILLERiU.O. License Fee Management Branch. 83/07/08. COLLIER. A. R. 
Offshore Power Systems (subs, of Wcstlnghouse Electric Corp. >. Ip. 
19691:393. 24X Fiche: 90-437. 83/07/08, 8307190489. 


“8307190491 Forward* summary of review costs for Issuance of mfg 
license. Mat fee paid t. no addl fee required. 

HOLLIMAy. C. .f. License Fee Management Drench. 83/07/08. License 
Fee Management Branch. 2pp. 19691:396. 24X FI che: 90-437. 

83/07/08, B307I904B9. 


DOCKET 90-438 DELLEFONTE NUCLEAR PLANT. UNIT 1 


A. Appllcation/constructlon stage documents Si correspondence 


8307070098 Responds to 830615 ltr re Endangered Species Act. Plant site 
6 associated transmission line corridors in plant area 
poaslbly occuplsd by several listed species. NRC surveys 
racemaended. 

.JORDAN. D.e. Interior. Dept. of. Fish U Ulldllfe Service. 83/06/28. 
ADEN9AM.E, Licensing Branch 4. Ip. 19299:133. 24X 

Fiche: 90-438, 83/06/28, 6307070098. 


8306270397 Generic Ltr 83-26 to all applicant* for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requlranents for diesel fuel impurity. Sve list end, 

EISENHUT. D. 0. Division of Licensing. 83/07/09. Consolidated 
Edison Co. of Neu York. Inc. 16pp. 19390:317. 24X 

Fiche: 90-000. 83/07/09. 8306270397. 


8307060329 Oentrlc Ltr 83-27 to all licensees U applicants for 
operating pouer reactors t> holders of CPs for power reactors 
re surveillance Intervals in STS. Sve list end. 

EIBEWUT.D.G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. I6pp. 19669:294. 24X 

Fiche: 90-000, 83/07/06. 8307060329. 


83070S0169 Generic Ltr 83-28 to all licensees of operating reectors. 
applieents for OL & holders of CP* re required actions based 
on generic Implications of Salem ATWS events. Sve list encl. 
EISENHUT, D. 0. Division of Licensing. 83/07/08, Consolidated 
Edissn Co- Oif New York, Inc. 3app. 19669:269. 24X 

Fiche: 90-000,83/07/00, B3070B0169. 


a. Inspection reports, IE Bulletins N correspondence 


8307220242 Forwards IE Insp Repts 50-438/83-14 fc 90-439/83-14 on 
030931-0603. Ns none omp 1 lance noted. 

VERR^LI/D.M. Division of Project J. Resident Programs, 83/07/01- 
PARRlBiH.G. Tennessee Valley Authority. 2pp. 19684:230. 24X 

Fiche; 90-438, 83/07/01.8307220242, 


— B307220247 IE Insp Repts 90-438/83-14 L 90-439/83-14 on 830931-0603. No 
nonesmp 1 lance noted. Major areas inspec t ed: e! ec tr 1 cal 
components b sys observation of work & work activities, 
instrumentation cables 6 terminations. 

nUFF.A-O-. CONLON. T. E. Region 2. Office of Director. 83/06/27. 

6pp. 19684:232. 24X Flch e; 50-438. 03/07/01, B307220342. 


8306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list end. 

JOROANiE.L. Division of Emergency Prepartdnese tt Engineering 
Response iPost 830103). 03/07/11. Consolidated Edison Co. of New 

York, Inc, 194pp- 19963:293. 24X Flc he : 90-000. 83/07/1 1. 8306270401 . 
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6306270404 IE Info Notice 83-47. "Failure of HydraoUe Snubbers as 
Result of Contaminated Ha^raullc Floiil. " Svc list end 
JORDAN. E.L. Division of Emergencij Preparedness U Engineering 
Response IPost 830103). 83/07/12. Consolidated Edison Co. of Neu 

Yori, Inc. 141pp. 19S63iI53. 24X Fi c h e : SO-000. 83/07/12. 8306870404. 


8307220522 Act receipt of B30627 Itr informing NRC of steps taken to 
correct violations noted in IE Insp fiepts 50-438/03-11 & 

50-439/83- 1 1 . VI 0 1 at 1 on A will not be ul thdraun. Rev 4 to 
Procedure DNP-QCP-10. 29 conforms to Generic Ltr 01-01. 

O'REILLY. J. P. Region 3, Office of Director. 83/07/12. PARRIS. H.C. 
Tennessee Valiev Authorltg. app. 19685:150. 24X 

Pic he: 50-438. 83/07/12. 8307220522, 


—8307220526 Responds to NRC 830527 ltr re violations noted In IE Insp 
Repts 50-430/63-11 t 30-439/03-1 1. Corrective actions: motor 
operated valves i auilllary feedwater pumps cleaned. 

Violation A re QC Inspector educ & experience disputed. 

MILLS. L ft. Tennessee Valiev Authorltv- 83/06/27. O'REILLV. J. P. 
Region 2. Office of Director. 7pp. 19685:152 24X 

F1 Che: 30-438.83/07/12, 0307220522. 


—8307220532 Foruards IB Insp Repts 50-438/83-11 t. 50-439/83-11 on 
830425-29 Ir notice of violation. 

LEWIS.R.C. Division of Project l< Resident PpografflS. B3/0S/27. 
PARRIS, H.O. Tennesseo Valleg Authoritg. 2pp. 19603:139. 24X 
FI Che: 50-438,03/07/12, 8307220522. 


— 8307220536 Notice of violation from 
• Region 2, Office of Director. 
Fiehe: 50-439, 83/07/12, 0307220522. 


Insp on 830425-29, 

03/05/27. 8pp. 19635:161. a4X 


Second interim deficiency rapt re relief valves violatina 
fWHE Code on use of stop valves betueen relief device ii 
•iluipaent being pro tec t ed. In i t ia 1 1 g reported on 821223 , 

Analysts b design drawing revs onderwag. Next rept by 841102. 
HILLS/L.H. Tennessee Valley Authority. 83/07/05. O'REILLY, J. P, 
Region 2. Office of Director. 2pp. 19337' 210 24X 

Flche: 30-438, 03/07/05. 0307150166. 


8307130267 First Interim deficiency rept re breaking welded studs on 
salsnlc conduit supports. Initially reportsd on 830606. 

Corrective action will involve specifying max allowable 
torque on bolts. Next rept expected by 031219, 

KlLLSiL.n. Tennessee Valley Authority. 83/07/05. O'REILLY.JP 
Region 2. Office of Director. 3pp. 19538091 24X 

Flche; 30-438, 83/07/05, 8307130267 


!•« i r?: Deficiency Rept 50-438/03-39 re water damage 

; .r? f. *u™P Isolation valve motor operator. 

Initially reported on 830609. Motor operator rtfurblshed- 
actions Investigated. Next rept due by 831026. 

S3/07/0B, 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 19683:269. 24X 

Flche: 30-438, 83/07/00. 8307220302. 


— — rjuoi uerxciency Kept 50-438/02-40 re 

? "•‘‘•up *■ purification piping b valves. 
Initially reported on 820328. Valve VI89-439-A will reworked 
b rdtssted by 831014. 


HILLS, L.M. Tennessee Valley Authorl 
Region 2> Office of Director. ip. 
Flche: 50-438, 83/07/00, 0307220321 


ty. 03/07/00. 
19673:097. 24X 


O'REILLY, J, P. 


—8307220541 IE Insp Repts S0-433/1I b 50-439/03-11 on 830525-29. 
Noncomp llance noted;Rev 3 to Procedure DNP-OCP-IO. 29 did not 
define OC Inspector educ b experience regulremints b 
nonconformance rept re in-core monitoring sys not initiated. 

WRIGHT, R.w. Region 2. Office of Director. UPRIOHT.C.H. Division 
of Engineering b Radiological Safety Programs. B3/0S/Z5. 13pp. 

19685:163. g4X FI ch i : 30-438, 03/07/ 12. 8307220522. 


«Mwa«uuao second interim deficiency rept re Johnson Machine Works 
weias on auxiliary feedwater pump room doors. Ini t lal ly 
reported on 830210. Doors rsturned to vendor for rework. Next 
■*P**^®** 1*9 S40117, Also reported per Part 21. 

HILLS, L.H. Tennessee Valley Authority. 03/07/12. O'REILLY.JP 

Rsglon 2, Office of Director. Ip. 19674-074 24X 

Flche: 30-438, 03/07/12, 8307220000 


0306270406 JE Info Notice 83-40, "Gaseous Effluent Releases of 
Radioactive 1-123 {, l-isi in Excess of NRC Limits," 8ve list 
enc 1. 

OlYlilon of QA. Safeguards i Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fleh e : 50-000. 03/07/1 4. 8306270406. 

8307270176 Requests expeditious review of 000909 request for eienotlon 
rPOffl inservics in«p of wtlds for main steam S< feeduater 
piping end in guard pipe Inside main steam valve rooms b 
® CEB-76-13 including venting relief paths. 

RAMMER. D. a. Tennessft Valley Authority, 83/07/22 ADEN3AM,E 

24X Flche; 50-438.83/07/22, 

Bj07S701 76, 

—8307270180 Rev 2 td "Break Exclusion Position From Complying H/APC8B 
3-1 b MED 3-l,Ballefonte Nuclear Plant Units I b 2. '■ 

n ' ENGLISH, W, A. Tennessee Valley Authority. 

CEB-76-10 ROB. 77/09/20. 44pp. 19749-262 24X 

Flche: 50-438,03/07/22. 8307270176, 

fi. Periodic operating reports b related correspondence 


» fi . I Interim deficiency rept re failure of Chattanooga 

Bolt *c Screw nuts b Challenge Enterprises bolts to meet A9TH 
specs. Initially reportsd on 810924- Results of bolting matl 
analysis under review. Also reportable per Part 21, 

KIL^.L.H. Tennessee Valley Authority. 03/07/14. O'REILLY, J.P 
Region 2, Office of Director. 2pp. 19604:082 24X 

Flche: 30-438, 03/07/14,8307220169. 

e30ra20a04 First Interim deficiency rept re Inability of ITE Imperial 
corp safety-related electrical switchgear panel welds to 
meet OA criteria. Initially reported on 030613. Next reot 
will be submitted by 031130. 

HILL6,L.M. Tennessee Valley Authority. 83/07/14, O'REILLY.J P 
Region 2, Office of Director, 3pp. 19603-276 24X 

Flche: 30-430, 83/07/14, 0307820304. 

8307820437 First Interim deficiency rept re field cables not propsrly 
ttfTAlnaied in ptn€tr4tlons, Ini tial ly reported on 03O6M 
Craft personnel b inspectors will be retrained In proper 
apfllcAtion of termlnjtlon procfdurof. 

NILLB,L.H. Tennessee Valley Authority. 03/07/14. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 19607-332 24X 

Flche: 30-430, 83/07/14, 0307220437, 


8307140045 Informs that scheduled fuel load data remains May 1985. Any 
schedule changes will be Included In next quarterly update 
unHl SEft lituance. 

MILLS, L.M. Tennessee Valley Authority. 03/07/00. EI8BNHUT.D0 

‘P- 19314:191, 24X Flche; 50-438, 03/07/08, 

6307140045. 


8307230464 Tenth interim deficiency rept re failure of mein steam Unis 
due to main feedwater overf 1 1 1. Inl tie 1 ly reported on 000319 . 

Final analysis b verification of main steam lino piping 
overfill event not compl ete. Alto reportable under Part 21. 

MILLSaL.M. Tennessee Valley Authority. 83/07/14. O'REILLY, J.P 
Region 2, Office of Director. 2pp. 19701:166. 24X 

Flche: 30-438, 83/07/14, 8307250464. 


"“yTences, LERs b related correspondence 


8307120167 Sixth Interim deficiency rept r# RCS support b restraint 
bolt torques. Initially reported on 010824, EPRI funding 
received for NDE b corrosion research re high strength 
fasteners. Also reportable per Part 21. 

MILLS, L.M. Tennessee Valley Authority. B3/06/29. O'REILLV, J. P. 
Region 2, Office of Director. 2pp. 19423:160 24X 

Fichs; 50-438, 83/06/29, 8307120167. 


8307120210 Second interim deficiency rept re Improper handling of 
design change repts. Initially reportsd on 821221. BLP-EP 
44.76 revised b evaluation of 100 design change repts In 
progress. Next rept will be submitted by 831222, 

MILLS. L.M, Tennessee Valley Authority. 83/07/01. O'RErLLY, J. P. 
Region 2, Office of Director. 2pp. 19423:282 24X 

FUht; 60-438, 83/07/01, 0307120210. 


8307250230 Final dtfielency rept re Wistinghouse low voltage 
SMltchgaar. Initially reported on 820823. Fuse blacks will bs 
aatchmarkid w/fuses In on position. Corrictiv# actions will 
be conplatad by 630031. 

HILLS, L.M. Tennasste Valley Authority. 03/07/15. O'REILLY, J P 
Region 2, Office of Director. 2pp. 19706-039 24X 

Flche: S0-43B. 03/07/15, 8307250230. 


8307230408 Second interim deficiency rept re snubber Interference f 
rear brackets mfg by ITT Or innell. Ini t la I ly riported on 
830186. Review of ITT Orlnnell test results underway. A1 so 
reportable under Part 21, Next rept by 840123. 

HILLBrL.H. Tennessee Valley Authority, 83/07/13. O'REILLY, J.P 
Region 2, Office of Director. 2pp. 19704:013 24X 

Fiehe: 50-430, 83/07/15, 0307250408, 


S30ra60503 Sixth Interim Deficiency Repts 01-30 b 81-33 re generic 
implications of fillurs to implement design erltsria In 
design drawings. Inl tia 1 ly reported on BI0401. Review of 
functional control logic diagrams complete. Nsxt rept 031021, 
H1LL8,L.H. Tennessee Valley Authority. 03/07/19, O'REILLY, JP 
Region 2, Office of Director, Ip. 19734: 170 24X 

Fleho; 50-438, 83/07/19, 0307260503. 
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8307260419 Flnt intarlm deficiency rapt re makeup/high pressure 
injection pump vibra 1 1 on. Ini t ial ly reported on 030622. Dt>U 
requested to advise of corrective actions. Next rept expected 
by 831202. Also reported per Part 21. 

MILLSiU.M. Tennessee Valley Authority. 03/07/20. O'REILLY* J. P. 
Region 2. Office of Director. 2pp. 19733; 177. 24X 

Flche: 80-430. 83/07/20. 0307260419. 


B307290034 Final deficiency rept for Matts Bar £< Items 2 & 4 of 
Bellofonte h Sixth Interim Deficiency Rept Item 3 for 
Bellefonte re engineering change revieui t. handling. Initially 
reported on 811218. Next Bellefonte rept by 831021. 

MILLSiL.N. Tennessee Valley Authority. 83/07/20. O'REILLYi J. P. 
Region 2. Office of Director. 7pp. 19822: 142. 24X 

Flche: 80-000. 83/07/20. 8307290034. 


S307260888 Final deficiency rept re failure to have proper revleu of 
functional control logic d lagrami. Ini t ial ly reported 
on 821027. Revs to diagrams identified & squadchecked. A1 1 
electrical personnel advised of requirements. 

MILLS. L.M. Tennessee Valley Authority. 93/07/21. 0 'REILLY* J. P. 

Region 2. Office of Director. 2pp. 19731:286. 24X 

Flche: 80-438. 03/07/21. 8307260338. 


8307290138 First interim deficiency rept re reactor bldg sump pH 
valves. Ini tlal ly reported on 830623. Util studying extent of 
problem to determine resolut Ion. Next rept expected by 
840117. 

HILLSiL.M. Tennessee Valley Authority. 83/07/21. O'REILLYi J. P. 
Region 2. Office of Director. 2pp. 19022:043. 24X 

Flche; 80-430. 83/07/21. 0307290138. 


DOCKET 80-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/construction stage documents ti correspondence 


8307070098 Responds to 830618 Itr re Endangered Species Act. Plant site 
L associated transmission line corridors in plant area 
possibly occupied by several listed species. NRC surveys 
recommended. 

JORDAN.D.D. Interior. Dept. of. Fish & Ulldlife Service. 83/06/28. 
ADENSAMiE. Licensing Branch 4. Ip. 19298:133. 24X 

Flche: 80-438. 83/06/28, 8307070098. 


8306270397 Generic Ltr 83-26 to all applicants for CLs & holders of 
CPs for pouier reactors re clarification of surveillance 
requirements for diesel fuel Impurity. Sve list end. 

EtSENHUT. D. 0. Division of Licensing. 83/07/08. Cansotldatad 
Edison Co. of Neu York. Inc. 16pp. 19390:317. 24X 

Flche: 80-000. 83/07/08. 8306270397. 


8307060329 Generic Ltr 83-27 to all liconsees t< applicants for 
operating power reactors t, holders of CPs for power reactors 
re surveillance Intervals In STS. Bve list end. 

EtSENHUT. D. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of Now York. Inc. 16pp. 19669:284. 24X 

Flche: 80-000. 83/07/06. 8307060329. 


8307080169 Generic Ltr 83-28 to all licensees of opsratlng reactors* 
applicants for OL h holders of CPs re required actions based 
on generic Implications of Salem ATH8 events. Sve list end, 
EfSENKUr, D. 0. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York. Inc. 38pp. 19669:269. 24X 

Fiche; 80-000. 03/07/08. 8307080169. 


□. Inspection reports. IE Bulletins t, correspondence 


8307220242 Foruerds IE Insp Repts 80-438/83-14 t< 80-439/83-14 on 
830831-0603, No noncompliance noted. 

VERRELLI. D. H. Division of Project h Resident Progrems. 83/07/01. 
PARRIS. H.O. Tennessee Valley Authority. 2pp. 19684:230. 24X 

Fiche: 80-438. 83/07/01. 8307220242. 


— 8307220247 IE Insp Repts 80-438/83-14 t. 80-439/83-14 on 830331-0603. No 
noncompllancf noted. Major areas inspected: electrical 
components & sys observation of work tc work activities* 
instrumentation cables h terminations. 

RUFF.A.B,. CDNLON. T. E. Region 2. Office of Director. 83/06/27. 

6pp. 19684:232. 24X Flche; 80-438. 83/07/01. 8307220242. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Dtgrado 
Surry Redrculatlon Spray Subsystem." Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. IS4pp. 19363:293, 24X FI che: 30-000. 83/07/11. 8306270401. 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubberc at 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York, Inc. 141pp. 19863:183. 24X FI che; 30-000, 83/07/12. 8306270404. 


0307220322 Ack receipt of 830627 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-438/83-11 b 
90-439/83-11. Vidatten A will not be ul thdraun. Rev 4 to 
Procedure ONP-OCP-tO. 29 conforms to Generic Ltr 81-01. 

O'REILLY. J. P. Region 2. Office of Director, 83/07/12. PARRIS, H.O. 
Tennessee Valley Authority. 2pp. 19689:180. 24X 

Fiche; 80-438. 83/07/ 12, 0307220822. 


— 8307220526 Responds to NRC 830527 ltr re violations noted in IE Insp 
Repts 30-438/83-11 t> S0-439/B3-1 1. Corrective ac 1 1 ons : mo tor 
operated valves S, auxiliary feedwater pumps cleaned. 

Violation A re OC inspector educ t, experience disputed. 

NILLB.L.H. Tennessee Val ley Authority. 83/06/27. 0 'REILLY. J. P. 

Region 2. Office of Director. 7pp. 196SS: 132. 24X 

Flche; 80-438. 83/07/12. 8307220822. 


~8307220»2 Forwards IE Insp Repts 80-438/83-11 t, SO-439/83-11 on 
830425-29 6 notice of violation. 

LEHI8.R.C. Division of Project t, Resident Programs. 63/03/27. 
PARRlSiH.0. Tennessee Valley Authority. 2pp. 19688:189. 24X 
Fiche: 80-438.83/07/12. 8307220823. 


— 8307220336 Notice of violation from Insp on 830428-29. 

» Region 2. Office of Director. 83/09/27. 2pp. 19689:161. 24X 

Flche: 30-438. 03/07/12. 0307220922. 


— 8307220341 IE Insp Repts 80-430/11 t, 50-439/03-11 on 030825-29. 
NoncoRpllanca noted: Rev 3 to Procedure DNP-QCP-10. 29 did not 
define OC inspector educ 6 eiperlance requirements U 
nonconformance rept re in-core monitoring sys not initiated. 
HRI6HT.R.N. Region 2. Office of Director. UPRIGHT.C.H. Division 
of Engineering & Radiological Safety Programs. 83/08/25. ■3pp. 

19683:163. 24X Fiche: 80-439, 83/07/12. 3307220922. 


B306270406 IE Info Notice 03-48. "Gaseous Effluent Releases of 
Radioactive 1-129 6 1-131 In Excess of NRC Limits." Sve list 
ond. 

TAYLORiJ.K. Division of QA. Safeguards & Inspection Programs (Post 
830103). 03/07/14. Consolidated Edison Co. of Neu York. Inc. 

114pp. 19718:270. 24X Fiche:90-000. 63/07/14.0306270406. 


8307270176 Requests expeditious review of 800909 request for exemption 
from insorvice Insp of uelds for main steam (* feedwater 
piping end in guard pipe inside main steam valve rooms L 
forwards Rev 2 to CEB-76-13 Including venting relief paths. 
KAHKERiD.B. Tennessee Val ley Authority. 83/07/22. ADENSAM. E. 
Licensing Branch 4. 2pp. 19749:260. 24X F 1 che 90-438. S3/07/22. 

8307270176. 


—8307270100 Rev 2 to "Break Exclusion Position From Complying W/APC3B 
3-16 MEB 3-1, Bellefonte Nuclear Plant Units 1 6 2. " 

NEELY.B.S,. EVANS, P. A.. ENGLISH, U. A. Tennessee Valley Authority. 
CEB-76-t3 R02. 77/09/20. 44pp. 19749:262. 24X 

Flche: 80-430. 03/07/22. 0307270176. 


a. Reportable occurrences. LERs 6 related correspondence 


8307120167 Sixth Interim deficiency rept re RCS support 6 restraint 
bolt torques, ini t la 1 ly reported on 810824. EPRI funding 
received for NDE 6 corrosion research re high strength 
fasteners. Also reportable per Part 21. 

MILLSiL.N. Tennessee Valley Authority. 83/06/29. O'REILLY, J. P. 
Region 2* Office of Director. 2pp. 19423.160. 24X 

Fiche; 30-438, 83/06/29. 8307120167. 


8307120210 Second interim deficiency rept re Improper handling of 
design change rep t s. Ini t ial ly reported on 821221 . DLP-EP 
44.76 revised 6 evaluation of 100 design change repts in 
progress. Next rept will be submitted by 831222. 

MILLSiL.N. Tennessee Valley Authority. 83/07/01. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 19423:282. 24X 

Fiche; 80-438,83/07/01, 8307120210. 


8307130166 Second Interim deficiency rept re relief valves violating 
ASie Code on use of stop valves between relief device 6 
equipment being protected. Initially reported on 821223. 

Analysis 6 design drawing revs underway. Next rept by 841102. 
NILL8.L.H. Tennessee Valley Authority. 83/07/03 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 19837:210. 24X 

Flche: 80-438,83/07/08, 6307180166. 


B307190267 First Interim deficiency rept re breaking welded studs on 
seismic conduit supports, Initial ly reported on 630606. 

Corrective action will involve specifying max allowable 
torque on bolts. Next rept expected by 831219. 

NtULSaL.H. Tennessee Valley Authority. 83/07/08. O'REILLY, J. P. 
Region 2* Office of Director. 3pp. 19838:091. 24X 

Flche: 80-430.83/07/03, 8307180267. 
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8307230030 Second JnteMm deficiency rept re Johnson Kechine Works 
welds on auiillarij feedvater pump room doors. Ini tie] tu 
reported on B30210- Doors returned to vendor for rework. Neit 
rept eipected by 040117. Also reported per Part 21. 

HILLS. L.il. Tennessee Valley Authority. 83/07/12. O'REILLYiJP 
Region 2. Office of Director. ip. 19674 074 24X 

Flcher 50-43B. 83/07/12, 8307220080. 

8307220169 Eighth interim deficiency rept re failure of Chattanooga 
Bolt fc Screw nuts S» Challenge Enterprises bolts to meet ASTK 
specs. Initially reported on 810924. Resul ts of bolting matl 
anelyiis under review. Also reportable per Part 21. 

MILLS, L.M Tennessee Valley Authority 83/07/14. O'REILLV.JF 

Region 2. Office of Director. 2pp. 19684 082 24X 

Fleho:S0-43a> 83/07/14.8307220169. 

8307220304 First Interim deficiency rept re Inability ef ITE laperial 
Carp safety-related electrical switchgear panel welds to 
meet QA criteria. Initially reported on 830615. Neit rept 
will be submitted by 831130. 

MILLS, L.M, Tennessee Valley Authority. 83/07/14. O'REILLY. J. P. 

Region 2. Office of Director. 3pp. 19683-276 24X 

FIche; 50-438, 03/07/14, 8307220304. 

0307220422 Third Interim rept re deficient pipe supports. Initially 
reported on 81 121S. Support design load drawings revised to 
identify supports w/thermai movements equaling or eicetdino 
1 / 16 -ineh in unrestrained directions, 

MILLS. L^M. Tenneesoe Valley Authority. 83/07/14. O'REILLY. J. P 

Region 2. Office of Director, 2pp. 19607-263 24X 

FI Che; 30-439.83/07/14. 8307220422. 

interim deficiency rept re field cables net properly 
ttrmin^ted In p#netratlon*, InUlAlly reporfc#d on B 30614 
Craft parsonnal & Intptctors ulll b« rttrainad in p^op•^ 
application of torniJnatlon procodur««. 

MILLS, L^M. Tennessis Val ley Authority, 83/07/14. O'REILLY. J. P. 

Region 2. Office of Director. 2pp. 19607 332 24x 

FIche: 30-438, 03/07/14, 8307220437. 

I*"!'’ '“•ficlfhcy rept re failure of main steam Unas 

doe to main feedwater over f 11 1. Ini t ial ly reported on 000319 
Final analysis I. verification of main steam line piping 
complete. Aleo reportable under Part 21 
rtlLLS.L^^M. Tennesioi Valley Authority. 63/07/14. O'ftBILLY.JP 
Regions, Office of Director, 2pp. 19701:166. 24X 

Fiehe: 30-438, 83/07/14,8307230464 

8307230408 Second Interim deficiency rept re snubber interfarsnee from 
Qrinnell. Initially reported on 
B30126.RevlBw of ITT Orinnell test results underway. Also 
reportable under Part Sl.Heit rapt by 840123. 

MILLS.L^M. Tennessee Valley Authority. 83/07/13, O'REILLY. JP 

Region 2, Office of Dlrecter. 2pp. 19704-013 24X 

FUhe: 30-430, 03/07/15, 0307230408. 

Ropts 81-30 !. ai-33 ra generic 
implications of failure to Implement design criteria in 
design drawing s. In i t ial ly reported on 010401. Review of 

.‘’"S’ control logic diagrams complete. Nti t rept 831021. 

MILLS, L.M. Tennessee Valley Authority. 83/07/19. O'REILLY.JP 
Region 2, Office of Director. ip. 19734-170 24X 

Fi Che; 50-438. 03/07/19,8307260303. 

8307290034 Final deficiency rept for Watts Bar (, Itams 2 Sr 4 ef 
flellefonte S, Sixth Interim Deficiency Rept Item 3 fop 
Bellefonte po engineering change review t handl Ing. Ini t iallu 
reported on 811213. Next Bellefonte rept by 031021 

'''^‘hoTity. 03/07/20. 0 'REILLY, J. P. 

Region 2, Office of Director. 7pp. 19822- 142 24X 

Fiehe: 50-000. 83/07/20,8307290034. 


DOCKET 30-440 PERRY NUCLEAR POWER PLANT, UNIT 1 

*PR*‘****9'’''con5troctlon stage documents 8i eorrespondenee 

8307030202 Summariies status of concrete annulus fill & containment 
radiograph Issues to permit continued const in annulus area. 
Deviation from ASME Code requirements for inaccessible 
uelds requested. 

EDELHAN, n. n. Cleveland Electric Illuminating Co. 83/06/22. 
YOUNOBLOOD. B, Licensing Branch 1. 2pp. I9I9a-205 24X 

Fiehe: SO-440, 83/06/22, 8307030202. 

830627^3 Oenerlc Ltr 83-24 to all DWR applicants for QL S, holders of 
OLs for Grand Oulf. LaSalle Sr Susquehanna rt TMI Task Action 
PlJH I.O. Ji “Special Lou Power Testing & Training 

ft RtconmendatUni for BWRi. “ Sve Ust end. 

er^HUTiO. 0. Division of Licensing. 83/06/89. Long Island 

Llglitlng Co. S6pp, 19384:119. 24X FIche: 90-000* 03/O6/29i 

830&270399. 

B3M270397 Generic Ltr 83-26 to alt applicants for OLs fc holders ef 
CPs for power reactors re clarification of survelllanca 
requirements for diesel fuel impurity. 8vc list end, 

EireNHUT.O.O. Division of Licensing. 03/07/03. Consolidated 

Edison Co. of New York, Inc. 16pp. 19370:317 24X 

Fleho: 30-000, 03/07/03, 8306270397. 

0307060329 Oenerle Ltr 03-27 to all licensees S, applicants for 
operating power reactors 6 holders of CPs for power reactors 
PO surveillance Intervals In STS. Sve list end. 

EI^flWT.D.O, Division of Licensing. 83/07/06, Consolidated 

Edison Co. of New York, Inc. 16pp. 19669:234 24X 

Fiehe: 30-000. 83/07/06. 8307060329. 

B3070MI69 Generic Ltr 03-28 to all licsnsess of oparatlng reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Sve list end 
EtaENHUT, D. O. Division of Licensing. 83/07/00. Consolidated 

Edison Co. of New York, Inc. 3Bpp, 19669:269 24X 

Fiehe: 30-000, 83/07/00, 8307080169. 

030^30367 Submits summery status of issues being addressed bu 
Licensing flevitw Group II, per 830302 request. Four issuss 
require further action prior to NRC dosaout. Pot t-aec Ident 
•Mpling r»4|ulr*s pracfdural upgrading. 

HOLTZSCl^R, D. L. Llctnting Ravlew Group II. HOLTZBCHER, 0 L 

STEFANO.J.J, Licensing Branch 1. 

12pp. 19703.203. 24X FIche: 30-000, 03/07/13, 0307230367. 

E. HRC Sa f ety E valuation Report tSER), suppls 6 correspondence 

«<"<1 ‘Ml'*' ‘n response to 

^Confirmatory Issue 21 re suppression pool temp limits. 

Kept addresses plant-specific info, analyses << assumptions to 
meet requirements k criteria given in NURE0-O7B3. 

Electric Illuminating Co, 03/06/29. 
TOWiOBLDOD, 8. J. Licensing Branch 1. ISpo. 19234-191 

Fiehe: 30-440, 83/06/29, 8307060277. «VWJ4.191. 


24 X 


0307060293 Responds to 830427 ltr re proposed mods to automatic 
deprossuriiation sys logic <TMr Item II.K.3. 1B> per 8ER 
Confirmatory item 23. Util will implement BWR Owners Group 
option for removal of high drywill pressure trip. 

YOUNoSfnnA Electric Illuminating Co! 83/07/01. 

YOimGeLaoo, B. J. Licensing Branch 1. 2pp, 19234-187 P4X 

Fieho:S0-440.83/07/01, 8307060298. 1B7. 24X 

0 . Adjudicatory corraspondance 


deficiency rept re failure to have proper roview of 
functional control logic diagrams. Initially reported 
on B21027.ROVS to diagrams Identlflad 6 squadchccked AH 
electrical personnel advised of requirements. 

Rlaion^’o^naT?"''**:** ''“‘horlty. 83/07/21. 0 'REILLY. J. P. 

Begion 2i Office of Director, 2pp. 19731:226 24X 

Fiehe: 90-438* 83/07/21 « 8307260595. 


response to NRC 030331 motion for summary 
dlepeelilon of leeue 13. Rteeonab le opportunity ihould be 
effdrqed Ohio Cltliene for Reeponelble Energy to support 

'^‘■“very. Related correspondence. 

HiAll.a.L. Ohio Cltlicns for Responsible Energy. 83/06/29 NRC - 
No Detailed Affiliation Given. Spp. 19294-162 24X 

FIche: 30-440, 83/06/29, B307070144 


V, '■* '••''‘‘‘T I’ldg *uop pH 
valvti. Initially reported on 830623.0111 studying extent of 
B 401 !*” *** ‘^•‘*F'"ini reiolution. Next rept expected by 

Authority, 03/07/21. □'REILLY. J. P. 
Region 2, Office of Director. 2pp. 19822 043 24X 

Flche:S0-43B.e3/O7/21, 8307290133 “Ad, 24X 


Affidavit of 8L Hiatt, provld Ing justification fop addl time 
needed to respond properly to NRC motion for summmary 
of Issue 13, Certificate of Sve end. 

*‘**‘**D» ^or Responsible Energy, 83/06/29. Sop 
19294:167. 24X FIche; 30-440, 83/06/29, 0307070144. 

to strike portions of applicant 830627 answer 
supporting NRC motion for summary disposition of Issus 13. 

Cortlflcate of Sve sncl. Related correspondence. 

H1ATT.8.L. Ohio Citiiens for Responsible Energy. 83/06/30. 

r*' Safety and Licensing Board Panal, 4pp. 19269:300. 24X 

Ficha: 90-440, 03/06/30, 8307070228. 
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B3070&0339 Poruards propofid finding of fact & conclusions of lau in 
fora of partial Initial daclslon. 

SILBERO.J.E. Shaui Pittman. Potts & Troubridge. BILOEflO.J.E. 
Clovaland Eltctrlc Illuminating Co. 83/07/01. DLOCH.P.B.. 
KLINE.J.n.. BRIGHT. 0.0. Atomic Safety and Licensing Board Panel, 
ip- 19234:031. 24X Flche: 30-440. 83/07/01 , Q307060339. 


—8307060344 Proposed findings of fact & conclusions of lau in fora of 
partial initial dec tsl on. Cert 1 ft cate of Svc end. 

SILBERO.J.E. Cleveland Electric Illuminating Co. SILBERGiJ.E. 
Sbau. Pittman. Potts %i Troubridge. 83/07/01. 72pp. 19234'OS2 
24X Ficha; 30-440. 83/07/01. 0307060339. 


8307110310 Reply opposing util b NRC responses apposing OKie Citizens 
for Responsible Energy 830310 motion to file contentions on 
SNN license app 1 leat ion. Cert 1 f lea te of Svc end. 

HIATT. S.L. Ohio Citizens for Responsible Energy. 83/07/09. 

Atomic Safety and Licensing Board Panel. ISpp. 19380:346. 24X 

Flche: 30-440. 83/07/05. 83071 10310. 


8307080468 Serves parties w/KR Naldu 830629 Itr clarifying testimony at 
May 1983 hearing. 

HOOOHBAD. C. P. Hearing Branch 4. 03/07/06. BLOCH. P.B.. BRIGHTiO.O.. 

KLINE. J.R. Atomic Safety and Licensing Board Panel. tp. 19346-394 
24X Flche: 30-440, 83/07/06. 8307080460. 


"8307000473 Clarifies testimony of Region 111 ultnessei on crois- 
ezamlnatlon & A8LB questioning. 

NAIDU.K.R. Region 3. Office of Director. 03/06/29. BLOCH.P.B.i 
BRIGHT. G.O.. KLINE. J.R. Atomic Safety and Llcenilng Board Panel 
Ip. 19346:399. 24X Flche: 50-440, 83/07/06, 8307080460. 


8307190329 Motion for ex tone Ion. un 1 1 1 030721. to file proposed findings 
of fact (i conclusions of law w/supportlng citations (< 
argument. Certificate of Bve end. 

LODGE, T. J. Bunflouer Alliance. LODGE. T. J. Lodge, T.J. 83/07/11. 

Atomic Safety and Licensing Board Panel. 2pp. 19930:832. 24X 

Flche: 30-440, 83/07/11, 8307190323. 


8307190114 Proposed findings of fact tt conclusions of law for Issue 3 
re adequacy of QA program ti control of const contractors. 

Applicant failed to resolve Issue at 030324-27 public 
hearing. Certificate of Svc end. 

HIATT, S.L. Uhlo Citizens for Responsible Energy. 03/07/11 36pp 
19634:206. 24X FI ch e; 30-440, 83/07/ 1 1 , 8307 1901 1 4. 


S307140430 Memorandum l< order denying admission of Ohio Citizens for 
Responilble Energy 830310 contentloni to block util receipt 
of unlrradlated reactor fuel t< asioclated ma 1 1 s. La ts-f t led 
requirements not met. 

BLOCH, P.B., KLINE, J.R. , BRIGHT, 0.0. Atomic Safety and Licensing 
Board Panel, 83/07/12. 7pp. 19381:169. 24X Flche; 30-440. 83/07/18. 

0307140430. 


8307190316 Answer opposing Ohio Citizens for Responsible Energy 830630 
motion to strike portions of applicant 830627 answer In 
support of NRC motion for summary disposition of Issue 13. 

Motion has no basis. Certificate of Svc end. 

SHIOER.M.A. Cleveland Electric Illuminating Co, SWIOERiM.A. Shaw. 
Pittman. Potts ti Trowbridge. 83/07/12. Atomic Safety and 
Licensing Board Panel. 7pp. 19333:011. 24X Flche; 30-440, 83/07/12, 

8307130316. 


9307190186 Motion to reopen record on Issue 3 re const QA. Motion based 
on recently received documents obtained through FOIA which 
Indlcete QA deficiencies are much worse than recent hearing 
revealid. Certificate of Svc end. 

HIATT, 9. L. Ohio Citizens for Responsible Energy, 83/07/13. 

Atomic Safety and Licensing Board Panel. 24pp. 19630:144. 24X 

Flche: 30-440, 83/07/13. 9307190186. 


3307190222 Reeponie opposing applicant 830627 answer supporting NRC 
motion for summary disposition of Issue 13. NRC must abide by 
8RP fc Reg Guide 1. 1 IS. Regulatory policy changes cannot be 
aade merely for convenience. Certl f Icate of Bve end. 

HIATT.B.L, Ohio Citizens for Responsible Energy. 83/07/13. 
Atomic Safety and Licensing Board Panel. 3pp. 19629:222. 24X 

Ficha: 30-440, 83/07/13, 8307190222. 


8307270287 Notlfiss of VR Harding employment at lau firm. Harding will 
not participats In any case currantly ponding before NRC, 
SILBERO.J.E. Shaw. Pittman, Potts %t Trowbridge. 83/07/13. 

BLOCH. P.B., KLINE, J.R., BRIGHT, 0.0, Atomic Safety and Licensing 
Board Panel. Ip. 19767:198. 24X Fiehe: 30-440. 83/07/13, 8307270887. 


—8307870477 Notifies of employment at law firm. VR Harding will not 
participate in any case pending before NRC. Svc list end. 
HARDINO.V.R. Shaw. Pittman, Potts (> Trowbridge. 03/07/13. 

BLOCH. P.B, . KLINE. J.R., BRIGHT, 0.0. Atomic Safety and Licensing 
Board Panel. 2pp. 19767:199. 24X Flche: 30-440. 83/07/13, 

8307270287. 


8307190203 Motion for leave to file answer to Ohio Citizens for 
ftatponsible Energy 030629 amended response to NRC motion for 
summary disposition of Issue 13,por ASLB 021006 memorandum 
h order. 

SILBERO.J.E. Cleveland Electric 1 1 lumlna t Ing Co. SILBERO.J.E. 

8hau. Pittman, Potts U Trowbridge. 83/07/14, Atomic Safety and 
Licensing Board Panel. 2pp. 19628:289. 24X Flche : 30-440. 03/07/14, 

8307190203. 


— 8307190208 Answer to Ohio Citizens for Responsible Energy lOCRE) 030629 
amended response to NRC motion for summary disposition of 
Issue 13. QCRE request for continuance Is frivolous 6 should 
be denied. Certificate of Svc end. 

SILBERO.J.E. Cleveland Electric Illuminating Co. SILBERO.J.E. 

Shaw. Pittman, Potts Si Trowbridge. 83/07/14. 13pp. 19628:291. 

24X Fiche: 30-440, 03/07/14. 8307190203. 


8307190064 Response to A8LB 030309 telcon questions re declaration of 
sua sponte Issues. End AF Sllakoski affidavit responds to 
AS^ inquiries. 

SILBERO.J.E. Cleveland Electric Illuminating Co. SILBERO.J.E. 
Shaw, Pittman, Potts li Troubridge. 03/07/13. Ip. 19635: 175 84X 

Flche: 30-440. 83/07/ 15, 0307190004. 


—8307190104 Affidavit of AF Sllakoski In response to ASLB sua sponte 
questions. Simulator operator training Includes comparing 
& contrasting indications of all related Instrument types 6 
ranges. W/Certif Icate of Svc. 

SILAXOStl, A. F. Cleveland Electric Illuminating Co. 03/07/14. 

7pp. 19633:176 24X Flche: 50-440, 83/07/15, 03O7I9OOB4. 


0307200214 Proposed findings of fact 6 conclusions of law. Certificate 
of Svc encl. 

LODOE, T. J. Bunflouer Alliance. LODGE, T. J. Lodge. T.J, 03/07/15 
19pp. 19648:033. 24X FI e h e : 50-440. 83/07/ 1 5. 8307200214. 


8307210179 Ansiaer to applicant 830714 motion for leave to file answer 
to Intervenor amended response to NRC motion for summary 
disposition of Issue 13. Rules allow for no further response. 
Certificate of Svc end. Related correspondence. 

H1ATT,8.L. Ohio Citizens for Responsible Energy. 33/07/18. 

Atomic Safety and Licensing Board Panel. 2pp. 19666:040. 24X 

Flche: 30-440,83/07/18. 0307210179 


8307210303 Answer opposing Ohio Citizens for Responsible Energy 830630 
azotlon to strike portions of applicant 830627 answer 
supporting IffiC 030331 motion for summary disposition of 
Issue 13. Certificate of Svc end. 

CUTCHIN,J.H. Hearing Branch 4, 03/07/20. Atomic Safety and 

Llcenilng Board Panel. Spp. 19664:333. 24X Fiche: 30-440. 03/07/20. 

8307210303. 


6307260294 Memorandum In support of Ohio Citizens for Responsible 
Energy 830713 motion to reopen record on Issue 3 re OA 
Certificate of Svc end. 

LODOEiJ.L. Sunflower Alliance, LODOE. J, L. Wilt, D. D. 83/07/21. 
Atomic Safety and Licensing Board Panel. 4pp. 19011:002. 24X 

Flche: 30-440, 83/07/21 , 0307260294. 


8307230360 Proposed findings of fact 6 conclusions of law on Issue 3 re 
QA. Certificate of Svc end. 

CUTCHIN,J.H. Hearing Branch 4. 83/07/22. 23pp. 19703:213, 24X 

Flche: 30-440, 03/07/22, 0307230360- 


B307270246 Answer supporting util 830714 motion for leave to file 
answer to Ohio Citizens for Responsible Energy 830629 
anandsd response to NRC 830531 motion for summary 
dlspoiltlen of Issue 13. Certl ficate of Svc end. 

CUTCHIHiJ.M. Hearing Branch 4. 83/07/26. Atomic Safety and 

Licensing Hoard Panel. Spp. 19767:106. 24X Flche: 50-440, 03/07/26. 

8307270246. 


B3072702S0 Answer opposing Ohio Citizens for Responsible Energy 030713 
motion to reopen record on Issue 3. Citizens fall to 
demonstrate motion t Imel y. ral ses significant safety Issue or 
Is likely to change resul t. Certl ficate of Svc end. 

CVTCKIN, J. H. Hearing Branch 4. 03/07/26. Atomic Safety and 

Llconsing Board Panel. 5pp. 19749:306. 24X Fiche: 50-440, B3/07/26. 

8307270230. 


K. Utility Final Safety Analysis Report IFSAR) 6 amends 


B307210077 Forwards Amend 12 to P8AR. Amend Incorporates previously 
submlttad response to OA branch questions t, revises 
mechanical syi it components, conduct of operations h QA. 
EDELMANiK.R. Cleveland Electric Illuminating Co, 83/07/19. 
DENTON, H.R. Office of Nuclear Reactor Regulation. Director, Spp. 
19660:273. 24X Fiehe: 50-440. 83/07/19. 0307210077. 


— 8307210001 Amend 12 to F8AR. 

• Cleveland Electric Illuminating Co. 83/07/19. 360pp. 

19660:276. 24X Fiche: 30-440. 83/07/19, 6307210077. 
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Q. Insptctlon reporti, IE Bo 1 let in« (. t orrpspondence 

B3070a0448 Act receipt of 830A2B Ur Informinj NflC of steps teken to 
correct vloletions noted in IE Insp Repts 50-4A0/B3--12 l< 

50-441/83-11. 

LITTLE. M.S. Region 3, Office of Director. 83/07/05. EDELHAN.M.H. 
Cltvfland Electric Illuminating Co. Ip 19347* 22S 24X 

Ficha: 30-440f 63/07/05, 0307000448. 

—6307080451 Responds to NHC B30603 Ur re violations noted in IE Imp 
Repts 30-440/83-12 U 80-44 1 /03-1 1 . Correc t ive actions: 

Johnson Controls. Inc reindoctrinated affected personnel in 
QC procedures required for insp J. documentation. 

Cleveland Electric Illuminating Co. 03/06/28. 
KEPPLER.J.O. Region 3. Office of Director. 2pp. 19347 226 24X 

Flche: 50-440. 83/07/03. 0307000440. 

0306270401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
aurrg Recirculation Sprag Subsystem." Svc list end. 

JORDAN.E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of New 

York, Inc. lS4pp. 19563:293. 24X Flche: 50-000, B3/07/tIi 0306270401. 

0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JOfiOAN.E.L. Division of Emergency Preparedness (. Engineerlns 
Response IPost 030103). 03/07/12. Consol ida ted Edison Co: of Neu 

Yoric. Inc. 141pp. 19563:153. S4X Fiche: 50-000, a3/07/12i 0306270404. 

0306270406 IE Info Notice B3-4B, "Oaseous Effluent Releases of 
Radioactive I-12S t< t-13l in Eicess of NRC Limits." Svc list 
• DC I . 

Safeguards & Inspection Programs (Post 
830103). 03/07/14. Consolidated Edison Co. of New York. Inc 

114pp. 19713:270. 24X Fi the; 80-000, 83/07/ 1 4. 8306270406. 

Forwards IE Insp Repts 50-440/83-19 <> 30-441/83-lB on 
030620-24 & notice of violation. 

of Director. 83/07/15. EDELMAN.M.B. 
Cleveland Electric Illuminating Co. 2pp. I979|-2ii 24x 

Flche; 50-440. 83/07/15, B307280247. 

0307200253 Notice of violation from insp on 830620-24. 

Region 3, Office of Director. 03/07/15, tp. 

19791.213. 24X Fleh e: 50-440, 83/07/15, 0307200247, 

“6307280264 IE Insp Rept 50-440/03-19 t, 50-441/03-10 on 830620-24 
»*^»‘'f-''«lated instrument panel 
In22*r0l“ w/o rtuiorlf {procedure, 

MERRIHEATHER.N. Region 2, Office of Director. CONLON-T.E. 

Safety Programs. 03/07/11. 

6pp. 19791:214. 24X Flche; 50-440, 03/07/15. 0307200247. 

"'P** 30-440/03-13 & 50-441/03-12 on 
830^04-0615 & notice of violation. 

R*Slon 3, Office of Director. 03/07/25. EDELMAM.MH 
Cleveland Electric Illuminating Co. 2 pp, 19796-206 24x 

Flche:SO-44O,03/O7/25, 0307200437, lf/Y 6 . 2 B 6 . 24X 

violation from Insp on 030404-0613. 

S»9<on 3i Office of Director. 63/07/25. Ip. 
19796:266. 24X FI c h e; 50-440, 03/07/25, 8307260437. 

—6307260442 IE Insp Repts 50-440/03-13 i, 50-441/03-12 on 830404-06IS 
Noncomplience noted: failure to periodically assess adequacu 
of program. ' * 

"^fWSLL.O.F., VANDEL, T. E. Region 3. Office of Ofreetor. 
0307280437 24X Fiche ; 50-440. 03/07/25, 


8307070202 Part 21 rept re RCIC pump turbine uhicit could operate la/o 
adequate room cooling. Initially reported on 830429. Automatic 
cooling ueter provided to pump room cooling unit when HCIC 
turbine starts. 

BARKER.N.R. Ollb er t/Commonwea I th Cos. 03/06/30. DEYOUNO, R. C. 
Director's Office, Office of Inspection and Enforcement. Ip 
19294:091. 24X Flche; 50-440, 83/06/30, 0307070202. 

8307110134 Second Interim deficiency rept re violation of spec 
roqulremsnts during Installation of adjacent Hllti Kulk 
bolte. Initially reported on 030207. Spec SP108/20B revised 
Final rept by 830930. 

EDELHAN.K.R. Cleveland Electric Illuminating Co. 03/07/01. 

KEPPLER, J.e. Region 3, Office of Director. 2pp. 19375- 126 24X 
Flche: 30-440. 83/07/01 , 03071 10134. 

8307110316 Fine! deficiency rept re A8ME Code Section III, Class 3 
piping supports supplied by Trensamerlca Delaval.Inc. 

Initially reported on 030223. Revised drawings detailing mods 
supplied by Delaval. 

EOELHAN/H.R. Cleveland Electric Illuminating Co. 03/07/01. 

KEPPLER.J.O. Region 3, Office of Director, 2pp, 19380-361 34X 

Flehe:SO-44O.03/O7/Ol, 8307110316. 

8307110392 Third interim Significant Deficiency Rept RDC 64(03) re 
linear indications in bracket welds for main steam (< 
recirculation sys pipe whip res traints. Ini t lei ly reported 
on 821228. Completion of corrective actions by 841213 , 

^*^^*^*^ *^- Cleveland Electric Illuminating Co. 83/07/01. 
KEPPLER.J.O. Region 3, Office of Director. 2pp. 19380:338 24X 

Flehe:3O-44O.03/O7/Ol, 8307110302. 

a307I900M Interim Deficiency Rept RDC 24(81) re defect In lubrleatlno 
oil sye standyby diesel generators. Installation of 
replacement parts will begin upon completion of code piping 
weld repairs & will be compisted by Feb 1984, 

EDELHANiH.R, Cleveland Electric Illuminating Co. 83/07/01, 

KEPPLER.J.O. Region 3. Office of Director. ip. 19635-047 24X 

Fiche: SO-440. 83/07/01, 8307190038. ” 

8307190136 Interim defieltncy rept re relocation of (Sovtrnor lube all 
coolers /standby diesel generator. Oovernors returned to 
Transamerlca DtLaval . Correc t Ive actions on coolers will not 
be complete until Nov 1983 for Unit 1 ti Jan 1984 for Unit 2, 
Cleveland Electric Illuminating Co. a3/07/0l! 
KEPPLER.J.O. Region 3, Office of Director. Ip. 19636-105 24X 

Flche:SO-440.83/07/0l, 8307190136. *tojo. luo. U4X 

8307190176 Suppi to 821215 final deficiency rept re standby diesel 
gentratare.Nsdel D8H1V16, starting air sys check valve. Valves 
returned to Transamerlca DeLaval remfg of internal 
components. Nods will be completed by Dec 1983, 

Cleveland Electric Illuminating Co. 83/07/01. 

KEPPLER. J.e. Region 3, Office of Director. Ip. 19632-114 24X 
Flehe:S0-440, 83/07/01, B30719Q176, 84X 

8307190204 Interim Deficiency Rept RDC 52(82) re discrepancies In 
documsntatlon package used to track repair work for 
skid-mounted p Iplng. Correc t ion of discrepancies expectsd to 
be completed by 831201. 

5' Cleveland Electric Illuminating Co. 83/07/01, 

KAPLER. J.e, Region 3, Office of Director. Ip. 19628:317. 24X 
Flche: SO-440. 83/07/01 , S307I90204. 

re partial blockage found In porous 
concrete pipes (< weepholes associated w/pumplng drain sys 
portUn of pressure relief underdrain syi. Initially raported 
on 830610. Inveitlgatlon underway. Flna 1 rept due 831101. 

Cleveland Elactric Illuminating Co. 83/07/08 

3' Office of Director. 2pp. 19560:207. 24X 

Flche: 30-440. 93/07/08, 0307180031 , 


‘’'‘“'■''•'’C**'. t-ERs L related correspondence 

0307060065 Interim deficiency rept re Johnson Controls, Inc failure to 
adequately verify acceptability of Unlstrut Corp QA program 
reported on 830329, Corrective Action Request 


03-03 Issued, Final rept by 830730. 

Cleveland Electric Illuminating Co. 
KEPPLER,J.o, Region 3. Office of Director 
Flche; 00-440, 83/06/24.8307060065 


2pp. 


63/06/24. 

19250:359, 


6307070001 Part 21 Tepl re leek of automatic restart capabilities of 

L^Moaoo'p 1 power. Initially, riported 

on 830429. Evaluat 1 on continuing. ' 

03/O6-./3O. ' DEYOUNO, R. C. 

19343 * 14 R Inspection end Enforcement. Ip, 

19293,156. 24X Flche; 50-440,83/06/30, 6307070001. 


B307200M9 Interim Deficiency Rept RDC 73(83) re Dorg-Warner valve 
radiographs. Forty-four valvts soloctod at reprasontatiya 
sampla rermdlographed by Maynaflux Corp. Radiographs 
submittod to Borg-Warnor for rovlew.Flnal rapt by 830831. 

Cl'voland Elactric Illuminating Co. 83/07/11, 
KEPPLER.J.O. Region 3, Office of Director. Ip. 19640-O64 24X 

Fiehe:50-440. 83/07/11, 8307200289, 

B307MO434 Interim deficiency rept re HPCS diesel generator electrical 
panels supplisd by 06. Initially reported on 830615. Ring lug 
840406 *^**"* ***** will be submitted by 

C**Yeland Electric Illuminating Co. 83/07/15, 
KB’PLER.J.O. Region 3, Office of Director, 2pp, 19687:327 24X 

Flche; 30-440. 83/07/13, 0307220434 
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T. Hearing transcript* on non-antltrust matters 


8307060233 Proposed corrections to 330527 hearing transcript. 
Certificate of Svc end. 

BILDEfiOi J. E. Cleveland Electric Illuminating Co. SILDERO.J.E. 

Shau. Pittman. Potts (• Trowbridge. 33/07/01. Spp. 19239.266. 24X 

Flche; 50-440. 83/07/01. 3307060238. 


DOCKET 50-441 PERRV NUCLEAR POWER PLANT. UNIT 2 


A. Appllcation/constructlon stage documents correspondence 


B30707022S Motion to strike portions of applicant 330627 answer 
supporting NSC Bollon for summary disposition of Issue 13. 
Certificate of Svc end. Related correspondence. 

HIATT.S. L. Ohjo Cltiiens for Responsible Energy. 83/06/30. 
Atomic Safety and Licensing Board Panel. 4pp. 19269:308. 24X 

Flche; 90-440. 83/06/30, 8307070225. 


3307060339 Forsards proposed finding of fact (< conclusions of law in 
forn of partial initial decision 

SILBERG, J. E. Shaw. Pittman. Potts & Trowbridge SILDERO.J.E 
Cleveland Electric Illuminating Co. 33/07/01. BLOCH, P. B. , 
KLINEiJ.n.. BRIGHT, O.D. Atomic Safety and Licensing Board Panel. 
Ip. 19234:051. a4X Fi e h e : 50-440, 33/07/01 , 3307060339. 


3307050202 Summariies status of concrete annulus fill t. containment 
radiograph issues to permit continued const in annulus area. 
Deviation from ASME Code reciulrements for inaccessible 
welds requested. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 83/06/22. 
VOUNOBLODD. Q. Licensing Branch 1. 2pp. 19193:289. 24X 

Flche; 50-440, 83/06/22, 8307050202. 


8306270395 Generic Ltr 83-24 to all DWH applicants for OL h holder* of 
OLi for Grand Gulf, LaSalle i Susquehanna re TMI Task Action 
Plan Item I.G, l. "Special Low Power Testing It Training 
& Recommendation* for DWH*. " Svc list ond, 

elSENHUT. D. 0. Dlvlelon of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19384:115. 24X Flche: 50-000, 83/06/29. 

8306270395. 


B306270397 Generic Ltr 83-26 to all applicant* for OLs t. holder* of 
CP* for power reactor* re clarification of surveillance 
requirement* for diesel fuel Impurity. Svc list end, 

ElSENHUT, D, 0, Division of Licensing. 83/07/05. Consolideted 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flche; 50-000. 83/07/09. 8306270397. 


6307060329 Generic Ltr 83-27 to all licensees !< applicants for 
operating power reactors it holders of CPs for power reactors 
re iurveillancB Interval* in STS. Svc list end. 

ElSENHUT. D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Flche: 90-000, 83/07/06, 8307060329. 


0307080169 Generic Ltr 83-28 to ell licensees of operating reactors, 
applicants for OL 6 holders of CPs re required actions based 
on generic implication* of Salem ATW8 event*. Bve list end. 
ElSENHUT. D. 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Fiche; 50-000, 03/07/08, 8307080169. 


9307250367 Bubmits summary status of issues being addressed by 
Licensing Review Group II, per 830902 request. Four issues 
require further action prior to NRC doseout. Post-acddent 
sampling requires procedural upgrading. 

HQLTZSCHER, D. L. Licensing Review Group 11. H0LT2SCHER, D. L 
Illinois Power Co. 33/07/15, 3TEFAND. J. J. Licensing Branch 1. 
I2pp. 19709:203. 24X Fi c h e ; 90-000, 83/07/ 1 5, 3307250367. 


E, NRC Safety Evaluation Report ISER), suppls it correspondence 


— B307060344 Proposed findings of fact it conclusions of law In form of 
partial initial deds Ion. Cert i flea te of Svc end. 

SILBERG/J.E. Cleveland Electric Illuminating Co. SILBERG.J.E. 
Shau, Pittman, Potts it Trowbridge. 03/07/01. 72pp 19234 052 
24X Pi cha; 50-440. 83/07/01, 8307060339. 


odu/iiuotu Kspiy opposing util NRC responses opposing Ohio Cltln 
for Responsible Energy 830510 motion to file contentions on 
BNM license appl lea t ion. Cert 1 ft cate of Svc end. 

HIATT.S. L. Ohio Citizens for Responsible Energy. 33/07/05. 
Atomic Safety and Licensing Board Panel. 19pp. 19380-346 24X 

Fiche: 50-440,83/07/051 8307110310. 


3307060468 Serve* parties u/KR Naldu 830629 ltr clarifying testimony at 
Hay 1963 hearing. 

HOOOHEAD. C. P. Hearing Branch 4. 83/07/06 BLOCH, P.D., BRIGHT, O.O., 

KUINEiJ.R. Atomic Safety and Licensing Board Panel. Ip. 19346'334 
24X Flche: 50-440, 03/07/06, 0307030468. 


--8307060473 Clarifies testimony of Region III witnesses on cross- 
aiaailnation & ASLB questioning, 

NAIDUiK.R. Region 3, Office of Director. 83/06/29. BLOCH.P.B, , 
BRIOHTfO.O., KLINE, J.fl. Atomic Safety and Licensing Board Panel. 
Ip. 19346:355. 24X Flche: 50-440, 83/07/06, 8307080468. 


B3071S0335 Motion for e « t ens i on, un t i I 830721, to file proposed findings 
of fact it conclusions of law w/supportlng citations J. 
argunont. Certificate of Svc end. 

LODGE. T.J. Sunflower Alliance. LODGE, T. J. Lodge, T, J, 83/07/11, 
Atomic Safety and Licensing Board Panel. 2pp 19538-252 24X 

Flche: 50-440, 83/07/11, 0307130325 


B3071901I4 Proposed findings of fact t< conclusions of law for Issue 3 
re adequacy of QA program U control of const contractor*. 

Applicant failed to resolve Issue at 830524-27 public 
hearing. Certificate of Svc end. 

HIATTiS.t.. Ohio Citizens for Responsible Energy. 03/07/11. 36pp 
19634:286. 24X Flche ; 90-440, 83/07/ 1 1 , 8307 1901 1 4. 


6307140430 Meaiorandum it order denying admission of Ohio Citizens for 
Responsible Energy 830910 contentions to block util receipt 
of unirradiated reactor fuel U associated ma 1 1 s. Late-f 1 1 ed 
requiramsnts not met. 

BLOCH.P.B.. KLINE, J.R., DRIGHT,0.0 Atomic Safety and Licensing 
Board Panel. 83/07/12. 7pp. 19921:169, 24X Flche: 90-440, 83/07/ 12, 

8307140430. 


6307060277 Forward* revised rept providing addl Info In response to 
8ER Confirmatory Issue 21 re suppression pool temp limit*. 

Rept addresses plant-specific info, analyses & assumptions to 
meet requirements it criteria given In NUfiEO-0783. 

EDELMAN,M.R, Cleveland Electric Illuminating Co. 83/06/29. 
YOUNGBLOOD, B. J, Licensing Branch 1. 19pp. 19234- 191 24X 

Flche; 90-440, B3/06/29, 8307060277. 


6307060298 Respond* to 830427 ltr re proposed mods to automatic 
depressurliatlon *y* logic (TMI Item II, K. 3. 18) per 8EH 
Confirmatory Item 29. Util will Implement BWH Owners Group 
option for removal of high drywall pressure trip. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 83/07/01, 
YOUNGBLOOD, B. J, Licensing Branch 1. 2pp. 19234:187 24X 

Flche: 90-440. 83/07/01. 8307060290. 


O. Adjudicatory correspondence 


0307070144 Amended 830623 response to NRC 830531 motion for summary 
disposition of Issue 13. Reasonable opportunity should be 
afforded Ohio Citizens for Responsible Energy to support 
opposition through further discovery . Re la ted correspondenci- 
HIATT.S.L. Ohio Citizens for Responsible Energy, 83/06/29, NRC - 
No Detailed Affiliation Given, Spp. 19294:162. 24X 

Flche; 90-440, 83/06/29, 8307070144. 


-0307070154 Affidavit of SL Hiatt, provl d ing justification for addl time 
needed to respond properly to NRC motion for sumirmary 
disposition of Issue 13. Certificate of Svc end. 

HIATT, B. L. Ohio Citizen* for Responsible Energy. 83/06/29. 3ap. 
19294:167. 24X Flche; 50-440, 03/06/29, 8307070144. 


0307150316 Answer opposing Ohio Citizen* for Responsible Energy 830630 
motion to strike portions of applicant 830627 answer in 
support of NRC motion for summary disposition of Issue 13. 

Motion hae no basi *. Certi f lea te of Svc end. 

SUIOERi H. A. Cleveland Electric Illuminating Co. 8HI0ER.M.A. Shaw, 
Pittman. Pott* & Trowbridge. 83/07/12. Atomic Safety and 
Licensing Board Panel. 7pp. 19533:011. 24X Flche; 50-440, 03/07/12. 

8307150316. 


8307190186 Motion to reopen record on Issue 3 re const OA. Motion based 
on recently received documents obtained through FOIA which 
Indicate QA deficiendei are much worse than recent hearing 
revealed. Certificate of Svc ond. 

HIATTiS.L. Ohio Citizens for Responsible Energy. 83/07/13. 

Atomic Safety and Licensing Board Panel. 24pp. 19630:144. 24X 

Flche: 50-449, 83/07/13, 8307190186. 


8307190322 Response opposing applicant B30627 answer supporting NRC 
motion for summary disposition of Issue 13. NRC must abide by 
8RP it Reg Guide 1. 115. Regulatory policy changes cannot be 
made merely for convenience. Certificate of Svc end. 

HIATT,8.L. Ohio Citizens for Responsible Energy. 03/07/13. 
Atomic Safety and Licensing Board Panel. 3pp. 19629:222. 24X 

Flche: 50-440, 83/07/13, 0307190222. 


8307870287 Notifies of VR Harding employment at law firm. Harding will 
not participate In any case currently pending before NRC. 
BILBERO,J.E. Shaw, Pittman, Potts I, Trowbridge. B3/07/13. 
BLOCH,P.B.> KLlNE,J.fl., BRIGHT, 0.0. Atomic Safety and Licensing 
Board Panel. Ip. 19767:198. 24X Flche: 90-440, 83/07/13, 8307270207, 
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— B307270477 NotiflB* of •flip 1 oijmen { at lau firm. Vft Hst-ding ■ill not 
particlpat# In any cai< pending before NBC. 8vc list enel. 

HABOINO. V. R, Shaui Pittman. Potts (. Trowbridge. 83/07/13. 
BLQCHiP.O.. KUINE.J.H.i BRIGHT. 0.0. Atomic Safetg and Liceniing 
Board Panel. 2pp. I9767:l*?9. 24X Fiche: 50-440, 03/07/13, 

B3072702B7. 


8307190203 Motion for leava to file answer to Ohio CItl lent for 
Responsible Energy 830629 amended response to NRC motion for 
summarv disposition of Issue 13, per ASLB 821006 memoranduA 
& order. 

BILBERO, J. E. Cleveland Electric Illuminating Co. 8ILBERB,J.E. 

Shaw, Pittman, Potts t< Trowbridge. 83/07/14. Atomic Safety and 
Licensing Board Panel. Spp. 19628:289. 24X Ft che: 30-440, 83/07/14, 

8307190203. 


'8307190208 Answer to Ohio Citizens for Responsible Energy COCRE) 830629 
amended response to NRC motion for summary disposition of 
Issue 13 OCRE request for continuance Is frivolous & should 
be denied. Cert 1 flcate of Sve enel. 

SIUBERO.J.E. Cleveland Electric Illuminating Co. SILBERO,J.E. 

Shaw. Pittman. Potts Trowbridge. 83/07/14. t3ps 19628-291 
24X Flche; 50-440, 83/07/14. 8307190203. 


K. Utility Final Safety Analysis Report (FSAR) 6 amends 


8307210077 Forwards Amend 12 to FSAR. Amend incorporates previously 
submitted response to QA branch questions k revises 
mechanical sys t, components, conduct of operations ti QA, 
EMLMAN,M.R. Cleveland Electric Illuminating Co, 83/07/19. 
DENTD^iH.R. Office of Nuclear Reactor Regulation. Director 3ap 
19660:273. 24X Fi c h e : 50-440. 83/07/ 1 9, 8307210077. 


— 8307210081 Amend 12 to FBAR. 

• Cleveland Electric Illuminating Co. 83/07/19. 380pp 

19660:276. 24X FI ch e : 80-440, 83/07/ 19, 83072 10077. 


8. Inspaction reports. IE Bulletins 6 correspondence 


8307080448 Act receipt of 830628 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-440/83-12 6 
50-441/83-11. 

LITTLE, M.S. Region 3, Office of Director. 83/07/03. EDELMAN.M.fi 
Cleveland Electric Illuminating Co. Ip. 19347:229. 24X 

Fleha; 90-440. 83/07/09, 8307000448. 


8307190084 Response to ASLB 830909 telcon questions re declaration of 
sue sponte Issues. End AF Sllakostl affidavit responds to 
ASLB inquiries. 

8ILBER0,J.E. Cleveland Electric Illuminating Co. SILBERS,J.E. 

Shaw, Pittman. Potts t Trowbridge. 83/07/19. Ip. 19639:179 24X 

Flche: 90-440, 03/07/15, 0307190084. 


— 8307190104 Affidavit of AF Sllakoski in response to ASLB twa sponte 
questions. Simulator operator training includes comparing 
6 contrasting indications of all related instrument types 6 
ranges. M/Certiflcate of Svc. 

SILAK05K1.A. F. Cleveland Electric llluminetlng Co. 83/07/14. 

7pp. 19639:176. 24X Fiche: 50-440, 83/07/19, 8307190084. 


8307200214 Proposed findings of fact & conclusions of law. Certificate 
of 8vc end. 

LODGE. T.J. Sunflower All lance. LODGE, T. J. Lodge, T. J. 83/07/19. 
I9pp, 19646:033. 24X Flche: 90-440, 83/07/15. 8307200214. 


8307210179 Answer to applicant 830714 motion for leave to file answer 
to Intervenor amended response to NRC motion for summary 
disposition of Issue 13. Rules allow for no further response. 
Certificate of Sve end. Related correspondence. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 83/07/18. 

Atomic Safety and Licensing Board Panel. 2pp. 19666:040. 24X 

Flche: 90-440. 03/07/18. 8307210179. 


—6307080491 Responds to NRC 830603 Itr re violations noted In IE Imp 
Repts 90-440/83-12 6 90-441 /83-1 1. Corroc tlve actions: ' 

Johnson Controls. Inc relndoctrtnated affected personnel in 
OC procedures required for insp 6 documentation. 

EDELHAN. H. R. Cleveland Electric Illuminating Co. 83/06/28, 

KEPPLER.J.O, Region 3. Office of Director. 2pp. 19347-226 24X 

Fleha: 50-440. 03/07/09, 83070S044B. 


B306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JtffiO^iE.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/07/11. Consolidated Edison Co of New 

Yort, Inc. 194pp. 19963:293. 84X Fleha: 90-000, 83/07/1 1, 8306270401, 

N 

8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JMDANjE.L. Division of Emergency Preparedness 6 Engineering 
Response iPost 030103). 83/07/12. Consolidated Edison Co of New 

York, Inc. 141pp, 19963:193, 24X Flche: 90-000, 83/07/12, 8306270404, 


B306270406 IE Info Notice 03-48, "Gaseous Effluent Releases of 
Radioactive 1-129 & 1-131 In Excess of NRC Limits." Svc list 
end. 

TAYLOR, J.(1. Division of QA. Safeguards & Inspection Programs {Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc 

I14pp. 19719:270. 24X Flche; 90-000. 83/07/14, 8306270406. 


8307210309 Answer opposing Ohio Citizens for Responsible Energy 830630 
motion to strike portions of applicant 830627 answer 
supporting NRC 630931 motion fgr summary disposition of 
Issue 13. Cert If Icate of Svc end. 

CUTCHIN.O.M. Hearing Branch 4. 83/07/20. Atomic Safety and 

Licensing Board Panel. 9pp. 19664:393. 24X Flche; 90-440, 83/07/20, 

8307210309. 


8307280247 Forwards IE Insp Repts 90-440/83-19 6 50-441/83-18 on 
830620-24 6 notice of violation. 

LITTLE,W.6. Regions, Office of ^Director. 83/07/19, EDELMAN.M.fi. 
Cleveland Electric Illuminating Co. Spp. 19791:211 ' 24X 

Flche: 90-440, 83/07/19, 8307200247. 


8307260294 Memorandum In support of Ohio Citizens for Responsible 
Energy 830713 motion to reopen record on Issue 3 re QA 
Certificate of Bve end. 

LODGE, J.L. Sunflower A1 1 lance, LODGE. J. L. Hitt, D. D. 83/07/21. 
Atomic Safety and Licensing Board Panel. 4pp. 19811*002 24X 

Fiche: 90-440, 83/07/21, 8307260294. 


8307290360 Proposed findings of fact ti conclusions of 
QA. CertI f icate of Svc end. 

CUTCHIN, J. M. Hearing Branch 4. 03/07/22. 23pp 

Flche; 90-440,83/07/22,8307290360. 


law on Issue 3 re 
19703:219. 24X 


0307270246 Answer supporting util 830714 motion for leave to file 
enswer to Ohio Cltiicns for Responsible Energy 830629 
amended response to NRC 830931 motion for summary 
disposition of Issue 13. Certificate of Svc end. 

CUTCHIN.J.M. Heerlng Branch 4. 83/07/26, Atomic Safety and 

Licensing Board Panel, Spp. 19767:106. 24X Flche: 90-440. 83/07/26, 

8307270246. 


--8307280293 Notice of violation from insp on 830620-24, 

LITTLE, «. 8, Region 3, Office of Director. 83/07/19. Ip. 
19791:213. 24X Flche: 90-440, 83/07/19. 8307280247. 


— 8307280264 IE Insp Rept 90-440/83-19 6 90-441/83-18 on 830620-24. 
Noncompliance noted: safety-related Instrument panel 
IH22-P019 removed w/o rework procedure. 

MERRIHEATHER, N. Region 2, Office of Director. CONLON, T. E. 
Division of Engineering 6 Radiological Safety Programs. 83/07/11 
6pp. !9791;214. 24X Flche; 90-440, 83/07/ 1 5, 8307280247. 


8307280437 Forwards IE Insp Repts 90-440/03-13 & 90-441/83-12 on 
830404-0619 ti notice of violation. 

STREETER, J. F. Rtgion 3, Offica of Director. 83/07/29, EDELMAN.M.fi. 
Cleveland Electric Illuminating Co, 2pp. 19796:206 24X 

Flehe; SO-440. 83/07/29. 8307200437. 


"8307280439 Notice of violation from insp on 830404-0619. 

STREETER. J, F. Region 3, Office of Director. 83/07/29 Ip. 
19796:280. 84X Flche: 90-440. 83/07/29, 8307280437. 


8307270290 Answer opposing Ohio Citizens for Responsible Energy 830713 
motion to reopen record on Issue 3, Citizens fall to 
demonstrate motion t imely , ral set significant safety issue op 
is likely to ehenge result. Cert i flcste of Bve end. 

CUTCHIN.J.M, Heerlng Branch 4. 83/07/26, Atonic Safety and 

24X Fiche: 90-440. 83/07/26, 


— 8307280442 IE Insp Repts 90-440/83-13 6 90-441/83-12 on 830404-0619. 
Noncompliance noted; fai lure to periodically assess adequacy 
of program. 

KIBHtJ.N., MAXWELL, 0. F. , VANDEL.T.E, Region 3, Office of Director, 
83/07/29. llpp, 19796:289. 24X Flche: 50-440, 83/07/29, 

8307280437. 
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8. Riportable occurrencsii LERs ti related correspondence 


S307060069 Interim deficlencg rept re Johnson Controls>!ne failure to 
edeciuetelg verify ecc tp teb i 1 i t g of Unistrut Corp QA program. 
Inittallg reported on 830329. Correc t ivc Action Request 
83-03 issued. Final rept bg 830730. 

EDELKANiH. R. Cleveland Electric Illuminating Co e3/0&/24. 

KEPPLER. J. 0. Region 3. Office of Director. 2pp. 19290:399. 24X 

Fiche: 90-440. 83/06/24. 8307060065. 


0307070001 Part 31 rept re lad of automatic restart capabilities of 
P-47 chillers after lots of offsite pouer. Initiallg reported 
on 630429. Eval uatl on continuing. 

DARKER. N.R. 0 1 1 b er t/C ommonuea 1 th Cos. 83/06/30. DEYOUNO.R.C. 
Director's Office. Office of Inspection and Enforcement, ip. 
19293:190. 24X F 1 c h e : 90-440, 03/06/30. 830707000 1 . 


8307110134 Second interim dcficiencg rept re violation of spec 
requirements during Installation of adjacent Hilti Kuilk 
bolts. Ini tial Ig reported on 830207. Spec 6P10S/20S revised. 

Final rept bg 830930. 

EOELHAN.K.R. Cleveland Electric Illuminating Co. 83/07/01. 
KEPPLER, J. 0. Region 3. Office of Director. 2pp. 19379:126. 24X 

Flche: 90-440. 83/07/01. 83071 10134, 


B307110316 Final deficlencg rept re ASKE Code Section III. Class 3 
piping supports supplied bg Transamerica Delaval.lnc. 

Initiallg reported on 830223. Revised drauings detailing mods 
supplied bg Delaval. 

EDELMANiH.R. Cleveland Electric Illuminating Co, 83/07/01. 
KEPPLER, J.O. Region 3. Office of Director. 2pp. 19380:361. 24X 
Flche: 90-440. 83/07/01. 8307110316- 


8307110382 Third interim Significant Deficlencg Rept RDC 64(831 re 
linear Indications In bracket uelds for main steam & 
recirculation sgs pipe whip res tralnts. In 1 1 ia I Ig reported 
on 821228. Completion of corrective actions bg 841219. 

EDELMANi J. 0, Cleveland Electric Illuminating Co. 83/07/01. 
KEPPLER, J. 0. Region 3, Office of Director. 2pp. 19360:338. 24X 

Fiehe; 90-440, 83/07/01, 83071 10382. 


8307190038 Interim Deficlencg Rept RDC 24(81) re defect in lubricating 
oil sgs standgbg diesel genera tors. Ins ta 1 la t ion of 
riplacsmcnt parts ulll begin upon completion of code piping 
ueld repairs 1, ulll be completed bg Feb 1984. 

EDELKAN, M. R. Cleveland Electric Illuminating Co. 83/07/01. 

KEPPLER, J.O. Region 3, Office of Director. Ip. 19639:047. 24X 

Flche: 90-440, 83/07/01 , 8307190038. 


S307190136 Interim deficlencg rept re relocation of Oovernor tube ell 
eoolers/standbg diesel generator, Governors returned to 
Transamerica DeLaval. Corrective actions on coolers uill not 
be complete until Nov 1983 for Unit 1 S< Jan 1984 for Unit 2. 
EDELHAN, H. R. Cleveland Electric 1,1 lumlna t Ing Co. 83/07/01. 
KEPPLER, J.O. Region 3, Office of Director, Ip. 19636:109. 24X 

Flche: 90-440, 83/07/01 , 8307190136, 


8307190176 Suppl to 821219 final deficlencg rept re standby diesel 
genera tors, Mode 1 D3R IU16, star ting air sgs cheek valve. Valves 
returned to Transamerica DcLaval remfg of Internal 
components. Mods ulll be completed bg Dec 1983. 

EDELMAN,M.R, Cleveland Electric Illuminating Co. 63/07/01. 
KEPPLER, J. 0. Region 3, Office of Director. Ip. 19632:114. 24X 

Flche: 90-440, 83/07/01, 8307190176, 


6307190204 Interim Deficlencg Rept RDC 92(82) re discrepancies In 
documentation package used to track repair uork for 
skid-mounted p ip ing. Correct ion of discrepancies eipected to 
be completed bg 831201. 

EDELMANi M. R. Cleveland Electric Illuminating Co. 83/07/01. 
KEPPLER, J.O. Region 3, Office of Director. ip. 19628:317. 24X 

Flche; 90-440, 83/07/01, 8307190204. 


3307160031 Interim deficiency rept re partial blockage found in parous 
concrete pipes & ueepholes associated u/pumplng drain sgs 
portion of pressure relief underdrain sgs. Ini t ia 1 1 g reported 
on 030610. Investigation underuag. Fina 1 rapt due 631101. 

EDELMAN,M. R. Cleveland Electric Illuminating Co. 83/07/QB, 

KEPPLER, J.O. Region 3, Office of Director. 2pp. 19960:207. 24X 

Flche; 90-440, 83/07/08, 8307180031, 


8307200289 Interim Deficlencg Rept RDC 73(83) re Borg-Warner valve 
rad lographs. Fortg-f our valves selected as representative 
sample reradlographad bg Magnaflui: Corp. Rad lographs 
submitted to Borg-Warner for rovleu. Final rept bg 830831. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 83/07/11. 
KEPPLER, J. 0. Region 3, Office of Director. Ip, 19648:064, 24X 

Flche: 90-440, 83/07/1 1, 8307200289. 


8307220434 Interim deficiency rept re HPCS diesel generator electrical 
panels supplied bg GE. Initiallg reported on B306i5. Ring lug 
terminations will be rep laced. Net t rept uiil be submitted bg 

040406. 

EKLKAN, M. R. Clevsland Electric Illuminating Co. 83/07/15. 
KEPPLER.J.G. Region 3, Office of Director. 2pp. 19607:327. 24X 

Fiche: 90-440, 83/07/15, 0307220434 


T. Hearing transcripts on non-antltrust matters 


6307060230 Proposed corrections to 830527 hearing transcript. 
Certificate of 3vc encl. 

SILOERO.J.E. Cleveland Electric Illuminating Co 9ILDERG,J.E. 

8hau, Pittman. Potts t> Trowbridge. 83/07/01. app. 19239:266, 24X 

Flche: 90-440. 83/07/01 , 8307060238 


DOCKET 90-443 SEAORODK NUCLEAR STATION. UNIT 1 


A. Appl leat ion/construc t ion stage documents t. correspondence 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for QLs t, holders of CPs for Mestlnghouse PWRs 
re safety evaluation of "Emergency Response Ouldelinos." 

8vc list end. 

EI6ENHUT. D. 0. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. 10pp. 19963:116. 24X Fi che: 50-000, 03/06/03, 

0306060070. 


0307060039 Foruards "Evaluation of Cost !. Schedule Estimate of 
Saabrook Nuclear Project." 

OEVINCENTISi J. Yankee Atomic Electric Co. DEVINCENTIS, J, Public 
Service Co. of New Hampshire. 83/06/21. KNIGHTON, G. W. Licensing 
Branchs. Ip. 19250:290. 24X Flche: 50-443, 03/06/21. 8307060035. 


— 8307060043 "Evaluation of Cost i Schedule Estimate of Seabrook Nuclear 
Project. " 

a Management Analysis Co. 83/03/24. 44pp. 19250:291. 24X 

Flche; 90-443, 83/06/21 , 8307060039 


0307140149 Discusses facility const completion date, as result of site 
visit 6 mgt meeting re present ac t i vi 1 1 es. Uni t ulll be 
ready for fuel loading during First Quarter 1986. 

EISENHUT, D. G. Division of Licensing. 03/06/24. HARRISON, R, J. 
Public Service Co. of Neu Hampshire. 3pp. 19340:026. 24X 

Flche: 90-443, 83/06/24, 3307140149. 


8306270397 Generic Hr 83-26 to all applicants for OLi {, heldars of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity. Svc list end. 

EISENHUT, D, 0. Division of Licensing. S3/O7/0S. Consolidated 
Edison Co. of Neu York. Inc, 16pp, 19390:317. 24X 

Flche: 9O-0DO, 03/07/09, 0306270397 


0307060329 Generic Ltr 63-27 to all llconsees h applicants for 
operating power reactors (i holders of CPs For power reactors 
re surveillance Intervals in STB. Bvc list encl. 

EISENHUT, P. 0. Oivlslon of Licensing. 63/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:294. 24X 

Flcho: 90-000, 83/07/06, 8307060329. 


0307200990 Notification of 630712 meeting w/util in Bethesda.MD to 
discuss Dayton Bar-Grip method of splicing reinforcing bars 
for future application at facility 

VIETTI,A. Licensing Branch 3. 63/07/06. KNIGHTON, 0. U. Licensing 

Branchs. 4pp. 19672:296. 24X FI che : 50-443. 63/07/06. 8307200990. 


0307220027 Notification of 830713 meeting u/util in Bethesda.MD to 
discuss alternative designs for stone revetment. 

VIETTI.A. Licensing Branch 3. 83/07/06. KNIGHTON, 0. W. Licensing 

Branch 3. 4pp. 19692:129. 24X Fl che: 30-443, 63/07/06, 0307220097. 


8307000169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem ATUS events. Svc list end. 
EI8ENHUT,0.G. Division of Licensing. 63/07/08. Consolidated 
Edison Co. of Neu York. Inc. 3Bpp. 19669:269. 24X 

Fiche: 90-000,83/07/08, 8307080169. 


8307200490 Forwards request for addl info re util request for 
authorisation to use Dayton Bar Grip sgs. Questions ulll 
provide franeuork for discussions at 830712 meetings. 

KNIOHTQN. G. H. Licensing Branch 3. 83/07/08. HARRISON, R. J. Public 

Service Co. of Neu Hampshire. 6pp. 19671:350. 24X 

Flche: 30-443, 83/07/06, 6307200496. 


0307190142 Application for amend to CPPR-133 & CPPR-136, consisting 
of Amend 49 to F8AR. 

jaHN8aH.H.P. Public Service Co. of Neu Hampsh ire. 83/07/11. 
KHI6HT0N. 0. U. Licensing Branch 3. 3pp. 19533:244. 24X 

Flche: 90-443, 63/07/1 1, 83071 50142 
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'*eP<=’-« CSERI, suppl? t. correspor>a»nee 

2 t» SER for cor,curTonc*.Re,ue»ti coneurranc. 
oy ilgnlnj mtao Sc returning to NRC no Uter than 830624 U/a 
enc I , 

NOVAK. T.rt^ Asiistant Dlreetor for Licen&lng. 83/06/23. KNteNTi J F 

StTuotoTBs Engineering (Pet 8302011! 
Assiitant Director for Radiation Protection 
LESSr.H.P Office of tfio Eiecutlve Legal Director, Ip. 193<IO-224 
24X Flche: 50-443. 83/06/23. 8307150448. 

8307060129 Foruardj revlied reiponse to SER Outttandlng Iseuc 1 re 
meteorological condition! considered In ainlllary sys !, 
component design, ref 1 ec ting 830310 d I scuss Ions. Response utn 
be incorporated in Amend 49 to OL application. 

DEtfINCENTlS. J. Yanlee Atomic Electric Co. DEVINCENTIS. J Firbllc 
Service Co. of Neui Hampshire. 83/06/24. KNIOHTON. 0. W. Ltcensioa 
Branch 3. 12 pp. 19252:227. 24X Fiche; SO-443. 83/06/24, 8307060129. 

®^NURlo“o?n 7 *r‘’""''* *° ‘ >-lr S2-33,Suppl 1 to 

NUREO 0737 re emergency classification sys.Encl Section 5 0 
will be incorporated In Amend 49 to OL application 

DEVINCEMTIS.O. Vanitee Atomic Electric Co. DEVINCENTIS, J Public 
Service Co. of New Hampshire. 83/06/27. KNIGHTON. 0. If Licenatno 
Branch 3. JBpp, 19231:149. 24X Fiche: 30-443. 03/0^27, B307S2S8TO. 

EVALWATION REPORT RELATED TO THE OPERATION OF 
2. Dockets No. 50-443 And 

50-444. (Public Service Company of New Hampsh Ire. et al i 
* Division of Licensing. NUfiEO-oe96 S02. 83/06/30. lapp 

e307llSi46 24X Riche; 50-444, 83/06/30. 

®^NURlo!of37‘'yt"'’? Station Control Room Design Review. - ,er 

' *• ^ NOBEO-0737 (Generic Ltr * 

!t:ri9l/cUon'l3' response t, SER <NDREO-Oa96. Outstanding 

OEV 1 NCENT IS. J, Futile 
ftrlni^ B3/^07/<37. KMtOHTDN. 0. H. Licensing 

Branch 3. 140pp. £9430:268. 24X Fi che: 50-443, 83/07/07, 8307 ! 203 ? 2 . 

^^W/fonlf. ^ (WUREC-0a96) re application for DL. 

S^iv?Ie^rf ^„e 83/07/13. HARR ISOM. H. J. Public 

Service Co. of New Hampshire. 4pp. I973a-055 24X 

FI Che: 50-443, 83/07/13, 8307250098!^*^ 

protection plans 

®^mettoi!?oo?r!r‘'* "P*P‘>'’” ‘P 8ER Outstanding Issue 1 re 

rnm«r Considered in aujclliary sys «, 

component design, ref 1 ec ting 830518 d 1 scus 1 1 ons. Response will 
Siv *'■’ ta.OL. application. " 

SerWef'^ci^'ne Electric Co, DEVINCENTIS. J, Public 

Hriorh 83/06/24. KNIGHTON. 0. H. Licensing 

8pp. 19232:227. 24X Fiche; 50-443, 63/06/24. 8307060129. 

®^NURE0-0735*^e“"'‘’ ‘ ^ 8*n«ric Ltr 92-33.Suppl I to 

NUREO-0737 re emergency classification sys.Encl Section 5 0 

OEV NCDjJyrj'“”‘v'*!! *“ ^PP'fcalion, 

U <N^«8G-0G96> Outstanding 

OEVINCENTIS. J. Yankee Atomic Electric Co DEVINCEMTIS J P..h)e 
lan 83''07/07. KNlOHTONfo”^ LIcensino 

0 pp. I9430;26a. 24X F i c h e ; 50-443, 83/07/07, 8307 120312. 

SaSp"h'?re."“S"o7/?5"'' Omce'of th^ '1' ‘ 

IP. 19665:241. a4X F 1 c h ,: 30-443, a3?07/U'S3«2 lS[a5'' ' 


"'®^Sta[?on°~''^''®'*'®“°" Estimates for Area. Near Seahroot 

• hum Associates. Inc. 83/07/31 
Fiche; 50-443. 83/07/15, 8307210185! 

0 . Adjudicatory cdrrespondence 


92pp. 19665:205, 24X 


24X Fiche: 50-443,83/06/27,8307220373. 


2pp. 


83/06/27. 
19686: 186. 


8^7030303 Motion to defer hearing on evacuation time estimates 
Contentions Hr. la 6 III, 13, until hearing on offsite 
emergency planning . De I ay necessary to provide ASLD 

m" eontentlons. Certificate of Sve end. 

SHOTHELL, nP. A. Massachusetts. Commonwealth o.f, . 83/06/20 ASn^i 

Safety and Licensing Board Panel. 7pp, 19190-278 P 4 Y Atomic 

Fiche: 90-443.83/06/28. 8307050203. 

8307^162 Answers to motion to defer hearing on evacuation time 
estimates fc motion for time e«tBnsian to file rebuttal 
testimony on evacuation time estimate contentions. Opposes 
deferral motf on. Cer t if 1 ea t e of Sve end 

OAD,B.K. Public Service Co. of New Hampshire. GAD, R K Rooes L 
?«Jo ^"0 Licensing Baa;? Panel 

19249:190. 24X Fiche.- 50-443, 83/06/30, 83070601 62. 

®™3^e^ ^'*^^**'"®"*®* Jhterrogatory 30. Cert i f lea te of 

Hampshire 83/06/30. New 

England Coalition on Nuclear Pollution. 8pp, 19290218 24* 

Fiche: 30-443, 83/06/30, 8307060203. 

0307^394 .Memorandum t< order granting portion of util 830214 2 ist 
»tlen for summary di spos I t i on. Ut 1 1 830214 seventh motion 
for eummary disposition granted. New England Coalition on 

»>« «2 *■ HI. 13 dismissed. 

oI?»:i 4 o Safety end Licensing Board Panel. 83/06/30 

Hampshire. 16pp. 19236; lOl 24 X 

Flcha: 90-443, 83/06/30, 9307060394, 

8307060421 Adyises that Commission decision to review ALAB-687 she, .in 
be considered in addressing ASLD 630620 memorandum fc order. ^ 

second yuostlon.at 830713 oral argument. oroer, 

'-‘ = *''*'‘"9 Appeal Panel, 83/06/30 
CURRW.B. Harmon 6 Weiss. SAD. R. K. Ropes & Orau LEB3Y.R P 

24X ^Uhe: 50-^3, ™/3or- 

8307070194 Advises that Town of Ameibury draft radiological emero.rru 
iins deficient. Emergency response organliatlon ® ^ 

' Command . Pub 1 1 c alert^sys Info 
uncl««r. correspondence, 

.n 

LVein!Tna 1 * ?"; 03/07/01. TOMPKINS, B, A. Atomic Safety and 

aM?S ?«?4 '”^’ 313. 24X Fiche: 90 - 443 !' 83/07/01. 

RP Lessy will present NRC oral argument re New 
fe?H?Ua??M ” Pollution petition for dlrSeted 

HIUmVa ^ 83/07/05, ROSENTHAL, A. a. . EDLES.OJ’, 

‘-*=•"*‘''9 Appeal Panel. 2pp, 

19293.228. 24X Fleh* ; 50-443. 83/07/05, 83070700 1 6. 

2H‘?a3JolL“i®;r”** A"“-Ponvtlon League contention, on 
«k«re?L. « emergency response plan. No 

ekjectlons made to Contentions 3,5.6 6 8. Certificate of Sve 

Sroh^'To' Public Service Co. of New Hampshire. 

Slate of NH 630926 objections to 
“ S 5 "c;n;en?lonr 9 " disposition 

Halsahire Safety and Licensing Board Panel. 83/07/06. Neu 

SS'SSmW, ‘^347:228. 24X Fi ch. : 50-443, 83/57/06, 

«*«" England Coalition on Nuclear Pollution 
S® ?' en State of NH Tadleloglcal emergency response 
m<d» to Contentions 2M-9 ov 12-13^ 
corvtftcsicB of 8v« sncl, 

DICNAm't o’ Public Service Co. of New Hampshire, 

sjsru-i. 

contentions. Cartlficate of Sve end. 

SiSTK^-^R^aiTn Service ce, ef New Hampshire. 



DOCKETED ITEMS 


B307130301 Ketnorsnilum foruarding final schedule for Aug 1953 hearings. 
Hearings commence on 630817 & llmiCed appearance session 
rescheduled for 830531. Last ub of hearings eliminated. 

HOYT-H.F, Atomic Safetg and Licensing Board Panel. 83/07/11. Spp. 
19di3:35‘l. 24X F 1 c h e : 30-443. 83/07/ 1 1 . 830713020 1 . 


5307130230 Notice of 630817-19.23-26 & 30-0902 first phase hearings In 
Dover. NH. Limited appearances uill be taken on 630820.23.26 b 
31. 

HOYT.H.F. Atomic 8afetg and Licensing Board Panel. 83/07/11 Spp 
19307:332, 24X F 1 c he : 50-443, 03/07/ 1 1 . 6307 130230. 


8307130283 Response to State of MA.Seacoast An 1 1 -Pol tu t ion League b 
Neu England Coalition on Nuclear Pollution 830622.23 & 27 
e ontantlons, respec tl vel g re State of NH radiological 
•mergencg response plan. Cert 1 f I cate of Svc end. 

PERLie.R.O,. PATTER80N, U. F. Hearing Branch 3. 03/07/12. Atomic 

aafetg and Licensing Board Panel. 24pp. 19308:214. 24X 

Flche: 30-443. 83/07/12. 0307130203. 


0307200220 Requests eitenslon of 830714 deadline to submit draft 
Neuiburgport. HA radiological emergencg response plan to 
FEHA or NRC. Plan incomp Icte. Routes, evacuation time estimates 
or guidelines not received . Related correspondence. 

BROATiL.B, Newburgport. HA. 63/07/13. Costello. Lomasneg & 
deNapell. Inc. Ip. 19640:032. 24X F Icho: 80-443, 63/07/ 13. 

0307200220. 


B3O7190IS0 Response apposing Commonueal th of HA 630626 motion to defer 
litigation of Neui England Coalition on Nuclear Pollution 
Contentions III. 12 b III. 13 re evacuation time estimates. 

Hearing deferral unnecessarg. Cert 1 fi cate of Svc end, 

PERLIS.R.O., LESSY.R.P. Hearing Qrancfi 3. 03/07/13. Atomic 

Safetg and Licensing Board Panel. 9pp. 19636: 197. 24X 

Flche: 80-443, 03/07/13.8307190130. 


B307190212 Ansuer to applicant response to Commonujea 1 th of HA 930623 
contentions on emergencg p lann tng. Commonuieel th has standing 
as full partg. Issues are ulthln ASLO subj matter 
jurisdiction. 

SHOTUELL, J. A. Hassachuie t ts. Commonuea I th of,. 03/07/13. Atonic 
Safetg and Licensing Board Panel. 19pp. 19629: OBO. 24X 

Flche: 30-443, 03/07/lSi 0307190212. 


--0307190216 Petition for directed certification to ASUB of 030630 
memorandum b order summarllg dismissing Ney England 
Coalition on Nuclear Pollution Contentions III. 12 b 13 re 
evacuation time estimates. 

SKOTHELL. J. A. Kassachus o tt s. Commonueolth of,. 63/07/15. 

Atomic Safetg and Licensing Appeal Panel. 36pp. 19629:099. 24X 

Flche: 30-443, 03/07/15, 0307190212, 


'B307190220 Contention on applicant evacuation time eetlmates for beach 
areas. 

8H0TWELL, J. A. Massachusetts, Commonwealth of,. 83/07/13. 

Atomic Safetg and Licensing Board Panel. Spp 19629:133. 24X 

Flche. 50-443, 83/07/13, 8307190212. 


—0307190223 Testlmong of R Mark re New England Coalition on Nuclear 
Pollution Contentions III. 12 b III. 13 Discusses concerns re 
evacuation of beach area. 

HARK.R. Massachusetts, Commonuealth of,. MARK.R. Hampton, NH. 
03/07/13. 10pp. 19629:140. 24X F 1 ch e ; 30-443, 03/07/ 1 3, 8307 190212. 


—8307190241 Testlmong of PB Herr re New England Coalition on Nuclear 
Pollution Contentions 111.12 6 11 1 . 13. Nec ess i tg of analgilng 
adverse weather conditions of summer eiplained. 

HERR-P.B. Massachusetts, Commonwealth of,. 03/07/13. 22pp. 

19629:130. 24X Fiche; 30-443, 63/07/13, 0307190212. 


•-S307190247 Testlmong of A Kuncho re New England Coalition o-n Nuclear 
Pollution Contentions II I. 12 & 111.13. Concerns re avacuatton 
of beach people d iscussed. Cer 1 1 f lea t e of Svc end. 

KUNCHO, A. Massachusetts, Commonwealth of,. Kl/NCHO.A. Hamptan> 

NH, 83/07/15. 9pp. 19629:172, 24X FI che: 30-443, 83/07/ 15. 

0307190212. 


"8307190234 Testlmong of RJ Shahen re New England Coalition on Nuclear 
Pollution Contentions III. 12 b III. 13. Night life of 
Sallsburg Beach d iscussed. Cer tt f1 cate of Svc encl. 

BHAHEN.R.J. Massachusetts, Commonwealth of,. 83/07/13. 6p^. 

19629:181. 24X F 1 c h e : 30-443, 83/07/ i 3, 63071 90212. 


8307200203 Informs that New England Coalition on Nuclear Pollution will 
not file direct testlmong on Contentions I. B. 2, 1 1 1. 12 or 
111. 13. 

CURRAN, D. Harmon b Nelss. CURRAN, D. New England Coalition an 
Nuclear Pol lutlon. 83/07/15. HOYT-H.F., LUEDKE.E.A., HAHOaUH.J. 
Atomic Safety and Licensing Board Panel. Ip, 19648.027. 24X 

Flche: 30-443, 03/07/15, 0307200208. 


8307200107 Order denying Commonwealth of HA 830628 motion for deferral 
of hearings on New England Coalition Against Nuclear 
Pol tut ton Contentions ill. 12 b III. 13. Grants Commonuealth 
830628 notion for eitenslon to file rebuttal testlmong. 

HOYTiH-F. Atomic Safetg and Licensing Board Panel. 63/07/13. 3pp. 
19647:072 24X Fiche : 30-443, 63/07/' 10, 0307200107. 


B307200L12 Forwards SER.Suppl 2, including ACR5 rept W/o encl. 

PATTERSON. U. F. Hearing Branch 3 03/07/19 HDVT,H., LUEBKE,E.A., 

HARBOUR. J. Atomic Safetg and Licensing Board Panel. 2pp. 
19647:064. 24X Flche: 50-443,83/07/19,0307200112. 


83O72I02S0 Hamorandua h Order ALAB-734, d eng Ing New England Coalition on 
Nuclear Pollution petition for directed certification of 
portion of ASLfi 630311 memorandum b order granting summarg 
disposition of Contention II. D 4 

SHOEKAHER, C. J. Atomic Safetg and Licensing Appeal Panel 83/07/19. 

New England Coalition on Nuclear Pollution. 13pp 19664:147 24X 

Flche- 50-443. 83/07/19. 6307210230. 


8307220360 Order directing parties to address Commonwealth of MA B30715 
& Maw England Coalition an Nuclear Pollution 830722 
petitions for directed certification of portions of ASLB 
830630 order in single response. 

SHOErtAKERi C. U. Atomic Safetg and Licensing Appeal Panel. 83/07/20. 
2pp. 19676:076 Z4X FI cti e : 50-443, 83/07/20. 8307220360. 


8307220363 Order requesting further filings from Seacoait 
Anti-Pollution League, Commonweal th of MA b Now England 
Coalition Against Nuclear Pol lutian, al lowing redrafting of 
contentions. Fi I ings due within 10 dags of svc of order. 

HOYT.H.F. Atomic Safetg and Licensing Board Panel. 83/07/20. 2pp. 
19676:074. Z4X Flc he; 30-443, 03/07/20, 8307220363 


6307260337 Petition for directed certification of ASLB summarg 
disposition of intervsnar Contention III. 12 re evacuation 
tine es tlmates. Cert 1 f lea t ion should restore language of 
contention. Certificate of Svc end 

CURRAN, 0. ■ JORDAN, U. S. New England Coalition on Nuclear Pollution. 
CURRAN, D. Harman b. Uelss. 03/07/21. Atonic Safetg and Licensing 
Appeal Panel, 16pp 19726:314. 24X Flche: 50-443, 03/07/21, 

8307260337 


B30726033B Answer to NRC 830712 response to Commonwealth of HA 
Contentions 1-V on State of NH radiological emergencg 
response plan Certificate of Svc encl. 

SHOTMELLi J. A. Massachusetts, Commonuealth of, 63/07/21. Atomic 
Sa-fetg and Licensing Board Panel. lipp. 19733:006 24X 

Flc ha: 50-443. 83/07/21, B30726033B. 


8307260355 Forwards New England Coalition on Nuclear Pollution 
response to applicant b NRC objections to contention on 
State Qp NH emergencg p Ian. Coal 1 1 ion will negotiate wording 
of four conterttions u/NRC b applicant. 

J0RDAN.H.8. Harmon b Weiss. JORDAN, N.S. New England Coalition on 
Nuclear Pollution. 83/07/22. HOYT.H.F., LUEBUE.E.A., HARBOUR, J. 
Atonic Safety and Licensing Board Panel 2pp. 19733.028, 24X 

Fiche; 50-443. 83/07/22, 0307260335. 


8307260538 Response to util b NRC objections to New England Coalition 
on Nuclear Pollution contentions on State of NH slate plan. 

All contentions should bo admitted. 

JORDAN, M. 8. , CURRAN, D. New England Coalition on Nuclear Pollution. 
JORSANiM.S. Harmon b Weiss. 03/07/22. Atomic Safetg and 
Licensing Board Panel. 3pp 19734:119. 24X Flc he: 30-443, 03/07/22. 

8307260538. 


8307260246 Order directing New England Coalition on Nuclear Pollution 
to Inform A8LD b parties immediately whether Coalition 
Intends to file rebuttal testimony Procedures for filing 

testimony listed. 

HOYTiH.F. Atomic Safetg and Licensing Board Panel. B3/07/2S. 2pp. 
19727:003. 24X Flc he : 50-443, 63/07/25. 0307260246. 


8307260259 No 1 1 c e of appearance In proceed ing. Cer t i ficate of Svc end. 
8NEIDER,C 8. Massachusetts, Commonuealth of,. 63/07/23. Ip 
19727:039. 24X Fiche- 30-443, 83/07/23, 8307260259. 


8307290066 Amend to ASLB 030711 notice of hearing changing place of 
limited appearance statement to he given on 030026. 

HOYTiK.F. Atomic Safetg and Licensing Board Panel. 83/07/27. 2pp. 
19820:360. 24X Flche : 30-443, 03/07/27. 8307290066. 


83O72901SO Memorandum amending 830711 hearing schedule. Th ird limited 
appearance session uill be held in Dover, not Hampton, NH. 

HOYTiH.F. Atomic Safetg and Licensing Board Panel. 63/07/27. 2pp. 
19821:036. 24X Flche. 50-443. 03/07/27, 03072901 30. 
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H. 0»n«ral coTraspondence 

8307080429 Advises that draft radiological emergency response plans fop 
Town of Amesburij defU lent. Plans should be tailored to town 
needs 8. contain detailed info on tra Inina. Defic i encjes 
outlined. 

BROWN, H.D. Amesburg, MA. 83/06/30. LQUASNEY, M. Costello. Loeiasneu 
& doNapoll, Inc 2pp. 19347:265. 24X F 1 ch e ; SO-443. 83/06/30. 

03070604 69. 

_*^*‘*i*1 Pinal Safetcj Analysis Report IFBARl t> amends 

B307150142 Application for amend to CPPR-I35 I, CPPR-136. eonsistino 
of Amend 49 to FSAR. * 

JOHNSON.M.P. Public Service Co. of New Hampsh ire. 83/07/11 
KNIGHTON,©. H. Licensing Branch 3. 3pp. 19533-244 gjfX 
Fie he; 50-443, 83/07/11. 8307150142. 


-8307150145 Amend 49 to FBAR. 

• Public Service Co. of New Hampshire. 83/05/31. 
19533:247. 24X FI c h e ; 80-443, 83/07/ 1 1 , 83071501 42. 


686pp. 


Committee on Reactor Safeguards reports t correspondence 

8307090095 Summariies 276th ACR5 meetings on 830414-16 w/utila to 
Tequest for OL. Agenda for 830512-14 meetings end. 

5? *^^*3 ~ Advisory Committee on Reactor Safeguards. 

83/04/29. PALLADINO, N. J. Commissioners. 3pp. 19366-058 24X 

Flehe: 50-000, 83/04/29. 8307090095. 

0. Inspection reports, IE Bulletins 6 correspondence 

Mgt Meeting Repts 50-443/83-10 t< 50-444/83-07 on 
830607. No noncampllancB noted. Requests high level of mat 
attention be devoted to NDE surface eiams. 

Division of Project i Resident Programs, 63/06/28. 
HARRISON. R.J. Public Service Co. of New Hampshire. 2pp. 19362:830 
24X Flehe: 80-443. 83/06/88,8307110422. 

—8307110486 IE Hgt Meeting Repts 50-443/83-10 6 50-444/83-07 on B306O7. 
No noneomp 1 i«ncf natfd. Major areas d iscusstd: currant & 
proposed licensee actions In response to NHC concerns re 
questlonabte conduct of NOE eiams by Pul Iman-Hi gg Ins. 

CERNEiA.C., GRAMM, R. A. Region 1, Office of Director. OALLO.il.ri 
Division of Project 6 Resident Programs. 83/06/17. 3ob 
19382:232. 24X Fiche: 80-443, 83/06/22. 83071 10422. 

830^10121 Forwards IE Insp Rept 80-443/83-07 on 830523-27 & notice 
ar vl Qlatlon. 

^HARR^RDW^ “= Engineering t Technical Programs. 83/07/07. 

^ SfviCB Co. of New Hampshire. 2pp. 

19666:068. 24X F i c he : 50-443. 03/07/07, 8307210121 . 


- 8307210126 Notice of violation from insp on 830523-27. 

• Region 1. Office of Director. 83/07/07. 2pp. 19666-070 
Flehe; 80-443, 83/07/07, 8307210121. 


24X 


—6307210133 IE Insp Rept 50-443/03-07 on 830523-27, NoncompUance noted; 
failure to perform reactor Internals per procedures, 
to Issue process control sheet u/procedurt change 6 to 
maintain proper storage of reactor Internals. 

GRAY.E.H. , VARELA. A. A. Region 1. Office of Director. 63/06/27. 

9pp. 19666:072, 24X F i Cher 50-443, 83/07/07, 830721012 1 . 

8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Deorade 
Surry Recirculation Spray Subsystem," Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness t Engineering 
Response (Post 830103), 83/07/11. Consolidated Edison Co. of New 

Vort, Inc. I34pp. 19563:293. 24X Flehe: 50-000, 03/07/il, 8306270401. 

03-47, "Failure of Hydraulic Snubbers as 
Result of Conbaminebed Hydraulic Fluid," Sve list end. 

JORDAN,E.L. Division of Emergency Preparedness 6 Engineering 
^orr^w Consolidated Edison Co of New 

York. Inc. 141pp. 19563:153, 24X Fiche: 50-000, 83/07/12, 8306270404. 

8306270406 JE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive I-I25 b 1-131 in Eicess of NRC Limits. “ Sve list 

asoiMi'^ *■ Inspection Programs CPost 

830103). 63/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19718:370. 24X Fi Che: 50-000, 83/07/14, 8306270406. 


8. Reportable occurrences, LERs 6 related correspondence 

8307180096 Interim deficiency rept re Wostlnghouse 7300 process 
protection sys NLP card heat sinks 6 NTC card relays 
Initially reported on 830216 J, 0617. Heat sink replacements 
to be supplied by vendor. Nect rept by 840105. 

DEVINCENTIS, J. Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co. of New Hampsh Ire. 83/07/01. STAHOSTECKI, R. Division of 

Project 6 Resident Programs. 4pp. 19336- 159 24X 

Flehe: 80-443, 83/07/01,8307150096. 

8307180318 Interim deficiency rept re solid stats protection sub oower 
surge. Initially reported on 820805. Westlnghouse will supply 
field kits for permanent hardware mods. Next rept eipected by 

040109. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J Public 
Service Co. of New Hampshire. 83/07/01. STAROSTECKI, R. Division of 

Project t, Resident Programs. 4pp. 19336:052, 24X 

Fiche; 80-443. 83/07/01,8307180318. 

8307180285 Interim deficiency rept re suspect NDE o jams. Pul Iman-HIonlm 
reecam program evaluation expected by 830730. Next Interim 
rept will be submitted by 830803. 


DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 03/07/05. STAROSTECKI, R, 

Project St Resident Progrems. 3pp. 19531-123 24x 

Ftehe: 80-443, 83/07/03, 8307150285. 


Division of 


8307140222 Interim deficiency rept re Class IE hydrogen analyier 
catalyst contamination by fission-fragment iodine. Initially 
reported on 030608. Std configuration catalyst bad upgraded 
as raeoflMiended by Corns Ip, Inc. Ne xt rept expected by 840120, 
DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J Public 
Service Co. of New Hampsh Ire, 83/07/08. STAROSTECKI, R. Division of 

Project h Resident Programs. 3pp. 19523; 152, 24X 

Fiche; 80-443. 83/07/00, 0307140222. 

8307220872 Interim deficiency rept re tornado missile shields for fusl 
storage bldg, initially reported on 821 UO. Probab 1 1 1 ty 
analyses underway to detarmlne if any potential missile 
"windows’ could be disregarded on basis of low probability 
DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J Public 
Servieo Co. of New Hampshire. 83/07/14. STAROSTECKI, R, Division of 

Project 6 Resident Programs. 2pp. 19684:305 24X 

Fiche: 30-443, 83/07/14. 8307220872. 


8307220279 Interim deficiency rept re greater than allowable 
transverse sheer stresses in concrete beam/coollng tower 
wall. Initially reported on 830301. Mods to strengthen wall 
coeipleted. Final rept by 830613. 

DEVINCENTIS, J. Yankee Atomic Electric Co, DEVINCENTIS, J 
Service Co. of New Hampshire. 83/07/13. STAROSTECKI, R. 
Project t< Resident Programs. 2pp. 19678-357 24X 

FIcht: 80-443. 83/07/18, 8307220279. 


Public 
Division of 


8307220M7 Interim deficiency rept re cold pulling of p Ipe. Ini t lallu 
reported an 021 1 10, Pul Iman-Hlgglns continuing review of 
laewetrlcs. Weld process sheets for determination of closura 
welds comp leted. Next rept expected by 831218. 

DEVINC^TIB, J. Yankee Atomic Electric Co. 83/07/15. STAROSTECKI, R. 
Division of Project it Resident Programs. 2pp. 19684:307 24X 

Fiche: 80-443, 83/07/18, 8307220567. 

T. Hearing transcripts on non-antitrust matters 

B3071M(%S Transcript of 830713 oral argument In Dethesda, MD. Pp 1-74. 

Ulcenslng Appeal Panel. 83/07/13, 7Spp, 
19536:021. 24X Fiche; 50-443, 83/07/13. 8307150085. 

8307190212 Ansusr to applicant response to Commonwealth of MA 830623 
contentions on emergeney p lannlng. Commonwea I th has standing 
as full party. Issues are within ABLE subj matter 
jurisdiction. 

^THELL.J.A. Messaehusotts. Commonwea 1 th of , , 83/07/15. Atonic 

safoty and Licensing Board Panel. 19pp. 19629-000 24X 

Fiche: 80-443,03/07/18, 8307190212. 

032^}WK5 Testimony of R Mark re New England Coalition on Nuclear 
Pollution Contentions tll. 12 6 III, 13. Discusses concerns re 
evacuation of beach area. 

”*!i*''“'**‘**‘ Commonwealth of,. MARK, R, Hampton, NH. 
83/07/13. lOpp, 19629:140. 24X Flehe: 80-443, 83/07/18, 8307190212. 

—8307190241 Testimony of PD Herr re New England Caalltlon on Nuclaar 
Pollution Contentions 111,12 6 11 1. 13. Necess i ty of analuiing 
adverse weather conditions of summer explained. 

Massachusetts, Commonwealth of,. 83/07/13. 22 bd 
19689:180. 24X Fiche; 80-443, 83/07/ IS, 8307190212. 
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8307190247 Tostirnony of A Kuncno ve New England Coalition an Nuclear 

Pollution Contontlona III. 12 t III. 13 Concerns re evacuation 
of beacn people d 1 sc ussed. Cer 1 1 f i ca t e of Svc end. 

KUNCHO. A. Massachusetts, Cominonuiea 1 th of, KUMCHO.A. Hampton. 

NH. 03/07/13. 9pp. 19629d72, 24 X F i c fi e : 50-443. 83/07/ 1 5, 

0307190212. 


— — 0307190254 Testimony of RJ Shahen re Neuj England Coalition an Nuclear 
Pollution Contentions 111. 12 & 111. 13 Night life of 
Salisbury Seacb discussed Certificate of Svc end 
SHAHEN, R.J. Massachusetts, Commonuea 1 th of, 83/07/19. 6pp. 
19629:101. 24X Fi c h e : SO-443. 03/07/ 1 9, 030719021 2. 


B307190276 Foulards testimony of JR Sears on Contention NH-20. 

RO LaOrange b H Halter on Contention NECNP I B 2 b T 
Orbanik on restated Contention NECNP III 12/111. 13. 

LE88Y,R.P. Hearing Branch 3. 83/07/13. HOYT.H., LUEOKE.E.A., 

HARBOUR, J. Atomic Safety and Licensing Board Panel. 2pp 
19632:079. 24X FI c h e : 50-443, 03/07/ 1 3, 0307 1 90276. 


— — B307190279 Testimony of JR Sears on Emergency Planning Contention 
NH-20. Resume enc 1. 

SEARS, J.R. Emergency Preparedness Branch 03/07/13. 6pp. 
19632:081. 24X Fi che: 50-443, 03/07/15, 8307190276. 


— B30719028I Testimony of RG LaOrange S, H Walker on Contention NECNP 
1.0. 2. Prof qualifications end. 

LAORANGE, R. 0. , WALKER, H. Equipment Qualification Branch. 

83/07/13. 7pp. 19632:087. 34X F 1 c h 0 : 30-443. 83/07/ 1 3. 0307 190276. 


— 8307190289 Testimony of T Urbanlk on restated Contention NECNP 
ni.12/111.13 re evacuation time os t Ima tes. Prof 
qualifications enc). 

URBANIK.T. NRC - No Detailed Affiliation Given. URBANIK, T. Tecas 
AbM Unlv, . College Station, TX. 83/07/13. 6pp. 19632:094 . 24X 

FI Che: 30-443, 83/07/ IS, 0307190276. 


8307210105 Forwards applicant direct Testimony l.Eihlblt 3 
qualifications of DA Maldrand will be served by 830719. 

Certificate of Svc end. 

OAD.R.K. Ropes b Oray. OAD.R.K. Public Service Co. of New 
Hampshire. 03/07/13. Office of the Secretary of the Commission 
Ip. 19663:241. 24X FI che : 30-443, 83/07/ I 3. 0307210183. 


0307210191 Direct Testimony I re environ qual 1 f ica t ion equipment 

classification b evacuation time estimates. 

MERRILL, D. N. . THOMAS, 0. S. , DEVINCENTIS, J. Public Service Co. of 
New Hampshire. 03/07/15. 43pp. 19665:242. 24X 

Fiche: 30-443, 83/07/IS, 8307210105, 


—0307210200 "Evacuation Clear Time Estimates for Areas Near Sealrook 
Station. " 

* HMM Associates. Inc, 03/07/31. 92pp. 19663.283 24X 

Fiche: SO-443, 83/07/15, 0307210183. 


f307830376 Forwards Eihlblt 3 to applicant 030713 Direct Testimony 1 . 
OAD-R.K, Ropes b Gray. GAD,R.K. Public Service Co. of New 
Ha.hpshlre, 83/07/10, Office of the Secretary of the Commlselon. 
Ip. 19705:199. 34X FI ch B : 30-443, 83/07/ 1 0, 0307230376 


■“0307250370 Ejhlbit 3 to applicant 830715 Direct Testimony 1 consisting 
of DA Maldrand prof qual 1 f 1 cat ions. Cert 1 flea te of Svc end. 

* Public Service Co. of New Hampshire. 83/07/10. 3pp. 

19705:200. 24X Fiche; 30-443, 03/07/18, 8307230376. 


fOCKET 80-444 SEABROOK NUCLEAR STATION, UNIT 2 


Ap p 1 1 ca t i on/c on s t rue 1 1 on stage documents b correspondence 


'306060070 Generic Ltr 03—22 to all operating reactor licensees, 
mpplleants for OLs b holders of CPs for Westinghouse PWRs 
r# safety evaluation of "Emergency Response Guidelines." 

Svc list end. 

eiSENHUT, D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. lOpp. 19363:116. 24X FI che : 50-000, 83/06/03, 

0306060070. 


307060033 Forwards "Evaluation of Cost b Schedule Estimate of 
Seabrook Nuclear Project." 

DEVINCENTISr J, Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 83/06/21. KNIOHTON, 0, W. Licensing 
Branch 3. Ip, 19230:290. 24X Fiche: 50-443, 03/06/21 , 8307060038. 


-8307060043 "Evaluation of Cost 4 Schedule Estimate of Seabroofc Nuclear 
Projec t. " 

* Management Analysis Co. 83/05/24. 44pp. 19250:291. 24X 

Fiche: 50-443, 83/06/21, 0307060033. 


8306270397 Generic Ltr 83-26 to all applicants for DLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Svc list oncl 
EISENHUT, D 0. Division of Licensing 83/07/03. Consolidated 
Edison Co. of New Yorl, Inc. I6pp. 19390.317 24X 

Fiche. 30-000, 83/07/03. 0306270397 


8307060329 Generic Ltr 03-27 to all licensees b applicants for 
operating power reactors 4 holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list end. 

EISEMHUT.D G Division of Licensing 03/07/06 Consolidated 
Edison Co. of New York, Inc. 16pp. 19669 234. 24X 

Fiche: SO'OOO, 83/07/06.0307060329 


8307200930 Notification of 830712 meeting w/util in Dethesda.MD to 
discuss Dayton Dar-Crlp method of splicing reinforcing bars 
for future application at facility 

VIETTI.A. Licensing Branch 3. 33/07/06 KNIGHTON, GW. Licensing 

Branch 3. 4pp. 19672:290. 24X FI che : 30-443. 03/07/06, 0307200350. 


8307320027 Notification of 030713 meeting w/util in Dethesda.MD to 
discuss alternative designs for stone revetment. 

VIETTI.A. Licensing Branch 3 03/07/06. KNIGHTON. GW. Licensing 

Branch 3. 4pp. 19692:129 . 24X Fi che: SO-443, 83/07/06, 8307220027. 


8307080169 Generic Ltr 83-23 to all licensees of operating reactors, 
applicants for OL 4 holders of CPs re required actions based 
on generic implications of Salem ATWS events. Svc list end. 
EISENHUT. D. 0. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York. Inc. 30pp. 19669:269. 24X 

Fiche: 30-000. 83/07/00, 0307000169 


8307200498 Forwards request for add! info re util request for 
authoriiatien to use Dayton Bar Grip sys. Questions will 
provide framework for discussions at 830712 meetings. 

KNIOHTON. 0. H. Licensing Branch 3. 03/07/00. HARRISDN. R. J, Public 

Service Co. of New Hampsh 1 re. 6pp. 19671:330 24X 

Fiche: 30-443. 83/07/08, 0307200498. 


8307130142 Application for amend to CPPn-135 4 CPPR-136. cons Is t ino 
of Amend 49 to FSAR. 

JDHNSQN.M.P. Public Service Co. of New Hampshire. 03/07/11. 
KNIOHTON. G. M. Licensing Branch 3. 3pp. 19533:244. 24X 

Fiche; 30-443. 83/07/11,0307150142 


E. NRC Safety Evaluation Report (SERi, suppls 4 correspondence 


0307190449 Forwards Suppl 2 to SER for concurrence. Requests concurrence 
by signing memo 4 returning to NRC no later than 030624. W/o 
one i. 

NOVAK. T. M. Assistant Director for Licensing. 83/06/23. KNIGHT, J.P. 
Assistant Director for Comp, b Structures Engineering (Post 030201). 
MULLER. D.R Assistant Director for Radiation Protection. 

LESSY.R.P. Office of the Executive Legal Director, Ip. 19540:224 
24X Fiche: 30-443,83/06/23. 03O7ISO448. 


8307060129 Forwards revised response to SER Outstanding Issue 1 re 
meteorological conditions considered In auxiliary sys 4 
component design, ref lectlng 030318 d i scusslons. Response will 
be incorporated In Amend 49 to OL application. 

DEVINCENTIS. J. Yankee Atomic Electric Co DEVINCENTIS. J. Public 
Service Co. of Now Hampshire. 03/06/24. KNIGHTON. 0. W. Licensing 
Branch 3. 12pp. 19252:227. 24X Fiche 50-443, 83/06/24, 0307060129. 


8307060090 Responds to Suppl 1 to SER 4 Generic Ltr 02-33, Suppl 1 to 
NUREO-0737 re emergency classification sys. Enel Section 5.0 
will be incorporated in Amend 49 to 01. application. 

DEVINCENTIS. J. Yankee Atomic Electric Co. DEVINCENTIS, J, Public 
Service Co. of New Hampsh ire. 03/06/27. KNIGHTON, G. W. Licensing 
Branch 3. IQpp. 19251:149. 24X Fiche: 50-443, 03/06/27, 0307060090. 


8307190446 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEABROOK 8TATI0N.UNITS 1 AND 2. Dockets No 50-443 And 
30-444. (Public Service Company of New Hampshire, et al. ) 

• Oivislon of Licensing NUREG-0e96 S02. 03/06/30. ISpp. 

Available at NRC. *3.25. 19569:205, 24X F 1 c ho : 50-444, S3/06/30, 

8307190446. 


8307120312 Ferwards "Seabrook Station Control Room Design Review." per 
NURE6-0737. Item 1. 0.1 4 Suppl 1 to NUREG-0737 (Generic Ltr 
8S-33> re emergency response 4 SER (NURE0-0B96) Outstanding 

Item 19 Section 18. 

DEVINCENTIS. J. Yankee Atomic Electric Co DEVINCENTIS. J. Public 
Service Co. of New Hampshire. 83/07/07, KNIGHTON. G. W. Licensing 
Branch 3. i40pp. 19430:260. 24X Fiche 50-443.03/07/07.0307120312, 


8307290098 Forwards Suppl 2 to SER (NUREG-0e96) re application for OL. 
N/o enel, 

KNIGHTON.G.H. Licensing Branch 3. 03/07/13. HARRISON, R. J. Public 

Service Co. of New Hampshire. 4pp. 19730 095. 24X 

Fiche: 50-443, B3/07/13, 8307230090. 
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DOCKETED ITEMS 


- — Etnergencij J, fire procettu 



So-07-,7 ‘ *• Ltr B2-33.BOPPI I to 

«IU bfiLorn^rr®!”"^ cusslficab.on 3«t.on S. 0 

DEV NcInT^s ? V ? “fPlicition- 

Ukcenilna Dran . f = Electric Co. S3/06/27. KNICHTON. 0. W. 

8307060^90 " 2« Ficr.e:50-4M.63/06/37. 

"-Vi..." per 

02-33. n 1 0 1 t Suppl 1 to NUftEO-0737 (Oeneric Ltr 

!?ef !9, Secnor?4' '' ^ER <NUREC-0B96. Oot.tandlog 

CEVINCENTIS. J. Yapicee Atomic Electric Co. 83/07/07 KNIGHTON.O M 
a3ol?2o5?2 ^ l'?430:26a 24X Ficfte: SO-dSS.roJ™;®/”' 

Forwards applicant direct Testlmong 1. Exhibit 3 
qoallf Uatlons of DA Maldrand uilU be served bg 830719 
Certificate of Svc enci. * 

CoLi=^. 83/07/13. Office of the Seeretaru of the 

i Sion. Ip, l9i6S:241. 24X Flcfie: 30-443. S3/07/lS> 8307210189. 

"^^Statior""^''^'"^"*'”' ^"''‘"4tes for Areas Near Seabrook 

• HMM Asspcletes. Inc. 83/07/31. 92pp. 19665:285. 24X 

Fi Che: 50-443. 83/07/15. 8307210185. 

0. Adjirdlcatorg corrospendenc e 

0307220373 Advises that more work needed before draft emergencu 
'’® submitted to federal authorities. 

UnMASNE^'M' W'^TERHOUSE. 0. A. Merrlmac HA. 83/06/27. 

UQMASNEY.M. Costello, Lomasneg 6 deNapoli, Inc. 2pp. 19686:186 
a4X Fl Che - 90-443. 83/06/27. 0307220373. 


8307070214 Advises that author will represent New England Coalltl. 
on Nuclear Pollution at 030713 oral argument re Coalition 
petition for directed c er 1 1 f 1 ca t ion, Re la ted correspondence 
CURRAN.O. Harmon &; Meiss. CURRAN. D. New England Coalition 


Noeiear Pollution. 83/07/01 TCHPKINS. D. A. Atomic Safetu and 
Licensing Appeal Panel. Ip. 19269:313. 24X Flche: 50-443, 83/0 


8307070214. 


83/07/01. 


0307070016 Advises that RP Lessg will present NRC oral argument re Meu 
England Coalition on Nuclear Pollution petition for directed 
certlf lea t Ion. 

LESSY.R.P. Hearing Dranch 3. 03/07/05. ROSENTHAL. A. 8. . EDLES. 0 I 
HlLBERiH.A. Atomic Safetg and Licensing Appeal Panel Eon ' 

19293:220. 24X Flche: 50-443, 03/07/05. 0307070016, 

League contentions on 

8c4t9 Of nH radiological emargenev rasponse plan No 
objections made to Contentions 3,5,6 (. 0. Cert 1 fl cate of Svc 
and. 

DICNAN.T.O., GAD,R.K, Public Service Co of New Hampshire 
OlONW.T. C Ropes «. Crag. 83/07/05. Atomic Safotg and Lleenilna 
aoard Panel. 6pp. 19425:337. S4X Fiche: 50-443, 03/07/05, 0307120444. 

■'sR'Jins State of NH 030526 objections to 
ASLB 830311 memorandum i: order granting summary disposition 
of State of NH Contentions 9 «< 13. 

HOVTiH.F. Atomic Safetg and Licensing Board Panel, 83/07/06 New 

a 30 ? 060436 . ■ S4X Flche: 50-443, 03/07/06, 

83071M379 Response to New England Coalition on Nuclear Pollution 
contentions on State of NH radiological emergeneg response 
plan. No objections made to Contentions 2,4-9 or 12-13 
Certificate of Svc end. 

OIONAN/T.O., OAD,R.K, Public Service Co. of New Hampehlre 
DIGMAN.T C, Ropes 6 Orag. 03/07/11, Atomic Safetg and' Licensing 
aoard Panel. 7pp. 19429:007. 24X Flche: 50-443, 03/07/U, 0307120379, 

8307120^3 Response to State of NH 030623 contentions re emergencu 
planning for state. State of MA has no standing to raise ^ 

contentions. Certificate of Svc end 

P'^XHc Service Co. of New Hampshire, 

OAD.R.K. Ropes t. Orag, 83/07/11. Atomic Safetg and Licensing 
f^rd Panel, 16pp. 19429:014. 24X Fiche : 50-443, 03/07/U . * 

8307120363. 


0307050203 Motion to defer hearing on evacuation lime estimates. 
Contentions III. 12 U III. I3.untlt hearing on offsite 
Bdiergercg planning . Delag necessarg to provide ASLB 
w/testimony on all e on tent ions, Cert If Icate of Svc end. 

SHOrwELL, J. A. Massachusetts, Commonwea 1 th of , . 03/06/28. Atomic 

Safetg and Licensing Board Panel. 7pp. 1919827B 24* 

Flche; 30-443. 83/06/28. 0307050203. 


8307130201 Memorandum forwarding final schedule for Aug 1983 hearlnos 
Hearings commence on 030817 «< limited appearance session ' 

r^cheduled for 830831. Last wk of hearings eliminated, 

IWT.H.F. Atomic Safetg and Licensing Board Panel, 83/07/11 2dd 
19465;334, 24X Flche : 50-443. 03/07/1 1 . 0307130201 . 


03070601^ Answers to motion to defer hearing on evacuation time 
estimates 6 motion for time eitenslon to file rebuttal 
testimony on evacuation time estimate c on ten tions. Opposes 
deferral mot Ion. Car 1 1 flea t e of Svc end. 

OAD. R. K. Public Bervlca Co. of New Hampshire. OAD. R. K. Ropes fc 
Cray, 03/06/30. Atomic Safetg and Licensing Board Panel. 14pp 
19249:190. 24X Fl c h a : 50-443. 83/06/30. B3070601 62, 


0307060203 Supplemental response to Interrogatory 30 Certificate of 
Svc end 

JQHNSON.W.r. Public Service Co. of New Hampshire. 83/06/30. I 
England Coalition on Nuclear Pollution. Spp 19250 218 24* 

Flche; 50-443, 03/06/30. 8307060203. 


8307130250 Notice 
Dover. NH. Limited 
31. 


of 03OS17-19. 23-26 t. 30-0902 first phase hearings In 
appearances will be taken on 030020,23,26 6 


HOVr.H.F, Atomic Safetg and Licensing Board Panel 
19507:332. 24X Flche: 50-443, 83/07/1 1, 0307130250. 


83/07/11, Spp. 


‘ Response to State of MA.Seaeoast Anti-Pollution Leag 

New England Coalition on Nuclear Pollution 830622,23 & 27 
contentions, respectlvelg re State of NH radiological 
emergeneg response p Ian. Cer 1 1 f lea tfl of Svc end. 

PERLIS.R.O., PATTERSON. W. F. Hearing Branch 3, 83/07/12, 

Safety and Licensing Board Panel. 24pp 19500214 24x 

Fiche: 50-443, S3/07/I2, 0307130283, 




0307060394 Memorandum & order granting portion of util B 30214 2Ist 
motion for sirmmarg d i iposi 1 1 on. Ut 1 1 030214 seventh aotlan 
for summary disposition granted. New England Coalition on 
Nuclear Pollution ContentUina 111.12 1, 1 1 1. 13 dismissed. 
HOYT.H.F. Atomic Safety and Licensing Qoard Panel- 83/06/30. 
Public Service Co. of New Hampshire. 16pp. 19236-101 24* 

Flche: 50-440, 33/06/30. 0307060394. 


B307200220 Requests extension of 830714 deadline to submit draft 
^wburgport.MA radiological emergency response plan to 
FEMA pr NRC. Plan Incomp l#te. Route*/ evacuation time estifnates 
or 9uldeline* not r ece Ived. Re lated correspondence 
BRWT.L B. Newburgport, MA. B3/07/13. Costol'lo, Lomasney t< 
deNapoll, Inc, ip, 19640:052. 24X Flche: 50-443, 03/07/13, 


0307060421 Advises that Commission decision to review ALAD-6B7 should 
be considered In addressing ASLB 030620 memorandum U order, 
second question. at 830713 oral argument. 

SHOEMAKER. C. J. Atomic Sefsty and Licensing Appeal Panel. 83/06/30. 
CURRAN. 0. Harmon A Weiss. OAD.R.K. Ropes A Orag. LESSY. R P 
Hearing Branch 3. Ip. 19239:336. 24X Flche; 50-443. 83/06/30. ’ 

8307060421. 




ur I im Dovoao moiion to i 

litigation of New England Coalition on Nuclear Pollution 
Contentions III. 12 & in, is re evac uatlon time estimates, 

Hearing deferral unnecessary. Certlf tcate of Svc end. 
PEnLIS.R.O.. LESSY.R.P. Hearing Branch 3. B3/07/15. Atomic 

safety and Licensing Board Panel. 9pp. 19636- 197 24X 

Flche: 50-443, 83/07/15, 0307190150. 


S307070194 Advises that Town of Amesburg draft radiological emergency 
plan seriously def 1 c 1 ent. Emergency response organiiation 
violates current chain of command. Pub lie alert sys info 
unclear. Re la ted correspondence. 

BROWN.R. B. Amesbory, MA, 83/06/30. LOMASNEY, H. Costello, Lomaineu 
AdeMapoIl, Inc. 2pp. 19269:336, 24X Fiche: 50-443, 83/06/30. 

8307070194, 


83071902^ Answer to applicant response to Commonwealth of MA 830623 
contentions on emergency planning. Commonwealth has standing 
as full party. Issues are within ASLB subj matter 
jurisdiction. 

8H0THELL, J. A. Massachusetts, Commonwealth of,. 83/07/15. Atomic 
Safety end Licensing Board Panel. t9pp 19629-080 24X 

Fiche: 50-443. 03/07/15, 8307190212. 



DOCKETED ITEMS 


— B307t?03l6 Petition for directed certification to ASLD of B3Q630 
msmorandun & order lummarlly dismissing Neu England 
Coalition on Nuclear Pollution Contentions III. 12 & 13 re 
evacuation time estimates. 

SHOTUELLi J. A. Mas sachusett s i Commonuea 1 th of.. 83/'07/i3. 

Atomic Safetij and Licensing Appeal Panel. 36pp. 19629:099. 24X 

Fiche: 50-443, 03/07/ IS, 0307190212. 


8307260246 Order directing 
to inform ASLB 6 parties 
Intends to file rebuttal 
testiaiong listed. 
HOYTiH.F. Atomic Safatg 
19727.003. 24X Fithe:30 


Neui England Coalition on Nuclear Pollution 
immediately uhetner Coalition 
t Bs t Imony . Pr ocedures for filing 

and Licensing Board Panel. 83/07/23. 2pp. 
-443. 03/07/23. 0307260246. 


— 0307190220 Contention on applicant evacuation time estimates for beach 
areas. 

SHOTUELL. O. A. Massachusetts. Coirmonuea 1 th of.. 03/07/13. 

Atomic Safety and Licensing Board Panel. 3pp. 19629:133. 24X 

Fiche: 50-443. 03/07/15, 0307190212. 


□307200200 Informs that Neui England Coalition on Nuclear Pollution ulll 
not file direct tes t Imony on Contentions I. 0.2. III. 12 or 
III. 13. 

CURRAN. 0. Harmon & Uelss. CURRAN. 0. Neu England Coalition on 
Nuclear Pol lutlon. 03/07/13. HOYTiH.F. i LUEBKE.E.A.. HARBOUR. J. 
Atomic Safety and Licensing Board Panel. Ip 19646:027. 24X 

Fiche: 50-443, 03/07/15, 0307200200. 


0307260239 Notice of appearance In p roc e ed 1 ng. Cert i f 1 cat e of Svc end. 
SNEIDER.C.S. Massachusetts. C ommonuiea 1 th of.. 03/07/25. Ip. 
19727:039 24X F 1 c h e SO-443. 03/07/23 . 8307260239. 


8307290066 Amend to ASLB 030711 notice of hearing changing place of 
iiieited appearance statement to be given on 830826. 

HOYTiH.F Atomic Safety and Licensing Board Panel. 83/07/27. 2pp. 
19020:360. 24X Fiche . 30-443. S3/07 /27. 8307290066, 


8307290130 Hemorandum amending 830711 hearing sch odu I e. Th Ir d limited 
appearance session ulll be held in Dover. not Hamp ton, NH. 

HOVT.H F. Atomic Safety and Licensing Board Panel. 83/07/27. 2pp. 
19821:036 . 24X Fiche : 30- 4 43. 83/07/ 27. 03072901 SO. 


B307200107 Order denying Commonuiea 1 th of MA 830620 motion for deferral 
of hearings on Neu England Coalition Against Nuclear 
Pollution Contentions III. 12 & III. 13. Grants Ccmmonuiea I th 
630626 motion for extension to file rebuttal testimony. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 63/07/18. 3pp. 
19647:072. 24X Fiche: 50-443, B3/07/18, 0307200107. 


8307200112 Foruiards SER.Suppl 2. including ACRS rept. U/o end. 

PATTERSON, H. F. Hearing Branch 3. 03/07/19. HOVT.H,. LUEBKE.E.A,. 

HARBOUR. J, Atomic Safety and Licensing Board Panel. 3pp. 

19647:064. 24X F 1 ch B : 30-443i B3/07/ 1 9, 03072001 12. 


8307210250 Memorandum t, Order ALAD-734, deny Ing Neu England Coalition on 
Nuclear Pollution petition for directed certification of 
portion of ASLD 030511 memorandum t. order granting summary 
disposition of Contention II. B. 4. 

SHOEMAKER. C. U. Atomic Safety and Licensing Appeal Panel. 83/07/19. 

Neu England Coalition on Nuclear Pollution. 13pp. 19664:147. 24X 

Fiche; 30-443, 03/07/19, 0307210230. 


8307220360 Order directing parties to address Commonuoalth of MA B307I3 
(i Neu England Coalition on Nuclear Pollution 830722 
petitions for directed certification of portions of AaLB 
630630 order in single response. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. 03/07/20. 
2pp. 19676:076. 24X F 1 c h e : 50-443. 03/07/20, 0307220360, 


8307220363 Order requesting further filings from Soacoast 
Anti-Pollution League. Commonuea 1 th of HA (. Neu England 
Coalition Against Nuclear Pol lu t ion. a 1 1 oulng redrafting of 
contentions. FI 1 ings due ulthln 10 days of svc of order. 

HDYT.H.F. Atomic Safety and Licensing Board Panel. 03/07/20 Sep 
19676:074. 24X Fiche: 50-443, 83/07/20, 0307220363. 


8307260337 Petition for directed certification of ASLB summary 
disposition of Intervenor Contention III. 12 re evacuation 
time as t Ima t es. C er 1 1 f lea t Ion should restore language of 
contention. Cert 1 P Icate of Svc end. 

CURRAN. D. , JO'RDAM.H.S. Neiu England Coalition on Nuclear Pollution. 
CURRAN. D. Harmon fc Weiss. 83/07/21. Atomic Safety and Licensing 
Appeal Panel, 16pp. 19726:314. 24X Ft che: 50-443, 03/07/21. 

0307260337. 


6307260358 Ansuer to NRC 830712 response to Commonuea I th of MA 
Contentions I-V on State of NH radiological emergency 
response p Ian. Cer t if icate of Svc end. 

BHOTHELL. 0. A. Massachusetts. Commonwealth of,. 83/07/21. Atonic 
Safety and Licensing Board Panel. 11pp. 19733- 006 24X 

Fiche; 30-443. 83/07/21 , 8307260338. 


6307260353 Foruards Neu England Coalition on Nuclear Pollution 
response to applicant t, NRC objections to contention on 
State of NH emergency p Ian. Coal 1 1 1 on ulll negotiate wording 
of four contentions u/NRC 6 applicant. 

JORDANiW.S. Harmon 6 Weiss. JORDAN. W.S, Neu England Coalition On 
Nuclear Pollution. 83/07/22. HOYT. H. F. . LUEBKE.E.A,. HARDOUR.J. 
Atomic Safety and Licensing Board Panel, 2pp. 19733'02a 24X 

Fiche: 50-443, 03/07/22. B30726035S. 


8307260530 Response to util 6 NRC objections to Neu England Coalition 
on Nuclear Pollution contentions on State of NH state plan. 

All contentions should be admitted. 

JORDANiW.S,. CURRAN. D. Neu England Coalition on Nuclear Pollution 
JORDAN. W.S. Harmon 6 Weiss. 83/07/22. Atomic Safety and 
Licensing Board Panel. 5pp. 19734:119. 24X Fiche: SO-443, 83/07/22. 

8307260538. 


H. Oenoral correapondonc e 


8307000429 Advisee that draft radiological omergency response plans for 
Toun of Amstbury def ic 1 en t . Plans should bo tailored to toun 
needs 6 contain detailed Info on tra in 1 ng. De f ic i enc le s 

eutllned- 

DAOHN.R.O. Amesbury, MA. 83/06/30. LOMASNEY, M. Costello, Lomasney 
<■ deNapoli. Inc. 2pp. 19347:269. 24X FIch e: 90-443. 83/06/30. 

0307000429. 


K. Utility Final Safety Analysis Report (FSAR) fc amends 


0307100142 Application for amend to CPPR-139 4. CPPR-136, cons 1 s ting 
of Amend 49 to FSAR. 

JOHNSON. W. P. Public Service Co. of Now Hampshire. 03/07/11. 
HNIOHrON, e. H. Licensing Drench 3. 3pp. 19533 244. 24X 

Fiche: 30-443, 03/07/11, 03071 30142 


— 8307130143 Amend 49 to FSAR. 

* Public Service Co. of New Hampshire. 83/03/31. 6a6pp 
19933:247 24X FI ch B : 50-443, 03 /07/ 1 1 . 83071 SOI 42 . 


O. Advlsorii Committee on Reactor Safeguards reports I. correspondonce 


6307090093 Suhunarlies 276th ACRS meetings on 830414-16 u/utlls to 
review request for OL. Agenda for 830312-14 meetings end. 
E8ERS0LE. J. ACRS - Advisory Coramlttco on Reactor Safeguards. 
03/04/29. PALLADINQ, N. J. Commissioners. 3pp. 19366:098. 24X 

Fiche: 30-000. 83/04/29. 0307090093. 


O. Inspection reports. IE Bulletins U correspondence 


0307110422 Forwards IE Mgt fleeting Repls 90-443/83-10 8. 30-444/03-07 on 
830607. No noncompliance noted. Requests high level of mgt 
attesttlon be d Bvoted to NDE surface exams. 

OTAROSTECKI. A. Division of Project S, Resident Programs 83/06/22. 
HARR ISON. R. J. Public Service Co. of Neu Hampshire. 2pp. 193a2'230 
24* Fiche: 50-443, 83/06/22. 0307110422. 


— 0307110426 IE Mgt Meeting Repts 30-443/03-10 6 30-444/83-07 on B306O7. 
Mo noncnmpl ianc e noted. Major areas d 1 scus sed: c urr eii t !< 
proposed licensee actions in response to NRC concerns re 
questionable conduct of NOE aians by Pul Iman-MI gg 1 ns. 

CERNEiA.C., SRAMMpR.A. Region 1. Office of Director. OAULD. R. M 
Division of Project 6 Resident Programs, 03/06/17. 3pp. 

19302 232. 24* Flch e: 30-443. 83/06/22, 83071 10422. 


8306270401 IE Info Notice 03-46, ''Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Svc list end. 

JORDANiE-L. Division of Emergency Preparedness V Engineering 
Response iPoat. 030103 1 . 03/07/11. Conaolldalad Edison Co. of Neu 

York. Inc. 154pp, 19963:293. 24X Fic he: 50-000, 03/07/1 1 , 8306270401, 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contamlneted Hydraulic Fluid. '' Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering 
Response iPost 030103). 03/07/12, Consolidated Edison Co, of Neu 

York, Inc. I4Ipp. 19863:133. 24X Fi c h o: 50-000, 83/0'7/12, 0306270404. 


0306270406 IE Info Notice 03-48. "Caseous Effluent Releases of 
Radioactive l-t2S & 1-131 In Excess of NRC Limits." Svc list 

enc 1. 

TAYLOR. J.M. Division of QA. Safeguards U Inspection Programs (Post 
030103). 83/07/14. Consolidated Edison Co. of New York. Inc. 

114pp. 19715:270. 24X Fi c h e : 30-000, 83/07/ I 4, 8306270406. 
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S Reportaal* occurrences. LERs S. related correspondence 


930719007& Interim dePiciencij rept re Meatinghouse 7300 process 
protection sgs riLP card heat sinks & NTC card relays- 
Initially reported on 930216 t, 0617. Heat sink replacements 
to he supplied hy vendor. Neit rept by 940105. 

DEVINCENTIS. J. Yankee Atomic Electric Co. DEVINCENTIB. J. Public 
Service Co, op Heu Hampshire. 83/07/01. STAROSTECKI. R. Division of 
Project 6 Resident Programs. 4pp. 17536: 159. 24X 

Fl Che: 50-443. 93/07/01.8307150096. 


8307190318 Interim deficiency rept re solid state protection sys pouer 
surge. Initially reported on 820805. Uestlnghouse will supply 
field kits for permanent hardware mods.Neit rept eipected by 
840105. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 93/07/01. STAROSTECKI. R. Division of 
Project h Resident Programs. 4pp. 195S6;058. 24X 

FI Che 50-443. 63/07/01.8307180319. 


— B3O7I90247 Testimony of A Kuncho re New England Coalition on Nuclear 
Pollution Contentions III. 13 b III. 13. Concerns re evacuation 
of beach people d 1 scussed. Cert i flea te of Svc end. 

KUNCHD. A. Massachusetts. Commonwealth of.. KUNCHO. A. Hampton. 

NH. 93/07/13. 9pp. 19629:173, 24X Fl e he : 50-443. 83/07/13. 

8307190313. 


— B307190354 Testimony of RJ Shahen re New England Coalition on Nuclear 
Pollution Contentions 111. 13 b III. 13. Night life of 
Ballsbury Qeach d 1 scussed. Cert 1 flea te of 8vc end. 

SHAICN.R. J. Massachusetts. Commonwealth of.. 83/07/15. 6pp 
19639:181. 24X Flehe: SO-443. 83/07/15. 8307190313. 


8307190376 Fouards testimony of JR Sears on Contention NH-30. 

RO taOrange b H Nalker on Contention NECNP 1.B.2 b T 
Urbanlk on restated Contention NECNP III. 13/111. 13. 

LESSy.R.P. Hearing Branch 3. 83/07/13. HOVT. H. . LUEDKE. E. A. , 

HARBIHIR.J. Atomic Safety and Licensing Board Panel. 3pp. 
19632:079, 34X F I ehe : 80-443. 83/07/ 1 3, 0307 1 90376. 


8307150285 Interim deficiency rept re suspect NDE exams. Pultaan-Hlgglns 
reeiam program evaluation expected by 030730. Next Interim 
rept will be submitted by 830803 

OEVINCENTIB. J. Yankee Atomic Electric Co. DEVINCENTIS. J. Public 
Service Co. of New Hampshire. 83/07/05. STAROSTECKI. H. Division of 
Project i Resident Progrems. 3pp. 19531- 139 34X 

Flehe; 50-443. 83/07/05.8307150289. 


8307140222 Interim deficiency rept re Class IE hydrogen analyier 
catalyst contamination by fission-fragment iodine. Ini ttal ly 
reported on 030608. Std configuration catalyst bed upgraded 
as recommended by Comsip. Inc. Next rept expected by 940120. 

DEVINCENTIS, J Yankee Atomic Electric Co. DEVINCENTIS. J. Public 
Service Co. of New Hampshire. 93/07/08. STAROSTECKI. S. Division of 
Project b Resident Programs. 3pp. 19523- 153 24X 

Flehe; 50-443. B3/07/08. 8307140232. 


8307220573 Interim deficiency rept re tornado missile shields fop fuel 
storage bldg. Ini ttal ly reported on 821 1 10. Probabi 1 Ity 
analyses underway to determine If any potential missile 
"windows" could be disregarded on basis of low probability. 
DEVINCENTIB. J. Yankee Atomic Electric Co. DEVINCENTIS. J. Public 
Service Co. of New Hampshire. 03/07/14. STAROSTECKI, R. Division of 
Project b Resident Programs. 2pp. 19604 305 24X 

Flehe: 90-443.83/07/14, B307320572. 


•0307190379 Testimony of JR Sears on Emergency Planning Contention 
NH-30. Resume end. 

BEARS, J.R. Emergency Preparedness Branch. □3/07/13, 6pp 
19632:081. 34X Flehe: 90-443, 83/07/19. 0307190276. 


—8307190281 Testimony of RO LaOrange b H Walker on Contention NECNP 
I.0.2.ProF qualifications end. 

LAMANOE. R. O. I WALKER. H. Equipment Qualification Branch 

B3/07/1S. 7pp, 19632:087. 84X Flehe; 50-443, 83/07/19. 8307190376. 


-Bju/ivusfuo lostlmony .. . 

III. 18/111. 13 re evacuation tlma es t Imafces. Prof 


uroaniK on restated contention NECNP 


qualifications encl, 

URBANIK.T. NRC - No Detailed Afflllatton Olvan. 
AbKUllv.. College Station, TX. 83/07/13. 6pp. 
Flehe: 50-443. 83/07/IS. 8307190276. 


URQANIK. T. 
19632: 094. 


Texas 

34X 


B3072101BS Forwards applicant direct Testimony 1. Exhibit 3 
qualifications of DA Maidrand will be served by 030719 
Certificate of Svc end. 

OAD.H.K. Ropes b Cray. OAD, R. K. Public Service Co- of New 

Office Of the Secretary of the Commission. 
If. 1966S.S41. 24X Flehe: 30-443, 83/07/13, 0307210183. 


8307220279 Interim deficiency rept re greater than allowable 
transverse sheer stresses in concrete beam/cooling tower 
wall. Initially reported on 830301. Mads to strengthen wall 
completed. Final rept by 030613. 

Electric Co. DEVINCENTIS. J. Public 
‘’f.. f 03/07/15. STAROSTECKI.n. Division of 

rpojtci li Resident Ppojr^ms, app. 19475*357 24x 

Flehe: 50-443. 83/07/15,8307220279*^ 

8307220567 Interim deficiency rept re cold pulling of pipe initiallu 
reported on 821 110. Pul Iman-Higg Ins continuing rivleu of 
isometries Weld process sheets for determination of closure 
welds completed. Next rept expected by 831313. 

DEVINCENTIS. J. Yankee Atomic Electric Co. 03/07/13 STAROSTECKI ■> 

* Resident Programs. 19604- 307 2« ' 

Flehe; 90-443,83/07/13, 9307220567. ” 


‘ qualification equipment 

classification b evacuation time eitlmates 

MERRILL. B.N. . THOMAS, 0. 8. , DEVINCENTIS, J. Public Service Co, of 
New Hempshire. 03/07/15. 43pp. 19663-243 S4X 

Flehe; SO-443, 93/07/13, B3072101B3. 

applicant 030715 Direct Testimony 1. 
CAD. H R. Ropes b Cray, OAD, R. K. Public Service Co, of New 

^ 19703 - 0' ‘^he Secretary of the Commission. 

Ip. 19703.199. S4X Flehe; 30-443, 83/07/18, 8307330376. 

® Testimony 1 coniletlng 

Certificate of Svc end. ® 

19709?»00 83/07/18. 3pp, 

19703.200. a4X Flehe; 30-443, 83/07/18, 8307230376 


’’‘’''“•'’ti^Tost metters 

argument In Be thesda. MD. Pp 1-74 

19536 02? in*!?!*"® *‘’'’®** '’*"**• 83^07/13. 73pp. 

19536.021. 24X Fltht;5O-443.83/O7/13,03O71SOOa3. 

^^codantfanrnr.*® Tespons. to Commonwealth of IIA 030623 

n »u?i^rk P‘«'’"‘'>9-Co«monwealth hat standing 

"*'*«'' 0 setts. Commonwealth of,. 83/07/13 Atoeilc 
Safety and Licensing Board Panel. I9pp 19629-oao stt ''**>•*« 
Flehe; 50-443,93/07/15, 9307190212, 19629.090. 24X 

MARK.R. Massachusetts, Commonwealth of, hark.r u— 

/13, lOpp. 19629:140. 24X F! che : 30-443, 83/07/15^8307190212, 

■■liSISS-H— 

1962;:. 50. ==PP- 


DOCKET 80- 449 COMANCHE PEAK STEAM ELECTRIC 8TA,.UNIT I 
A. Applleatlen/e onstructlon stage documents b eorraspandanee 

8308230378 Disagrees w/current enforcement policy alloulno attessmenfc 
!ib« i*T ri regulatory reform. 

TOUHTELLtlTO i Oeneratlng Co. 03/03/ia, 

TQURTEl^TTE. J. Regulatory Reform Task Force. Bap ia341-3l2 9 AY 

Ftche:SO-44S.83/03/18, 0303230378. a4X 

B306060070 Oen.ric Utr 83-22 to all operating reactor Hcenseee, 
applicants for OLs b holders of CPs for Westinghouse PWRs 
Svc "l!t’*end *'**‘‘’" Response Ooldellnes. " 

B306060070. Flehe: 50-000, 03/06/03, 




ElSS^VVo ^“J***"* SeTVices, Inc. 83/06/10 

EISDMT.D. e. Division of Licensing. 2 pp 19432 - iaq 
Flehe:SO-44S, 83/06/10, 8307120631. ‘^'’32.168. 


per agreement 


24X 


0307120637 "Independent Assessment Program " 

^"*'•89 Services. S83-12C. 83/06/03 

24X Fiche; 50-443, 03/06/10, 8307120631. 


98pp. 19432: 170. 
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03O7OSOO64 Advises that environ qualification program for safety- 
related electrical equipment will tie completed prior to 
fuel load. Util in compliance w/10CFfi50- 49 l< committed Co 
remain so even though design grandfathered. 
aCHMlDT.H.C. Teias Utilities Services. Inc. 03/06/20. 
YOUNOBtOOD. D. J. Licensing Drench 1. 3pp. 19192:149. 24X 

Flehe; 30-445. 83/06/20. 8307030064. 


0307090008 Forwards App A Tech Specs for proof fc review. Response 
requested by B3O0O5. M/o end. 

THOMAS. C.O. Standardliatlon & Special Projects Branch. 83/07/01. 
VOUNOBLQOO. B. J. Licensing Branch 1. IPPOUITO. T. A. Operating 
Reactors Assessment Branch. LIAM.B.D. Mechanical Engineering 
Branch. 2pp. 19366:312. 24X FI che: 30-445. 83/07/01 . 8307090088. 


8307110282 Submits responses to 311112-14 requests at ACRB 2S9th 
meeting re containment hydrogen purge sys filters fc control 
room occupancy vs containment leakage rate. 

SCHMIDT. H. C. Teias Utilities Ooneratlng Co. 83/07/01. BURHELL.8.B. 

NRC - No Detailed Affiliation Given. 3pp. 19374:242. 34X 

Fiehe: 30-443. 83/07/01. 83071 10202. 


— 8307230260 Addendum to preop era 1 1 ona I integrated leak rate test. 

• Texas Utilities Services. Inc. 03/07/31. 4pp. 19705; 2B3 24X 

Fiche: 30-445,83/07/19, 0307230256 


03072S0370 Submits add info re FSAR submittal concerning D4/D5 steam 
generator tube vibration fix. Existing Chapter 13 accident 
analytes envelop all changes in parameters resulting from 
vibration fix. 

SCHKtOT.H.C. Texas Utilities Services. Inc. 03/07/19. 

YOUNOBLOOD. B. J. NRC - No Detailed Affiliation Given. Ip 
19704:001 24X Fiche : 50-443, 83/07/ 1 9, 8307230370. 


8307280070 Responds to NRC 830706 position that RCS cold leg temp !< 
source range neutron flux indicators must be Included in 
alternate shutdown des Ign. Eiped 1 1 ious consideration of 
design requested. Review affects fuel load date. 

OARV.R.J. Texas Utilities Generating Co. 03/07/22. YOUNGBLOOD. B. J. 

Licensing Branch 1. 20pp. 19790:229. 24X Fiche: 30-445, 03/07/22, 

S307280070. 


e MIC Safety Evaluation Report (SERI, supple t< correspondence 


8307200231 Notification of 030707 meeting w/technlcal review eodkelttee 
in Bethesda.MD to discuss review of D4,D3 E steam 
genarator mods. 

HOPKINS. J.B. Licensing Branch 4. 03/07/01. ADENBAM.E.O. Licensing 

Branch 4. 2pp. 19670:234. 24X Piche; 30-000. 03/07/01, 0307200231. 


0306270397 Generic Ltr 83-26 to all applicants for OLs holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EI8ENHUT. D. 0. Division of Licensing. 03/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche: 30-000. 03/07/05, 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees b. applicants for 
Operating power reactors S> holders of CPs for power reactors 
re turvelllance intervals in STS, Sve list end. 

EISENHUT, D. 0. Division of Licensing. S3/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:234. 24X 

Fiche: 30-000. 83/07/06. 8307060329. 


8307130294 Confirms plans for 030712-14 site visit to review & resolve 
end questions on pump b valve Inservlco testing program. 

YOUNOBLOOD, B. J, Licensing Branch 1. 63/07/07. OARYiR-J- Texas 

Utilities Generating Co. 13pp. 19511:119. 24X 

Flehe; 30-443, 83/07/07, 8307130294. 


8307230079 SARiTY EVALUATION REPORT RELATED TO THE OPERATION OF 
COMANCHE PEAK STEAM ELECTRIC STAT I ON. UNITS 1 AND 2. Docket 
Nos. 30-443 And 5D-446. (Texas Utilities Generating Company. 

et al. ) 

a Of-ftce of Nuclear Reactor Regulation, Director. NUREO-0797 803. 
03/03/31. 62pp. Available at NRC. *5.00. 19739:000. 24X 

Fiche; 30-443. 03/03/31. 0307250079. 


8307110330 Outlines low power test program per 8ER (NUREG-0797) Open 
Item t. 0.1. which includes loss of offsite power test, 
comparable facility test data utiltiation b training on 
validated simulator. Program will be incorporated in FSAR. 

SCHMIDT. H C. Texas Utilities Services, Inc. 03/07/07. DENTON, HR. 
Office of Nuclear Reactor Regulation. Director 2pp. 19381:306. 
24X Flehe: 50-443. 03/07/07, 0307110350. 


F. Security, medical, emergency b fire protection plans 


0306240433 Responds to NRC request re disposition of three unresolved 
areas based on FEMA testimony at ASLQ 820917 hearing in 
Forth Worth. TX. 

KRIKM.R.W. Federal Emergency Management Agency. 03/03/22. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering 
Response (Post 0301031. ^Ip, 19630:252. 24X Fiche: 50-445. 03/03/22, 

8306240433. ^ 


0307140326 Forwards 0 Brink document produced at hearing re cold 
weather concrete curing. 

ROTHSCHILD. M. U. Office of the Executive Legal Director. 83/07/07. 
ELLIS. J. Case Consulting Labora tor 1 es. Inc. Ip. 19326:360. 24X 

Flcha; 30-445, 83/07/07, 8307140326, 


0307080169 Generic Ltr 03-28 to all llcansees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATW8 events. Sve list and, 
EISENHUT, D. 0, Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York. Inc. 30pp. 19669:269. 24X 

Fiche: 30-000. 83/07/08. 8307080169. 


0307210117 Forwards description of 830711 FSAR Amend 41. 
MARSHALL, J. S. Texas Utilities Generating Co. 03/07/11. 
BUHWELL, S, B. Division of Licensing. 7pp, 19668:197. 24X 

Fiche; 30-443. 03/07/1 1 . B3072101 17. 


0307200220 Informs that applicants rescheduled fuel load data from Sopt 
1903 to Dec 1983. Region 4. NRC counsel b project manager 
advised of scheduler change In 830700 telcon. 

BURWELU.S.B, Licensing Branch 1. 83/07/12. DENTON. H. R. . CASE.E.O.i 

CARTER. J. Office of Nuclear Reactor Regulation. Director. Ip. 
19670:289. 24X Fiche; 30-445, 83/07/12, 8307200228. 


8307230124 Summary of S30707 meeting u/technical review committee in 
Bethesda.MD re Model D4/DS/E steam generator mod. Vlewgraphi 
end. . . 

HOPKINS.J.B, Licensing Branch 4. 83/07/lB, Licensing Branch 4. 

26pp. 19738:132. 24X Fiche; 50-000. B3/07/IB, 8307230124. 


8307290300 Notification of 830720 meeting w/util in Bethesa.MD to 
discuss applicant plans for Independent assessment program, 
BURHELL, B, B. Licensing Branch 1. 83/07/18, YDUNGBLnaD. B. J. 

Licensing Branch 1. 3pp. 19838:289. 24X Fiehe: 30-443. 83/07/18. 

0307290500. 


8307230236 Forwards addandum to praoperatlonal integrated leak rate 
test rept, submitted on 830306. 

SCHMIDT. H.C, Texas Utilities Services. Inc. 83/07/19. DENTQN.H.R. 
Office of Nuclear Reactor Regulation. Director- Ip. 19703:202. 24X 

Fiche: 30-443. 03/07/19. 8307230236. 


030703033! Responds to 021008.1206 b 830214 Itrs submitting changes to 
physical security, securl ty training b qualification b 
safeguards contingency p Ians. Changes approved. 

YOUNOBLOOD. D. J. Licensing Branch I. 03/06/23. OARY.R.J. Texas 
Utilities Generating Co. 2pp. 19263:293. 24X Fiche ; 50-443. 

83/06/23. 8307050351 . 


8307130097 Confirms plans for 830718 b 19 site visit to review 
installation of security equipment b commitments made in 
physical security plan against requirements of 10CFR73. 55. 
YOUNOBLOOD. B. J. Licensing Branch 1. 03/07/06. GARY.R.J. Texas 

Utilities Oenerating Co. 2pp. 19511:294. 24X Fiche: 50-443. 

83/07/06. 8307130037. 


8307130316 Forwards interim safety evaluation of alternate safe 
shutdown capability from auxiliary sys s tend point. Review of 
design in meeting fire protection requirements of App R to 
lOCFRSO incomplete. 

YOUNOBLraO. B. J. Licensing Branch 1. 03/07/06. GARY.R.J. Texas 

Utilities Generating Co. 3pp. 19510:011 24X Fiche; 30-445, 

83/07/06. 6307130316. 


— 8307130319 Safe 
auxiliary sys 
« Office of 
19310:014. 


ty evaluation of alternate safe shutdown capability from 
standpoint. 

Nuclear Reactor Regulation, Director. 03/07/06. 0pp. 
24X Flcha: 50-445, 83/07/06. 8307130316. 


83072300S9 Forwards Human Factors Engineering Branch audit rept of 
control room design review from 030404-08 per Generic Ltr 
82-33. Responses to unsatisfied conditions should be provided 
60 days prior to expected licensing date. 

ValAlGBLODD. B. J. Licensing Branch 1. 03/07/09. GARY.R.J. Texas 

Utilities Oenerating Co. 34pp. 19723:309. 24X 

Fiche: 90-443. 03/07/08, 8307230039. 


8307270172 Forwards request to amend Rev 4 to physical 
Request withheld Iref 10CFR2. 790 b 73.21) 

OARY.R.J. Texas Utilities Oenerating Co, 83/07/13. 
Office of Nuclear Reactor Regulation. Director. Ip. 
Fiche: 30-443, 03/07/15. 8307270172. 


security plan. 

DENTQN.H.R. 
19749:316. 24X 
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B30S2006ia Forwards addl Citi >ar. * 

'S^dIT” BKOHN.B. 

C- 2pp. ia3H:0a7. 24X FUh a : a0-4«, 

®3070S0139 Ordsr n lo 

6 PP- .9S30:134. a4X Ficha:5o!4«rBa;oXf^,"S‘“^^^ 

auS.Vp^r“T::! "" 

i.D5.:344. 24 X F, c.h a ‘ "f 02/07/0.. 

03070604.1. 17347.237. 24X Fi the: 50-445, 63/07/06. 

030706046. MamoTandum 4i order re defining c n. 

supports. Reg Guide 1. 124 U 4S«E Cada J I stresses In pipe 

•SPP. 1734.:306. 24X F?c4,:50-44SfBS?07“:,%3S?^B046f^“''“- 

in Fort ^'oPth”x"ta‘'re^llv^lv^dB^c^ef"n*‘^''^''®"‘'’®® 03°M<-OS 

const deficiencies. evidence of nonconformances or 

?737S;=3?: ^JrF^h^fsoMdS'BaJS^oIrgao^t^oo'a'*' 'P- 

Flche; 30-443, Q3/O7/0B. 0307120365 ’ 135, 24* 

S3072S034<b Eiordsaft* «xrtoL ■ 

hearings In Fort Worth, TX PopulItion *" 

eZrgencrplail^"'' "° o^adeiiuacg 'f'”"® 

ar:;"a^d 

Flche:SO-443,B3/07/I2,l3i722oS4l' '’*”^897, 24X 

exlspof''dUcou?o!lnJ“pra;LI"on‘'oJ Qc‘daf"i“" P'‘«““ 


scm?n*‘, ‘eem rapt*. 

.9360: ,50. 24X FI cha: 3 OM 4 S, 13/07^ "laS^.ISoir"'*' 


2pp. 


=3 H ££ 

1962.: 270. .Ir ^[c^^ ‘ , «/07/l 3. 5pp. 

“H3i;::“inV[jr:‘'H‘S n-um * order 

Baf.tg end Lic^nUnJ ’Boai^pSna I " Hpo” B3/07MS. 

Flcht: 30-443, 83/07/13,830720021 1: =4* 


Atoaic 


- P-rtte,. 

?97oS;a45: =4‘rF[ch::W%4S,''83/07/ll:^30?2M35r'‘' 


iitv.rA :^;s?*r;a!:rd*“ 

HOBIN.HA. Dahevolsrfc Hhra»S ’'SSi?.*®** PPPrespondance. ^ 

Oeneratlng Co, 83/07/21 STUCKV Utilities 

IP. .9703:243, =4^^^;, a “® 

-<* -30713 .ummarg Of record r. 

19703^244^' 24x’'Flche,3ft‘ln ?"P''«“P9 CO' 03/07/13. Ip 

«j..r44. 24X Flche:50-44S, 03/07/21, 8307230336, ^ 

B3072B0140 Responds to 830712 itr All r«i.v,a,.» a x 
CRUHP.'o-r! Somerveu''countu‘' t/'"’!*''® Panel, 83/07/23 

F,ch.:30-445.IS;;7;25,a3S522o,4a = 

correspondence 

-""in.?."-:;"" ,;s, ^ - 

Flche:50-44S, 83/06/16, 8307120272.^ 

^ Flnanciel informitlon 

^OAR^rj Plnantlsl Repts 1982 


DENTON, H. fi, 
19016:090. 24X 


"8306280580 Annual Financial Root iord 


40pp, 


'“mat^^ Financial Rapt 1982. 

.9016:13^.' b4x;^:h^:=s-4isr^3/o:;^3fSo35r"^ 


I 0306280576, 

■■“SARSrfn’' Ti::rE?;c?r‘r 

.90.6:147, 24X FI c^.V !^!44‘5,l3%^;lr e^S628^^^2:^^"‘ " 


37pp. 


0306260600 Annual Financial Raot: lona 

ITO 16 . 218 . 24X Flche:S0-44S,B3/06/13,8306280376: 

Rept 1982. 

.90.6: 2«, ■ =;x^"fc”:: L!:443:83;06/Jl'^^^:^eS376. 


34pp. 


34pp. 


3Bpp, 


Safety Analysis Rt 


port (FBAft) «, amends 


41 to FSAR, 

CL£HENTB,B,fi. Te.as Utilities Oeneratl 


Office of Nuclear Ralril d venerating Co, 83/07/18. 

8« F.che: 50-443, 83/07/Ji:85o72 0l‘3l"' °‘^®=‘“-- ^PP' 


8307210132. 

0307210161 Amend 41 to FBAR, 

aav^B?®? '^*****^** fltnerating Co, a3/07/ii 
24X Plche: 50-443. 83/07/18. 8307210132, 


DENTON, H. R. 
19638: 232, 


7S9pp. 19658:234. 


Office Of Nuclaa^Reac ^ Rnufanon^Oir"'; DENTON, H.R. 

SAX F.che: 30-445, 83/07/19, 8307260348. "■ ''®®’ >’734:027, 

*■ ^“rr.,pond.nce 

Flche:5O-44S,83/06/09, 8307210192. 19663.205. 24X 


IP- 
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8307210202 IE Intp Repti 90-449/S3-16 & S0-446/S3--10 on S30411-19.No 

noncamp 1 lance noted. Major areai Inipec ted: p lanncd radiation 

protection pr ogrami Inc ludlng onilte & offsite 

organl latlons. qual If tcations ti ecperience & training. 

CHANEY. H.D., Ml/RRAY.B.. UE5TERHAN, T. F. Region 4. Office of 
Director. S3/06/03. 34pp. 19i!>69:207. 24X FI che: 90-449. 83/06/09. 

S307210192. 


8307260409 Forwards final response to IE Bulletin 82-04 re Bunker Raao 
electrical penetrations. Required tests. Insps Si evaluations 
complete. All Bunker Ramo termination lugs replaced 
OARY.R.J. Texas Utilities Oeneratlng Co. 83/06/14. COLLINS.U.T. 
Region 4. Office of Director. 8pp. 19733:202. 24X 

Flche: 90-449. 83/06/14. 8307260409. 


8307090132 Forwards IE Insp Rept 90-499/83-26 on 830901-31. No 
noncompl lance noted. 

KADSEN.O.L. Region 4. Office of Director. 83/06/19. OARY.R.J. 
Texas Utilities Generating Co. 2pp. 19220:199. 24X 

Flche; 90-449. 83/06/19. 8307090132. 


8307090138 IE Insp Rept 90-449/83-26 on 830501-31. No noncomp llance 

noted. Major areas Inspec ted: preopera tl ona 1 test review. 

Initial startup procedure review. fuel receipt. hot functional 
test. Part 21. plant tours & plant status. 

KELLEY.D.L.. MCCRORY. 8. L. . WE8TERMAN. T. F. Region 4. Office of 
Director. 83/06/14. tlpp. 19220:201. 24X FI che: 90-449. 83/06/19. 

8307050132. 


0(307060145 Ack receipt of 830929 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-449/83-08. 
hADSENrO.L. Region 4. Office of Director. 83/06/30. OARY.R.J. 
Texas Utilities Generating Co. Ip. 19290:213. 24X 

Flche; 90-449. 83/06/30. 8307060149. 


— — 8307060193 Responds to NRC 03042? Itr re violations noted In IE Insp 
Rept 90-449/83-08. Corrective act Ions; Def ic Itncy Rept 
DR-83-023 Issued, documenting changes to IPO-OOlA.Rev 0. per 
8TA-807. 

OARY.R.J. Texas Utilities Oeneratlng Co. 83/09/29. MADSEN.O.L. 
Region 4. Office of Director. 4pp. 19290:214. 24X 

Flche: 90-445. 83/06/30. 8307060149. 


5306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spraij Bubeijstem. " 6vc list end. 

J8RDAN.E.U. Division of Emergency Preparedness & Engineering 
Responee (Post 830103). 83/07/11, Consolidated Edison Co. of Neu 

York. Inc. 194pp. 19963:293. 24X Flche: 90-000. 83/07/11 . 8306270401. 


5 3 07190304 Ack receipt of 830628 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 90-449/83-18 & 
SO-446/83-12. 

MADSEN.O.L. Region 4. Office of Director, 83/07/11. OARY.R.J. 
Texas Utilities Generating Co. Ip. 19932:298. 24X 

Flche: 90-449. 03/07/ 1 1 . 8307190304. 


8307190311 Responds to NRC 830931 Itr re violations noted in IE Insp 

Rcpts 90-449/83-18 tc 50-446/83-12. Correc tive actions: spec 
(< const Installation procedures for mechanical equipment 
revleed t. relntp program instituted. 

OARY.R.J. Texas Utilities Oeneratlng Co. 83/06/28. MADSEN.O.L. 
Region 4. Office of Director. 10pp. 19932:299. 24X 

Flche: 90-449, 83/07/1 1, 8307100304. 


5 3 06270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers ae 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 030103), 83/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:193. 24X Flche: 90-000. 83/07/12. 8306270404. 


5306270406 IE Info Notice 83-48. "Oaeeous Effluent Releasee of 
Radioactive 1-129 6 I-13I in Excess of NRC Limits." Svc ttsb 
and. 

TAYLOR. J.M. Division of QA. Safeguards ti Inspection Programt (Poet 
830103). 83/07/14. Consolidated Edlion Co. of New York. Inc. 

114pp. 19719:270. 24X Flche: 90-000. 83/07/14, 8306270406. 


5. Reportable occurrencee, LERs h related correspondence 


5307260391 Interim deficiency rept re neu fuel storage racks. Initially 
reported verbally on 830310. Evaluation will be completed 
by 830601. 

CLEMENTS, B. R. Texas Utilities Generating Co. 83/04/07. MADSEN.e.L. 

Region 4, Office of Director. Ip. 19733:168. 24X 

Flche: 90-445, 83/04/07. 8307260391, 


^307190273 Part 21 rept re potential defect in component cooling uater 
■ yt. Initially reported on 830923. Loss of pressure integrity 
of equipment could result in loss of function of component 
cooling uater sys. reducing degree of protection. 

DERIENZO.P.P. Olbbf ti Hill, Inc. (tube, of Drava Cerp. ). 83/06/28. 

POTAPOVS. U, Region 4. Office of Director. 4pp. 19936:103. 24X 

Flche: 90-449. 83/06/28, 8307190273. 


0307190100 Interim Deficiency Rept 5DAR-106 re HVAC hangers fabricated 
at variance w/design documents. Initially reported on 830301. 
Evaluation continuing u/completion expected by 830801. 

OARY.R.J. Texas Utilities Oeneratlng Co. 83/07/04. MADSEN.O.L. 
Region 4. Office of Director. Ip. 19936:126. 24X 

Flche: 90-449. 83/07/04, 8307150100. 


8307190294 Interim deficiency rept re letdown HX anchors. Ini t la 1 ly 
reported on 830906. Anchor bolts found bound In end of 
slotted holes prohibiting movement. Mount Ing configuration 
revised. 

OARY.R.J. Texas Utilities Generating Co. 63/07/07. MADSEN.O.L. 
Region 4. Office of Director. 2pp. 19932:203. 24X 

Flche; 90-449. B3/07/07, 8307190294. 


8307220299 Deficiency rept re bolting matl used for cable tray clamps. 
Structural drauings specify high strength bolting matls. 

Bolts used were mild steel type. Design change Issued. 

Rework performed as required. 

SPENCE.H. D. Texas Utilities Oeneratlng Co. 83/07/12. MADSEN.O.L. 
Region 4. Office of Director. 2pp. 19684:211. 24X 

Flcho: 90-449. 83/07/12, 8307220299. 


T. Hearing transcripts on non-antltrust matters 


8307060002 Transcript of 830709 ttlephone confsrence In Bethssda.MD. 
Pp 8.620-8.683, 

• Atomic Safety and Licensing Board Panel. 83/07/09. 63pp. 

19391:247. 24X Picht : 90-445. 83/07/09, 8307080002. 


8307220489 Transcript of 830720 telephons conference in Uas)i i ng ton. DC. 
Pp 8,694-8.721. 

a Atomic Safety and Licensing Board Panel. 83/07/20. 39pp. 

17689:281. 24X Flche: 90-449. 83/07/20, 8307220409. 


8307290110 Notion for correction to transcript of 830720 telcon. 
Certificate of Svc end. 

HORIN.M.A. Texas Utilities Generating Co. HORIN.W.A. Debevolse t. 
Llbaretan. 83/07/27. Atomic Safety and Licensing Board Panel. 

3pp. 19822:193. 24X Flche: 50-449. 83/07/27, 83072901 10. 


V. Operator Examinations 


8307200904 Forwards evaluation of Rev 1 to licensed operator 
requal If ication training program. Procedure TRA-201. Chang it 
detailed In and evaluation necessary in order for procedure 
to satisfy 10CFR99. App A. requirements, 

YOUNOBLOOD. 0. J. Licensing Branch 1. 83/07/12. OARY.R.J. Texas 

Utilities generating Co. App. 19672:082. 24X Flche: 90-449. 

83/07/12. 8307200904. 


DOCKET 90-446 COMANCHE PEAK STEAM ELECTRIC STA..UNlf 2 


A. Applieation/csnetruc t ion stage documents k correspondence 


8309230978 Disagrees u/current enforcement policy alloulng assessment 
of monetary penalties for Severity Level IV or V violations, 
per 821221 Itr re regulatory reform. 

BRITTAIN.P.0. Texas Utllltlas Generating Co. 83/03/18. 

TOURTELLOTTE. J. Regulatory Reform Task Force. 2pp. 18941:312. 24X 

Ficho: 90-449. 83/03/18, 0309230978. 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLt & holders of CPs for Neatlnghouse PUfis 
re safety evaluation of "Emergency Response Guidelines," 

8ve lilt end. 

EIOENHUT. D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Ca. lOpp. 19963:116. 24X Flche: 90-000, 83/06/03. 

8306060070. 


8307120631 Forwards "Independent Assessment Program." per agreement 
reached at 830918 meeting. 

8CHHI0T.H.C. Texas Utilities Strvlces. Inc. 83/06/10. 

EIBENHUT. 0. 0. Division of Licensing. 2pp. 19432:168. 24X 

Flche: 90-445> 83/06/10, 0307120631. 


--8307120637 "Independent Assessment Program. " 

a Cygna Energy Services. 883-120, 83/06/03. 9epp. 17432:170. 

24X Fiche: 90-449, 83/06/10, 8307120631. 


8307090064 Advisss that environ qualification program for safety- 
related electrical equipment will be completed prior to 
fuel lead. Util in campllence W/10CFR90.49 k committed to 
raetaln so even though design grandfathtred. 

BCHHI0T.H.C. Texas Utilities Strvlces. Inc. 83/06/28. 
YOUNGBLOOD, B. J. Llctnslng Branch 1. 3pp. 17192:149. 24X 

Flche: 90-445. 83/06/28. 8307090064. 
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H>;’U.' ■Iijbmil* if«pni.«n lo Ullll^ 1 •’ r.qutxl* at ACHS ?39lh 

nmllnj i* i iiti I a i iiman I hyrtrogin purga »i/« filtara «• rontrol 
room oc<i>pa*>tg c un ta 1 nmari I laabaga rata 

(icunlul.n ( laxai tJlilltif* (ianarating Co ltl/U7/OI flUBMELLiB B 
NHC Ni) l)»laiJ»d A»rillatl.Mi Givan 3pp t937a S42 24* 

f 1C ht 3ll 443. 0:i/07/0l . (130/1 102(12 


(3307200231 Hotif ic-ation of [i;30/0/ nualing ui/ I »c liiX t a I pawfau cornnlttaa 
in nathaiila.MO to diicuti ravKui nf (34. OS >. E tlaam 
ganaratur mnda 

(IQPKIN5.J □ l.iranting Branch 4 83707/01 AOEMSAK. E 0. Llcanalng 

Branch 4 2pp l'/h70 234 24X Ficha SO OUO. 83/07/01. 8307200231 


U30h2703'?/ Oananr Ltr 03-26 to all applUanla for 0L« holdar* of 
CP< for pouar raactora rt c I ar i f 1 1 a 1 1 on of curvaillanca 
raqulraaitnU for diatal fual Impurllg Svc list and 
EI5EN31UI.D U Division of Llcansing 03/07/03 ConsoMdatid 

Edison Co of Naw Vorb. Inc 16pp 17390 317 24* 

Ficha 30 -000. 03/07/05. 0306270397 


□307060329 Utnaric L.tr 03-27 to all licansaas b applicants For 
oparatlng pouar raactors 6 holdars of CPs for pouiar raactors 
ra survalllanca Intarvals in STS Svc list and 

EISENIIUT.n C Division of Llcansing 83/07/06 Consot tdattd 
Edison Co of Mau York. Inc I6pp 19669 234 24* 

FUha 30 -000. 03/07/06.8307060329 


□307140326 Poruards 6 Brink documant produced at hearing r« cold 
weather concrete curing 

ROTHSCHILD. M U Office of the Eiecutive Legal DirectOP- 83/07/07 
ELLIS. J Casa Consul ting Laboratories. Inc Ip. 19326:360. 24X 

FI Che 30-443. 03/07/07.0307140326. 


8307000169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions &ased 
on generic Implications of Salem ATtlS events Svc lift end. 

E (SEHHUTi D. 0 Division of Licensing 83/07/00 Consolidated 
Edison Co of Neu York. Inc. 3Bpp 19669.269. 24X 

Flche 30-000. 83/07/08. 0307000169. 


8307210117 Forwards description of 030711 FSAR Amend 41 
MARSHALL. J. S Teiat Utilities Generating Co. 03/07/11. 
BURUELL.S 0 Division of Licensing 7pp 19660 197. 24X 

Flche 30-445, 83/07/ 1 1 . 83072 101 1 7. 


0307230124 Summarg of 030707 meeting w/technical review conwhittdc in 
Betheida.MD re Model D4/DS/E steam generator mod Vieugraphs 
enc 1 . 

HOPKINS. J D Licensing Branch 4. 83/07/18. Licensing Branch 4 

26 pp. 19738:132. 24* Flche . 50-000. 83/07/ 18, 8307230124. 


F Becurlty. msdliel. emergency 6 firs protection plans 


B3O6240433 Responds to NRC request re disposition of three unresolved 
areas bated on FEMA testimong at ASI.B 820917 hearing In 
Forth Uorth.rx 

KRIHH.P M Federal Emergcncg Management Agencg 83/03/22 
JORDAN.E L Division of Emergencg Prepeiedness b Engineering 
Reeponie (Post 8301031 Ip 19330 232 24* Flche 30-44 3.03/03/22, 

8306240433 


B30703033I Responds to 021008.1206 b 830214 itrs submitting changes to 
physical secur 1 ty ■ set ur l tg training b qualification b 
safeguards contingincg plans Changes approved 

rOUNOBLOaO.D J Licensing Branch 1 83/06/23 OAnv.ri J Teiai 

Utilities eeriereting Co 2pp 19263 293 24X Flchs 30-443, 

83/06/23. B307O30331 


8307130037 Confirms plant for 830718 b 19 site visit to rtvitui 
Installation of seevritg equlpmsnt b commltmants made In 
physical sacurity plan against requirements of 10CFn73 33 
YOUNOBLOOD.D J Licensing Branch 1 83/07/06 OARV, R J. Teias 

Utilities Oencrating Co. 2pp 19311 294. 24* F Iche: 30-443. 

83/07/06. 8307 1 30037 


8307130316 Foruards interim safety eveluatlon of alternate safe 
shutdown capability from auilllarg sgs standpoint Review of 
design in meeting fire protection requirements of App R to 
lOCFRSD Inconp I e te. 

VOUNOSLOOD. 0. J. Licensing Branch 1 83/07/06 OARV. R j. Teiai 

Utllltfei Generating Co. 3pp 19310 011 24* FI chi - 30-443, 

83/07/06. B307130316. 


— 8307130319 Safety evaluation of alternate safe shutdown capability frOA 
auciliary syi standpoint 

a Office of Nuclear Raactor Regulation. Director 33/07/06. Bpp. 
19310.014. 24* Flche: 30-443. 03/07/06- 8307130316 


8307230039 Forwards Human Factors Englnaerlng Branch audit rept of 
control roon daslgn review From 830404-08 per Generic Ltr 
82-33. Responses to unsatisfied conditions should be provided 
60 days prior to eipected licensing date 

YOUNOBLOOO. B. J. Licensing Branch I 83/07/08 OARV, R J Toias 
Utilities Generating Co 34pp. 19723.309 24* 

Flche: 30-443,83/07/08. 0307230039 


8307270172 Forwards reqout to amend Rev 4 to physical security plan 
Request withheld (ref 10CFR2. 790 b 73 21) 

GARY.R J Tens Utilities Generating Co. 03/07/13 DENTONrH. R. 

Office of Nuclear Reactor Regulation. Director Ip 19749:310 24* 

Ficha: 30-443, 03/07/13, 8307270172 


8307230370 Submits addl info re FSAR submittal concerning D4/D5 steam 
generator tube vibration fii.Esisting Chapter 13 accident 
analyses envelop all changes in parameters resulting from 
vibration fii. 

SCHMIDT. H C. Tsiai Utilities Services, Inc. 83/07/19 
YOUNGBLOOD. B. J. NRC - No Detailed Affll iation Given. (p. 

19704 001. 24X Fic h e . 30-443. 83/07/19. 8307250370. 


8307280070 Responds to NRC 830706 position that RCS cold leg temp I, 
source range neutron flux Indicators must be included in 
alternate shutdown design. Eipeditious consideration of 
design requested. Revlsw affects fuel load date 

OARV.R.J Teias Utilities Generating Co. 83/07/22. YOUNGBLOOD. B J 
Licensing Branch 1. 20pp. 19790 229. 24X Flche: 30-445, 83/07/22. 

8307280070. 


E. NRC Safety Evaluation Report (SER), 


suppli 6 correspondence 


8307250079 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
COMANCHE PEAK STEAM ELECTRIC STATION, ONI TS 1 AND 2. Docket 
•t*al*)'^^* 30-446. (Teias Utilities Otneratlng Company, 

H-j/Sn/of* R«4etor Regulation, Director. NUHEO-0797 S03 

03/03/31. 62pp Available at NRC. *3,00. I9739 08B 24X 

Flche: 30-445,83/03/31,8307230079. .-ex 


P'''‘9r4m per SER (NURBG-0797) Open 
Item I c I, which includes loss of offsite power test. 

'“m!*'!'’!* utlUiation b training on 

J*"''***®'’''’'''’*'''''" "* Incorporated in FSAR. 

DfMer«» H Services, Inc, 83/07/07. DENTON.H. 

Office of Nuclear Reactor Regulation. Director 2 dd 19381-306 

24* Flche:50-44S,83/07/07.e307H0350. ^ 19301.306. 


Q Adjudicatory correspondence 


8303200618 Forwards addl Cltliens Assoc for Sound Energy eihiblts to b« 
u*td during eross-e lamlna 1 1 on on SIT rept Stipulation re 
authenticity requested. 

ELLIS.J Cltliens Association for Sound Energy 83/03/13 BROUN, B 
Region 4. Office of Director. WADE, D. Teias Utilities Generating 
Co. 2pp, 18814:087 24* F 1 C h e : 30-443, 83/03/ 1 6. 83032006 1 0 


8307030139 Order CLI-03-10. gran t ing NRC petition for review of ALAB-7(4 
requiring NRC to disclose informant Idin 1 1 1 las. I s sue i will 
ba daftrrad pending completion of ganerlc review of 
Informant confidentiality i ssues. Separa 1 1 viaws enc 1 
CHILK.S-J. Office of the Sacratary of the Commission. 03/06/30. 

6pp 19220:134 24X Ft c h #: 30-443, 83/06/30, 83070501 39. 


8307080201 Response to Commission 830630 Order CLI-03-ie 
ra plant defects must be answered in rigorous fashion 
Record incomplete on welding allegations 
BLOCKiP.S. Atomic Safety and Licensing Board Panel 
19331:344. 24X Fl the : 30-443. 03/07/06. 0307000201 


A1 legations 
03/07/06 6pp 


-- - — --- uKevixig snac aicretai 

Labor finding* in Atchison vs Brown b Root binding 
proceeding, based on collateral estoppel doctrine 
BLOCH.P B. . JORDAN, M.H , MCCOLLOM.K A Atomic Safi 

830708046!*' 


of Dept of 

and Licensing 
30-443, 83/07/06. 


« aroer re oirintcton of thermal stresses i 

supports Reg Guide 1. 124 b A8ME Code do not require 

SLOeiTn ‘f-***** in pipe design 

‘-»e*n«'Dg Board Panel 83/07/06 
12pp. 19346.306 24* Flche 30-443,83/07/06.8307080466. 


8307110048 Notice of Continuation 
in Fort North, TX to receive evld 
const deficiencies 


of evidenciary neann 
enee of nonconf ormanc 


BLOCH.P 8. 
19373 251 


Atomic Safety and Licensing Board Panel 
24X Fiehe 30-445. S3/07.'07. 93071 10048 


gs on 830001-0$ 

ts or 

83/07/07 Ip 
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0307120985 Advise* that fuel loading for Unit 1 rescheduled frost Sept 
to Occ 1983. Related correspondence. 

REYKQLDSi N S Debevoite & Liberman. REVNDLDSi N. S. Texas Utilities 
Generating Co. 83/07/08. GLDCH.P.D., JORDAN.W.H.. MCCPLLQH. K. A. 
Atomic Safety and Licensing Board Panel. Ip. 19433:155. 24X 

Ficha; 90-449. 83/07/08, 8307120583. 


B307S3O346 Eipresses shock b amaiBieent re ASLB comments in recent 
hearings In Fort Wor th, TX. Populat 1 on numbers ulthln 10-mlle 
lone around plant should have no effect on adequacy of 
emergency plan. 

CRUMP, O.fi. Somervell County, TX. 83/07/12. BLOCH, P.B. Atonic 
Safety and Licensing Board Panel. 3pp. 19673:297. 24X 

Ficha: 30-449, 83/07/12, 8307220346. 


8307190015 Respond* to roauest for addl evidence on whether practice 
iilsts of discouraging preparation of QC deficiency repts at 
plant. NRC may have Info to offer Into evidence by Sept 1983 
re const appraisal team repts. 

aCINTQ.J.F, Hearings Division. 83/07/14. BLOCH. P. D. . JDRDAN.H.H.. 
MCCOLLOH. K. A. Atomic Safety and Licensing Board Panel. 2pp. 
19360:150. 24X Fi c h e : 90-445, 83/07/ 14, 03071800 1 9. 


8307190228 Summary of record re weave ti downhill wel d Ing. Al legations re 
weave welding w/o merit ti founded on erroneous beliefs 
concarning applicable codes, procedures t< instructions. 

Oouinhlll welding allegations limited to cover passes. 

REYNOLDS. N. 8. , HORIN.W.A, Texas Utilities Generating Co. 

REYNOLDS, N. 8. Debevolse S> Liberman. 83/07/19. 14pp. 19629:296. 

24X Flehe: 30-449, 83/07/19, 0307190228. 


—3307190233 Affidavit of CT Brandt supporting summary of record re 
ufoave & downhill weld ing. Certlf Icate of Sve end. 

BRANDT, C.T. Texas Utilities Generating Co, 83/07/13. 9pp- 
19629:270, 24X Flche: 90-443, 83/07/13, 8307190228. 


B3072OO211 Motion for reconsideration of ASLB 030706 memorandum 6 order 
that thermal stresses within pip# support need not be 
considered in pipe support design. A5ME CodaiApp XVlI.not 
considered In order. Certlf icate of Sve end. 

ELLIS. J. Citliens Association for Bound Energy. 03/07/19. Atomic 
Safety and Licensing Board Panel. 14pp. 19648:109. 24X 

Flcho: 90-449, S3/07/19, 8307200211. 


—8306280993 Annual Financial Rept t982. 

NAROUARDT. M. C. Texas Electric Service Co. 83/03/31 37pp. 

19016 147. 24X Flch e : 50-449, 03/06/ 1 5, 8306280576. 


— B3062B0600 Annual Financial RepC 1902 

FARRINOTON. J. Dallas Power U Light Co. B3/06/13. 34pp. 

19016-183. 24X F Ic h e : 30-445, 83/06/ 1 5, 8306200376 


—8306280603 Annual Financial Rept 1902. 

CAMPBELL, R. K. Texas Power & Light Co. 83/03/31. 34pp. 

19016-218. 24X F 1 ch e : 30-443, 83/06/ 1 3, 8306280376. 


—8306280607 Annual Financial Rept 1902. 

BRITTAIN. P. G. . AUSTIN.T.L Te xas Ut i 1 1 1 i es Co. 83/03/25. 30pp. 

19016.293. 24X Flch e: 90-445, 83/06/ 1 5. 8306280576. 


K. Utility Final Safety Analysis Report (FSAR) i, amends 


8307210132 Forwards Amend 41 to FSAR. 

CLEMENTS. 0. R. Texas Uti 11 1 les Genera ting Co. 03/07/10. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19658:232. 

24X Flche: 90-443.83/07/18. 8307210192. 


— 8307210161 Amend 41 to FSAR. 

a Texas Utilities Generating Co. 83/07/11. 799pp. 19698:234. 

34X Flche: 90-449. 83/07/18, 8307210192. 


8307260348 Forward* Affidavit of Bve re Amend 41 to FSAR. 

SCHMIDT, H. C. Texas Utilities Services. Inc. 03/07/19. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 19734:027. 
34X Flehe: 90-443.83/07/19. 8307260948. 


0. Inspection reports, IE Bulletins !. correspondence 


8307210192 Forwards IE Insp Repts 90-44S/B3-16 L 90-446/83-10 on 
830411-19, No none omp llcancc noted. 

HAOSEN.O.L. Region 4, Office of Director. 03/06/09. OARY.R.J. 
Texas Utilities Generating Co. 2pp. 19669:205. 24X 

Flche: 90-449. 83/06/09, 8307210192. 


0307230331 Notice canceling 030801-09 hearing by agreement of perties. 
No evidence exists to be heard since witness interview* 
conducted by State of TX did not produce substantial adverse 
evidence re QA program. 

BLOCH, P. D. Atomic Safety and Licensing Board Panel. 83/07/21. Ip. 
19703:249. 24X Flche: 90-449, 03/07/21 , 0307290391. 


0307290396 Forwards original signature page to util 830719 summary of 
record re weave t> downhill we Id Ing. Re la ted correspondence. 

HORIN.W.A. Debevolse 6 Liberman. HORIN.W.A. Texas Utilltias 
Generating Co. 83/07/21. STUCKY.S W. Docketing «, Services Branch. 
Ip. 19703:243. 24X Flche; 90-449, 03/07/21, 0307290396. 


—0307230399 Original signature page to util 030719 summary of record re 
usave ti downhill welding, 

QRANDTiC.T. Texas Utilities Generating Co. 83/07/19. Ip. 
19703:244. 24X Flche: 90-449. 03/07/21, 0307290396. 


8307230140 Responds to 830712 Itr.All relevant factors will be 
contidered when ASLD decides whether FEMA review is 
important safety Issue. 

BLOCH. P.B. Atomic Safety and Licensing Board Panel. 83/07/23. 
CRUMP. O.R. Somervell County, TX. 2pp. 19791:308. 24X 

FlcAa: 30-443, 83/07/29. 0307280140. 


H. Oenaral correspondence 


— 8307210202 IE Insp Repts 90-449/03-16 'x 90-446/83-10 on 030411-15. No 
noncompliance noted. Major areas inspec t ed: p lanned radiation 
protection program, Inc ludtng onsite <> offsite 
organl tations, qua 1 1 f Icat ions U experience ti training. 

CHANEY, H.D., MURRAY, B. , WESTEHMAN, T. F. Region 4, Office of 
Director. 03/06/03. 34pp. 19669:207. 24X Fiche; 90-445, 03/06/09, 

8307210192. 


8307260409 Forwards final response to IE Bulletin 02-04 re Bunker Rama 
electrical penetration*. Required tests, Insps t, evaluations 
complete. All Bunker Ramo termination lugs replaced. 

OARY.R.J- Texas Utilities Generating Co. 03/06/14. COLLINSiJ.T. 
Region 4. Office of Director. 8pp. 19733:202. 24X 

Flche: 30-445. 83/06/14, 8307260409. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem." Sve list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering 
Response (Post 0301031. 83/07/11. Consolidated Edison Co. of New 

York. Inc. lS4pp. 19963:293, 24X Flche; 90-000, 83/07/1 1, 8306270401. 


8307130304 Ack receipt of 830620 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-449/03-10 fc 
30-446/83-12. 

HAD8EN.0.L. Region 4. Office of Director. 03/07/1 1. OARY.R.J. 
Texas Utilltias Generating Co, ip 19332:298. 24X 

Flcho: 30-443,83/07/11, B307 130304. 


0307120272 Requests that BR Clements receive all correspondence 
originating from Region IV & IE Headquarters. 

OARY.R.J. Texas Utilities Generating Co. 83/06/16. COLLINB.J-T. 
Region 4, Office of Director. tp. 19424:101. 24X 

Flche: 30-443, 03/06/16, 8307120272. 


I. Financial Information 


— 8307130311 Responds to NRC 830331 Itr re violations noted In IE Insp 
Repts 80-449/03-10 6 90-446/03-12. Corrective actions: spec 
(i const installation procedures for mechanical equipment 
revised & relnsp program instituted. 

OARY.R.J. Texas Utilities Generating Co. 83/06/20. MADSEN, O.L. 
Raglan 4. Office of Director. 10pp. 19932'299. 24X 

Fiche: 30-449, 83/07/1 1, 8307190304. 


8306280976 Forwards Annual Financial Repts 1982. 

OARY.R.J. Texas Utilitlss Generating Co. 03/06/19, DENTON.H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 19016:090. 24X 

Flche: 90-449, 03/06/19, 0306280976. 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list encl. 

JORDAN.E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19963:193. 24X Fi che: 90-000, 03/07/12, 8306270404. 


— B306280SBO Annual Financial Rept 1982. 

PARKER, U.O., MCCASKILL, R.E. Boston Edison Co. 83/06/19. 40pp. 

I<f0i6:091. 24X Ficha: 90-449. 83/06/ 1 3, 8306200976. 


—0306280900 Annual Financial Rept 1982. 

MATTHEWS, C. R, Texas Municipal Power Agency. 03/06/15, t6pp- 
19016:130. 24X Flche: 30-449. 03/06/1 9, 8306200376. 


8306270406 IE Info Notice 83-40, "Gaseous Effluent Release* of 
Radioactive 1-129 (, 1-131 in Excess of NRC Limits. " Sve list 
end. 

TAYLOR. J.K. Divlilan of QA, Safeguards 6 Inspectio.n Programs (Post 
830103). 83/07/14, Consolidated Edison Co, of New York, Inc. 

Il4pp. 19713:270. 24X F 1 ch e : 90-000. 03/07/ 14. 0306270406. 
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S. Reportable occurrence*. LERs i. related correspondence 


6307860391 Interim deficiency rept re new fuel storage rack*. Initially 
reported verbally on 030310. Evaluat ion uiill be completed 

CLEMENTS. B R. Teia* Utilities Generating Co. 83/04/07. MADSEN.fi.L. 

Region 4. Office of Director. Ip. 19733:168. 24X 

FiChe: SO-44S. 83/04/07. 0307260391. 


8307130873 Part 21 rept re potential defect in component cooling water 
sys. Initially reported on 830523. Loss of pressure integrity 
of equipment could result in loss of function of component 
cooling water sys. reducing degree of protection. 

DBRIENZQ. P. P. Gibbs t Hill. Inc. isubs. of Dravo Corp.l. 83/06/28. 
POTAPOVS. U. Region 4, Office of Director. 4pp. 19338; 103. 24X 
FI Che: 30-443. B3/06/SS. 8307130273. 


6307150100 Interim Deficiency Rept SDAR-106 re HVAC hangers fabricated 
at variance ui/deslgn documents. Ini t la I ly reported on 830301. 
Evaluation continuing u/completlon eepected by 030801. 

OARV.R.J. Te«as Utilities Generating Co. 83/07/04. MADSEN. S.L. 
Region 4. Office of Director. ip. 19536:126. 24X 

Fiche: 50-445. 83/07/04, 8307150100. 


8307150294 Interim deficiency rept re letdown MX anchors. Initially 
reported on 830506. Ane her bolts found hound In end of 
slotted holes prohibiting movement. Mounting configuration 
r 6vi s > 

OARV.R.J. Texas Utilities Generating Co. 03/07/07. MADSEN. O.L. 
Region 4, Office of Director. 2pp. 19532:203. 24X 

Fiche: 50-445. 03/07/07. 8307130294. 


8307220239 Deficiency rapt re bolting matl used for ceble tray clamps. 
Structural drawings specify high strength bolting matl*. 

Bolts used were mild steel type. Design change Issued. 

Rework performed as renulred. 

SPENCE. M.D. Texas Utilities Generating Co. 83/07/18. MADSEN, O.L. 
Region 4. Office of Director. 8pp. 19684:211. 24X 

Fiche; 50-443. 83/07/18. 8307220239. 


T. Hearing transcripts on non-ant 1 trust matters 


0307010100 Forward* marked-up proposed rev to response to CP/ML rule 
C 10CFB90. 34lf ) 1 re hydrogen control. Amend to be formally 
filed In early Jul 1903. . _ _ . 

SHERHOOO. 0. 0. General Elactric Co. 83/06/20. EISENHUT. D. 0- 
Oivition of Licensing. 7pp. 19169:227. 24X Fiche: 30-447. 83/06/28. 

8307010180. 


B307130394 Notification of 830707-08 meetings u/GE t- BNL in Long 
Island. NY to conduct technical review of GE88AH-1I PRA. 

8CALETT1.D.C. Standird 1 1 at I on Special Project* Branch. 63/07/01. 

THOHA8.C.O. Standardliatlon U Special Project* Branch. 2pp- 
19940:300. 24X Fiche; 30-447. 83/07/01, 63071 30394. 


8307110470 Aek receipt of ACRS 630613 Ur re completion of review of 
OESSAR-II application for final design approval of DHR/6 
Mark III design. No Items remain as outstanding issues. 

SHERWOOD. 0. 0. General Electric Co. 83/07/05. THOMAS. C.O. 
Standardization Ic Special Projects Branch. 9pp. 19360:173. 24X 

Fiche: 90-447. 63/07/05. 83071 10470. 


0307290367 Subnits summary status of Issue* being addressed by 
Licensing Review Croup IJ.per 830502 request. Four issue* 
require further action prior to NRC c loieout . Po* t-acc iden t 
sampling requires procedural upgrading. , , 

KOLTZSCHERiD. L. Licensing Review Croup II. 83/07/15, 8TEFAN0. J. J. 
Lleenilng Branch I. 12pp. 19705:203. 24X Fiche; 30-000. 83/07/19, 

8307290367. 


8307290131 Forwards 0E88AR-II responses to action plan for resolving 
containment design Issues, in response to 320610 Ur. 

Affidevit for withholding proprietary Info enc 1. Port ion* 
withheld. 

SHERWOOD. 0. 0. General Electric Co. 83/07/26. EISENHUT, D. 0. 

Division of Licensing. 86pp. 19813:182. 84X Fiche: 30-447. 83/07/26, 

0307990131 . 


E. NRC Safety Evaluation Report I8ER). suppl* li correspondence 


8307270188 Forward* Suppl 1 to 9Efi for OESSAR-II (NUREG-0979> . M/o end. 
THOMAS, C.O. Standardization U Special Projects Branch. 83/07/20. 
SHERWOOD, G. 0. Oaneral Electric Co. 2pp. 19811:133. 24X 

Fiche; 90-447. 83/07/20. 8307270188. 


6307080002 Transcript of 630705 telephone conference in Bethesda, MD. 
Pp 8.620-8.683. 

e Atomic Safety and Licensing Board Panel. 83/07/03. 63pp. 

19331:247. 24X Flcb e : 50-443, 83/07/05. 8307060002. 


0307220489 Transcript of 030720 telephone conference in Washington. DC. 
Pp 8. 664-8. 721. 

• Atomic Safety and Licensing Board Panel. 83/07/20. 39pp. 

19665:281. 24X FI che ; 50-445, 63/07/20. 8307220489. 


8307290110 Motion for correction to transcript of 830720 teleon. 
Certificate of 8vc end. 

HORIN, W. A. Texas Utilities Generating Co. HORIN.W. A. Debevoise & 
Liberman. 03/07/27. Atomic Safety and Licensing Board Panal. 

3pp. 19822:153. 24X Fiche: 50-445, 83/07/27, 6307290110. 


V. Operator Examinations 


6307200504 Forwards evaluation of Rev 1 to licensed operator 
r equal i f i cat ion tra Ining program. Procedure TfiA-201. Changes 
detailed in end evaluation necessary in order for procedure 
to satisfy lOCFRSS.App A, requirements. 

YOUNGBLOOD. B. J. Licensing Branch t 83/07/12. OARV.R.J. Texas 
Utilities Generating Co. 4pp. 19678:082. 24X Fiche. 50-449, 

83/07/12, 8307200504. 


DOCKET STM-50-447 GEESAR-830 


A. Appl isation/constructlon stage documents h correspondence 


6211030148 Forwards "Draft Tethnieal Evaluation Rept on Mark III LOCA- 
Related Hydrodynamic Load Definition, Generic Technical 
Activity B-IO. " Evaluation based on info contained in App 3B 
of GEE3AR-II. Final rept will be Issued by Jan 1963. 

SPEIS,T. P, Assistant Director for Reactor Safety. 62/10/08. 
PFEFFERLEN,H. General Electric Co. 2pp. 19390:193. 24X 

FI Che;. 50-447, 82/10/08. B21 1030146. 


—6304140613 "Draft Technical Evaluation Rept on Mark MI LQCA-Related 
Hydrodynamic Load Def ini t Ion, Generic Technical Activity 
B-10. " Proposed load definitions acceptable. 

a Containment Systems Branch. PIN A-3320. 83/03/31. It9pp. 

19390:197. 24X Fiche; 50-447, 02/10/08, 021 1030148, 


R. Utility Final Safety Analysis Report iFSAR) h amend* 


B307290377 Forwardi Amend 16 to 0ES8AR-23Bi incorporating 830420 Ur 
re post-accident monitoring instrumentation, 830615 Itr 
re Queetion 410.24 of NRC 020815 request for addl info t, 
fumary of eieasurcs to avoid stress corrosion cracking. 

SHERWDCH). 6. 0. General Electric Co. 83/07/18. EISENHUT, D. 0. 
Division of Licensing. 2pp. 19704; S?32. 24X Fiche; 90-447, 83/07/18, 

8307290377. 


— 8307890332 iteend 18 to 0Ea8AR-23a. 

SHERWOOD, 0. 0. General Elaetrle Co. 03/07/18. 86pp. 19704:234. 

a4X Fiche: 90-447, 83/07/18, 8307890377. 


0. Adviiory CoiMnittee on Reactor Safeguards reports U correspondence 


B307800390 Advises that ACRS comments on OE application for final 
design approval for SWR/6 nuclear Island des Ign, OESaAR-1 1, 
will be included In first SER suppl, to be issued in 
Jul 1983. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 

83/07/08. RAYiJ.J- ACRS - Advisory Committee on Reactor Safeguards 
4pp. 19696:324. 24X Fiche: 30-447, 83/07/08, 8307200390. 


—8306240426 Summarizes ACRS 27Sth meeting on 630609-11 re GE8SAR-I1 
final design approval. Approval recommended, subj to listed 
comments *, approval of balance-of-p Ian t design. 

RAY,J.J. ACRS - Advisory Committee on Reactor Safeguards. 
83/06/19. PAULADINO, N. J. Commissioners. 8pp. 19696:328. 24X 

Fiche: 90-447, 83/07/08, 8307200390. 


DOCKET 8TN-90-494 BYRON STATION, UNIT 1 


A. Appl ieatlon/construc t ion stage documents t, correspondence 


8309310033 Summary of 830518 meeting w/u t i 1 , Wes t inghous e t, OE in 
Bethesda,MD re Tech Spec requiremente concerning outage 
times for redundant safety-related equipment. Viewgraphs 
end. 

aLSHAN.L.N. Licensing Branch 1. 83/05/19. Licensing Branch 1. 

29pp. 18663:099. 24X Fiche: 50-454, 83/05/19, 8305310033. 



DOCKETED ITEMS 


B304b060070 Otnerlc Ltr B3-3S to all operating reactor llcensBei> 
Applicantt for 0L« h holders of CPs for Hestlnghouse PHRs 
re safety evaluation of "Emergency Response Ouidel ines. “ 

Svc list end. 

E laENHUT. D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 17563: 116. 24X Fiche : 50-000. 83/06/03. 

B306060070. 

83O6230S64 Poruards advance revised pages to FSAR necessary to 
reclassify spent fuel pool liner from safety Category I 
slrructure to Category !I. Info will be Incorporated into 
neit amend to P8AR. 

TRAMM. T. R. C otrtnoniuea 1 th Edison Co. 83/06/20. OENTGN.H. R. Office 
of Nuclear Reactor Regulation. Director. 7pp. 18745:076. 24X 

Fi che: 50-000. 83/06/20. 8306230264. 


8307200231 Notification of 830707 meeting u/techntcal review comalttee 
lr> Bethesda.MD to discuss review of D4.D5 & E steam 
gancrator mods. 

HOPKINS. J.O. Licensing Branch 4. 83/07/01. ADENSAN.E. 0. Llcanslng 

Branch 4. 2pp. 17670:254. 24X Plche: 50-000. 83/07/01. 8307200231. 


63O&270377 Oenerlc Ltr 83-26 to all applicants for OLi (c holders of 
CPs for power reactors re clarification of surveillance 
raqulrements for diesel fuel impurity. Svc list end. 

ElBENHUTi D. 0. D1 vl s 1 on 0 f Lt c ens ing . 83/07/05. Consolidated 

Edison Co. of New York. Inc. 16pp. 17390:317. 24X 

Fiche: 50-000. 83/07/05, 8306270377. 


830706032? Generic Ltr 83-27 to all licensees b applicants for 
operating power reactors b holders of CPs for pouier reactors 
rm surveillance intervals In STS. Svc list end. 

E18ENHUT. D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19667:254. 24X 

Fiche: 50-000. 83/07/06. 8307060327. 


8307120281 Requests addl eiemption from Type C testing requirements for 
containment sump isolation valves K0VSI8BIIA & B per 830419 
ltr concerning containment leak rate tes ting. Jus t if teat ion 
provided. 

i.EflTINE> F. 0. Commonwealth Edison Co. 83/07/07. DENTON.H.R. Office 
af Nuclear Reactor Regulation. Director. 2pp. 17424:114. 24X 

FI Che: 50-000. 83/07/07. 8307120281. 


8307130307 Forwards responses to SORT b pump b valve operability review 
tmam audits b responses to addl items discussed at B30SI3 
mseting w/NRC in Bethesda. (ID. 

3MARTZ.E. D. Commonwealth Edison Co. B3/07/07. DENTONiH.R. Office 
of Nuclear Reactor Regulation. Director. 14pp. 17466:127. 24X 

Fiche: 50-000. 83/07/07, 8307130307. 


— Q3O7130313 Procedure X-604. "Qualification Testing of Joy Atlvane Fan b 
Reliance Electric Motor for Class I Svc for Nuclear 
Containment per IEEE 334-1774. " 

BISSETT, T. A. . ZEIOLER, J. T. , MURPHY.J.A. Joy Manufacturing Co. 
80/03/20. 1107pp. 17466:141. 24X FI c h e ; 50-000. 83/07/07. 

8307130309. 


— 8 307130317 Rev 0 to "Auditable Link Document for Byron Unit I." 

PETRONIB. A. D. . JELOVtCH, J. J. , HAUZE. 0. L. Commonuea 1 th Edison Co. 
EQAL-CAE ROO. 83/07/07. 17pp. 19467: 168. 24X 

Fiche: 50-000, 03/07/07, 8307130309. 


—8 307130322 Rev 0 to "Environ Qual i f icat Ion of Mechanical Equipment 
for Comm Ed Byron Units 1 b 2.Draidtuoad Units 1 b 2 
Component Pacific Safety Injection Pump Model 3-tnch iO 
Stage JHF. " 

ZEOAR.M. J., UALKER.L.l. Commonwealth Edison Co. CQbT-EOT-204 ROO. 

S3/06/20. B4pp. 19469:185. 24X Fiche: 50-000, 83/07/07. 

8307130307. 


— 8307130325 "Byron Pump b Valve Operability Summary." 

KAMENIC.M.. SNIDER. J.M. Meetinghouse Electric Corp. CAE-OS-01. 
83/06/10. 40pp. 17469:270, 24X FI che: 50-000, 83/07/07. 8307130309. 


— 83O713032B Vol i to "Nuclear Environ Qualification Program on Lead 
Acid Storage Batteries. '' 

MINADEO.R., JORDAN. H.. KIMBRELL.M. My 1 e La b ora tor { es. 44681-2 
VOl. 81/10/27. 200pp, 19467:310. 24X FI che; 50-000, 83/07/07. 

8307130309. 


—8 307130330 Vol 2 to "Nuclear Environ Qualification Program on Load 
Acid Storage Batteries." 

* Hyle Laboratories. 44681-2 V02. 81/10/27. 710pp. 19470:147. 

24X Fiche; 50-000,83/07/07.8307130309. 


—8 3 07130331 "Seismic Simulation Test Rept. " 

PINKERTON. B. , JORDAN, H., KIMBRELL.M. My le Labara tor let. 44681-1. 
81/05/15. 200pp, 19471:307. 24X Flch e: 50-000. 83/07/07. 

8307130309. 


— 8307130333 "Environ Qua 1 i f i c a t ion for Class IE Lead Acid Storage 
Batteries. '* 

HOPEMELL.R. M. DESAI.R.H. Oould. Inc. 83/07/07. ISBpp 
19472:137. 24X F 1 c h e 50-000. 83 /07/07, 8307 1 30307. 


B307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for DL b holders of CPs re required actions based 
on generic implications of Salem ATMS events. Svc list encl. 
EISENHUT, D. S. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 3app. 17667:267. 24X 

Fiche: 50-000, 83/07/08. B3O70BO169. 


8307260S16 Forwards memo describing actions taken bo resolve JH Conran 
differing prof opinion re sys Interaction (Unresolved Safety 
Issue A-17) b safety classification. 

DENTCN.H.R, Office of Nuclear Reactor Regulation. Director. 

83/07/11. CONRAN.J.H. Reliability b Risk Assessment Branch. 2pp. 
19782:241. 24X FI e h e : 50-000 . 83/07 / 1 1 , 83072605 1 6 


'8306080367 Forwards comments on mgt views b positions on sys 
Interactlori per differing prof opinion, in response to 830413 
& 0305 memos. E»cerp ts from Suffolk County 830307 submittal b 
proposed request for addl Info re Byron/Brai duood end. 
COWIAN.J.H. Reliability b Risk Assessment Branch. 83/03/25. 
RUSSELL, H- T. Systematic Evaluation Program Branch. 74pp. 
19783:033. 24X F 1 c h e : 50-000. 83/07/ 1 1 . 8307260516. 


8307210300 Forwards proprietary "Independent Evaluation of Proposed 
Hods to Meetinghouse 04. D5 b D£ Stoam Generators. " Rept 
withheld IreP 10CFR2. 790). 

BUTTCRFIELD. L. Steam Genera tor Owners Group. BUTTERFIELD. L. 
Canuaonuiealth Edison Co. 83/07/18. EISENHUT. D. O. Olvision of 
Licensing. 3pp. 17664:114. 24X Fiche: 50-000. 83/07/18. S3072 10300. 


83072S01S4 Summary of 830707 meeting u/technical review committee In 
BathesdaiHD ra Model D4/D5/E steam generator mod . Viewgraph s 
end. 

HOPKINS.J-B- Licensing Branch 4. 83/07/18. Licensing Branch 4, 

26pp. 17730:132. 24 X F I c h e : 50-000, 03/07/ I B, 83072301 24 . 


8307270430 Forwards SER addressing environ qual 1 f 1 ca t ion program for 
electrical equipment Important to safety b safety-related 
•quipnent. Outstanding info identified in Sections 3. 11.3 b 
3. li.4 should be provided by 830930. 

YOLWOBCOOD. B. J. Licensing Branch 1. 83/07/20. FARRAR, D. L. 

COflimonuiealth Edison Co. 2pp. 19858:001. 24X F I che: 30-4 54, 83/07/20, 

0307290430. 


—0307290437 SER Identifying outstanding info in Sections 3.11.3 b 
3. 11.4, "Environ Qualification Program for Electrical 
Equipment Important to Safety b Saf a ty-Re latC'd Mechanical 
Equipment. " 

• Equipment Qualification Branch. 83/07/20. t6pp. 170SB:'OO3. 
24X Fiche: 50-434, 83/07/20, 8307270430. 


8307290047 Advises that energy absorbing matl used in pipe whip 
restraint design not properly qualified for design 
applications used at f ac 1 1 1 t los . Rec ommended position to 
resolve issue encl. 

YOUNOBLOOD, B. J. Licensing Branch i. 83/07/21. FARRAR. D. L. 
Cammonwealth Edison Co. Ip. 17837:026. 24X FI c ho: 50-000, 83/07/21 . 

0307290047. 


—8307290072 Trip rept of B30311-12 visit to Region III ofc.Oyron site 
b Sargent b Lundy Chicago. IL ofc re design, installation b 
testing of pipe restraints using energy absorbing matl. 

TERAO, 0 Mechanical Engineering Branch. 83/03/26. BOBNAK. R.J. 
Mechanical Engineering Branch. 4pp. 19857:033. 24X 

Fiche; 50-000, 83/07/21, 8307270047. 


F. Security, medical, eciorgency b fire protection plans 


8307220S46 Forwards IE Insp Repts 50-434/83-27 b 30-455/83-20 on 
030615. No noncomp 1 lane e noted. 

FAPERIELLO. C. J. Region 3, Office of Director. 83/07/08. REED.C. 
COAimoniijeal th Edison Co. 2pp. 17686:041. 24X FI che: 30-4 54. 83/07/08. 

8307220546. 


— 83O7220S53 IE Insp Repts 30-434/83-27 b S0-4S5/B3-20 on 030613. No 
noncampliance noted. Major areas I nspec ted : emergency medical 
drill. 

OLOERSaN, M. , SMITH. M. , AXELSON.M.L. Region 3, Office of Director. 
83/07/07. Bpp. 17686:043. 24X F i c h e : S0-4S4 , 63/07/08. 8307220346. 


8307260018 Subailts supplemental responso to NUREO— 0737. Supp 1 1 (Oenerlc 
Ltr 82-33). Deser Ip t ion of pararnoter selection criteria to be 
submitted by 831231. Human factors b safety para'moter display 
sys verlfieatton to be performed u/verif lea t ion program. 

8UIARTZ.E.0. Commonwealth Edison Co. 83/07/20. DENTON.H.R. Office 
of Nuclear Reactor Regulation. Director. 2pp- 19727:177. 24X 

Fiche: 50-000, 83/07/20. 6307260018. 
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B3072a0347 Foruard* revliui of draft Rev 4 to jeneric portton of 
generating station emergency plan. Plan deficiencies marked. 

Flow chart for general emergency offsite protective 
decisions end. 

PAPBRIELLO. C. J. Region 3, Office of Director. B3/07/26. REED.C. 
Commonwealth Edison Co. 10pp. 19789:010. 24X Fiche: 50“000* 

83/07/26. 8307280347. 


0. Adjudicatory correspondence 


8307090003 Forwards NRC Press Release 83-44 re proposed imposition of 
•190.000 in civil penalties for alleged shutdown regulation 
violations. Interveners will seek to admit press release tt 
associated insp repts into evidence. Svc list end. 

WHICHER.O.H. Businessmen for the Public Interest. 03/06/29. 

SMITH. I. U. . CALLAHAN. A. D. . COLE.F. Atomic Safety and Licensing Board 
Panel, 4pp. 19192:1 17. 24X Flche: 50-494. 83/06/29. 0307090003. 


9307090011 Forwards stipulation re recent fine Imposed on util ti 
agreement to delete portions of JH Hughes deposition. 

HHICHER.J.M. Businessmen for the Public Interest. 03/06/29. 

SMITH. I.H.. CALLAHAN. A. D. . COLE.R.F. Atomic Safety and Llcenitng 
Board Panel. 2pp. 19192:084. 24X Fiche: 90-494. 83/06/29, 8307090011. 


— 8307090020 Stipulation on deletion of portions of util witness 
\JH Hughes 830519 deposition. 

GOLDBEROi S. C. Hearing Branch 4. MILLER. M. Commonwealth Edison 
Co. UHICHER. vl. M. League of Uomen Voters of Rockford. IL. 

83/05/31. 2pp. 19192:086. 24X FI che : 90-494. 83/06/29, 830709001 1. 


— 8307090032 Stipulation re recant fine imposed on util for failure to 
maintain operability of one of two instrument channels in 
trip sys B. Svc list end. 

GOLOBERO. S. Hearing Branch 4. BICKER. B.D. Commonwealth Edison 
Co. UHICHER. J. M. League of Women Voters of Rockford, IL. 

83/06/20. 3pp. 19192:088. 24X Fi che: 90-494, 83/06/29. 830709001 1. 


3307090227 Motion to suppl dosed GA/QC record u/lnfo on preopcrational 
tes t ing. Eihibi ts show evidence of severe deficiencies in 
preoperattonal testing program. Cert 1 fleate of Svc end. 

HHICHERiJ.M. League of Women Voters of Rockford, IL, WHICHERcJ.K. 
DeKalb Area Alliance for Responsible Energy, WHICHER, J. It. 

Sinnissippl Alliance for the Environment (SAFE). 83/06/29. AtoMie 
Safety and Licensing Board Panel. 39pp. 19199:239. 24X 

Flche: 90-494. 83/06/29. 8307090227. 


B307060399 Reply to Rockford League of Women Voters proposed Findings 
of fact (i conclusions of law re ALARA. Car tl flee te of Svc 
enc I. 

HILLER. M.l. I HERRIN.K.G. Commonwealth Edison Co. MILLER, n.l. 

Isham, Lincoln & Beale. B3/06/30. 16pp. 19234:147. 24X 

Fiehe; 90-454, 83/06/30, 8307060395. 


G307060375 Proposed findings of fact ti conclusions of law In fern of 
supplemental partial Initial decision on Class 9 accidents Sr 
liquid pathway releases. Certificate of Svc end. 

RAWSONrR.J. Hearing Branch 3. 83/07/01. 96pp. 19236:122. 24X 

Fiehe: 90-494. 83/07/01. 0307060379. 


8307060400 Memorandum & order directing NRC to present avidanca on 
cited portion of Region III testimony re ongoing NRC Insps (• 
Investigations. NRC fails to discuss why protective 
procedures inapplicable. 

SMITH. l.W. Atomic Safety and Licensing Board Panel. 33/07/01. 
Office of the Executive Legal Director. 4pp. 19234:294. 24X 

Flche: 90-454, 83/07/01. 8307060400. 


0307070207 Proposed findings of fact t, conclusions of law ra Clast 9 
accidents. Certificate of Svc end. 

GALLO. J. . HERRINiMO. Commonwealth Edison Co. GALLO. >1. Isham, 
Lincoln (( Beale. 83/07/01. 93pp. 19269:106. 24X 

Flche: 90-494, 83/07/01. 8307070207. 


0307070209 Proposed findings of fact 1. conclusions of law re liquid 
pathway b Class 9 acc Idents. Cert 1 fleate of Svc end. 

THOMAS. D.C. League of Women Voters of Rockford. IL. 83/07/01. 
23pp. 19269:200. 24X Flche: 50-494. 83/07/01. 8307070209. 


6307110057 Proposed findings of fact b conclusions of law ra ftaan 
gantrator tube integrity. 

* League of Women Voters of Rockford, IL. 83/07/01. Atomic 
Safety and Licensing Board Panel. 107pp. 19375:144. 24X 

Flche: 50-494. 83/07/01. 8307110097. 


6307080480 Presents Info proving Hughes allegations intimately 
connected u/noncompllance noted In IE Insp Rept 
90-494/82-09. Item 19 re rcinsp program. 

HHICHER. J. M. Businessmen for the Public Interest, 83/07/05. 

SMITH, l.W , COLEiR.F.i CALLAHAN, A. 0. Atomic Safety and Licensing 
Board Pane). 6pp. 19346:328. 24X Flche: 90-454, 83/07/05, 0307000400. 


8307110324 Memorandum b order modifying b clarifying scope of A8LB 
830721 order re evidentiary presentation on Region III IE 
Insp Repts 50-454/82-09 Item 19 b 90-455/82-04 Item 19. 

SMITH. I.U. Atomic Safety and Licensing Board Panel. 63/07/07. 3pp. 
19381:283. 24X Fit h e : 90-454, 63/07/07, 8307110324. 


B307120S78 Advises of agreement between Intervenors, NRC b util re 
Inclusion, in evidentiary record, of portions of J Hughes 
630920 ASLB-suptrviscd dcposl t ion. Svc list end. 

HHtCHER.J.M. Businessmen for the Public Interest. WHICKER. J.M. 
League of Women Voters of Rockford, IL, WHICHER.J. H. Sinnissippl 
Alliance for the Environment (SAFE). 83/07/07. SMITH. I.H., 
COLE.R.F,. C/d.LAHAN. A. D. Atomic Safety and Licensing Board Panel. 
9pp. 19432:161. 24X FI Che : 90-454, 83/07/07, 8307120970. 


S30711009I Motion to extend. until 830805, fi 1 ing of proposed findings 
of fact b conclusions of law on OA/OC 1 ssues. Content Ion lA. 

Counsel workload heavy . Cert if lea te of Svc end. 

VOUNOill. A. Hearing Branch 4. 83/07/08. Atomic Safety and 

Licensing Board Panel. 4pp. 19375:247. 24X Flche: 90-494. 83/07/08, 

8307110091. 


8307120066 Notice of appeal of & list of exceptions to A0LB 630701 
menorandum b order requiring NRC to present testimony at 
830809 hearing on allegations re electrical contractor OA 
progran, noted In ongoing Invistlgat Ion. W/Certi fleate of 0ve. 
YOUNOiil-A. Hearing Branch 4. 83/07/00, Atomic Safety and 

Llcanslng Appaal Panel. 7pp. 19423:107. 24X Flche: 50-494. 83/07/06. 

8307120066. 


8307120072 Motion for directed certification of ASLB 830701 ruling 
requiring NRC to present tcetlmony on b to produce documents 
re allegations notad in ongoing insp b Investigations of 
contractor OA program. Cert 1 f icate of Svc end. 

VOUNO.M.A.. GOLDBERG. S.C. Hearing Branch 4. 03/07/08. Atomic 

Safety and Licensing Appeal Panel. 27pp. 19423:115. 24X 

Flche: 30-494. 83/07/08, 8307120072. 


8307140433 Motion to extendiuntll 030309, time for filing proposed 
findings of fact b conclusions of law on OA/QC Issues. 

Contention lA. Counsel workload heavy. Motion granted on 
830706 by ASLB. 

YOUNO.H.A. Hearing Branch 4. 63/07/08. Atomic Safety and 

Licensing Board Panel. 2pp. 19921:250. 24X Flche: 50-494. 03/07/06. 

6307140433. 


6307130070 Order directing filing. by 830719. of responses to NRC B3070B 
eiotten for directed certification of ASLB 630701 order. 

SHOEMAI^. C. J. Atomic Safety and Licensing Appeal Panel. 83/07/11. 
Ip. 19469:361. 24X Flche: 90-494. 83/07/1 1, 8307130070. 


6307130233 Appl Ication for stay of ASLB 830701 mamorandum b order, 
pending ASLAD decision on NRC appeal b motion for directed 
certid ication. Objects to providing testimony re allegations 
until investigation complete. Certificate of Svc end. 

YDUNOiM.A. Hearing Branch 4. 83/07/11. Atomic Safety and 

Llcanslng Board Panel. 11pp. 19507:313. 24X Flche: 50-494. 83/07/1 1. 

8307130233. 


6307130280 Forwards amended Certificate of Svc to NRC 830708 motion 
for directed certification b notice of appeal b list of 
exceptions to ASLB 830701 memorandum b order. Amended Page IS 
to dirmeted certif ication motion. also and. 

Y0UN6.i1.A. Hearing Branch 4. 83/07/11. EILPERIN. S. F. . OOTCHY.R.L.. 

KOHL.C.N. Atomic Safety and Llcanslng Appeal Panel. Ip. 19908:203. 
34X Flche: 50-494. 83/07/11. 8307130260. 


— 8307130284 Amended Certificate of Svc to NRC 830708 notice of appaal b 
list of eicaptloni to ASLB 830701 memorandum b order. 

• NRC - No Detailed Afflliatton Oiven. 63/07/11. Atomic Safety 
and Licensing Appeal Panel. 2pp. 19508:204. 24X 

Flche; 90-494. 83/07/11. 8307130280. 


—6307130290 Amended Certificate of Svc b Page 19 to NRC B3070B motion 
for directed certification. 

• NRC - No Detailed Affiliation Given. 83/07/11. Atomic Safety 
and Licensing Appeal Panel. 3pp. 19908:206. 24X 

Flche: 90-494,83/07/11. 8307130280. 


8307130294 Foneardt Page 91 to NRC 830701 proposed findings on Class 9 
accidents b liquid pathways, inadvertently omitted from 
830701 filing. 

RAMSON. R.O. Hearing Branch 3. 83/07/12. SMITH. J.W.. COLE.R.F,. 

CALLIHAN. A. 0. Atomic Safety and Licensing Board Panel. Ip. 
19907:337. 24X Fiehe: 90-494. 83/07/12. 8307130254. 


"8307130260 Page 51 to NRC 830701 proposed findings on Class 9 accidents 
b liquid pathways. inadvertently omitted from 630701 filing, 
a NRC - No Detailed Affiliation Given. 83/07/12. Ip. 19507:338. 
24X Ficha; 90-454, 83/07/12. 6307130294. 
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6307150187 Memorandum announcing appointment of author to task force 
eiplorlng procedures re cooperation u/Ofc af Investigations 
In licensing hear ings. Future meetings luill be limited to 
general principles of Info transfer Si protection 

BKITHiI.U. Atomic Safety and Licensing Board Panel. 83/07/12, Ip. 
19531:067. 24X F 1 c h e : SO-454. 63/07/ 12, B3071 501 67. 


B307200201 Foruards util 630603 deficiency rept re Mestinghouse Model 
DB-416 reactor trip breaker. for info. New 6 redesigned 
undervoltage attachments in all DS-416 switchgear will be 
installed ti tested before fuel load. Related correspondence. 
BLOOM.J.O. Isham. Lincoln !. Beale. 03/07/12. SMlTH.l.W.. 
COLE.R.F.. CALLIHAN. A. 0. Atomic Safety and Licensing Board Panel. 
3pp. 19631:139. 24X Fiche: 50-454, 63/07/12. 6307200201. 


8307190133 Opposition to intervenor motion to suppl OA/QC record re 
preoperational testing. Motion deals w/matters tangential It 
immaterial to QA issues. Car t i fl cate of Svc end. 

KILLER, M. I. Commonwealth Edison Co. MILLER. M. I. Isham, Lincoln & 
Beale. 63/07/13. Atomic Safety and Licensing Board Panel. S7pp. 
19634:337. 24X Fiche: 30-434, 63/07/ 13, 6307190122. 


8307130293 Memorandum ti order ruling on admissibility of J Hughes 
testimony. 

SMITH, l-U. Atomic Safety and Licensing Board Panel. 83/07/14. 6pp. 
19332:197. 24X F lehe: 30-434. 03/07/ 1 4, 83071 30293. 


8307130302 Forwards Congressional Subcommittee on Oversight 6 
Investigations 830617 memo, cited In NRC 830708 motion for 
directed certification. 

VOUNO.M. A. Hearing Branch 4. 83/07/14. ROSENTHAL, A. S. > KQKL.C.N.. 
OOTCHY.R.L. Atomic Safety and Licensing Appeal Panel. 40pp. 
19332:247. 24X Fiche: 30-434, 83/07/14. 6307130302. 


8307190111 Memorandum of 830713 oral motion for estenslon until 830726 
to file reply findings to Rockford League of Momen Voters 
proposed findings of fact & conclusions of law re steam 
generator tube In tegr 1 ty . Cer 1 1 f Icate of Svc end. 

OOLDFEIN, M. R. Commonwealth Edison Co. OOLDFEIN, M. R. Isham. Lincoln 
6 Beale. B3/07/14. 4pp. 19634:282. 24X Fl cho: 50-434, e3/07/14i 

8307190111. 


8307190126 Reply to Dekalb Area Alliance for Responsible Energy/ 
Slnnltslppi Alliance for Environ 6 Rockford League of Momen 
Voters findings of fact I, conclusions of law re emergency 
p lannlng, Cert 1 f lea te of Svc encl. 

BIELAUBKI, A. P. , COPELAND. V. 0. Commonwealth Edison Co. 

BIELAU8KI, A. P. Isham, Lincoln & Beale. 63/07/13. 19pp. 19633:230. 

24X Fiche; 50-434, 63/07/15, 6307190126. 


8307200087 Foruards NRC reply to Rockford League of Uomen Voters 
proposed findings of fact & conclusions of law ro liquid 
pathway tc Class 7 accidents. 

RAWaONiR.J. Hearing Branch 4. 83/07/18. SMITHil.M., COLE.R-F-. 

CALLIHAN, A. D, Atomic Safety and Licensing Board Panel. Ip. 
19647:163. 24X Fi che; 50-454. 63/07/18, 8307200087. 


— 8307200093 Reply to Rockford League of Uomen Voters proposed findings 
of fact t< conclusions of law re liquid pathway I, Class 9 
accidents, Certificate of Svc end. 

RAHBON, R.J. Hearing Branch 4. 83/07/18. 9pp, 19647:164. 24X 

Fiche: 50-454, a3/07/lGi 8307200087. 


8307200109 Response opposing Joint Interveners 830629 motion to suppl 
OA/OC record re preoperational t es 1 1 ng. Def 1 c 1 enc 1 es do not 
raise significant safety 1 ssue. LI kel i hood that different 
record on Contention lA will be developed minimal. 

YOUNO, H. A. Hearing Branch 4. 83/07/18. Atomic Safety and 

Licensing Board Panel. 6pp. 19647:052. 24X Fiche. 50-454, 83/07/18. 

8307200109. 


—8307200116 Affidavit of WL Forney re safety significance of 
noncomp I iances In insp repts attached to Joint Intcrvenors 
830629 motion to suppl QA/QC record re preoperational 
testing. Prof qualifications end. 

FORNEY, H.L. Region 3, Office of Director. 83/07/15. 6pp. 
19647:058, 24X Fiche; 50-454, 83/07/18, 6307200109. 


8307210236 Response apposing Rockford League of Homen Voters proposed 
findings of fact & conclusions of law re liquid pathway- 
proposed findings misstate record. Cer t i f 1 cat e of Svc end. 

OALLO.J.. FURBE.M.C. Commonwealth Edison Co. GALLO, J.' Isham, 
Lincoln tc Beale, 03/07/18. Bpp. 19664:184. 24X 

Fiche: 50-454, 83/07/18, 8307210236. 


8307220417 Response opposing NRC motion for directed certification of 
A8LB 830621 li 0701 orders directing NRC to provide info. No 
valid reason presented to allow NRC to refuse to provide 
Info. Certificate of Svc end. 

UHICHER.J.M. League of Uomen Voters of Rockford, >L. UHICHER.J.H. 
DeKalb Area Alliance for Responsible Energy. MHICHERiJ.M. 

Slnnlsilppi Alliance for the Environment (8AFE1. 83/07/18. Atoeilc 

Safety and Licensing Appeal Panel. 23pp. 19687:240. 24X 

Fiche: S0-4B4, 83/07/18. 8307220417. 


8307210211 Forwards response to NRC motion for directed certification. 
OALLO. J. Isham, Lincoln 6 Beale. GALLO. J. Commonwealth Edison Co. 
83/07/19 ROSENTHAL. A. S. . KOHL.C.N . GOTCHV.R.L. Atomic Safety and 
Licensing Appeal Panel. Ip. 19666.336. 24x Fiche: 50-434, 63/07/19, 

8307210211. 


— 8307210217 Response supporting NRC 830708 motion for directed 
cortif icetion of issue of disclosure of detailed Info re 
allegations subj to ongoing insps b Inves t tgat ions. Not ices 
of appearance t> Certificate of Svc end. 

OALLO.J,. FlTZOiBBONS. R. . STVLES.L C. Commonwealth Edison Co. 
83/07/19. Atomic Safety and Licensing Appeal Panel. 39pp. 
19666:337. 24X Fl th e : 50-454, 03/07/ 1 9. B30721 0211 


8307220354 Motion for leave to file amicus curiae brief re NRC refusal 
bo provide Info rs allegations which are subj of ongoing 
invost igatlons. Govt Accountability Project has substantial 
ciporlenca u/Region III. 

DEVINE. T., GARDE. B. Government Accountability Project. 03/07/19. 
Atonic Safoty and Licensing Appeal Panel. Spp. 19673:301. 24X 

Ficho: 30-454, 83/07/19, S307220354 


■8307220335 Amicus curiae brief re NRC refusal to provide Info re 
allegations which are subj of ongoing invest Igatlons. NRC has 
no valid legal eicuse to withhold evidence In dispute. NRC 
violated legal duty to disclose Inf o. U/Cert i f I ca te of Svc. 
DEVINE, T. > OARDErB.P. Government Accountability Project. 
83/07/19. Atomic Safety and Licensing Appeal Panel. 22pp. 
19673:306. OdX Fl che: 50-454, 83/07/ 1 9, 6307220334. 


8307220348 Advises of error on Page 26 of applicant 630719 response to 
NRC motion far directed certification. 

STYLESiL.C. isham, Lincoln t, Beale. STVLES.L. C Commonwealth 
Edison Co. 83/07/20. ROSENTHAL, A. S. . KOHL. C.N. , GOTCHY, R.L. Atomic 
Safety and Licensing Appeal Panel. Ip. 19675:300. 24X 

Fiche: 30-434. 83/07/20. 8307230340. 


8307220361 Memorandum {< order reminding counsel t, parties of 
conftdantlality of certain Info in J Hughes deposition. 

SMITH, I. H. Atomic Safety and Licensing Board Panel. 83/07/20. Ip. 
19673:233. 24X Fiche: 50-454, 83/07/20, 6307220361. 


8307260258 Revised findings of fact U opinion on Rockford League of 
Women Voters Contention 22 t DeKalb Area Alliance for 
Responsible Energy /Sinnl ss ipp 1 Alliance for Environ 
Contention 9(c I. Cer t i f i ca t e of Svc encl. 

• League of Uomen Voters of Rockford, IL * DeKalb Area Alliance 
for Responsible Energy. * Sinnlsslppi Alliance for the Environment 
(SAFE). 83/07/20. 47pp. 19727:040. 24 X F I c h e : 50-454, 83/07/20, 

830726D2SB. 


8307260288 Response opposing NRC 630711 application for stay of 
effectiveness of 830621 h 0701 orders re withholding 
evidence. Requisite showing to support stay not established. 
Certificate of Svc encl. 

HHtCHER, J. H. DeKalb Area Alliance for Responsible Energy. 
WH1CHER,J.H. Hhicher, J. M. S3/07/21. Atomic Safety and Licensing 
Board Panel. Spp. I9726:20B. 24X Fiche: SO-4S4, B3/07/21 , 6307260286. 


8307260309 ForBiardt revised findings of fact t, opinion on Rockford 
Loaguo of Uenan Voters Contention 22 4, DeKalb Area Alliance 
for Responsible Energy /Sinnl ss Ipp 1 Alliance for Environ 
Contantion 9 re steam generators. U/o ends 

JOHNSON, D. League of Uomen Voters of Rockford, [L. 83/07/21. 

SMITH,!. H., COLE.R.F., CALLIHAN, A. D. Atomic Safety and Licensing 
Board Panel. Ip. 19726:292. 24X Fiche: 50-454, 63/07/21 , 0307260309. 


8307260425 Response supporting Intervenor motion to suppl QA/QC record 
on prooperatlonai testing, par 830721 tolcon OA/QC concerns 
arise out of entire scope of Region III insps h cannot be 
separated from preoperational testing. 

HHICHERiJ.M. League of Uomen Voters of Rockford, IL. UHICHER.J M. 
DeKalb Area Alliance for Responsible Energy. UHlCHERiJ.H. Uhleher, 
J.H. 83/07/21. Atomic Safety and Licensing Board Panel. 6pp. 
19734:033. 24X Fiche ; 30-434, 03/07/21 , 8307260425. 


63D78S036S Response opposing NRC application for stay of A8LD B3070I 
mafflorandun & order, memor la 1 1 1 ing 630629 h 30 conference call 
rulings NRC showing of irreparable harm Insufficient. 

Certificate of 8vc encl. 

OALLO, J.i FlTZOiBBONS, R. Commonwealth Edison Co. OALLO.J. Isham, 
Lincoln <i Beale. 83/07/22. Atomic Safety and Licensing Board 
Panel. 9pp. 19703:355. 24X Fiche: 50-454, 83/07/22, 8307250365. 


B307360042 Response to Govt Accountability Project 830719 motion to 
file amicus curiae brief. NRC does not object despite doubts 
about brief value to decisional process. NRC categorically 
rejects validity of Project r easonl ng. U/Certi f icate of Svc. 

OOLDBERO, S. C. Hearing Branch 4. 83/07/22. Atomic Safety and 

Licensing Appeal Panel. 6pp. 19727:345 24X Fi che' 50-454, 83/07/22, 

8307260042 . 
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B3O7260310 Reipon'se opposing Oovt AccountaO i 1 1 tij Project notion Pop 
leav« to 'fils amicus curiae brief re NRC 33070S 
certification mo t i on. Pro jet 6 interest ill-founded fc 
arguments immaterial Certificate of Svc end. 

OflLLOi J. Commonwealth Edison Co. GALLO. J Itham. Lincoln t Seale. 
33/07/22. Atomic Safety and Licensing Appeal Panel. App 
19726:077. 24X F I cb e : 50-454 . 33/07/22, 83072603 1 0 


— 8307200204 JE Insp Rept 50-454/83-24 on 030505-0610. No noncomp I la ne a 
noted. Majer areas insp ec ted - preopera t i ona 1 test procedures, 
perPoraanct of preoperational testing 4 review of 
preoperatlonal tosClng QA. 

RErES.L.A.. HINO.H, A. . CHQULESiN.C. Region 3. Office of Director, 
03/07/09. 6pp. 19640:003 24X F l c he • 50-454, 83/07/05, 8307200200. 


8307280232 Memorandum & order denying NRC 930711 motion for stay of 
ASLB B3070I memorandum t; order re evidentiary hearing on 
Region Itl b Qfc of Investigation investigations of Hatfield 
Electric QA program. 

SMITH, l.H. Atomic Safety and Licensing Board Panel. 83/07/26. 
Office of the Eiecutlve Legal Director. lOpp. 19794 148 24x 

Flche: 30-454, 83/07/26, 8307280238. 


0307290102 Forwards reply to Rockford League of Women Voters proposed 
findings of fact & conclusions of law re steam generator 
tube Integrity. 

OOLDFEIN, M. R. Tsham. Lincoln & Beale. GOLDFEIN. M. R. Commonwealth 
Edison Co 63/07/26. SMITH.I.W., COLE, H. F. . CALLIHAN, A. D. Atomic 
Bafety and Licensing Board Panel. Ip. 19820:336. 24X 

Fleha; 50-454.03/07/26. B307290102. 


•8307290105 Reply opposing Rockford League of Women Voters proposed 
findings of fact 6 conclusions of law re steam generator 
tube integrity. Certificate of 8vc end. 

OALLD.J. I GOLDFEIN. M. R. Commonwealth Edison Co. GALLO. J. Isham. 
Lincoln & Oeale. 63/07/26. 20pp. 19620' 337 24X 

Flche; 50-454,83/07/26, B307290102. 


8307280154 Menorandum & Order ALAB-735 denying b dismissing NRC motion 
for directed cer t i f lea t ion b appeal . respec tive ly re ASLB 
830701 memorandum b order reopening record on QA Issues. NRC 
may file motion for reeons 1 dera 1 1 on. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. 03/07/27. 

Office of the Executive Legal Director. I2pp. 19792:047 24X 

Flche: 50-454, 63/07/27. 6307260154. 


0. Inspection reports. IE Bulletins t« correspondence 


8307110139 Ack receipt of 830627 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Kept 50-494/83-16. 

8. Region 3. Office of Director. 63/07/06. REED.C. 
Cofflflionuealtb Edison Co. Ip. 19377:200. 24X Fi the: 50-454, 03/07/06. 

8307110139. 


--83071IOI46 Responds to NRC 830531 Itr re violations noted in IE Imp 
Rept 30-454/03-16. Correc t ive actions; interim lead auditor 
concept discontinued & request submitted to ASME/AN8I 
requesting other provisions be provided In ltd. 

FARRM. 0. L. Commonwealth Edison Co. 03/06/27. KEPPLEfi.J.O. 

Region 3. Office of Director. 3pp. 19377-201 24X 

Flche; 50-494, 83/07/06, 8307110139. 


0307180016 Forwards IE Insp Repts 50-454/83-28 


e,! ou-Hoo/aj-di on 


830621—83 & 29. Mo n oneornp 1 1 one e noted. 

PAPERIELLO.C. J. Region 3, Office of Director, 83/07/07, REED.C. 
Ceomonvealth Edison Co. 2pp. 19960:284. 24X Flche: 90-494, 83/07/07. 

8307180016. 


— 8307180018 IE Insp Repts 50-454/83-26 b 50-459/83-21 on 830621-23 «< 29, 
Mo nsneompi lance noted. Major areas inspected: environ 
protection, review of chemistry «, red loc h tmis try program t, 
procedures ti review of actions on previous open Items. 

0ES171AMN, M. J. , SCHUMACHER. M. C. Region 3, Office of Director. 

83/07/06. 6pp. 19960:286. 24X Flche : 90-494, 83/07/07, 8307180016. 


8307220546 Forccards IE Insp Repts 50-454/83-27 b 50-455/03-20 on 
B30619.No noncomp 11 anc e noted, 

PAPERIQJJ], C. O. Region 3, Office of Director. 03/07/08. REED.C. 
Coaaoraealth Edison Co. 2pp. 19686:041. 24X Flche: 50-494, 83/07/08, 

8307?20d46 . 


8307080009 Forwards IE Insp Repts 50-454/83-20 b 50-455/83-17 an 
830503-04 b 09-12 b notice of violation. 

SPES8ARD, R. L. Region 3. Office of Director. 83/06/22. REED, C 
Commonwealth Edison Co. 2pp. 19351:224. 24X FI che; 50-454, 83/06/22, 

8307080009. 


in msp Repts 80-454/63-27 


•--r r-- -- Wll CsavOi W. no 

j **4Mc e noted. Major areas inspected: emergency medical 

SMITH.M., AXELSON.W.L- Region 3, Office of Director. 
B3/V7/07. 8pp. 19686:043. 34X Fi c he : 50-454, 03/07/08, 6307220546. 


“8307080012 Notice of violation from insp on 830503-04 6 09-12. 
8PES8ARD, R. L. Region 3. Office of Director. 63/06/22. 4pp 
19351:226. 24X FI c he : 60-454, 83/06/22. 0307000009. 


--03O7O0OOJ4 IE Insp Repts 50-454/83-20 b 50-455/83-17 on 830503-04 b 
09-12. Noncompl ianee ncp ted ; Inadequate QC for whip restraint 
Installation, inadequate audit of site whip restraint 
activities & lack of adequate prevention for snubber damage. 

YIN. I. T. , DANIELSON. D. H, Region 3, Office of Director. 03/06/22. 
llpp. 19351:230. 24X F I c he : 90-454 , 63/06/22, 8307000009, 


8306270401 IE Info Notica 03-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness b Engineering 
Response IPost 0301031. 83/07/11. Consolidated Edison Co. of Nau 

York, Inc. lS4pp. 19563:293. 24X Flche: 90-000, 83/07/i 1, 0306270401. 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." 8vc list end. 

JCMDAN.E.L. Division of Emergency Preparedness b Englntcrlng 
Response (Post 0301031. S3/07/I2. Consolidated Edison Co. of New 

York. Inc. 14Ipp. 19563:153. 24X Flche; 90-000, B3/07/I8, 8306270404. 


0307160003 Forwards IE Insp Repts 90-454/03-26 b 50-455/B3-19 on 
830607-10. No none ompl 1 anee noted. 

KNOP.R.C, Region 3. Office of Director. 83/06/28. REED, C 
Commonwealth Edison Co, 2pp. 20078:271- 24X Flche : 50-494, 03/06/28. 


--0307180007 IE Insp Repts 50-454/63-26 b 90-455/83-19 on 830607-10.146 
noneompllanc e noted, Major areas 1 nsp ec ted : status of relnip 
program !< status of program for key contractors per IE 
Insp Repts 90-454/82-05 S, 50-455/82-05 

KNOP.R.c. Region 3, Office of Dlrectep. 
83/06/27. 16pp. 20078:273. 24X FI e h a : 50-434 . 93/06/28. 0307 1 BOOM. 


0307140071 Forwards IE [nsp Rapt 50-494/03-25 on 030607-10. No 
noncomp 1 lance noted. 

LITTLE.W. S. Region 3, Office of Director. 83/07/01. REED.C 

Edison Co. 2pp. 19514:076, 24X FI c ho : 50-454, 63/07/01 . 

6307£4007 i , 


--03O714OO74 IE Insp Rept 50-494/93-29 on 030607-10. Mo no ncomp 1 tanc e 
noted. Major areas I nspec ted: observe tf on of electrical 
component I, instrument component work activities b review of 
records. 

HENOEZiR. . WILLIAMS, C. C. Region 3, Office of Director. 03/06/30. 
Bpp. 19514:078. 24X FI e he : 50-454, B3/07/01 . 8307 1 4007 1 . 


8307200200 forwards IE Insp Rept 90-454/83-24 on 830905-0610 No 
noncompl i anct noted. 

STREETER. 0. F. Region 3, Office of Director. 83/07/05. REED, C 

l'?6‘»a:00l 24X FI ch e : 50-4 54. S3/07/0S. 


8307190145 Ack receipt of 830506 Ifcr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-454/B3-09 L 
S0-453/B3-07. 

NmELIUS.C.E. Division of Project t. Resident Programs. 83/07/13, 
REED, C. Commonwealth Edison Co. 2pp. 19636' 177 24X 

Flche: 9D-4S4, 83/07/13, 6307190145. 


“8307190147 Responds to NRC 830404 Itr re violations noted In IE Insp 
Repts 50-454/03-09 * 50-459/83-07. Corrective ac t Ions; Level 
til QA manager appointed on 830324 b all contractors 
requested to notify util of changes In QC inspectors, 

FARRMiO.L. Commonwealth Edison Co. 83/09/06. KEPPLERrJ.O, 
Region 3, Office of Director. lOpp. 19636:179 24X 

Flche: 50-454, 83/07/13,8307190145. 


B306270406 IE Info Notice 83-40, "Caseous Effluent Releases of 
Radioactive 1-125 b 1-131 In Excess of NRC Limits." Sve list 
end. 

TAYLOR, J.H. Division of OA, Safeguards & Inspection Programs (Post 
8301031. 83/07/14. Consolidated Edison Co. of New York, Inc 

II4pp. 19715:270. 24X FI Che: 50-000, 63/07/14, 8306270406, 


8306270415 Board Notification 03-097: forwards draft SALP rept for 
Jan— Dec 1962 & util 830712 response. 

NOVAK. T. It Assistant Director for Licensing. 83/07/22, Atomic 
Safetf and Licensing Beard Panel. 3pp. 19767:043 24X 

Flche; 50-454, 83/07/22, 83062704 1 9. 


~~8307270453 Forwards preliminary SALP rept for Jan-Dee 1902, for 
review prior t* 830613 meeting to discuss observations tc 
findings. 

HIND, J. A. Division of Radiological b Materials Safety Programs 
83/06/08. REEDiC. Commonwealth Edison Co. D2pp. 19767'046 
Flche: 50-454, 83/07/22, 8306270415. 


24 X 



DOCKETED ITEMS 


--63073704S4 Foruartfs comments on SALP nept based on discussion at B30&13 
public meeting. Evalua C Ion d i s tressi ng. s i nee MRC prepared 
testlmong in licensing proceedings stating that util had 
imp temented acceptable QA program. 

STIEDE.W.L. Commonuoalth Edison Co. 3^/07/12. KEPPLER.J.G. 

Region 3. Office of Director. 2Spp. I97&7 073. 34X 

Fiche: 50-454, 33/07/32. 030627041 5 


8307230084 Confirms 830726 mg t meeting in Chicago, IL to discuss 
llesnsee regulatorg performance & communication problems 
betueen NRC (> util, per Q30715 discussion. 

NORELtUSi C. E. Division of Project << Resident Programs. S3/07/2S. 
REEDiC. Commomueal th Edison Co Spp 19791 169. 34X 

Fiche: 50-000, 83/07/22, 8307280034. 


—8307280102 Confirms request for NRC K. util senior mg t meeting on 830726 
In Chicago, IL to discuss licensee regulatori; performance It 
relationship u/NRC. 

REEO,C. Commonwealth Edison Co. 83/07/11. DAVIS. B. A. Region 3. 
Office of Director. Ip. 19791:171. 24X Fi ch o : 50-000, 83/07/22, 

8307280084. 


8. Reportable occurrences. LERs & related correspondence 


6307180099 RO: on 030630. during Insp of spent fuel rack, five prepane 
gas cylinders found in spent fuel pool area. Caused by 
personnel error. Cy 1 inders ulll be stared outside fuel 
handling bldg. signs re combustible iratl ulll be posted. 

OUERIO.R.E., CHOHACKE.A.C. Commonuieal t h Ed ison Co. 83/07/08. 
KEPPLER.J.O. Regions. Office of Director. 2pp. 19557:003. 24X 

Fiche: 50-454. 83/07/08, 8307180099. 


8307200201 Forwards util B30603 deficiency rept re Westfngbouse Model 
DS-416 reactor trip breaker. for info.Neu & redesigned 
undervoltage attachments In all DS-416 switchgear will be 
Installed t, tested before fuel load. Related correspondence. 

BLOOM. J.O. Isham. Lincoln & Deale. 83/07/12. SMITH. I. bl- . 

COLE, R. F. , CALLIHAN, A. D. Atomic Safety and Licensing Board Panel. 
Spp. 19651:159. 24X F i ch e : SO-454. 03/07/ 1 2 , 830720020 1 . 


8307220446 Part 21 rept re possible discrepancy in variable springs in 
turnbuckle t, top plate assemblies bolt interface. No recorded 
failures or complaints registered against subj products. Enel 
list of springs identified for Comm Ed only. 

LITKA.T. J. Elcen Metal Products Co. 83/07/13. KEPPLER.J.O. Region 
3, Office of Director. 26pp. 19686:086. 24X Fi che : 30-000. 03/07/13. 

8307220446. 


8307250432 Interim deficiency rept re excess carbon content in spring 
hangers supplied by Elcen Metal Products. Initially reported 
on 830617. Approx 40 hangers at each site being evaluated. 

Final rept expected within 90 days. 

TRAHM.T.R. Commonwealth Edison Co. 83/07/18. KEPPLER. vf. O. Region 
3. Office of Director, 2pp. 19702:168. 24X F iche: 30-000. 83/07/18. 

8307250432. 


V. Operator Examinations 


8307130305 Dally highlights memo on results of written exam 
administered to cold license cand 1 da t e s. Nci t written exam 
scheduled for uk of 831027. 

OLSHAN.L.N. Licensing Branch 1. 83/07/07 DENTON, H.R., CASE.E. 

Office of Nuclear Reactor Regulation. Director. EISENHUT. D. 

Division of Licensing. Ip. 19311:362. 24X Fiche: 50-454. 83/07/07. 

8307130305. 


DOCKET 8TN-50-455 DVRON STATION, UNIT 2 


A. App 1 lea t lon/cons true t i on stage documents &i correspondence 


8305310033 Summary at 830518 meeting w/u 1 1 1. Nest Ing house It OE in 
Bethesda.MD re Tech Spec requirements concerning outage 
times for redundant safety-related oqu 1 pmen t. Uieuigraphs 
enc 1. 

OLSHAN.L.N. Licensing Branch t. 83/03/19. Licensing Branch I. 
29pp, 18663:099. 24X F Iche : 50-454, 83/03/19. 8303310033. 


8306060070 Generic Ltr 83-22 to all operating reactor licensees, 
applicants for OLs & holders of CPs for Wes t inghO'Use PWRs 
re safety evaluation of "Emergency Response Guidelines. " 

Bve list end. 

EISENHUT. D. 0. Division of Licensing 83/06/03. Vankee Atomic 
Electric Co. 10pp. 19563:116. 24X Fi che: SO-000, 83/06/03. 

8306060070. 


0306230264 Forwards advance revised pages to FSAR necessary to 
reclassify spent fuel pool liner from safety Category I 
structure to Category II. Info will be incorporated into 
next amend to FSAR. 

TRAMH.T.R. Commonwealth Edison Co. 03/06/20. DENTOM/K.R. Office 
of Nuclear Reactor Regulation. Director. 7pp. 18945:076. 24X 

Fiche: 50-000. 83/06/20, 8306230264. 


8307200231 Notification of 830707 meeting u/technicaL review committee 
in Bethesda.MD to discuss revieu of 04. D5 V E steam 
generator mods. 

HOPKINS.J.O. Licensing Branch 4. 83/07/01. AOENSAM.EO. Licensing 

Branch 4. 2pp. 19670:254. 24X Fi ch e : 50-000. 03/07/01 . B30720023I . 


8306270397 Generic Ltr 83-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUT. D. 9. Division of Licensing 83/07/05. Consolidated 
Edison Co. of New York. Inc. i6pp. 19390 317 24X 

Fiche; 90-000. 83/07/05. 8306270397. 


8307460329 Generic Ltr 83-27 to all licensees V applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end. 

EISENHUT. D. 9. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669 2S4. 24 X 

Fiche: 50-000, 83/07/06, 8307060329. 


830712^81 Requests addl eiemption from Type C testing requirements for 
containment sump Isolation valves M0VSIB811A b D per 830419 
ltr concerning containment leak rate tei t ing. Vus t if i ca 1 1 on 

provided. 

LENTINE.F. 0. Commomwealth Edison Co. 83/07/07 DENTON, M.R. Office 
of Nuclear Reactor Regulation, Director. 2pp 19424:114. 24X 

Fiche:30-000. 83/07/07, 8307120281. 


8307130309 Forwards responses to SGRT b pump b valve operability revieu 
team audits b responses to addl items discussed at 830513 
meeting w/NRC in Bethesda.MD. 

8MART2.E.D. Commonwealth Edison Co. 83/07/07. DENTON. H.R. Office 
of Nuclear Reactor Regulation, Director. 14pp. 19466:127. 24X 

Fiche: 50-000, 83/07/07, 8307130309. 


— 8307130322 Rev 0 to "Environ Oua 1 i f icat i on of Mochanical Equipment 
for Comm Ed Byron Units 1 b 2, Draidwood Units 1 b 2 
Component Pacific Safety Injection Pump Model 3-Inch 10 
Stage JHF •• 

ZESMliH.U., WALKER, L.l. Commonwealth Edison Co. EQbl-EQT-204 ROO. 

83/06/20. S4pp. 19469:185. 24X Fiche: 50-000. B3/07/07, 

8307139309 


— 830713032S "Byron Pump L Valve Operability Summary " 

KAHENIC.M-. SNIDER. J M. Hestlnghouse Electric Corp CAE-OS-01. 
83/06/10. 40pp. 19469:270. 24X F i c he : 50-000, 83/07/07 . 0307130309 


“8307130333 "Environ Qualification for Class IE Lead Acid Storage 
Batteries. " 

HOPBiELL. R. M. DESAI.R.H. Gould. Inc. 83/07/07. leSpp. 
19472:137. 24X Fi e h e : 50-000. 83/07/07. 83071 30309. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic implications of Salem, ATUS events. Sve list encl. 
EISENHUT. 0. 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co. Df New York. Inc. 3app 19669-369. 24X 

Fiche: 50-000. 83/07/08, 8307080169. 


8307260516 Forwards memo describing actiont. taken to resolve JH Conran 
differing prof opinion re sys Interaction (Unresolved Safety 
Issue A-17> 6 safety classification. 

DENTON.H.A. Office of Nuclear Reactor Regulation. Director. 
83/07/11. CONRAN. J. H. Reliability b Risk Assessment Branch. 2pp. 
19782:241. 24X F I c h e : 50-000. 83/07/ 1 1 . Q307260S 1 6. 


—8306080369 Forwards comments on mgt views b positions on sys 

Interaction per differing prof opinion, in response to S30416 
St 0905 memos . Excerp ts from Suffolk County 830509 submittal I. 
proposed request for add] info re Oyron/Bra idwood end. 
CGNRMd.J.H. Reliability b Risk Assessment Branch. 83/C3/2S 
RUSSELL, M.T. Systematic Evaluation Program Branch. 74pp 
19783:033. 24X F i Ch e : 50-000. 03/07/ 1 1 . 83072605 1 6. 


8307250124 Summary of 630707 meeting w/technical revieu committee in 
Sethesda.TED re Model D4/DS/E steam generator mod VIeugraphs 

and. 

HOPKIffS, U. □ Licensing Branch 4. 83/07/18 Licensing Branch 4. 

26pp. 19738-132. 24X Fi th e i 50-000, 83/07/ IB. 83072501 24. 


8307290430 Forwards SER addressing environ qualification program for 
electrical equipment important to safety b safety-related 
equipment. Outs tandl ng Info identified in Sections 3. 11.3 b 
3.11.4 should be provided by 830930. 

YOUNeaLGOD. Q J. Licensing Branch I. 83/07/20. FARRAR. D.L. 
Cdmaomuealth Edison Co. 2pp. I98SB 001. 24X Fiche- 50-454, 83/07/20, 

8307290430. 
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—8307290437 SER ii) ent I f I ng outstanding inio in Sffctians 3. 1(3 & 
3.11.4, ''E-nvlron Qua 1 1 f i ca 1 1 an Program lor Elsctrical 
Equipment Important ta Safety It Safety-Related tdethanical 
E^ui pment. ” 

» Eifuipment dual if lea tion Qranch. 83/07/’20. lApp. 19858:003. 
24X Flche. 90-454, 83/07720. 8307290430. 


8307290047 Advises tiiat energy assorting nnatl used In pipe uhip 
restraint design not properly gualiPied for design 
applications used at fac 1 1 i 1 1 es. Rec ommended position to 
resolve Issue end. 

YOUNOBUOOO.O J Licensing Branch 1. 83/07/21. FARRAR. D.L. 

Commonuealth Edison Co. Ip. 19857:026 24X Fi che : 50-000, S3/Q7 /SI . 

8307290047. 


—8307290072 Trip rept of 830511-12 visit to Region III ofc, Byron site 
t< Sargent b Lundy Chicago. IL ofc re design. Ins tallatl on & 
testing of pipe restraints using energy absorbing matl. 

TERAO, 0. hlechanlcal Engineering Branch. 83/05/26. BD8NAK, R. J. 
Mechanical Engineering Branch. 4pp. I9SS7. 033. 24X 

Flche. 60-000. 83/07/81 , 830729004 7. 


F. Security, medical, emergency t, fire protection plans 


8307220546 Forwards IE Insp Repts 50-454/83-27 «, 50-455/83-20 on 
830615. No noncompliance noted. 

PAPERlELLOi C. oi. Region 3, Office of Director. 83/07/08. REED, C. 
Cotnmanwealth Edison Co. 2pp. 19686:041. 24X Fi che: 50-4 54. 83/07/09, 

8307220546. 


8307260018 Submits supplemental response to NUREG-0737, Supp I 1 (Generic 
Ltr 82-33). Description of parameter selection erlterle to be 
submitted by 831231. Human factors & safety parameter display 
sys verification to be performed u/ver i f tea t Ion program. 

SWARTZ. E.D. Commonwealth Edison Co. 83/07/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. Spp. 19727:177. 24X 

Flche: 50-000. 83/07/30, 8307260018. 


9307280347 Forwards review of draft Rev 4 to generic portion of 
generating station emergency plan. Plan deficiencies marled. 

Flow chart for general emergency offsite protective 
dec t sions enc I . 

PAPERIELLOi C. d. Region 3, Office of Director. 83/07/26. REED,C. 
Commonwealth Edison Co. lOpp. 19789:018. 34X FI che: SO-000. 

83/07/26, 8307280347. 


0. Adjudicatory correspondence 


B307DS0003 Forwards NRC Press Release 83-44 re proposed Imposition of 
9150,000 in civil penalties far alleged shutdown regulation 
violations. Interveners will seek to admit press release 6 
associated insp repts Into evidence. Sve list end. 

HHICHER. 0. 11. Businessmen for the Public Interest. 83/06/29. 
SHITHiI.W.i CALLAHAN, A. D. , COLE, F. Atomic Safety and Licensing Board 
Panel. 4pp, 19192:117, 24X Flche ; 50-4S4. 83/06/29, 8307050003. 


8307050011 Forwards stipulation re recent fine imposed on util & 
agreement to delete portions of JH Hughes deposition. 

WHlCHERrO.n. Businessmen for the Public Interest. 83/06/29. 

SMITH, I. W , CALLAHAN, A. D. , C0LE,R.F. Atomic Safety and Licensing 
Board Panel. 2pp. 19i92;0B4. 24X Fithe : 50-454, 83/06/29. 8307050011. 


--83070S0020 Stipulation on deletion of portions of util witness 
JH Hughes 830519 deposition. 

COLOBERCi 8. C. Hearing Branch 4 MILLERiH. Commonwealth Edison 
Co, HHICHER.J.H. League of Women Voters of Rockford. IL. 

83/05/31. 2pp. 19192:086. 24X F I che : 50-454. 83/06/29, 830705001 1. 


--B3070S0033 Stipulation re recent fine imposed on util for failure to 
maintain operability of one of two instrument channels In 
trip sys Q. Sve list end. 

ODLDQERO.S. Hearing Branch 4. DICKER, B.D. Commonwealth Edison 
Co. WHICHER. J. M. League of Women Voters of Rockford, IL. 

03/06/20, 3pp. 19192:088. 24X FI che : 50-454, 83/06/29. 03O7O5OOII. 


8307050227 Notion to suppl dosed QA/OC record w/lnfo on preop era tlonal 
test Ing. Eih 1 b f t s show evidence of severe deficiencies in 
preoperatlonal testing program. Certl f i ca t» of Sve end. 

HHJCHER-J.M. League of Women Voters of Rockford. IL. WHICHER. J.M. 
DeKalb Area Alliance for Rtsponslble Energy. WHICHER, J.M. 

Slnnlsslppl Alliance for the Environment (SAFE). 83/06/29. Atonic 
Safety and Licensing Board Panel. 39pp. 19199:239. 24X 

Fiche: 50-454, 83/06/29. 8307050227. 


B3O706O353 Reply to Rockford League of Women Voters proposed findings 
of fact conclusions of law re ALARA. Cert if 1 cate of 8vc 
enc 1 . 

KILLER, M. I., HERRINrH.O. Commonwealth Edison Co. MILLER, H.l. 

Isham, Lincoln J. Beale, 83/06/30. i6pp- 19234:147. 24X 

Flche: 50-454, 83/06/30, 8307060355. 


B307060373 Proposed findings of fact L conclusions of law In form of 
supplemental partial initial decision on Class 9 accidents & 
liquid pathway relsas es. Cer 1 1 f 1 ca t« of Sve encl. 

RAHSON.R. J. Hearing Branch 3. 83/07/01. 96pp. 19236:122. 24X 

Fiche: 30-4S4. 83/07/01 > 8307060375. 


8307060400 Heaiarandum U order directing NRC to present evidence on 
Cited portion ef Region III testimony re ongoing NRC Insps 6 
investigations. NRC falls to discuss why protective 
procedures Inapplicable. 

SMITH. I.M. Atonic Safety and Licensing Board Panel. 83/07/01. 
Office of the Executive Legal Director. 4pp. 19234:294. 24X 

Flcho; 30-434.83/07/01. 8307060400 


0307070207 Propased findings of fact t< conclusions of law re Class 9 
accidents, Certificate of Sve end. 

0AU.a.J.. HERRIN.H-O. Commonwealth Edison Co. GALLO, J. ishom, 
Lincoln 6 Beale. 83/07/01. 53pp. 19269: i06. 24X 

Flche: 30-4B4. B3/07/01. 8307070207 


8307070209 Proposed findings of fact U conclusions of law re liquid 
pathway It Class 9 ac c (den 1 1 . Cer t if 1 cat e of Sve encl. 

THOnASpD.C. League of Women Voters of Rockford, IL. B3/07/01. 
23pp. 19269:200. 24X F 1 ch e : 50-454 . 83/07/01. 8307070209. 


B3071100S7 Proposed findings of fact S< conclusions of law re steam 
generator tube integrity. 

a League of Uoraen Voters of Rockford, IL. 83/07/01. Atomic 
Safety and Licensing Board Panel. I07pp. 19375:144. 24X 

Flche: 30-434. 83/07/01. 6307! 1 0057. 


8307080488 Presents info proving Hughes allegations intimately 
connected w/noncomp I lane t noted in IE Insp Rept 
30-434/82-03. Item 19 re reinsp program. 

UHlCHERt^.M. Businessmen for the Public Interest. 63/07/05. 

SMITH. I.U.. COLE. ft. F., CALLAHAN, A. D. Atomic Safety and Licensing 
Board Panel. 6pp. 19346:320. 24X FI che: 50-434. 83/07/03, 8307080483. 


8307110324 Menorandum L order modifying & clarifying scope of ASLB 
B30781 order re evidentiary presentation on Region 111 IE 
Insp Reptc 50-434/62-05 Item 19 «< 50-433/82-04 Item 19. 

SMITH. l.U. Atonic Safety and Licensing Doard Panel. 83/07/07, 3pp, 
19301:283. 24X Flch e: S0-4S4. 83/07/07, 83071 ID324. 


8307130370 Advises of agreement between Intervenors, NRC li util re 
Inclutlon. in evidentiary record, (if portions of J Hughes 
030326 ASLB-supervlsed dtpos i t i on. Sve list and. 

UHlCHERiJ.H. Businessmen for the Public Interest. WHICHER. J. M. 
League nf Hsaen Voters of Rockford. CL. WHICHER, J.M. Slnnlsslppl 
Ailienee for the Environment iSAFE). 83/07/07. SMITH, 1. W. . 
COLEiR.F.i CALLf^AN. A. D. Atomic Safety and Licensing Doard Panel, 
3pp. 19432:161. 24X FI che : S0-4S4. 83/07/07, 8307120578. 


8307110031 Motion to extend, until 830805, fi 1 1 ng of proposed findings 
of fact A conclusions of law on OA/OC issues. Contention lA. 

Counsel workload heavy. Cert i flea te of Sve encl. 

n3UNe.H. A. Hearing Branch 4. 83/07/08. Atomic Safety anif 

Llcaneing Board Panel, 4pp. 19375:247. 24X Fit h or 50-434, 83/07/08, 

8307110051. 


B307120Q66 Natice of appeal of b list of exceptions to ASLG 030701 
■■okorandum A order requiring NRC to present testimony at 
83080? hearing on allegations re electrical contractor QA 
prog ran, noted In ongoing inves 1 1 gat i on. W/Cer t i f ica te of Sve. 

YDUNOiHA. Hearing Branch 4. 83/07/08. Atomic Safety anif 

Licensing Appeal Panel. 7pp 19423:107. 24X FI eho: 30-454. 83/07/00, 

8307120066. 


8307120072 Motion for directed certification of ASLB 830701 ruling 
requiring NRC to present taitimony on A to produce documents 
re allegattons noted in ongoing insp & investigations of 
contractor QA program. Certl f 1 ca te of Sve end. 

vaUNe,H. A. . eOLOBERO, S. C. Hearing Branch 4. B3/07/0B. Atomic 

Safety and Licensing Appeal Panel. 27pp. 19423:115. 24X 

Flche: 50-434. 03/07/08, 8307120072. 


8307140433 Motlen to extend, until 830305, time for filing proposed 
fCndings ef fact A condualons of law on <1A/(3C (ssues, 

Contantlon lA. Counsel workload heavy. Motion granted on 
830708 by A%B. 

VOUNO.H. A. Hearing Branch 4. 83/07/08 Atomic Safety and 

Llcaneing Board Panel. 2pp. 19521:250 24X FIc he: 50-434, 83/07/08, 

8307140433. 


83071300/0 Order directing filing. by B30719.of responses to NRC 830703 
■etlon for directed certification of ASLQ 830701 order. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. 83/07/11. 
Ip. 19465:361. 24X Fiche: 50-454, 83/07/11. B307130070. 
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B307t30333 Application for staij of ASLD 830701 niemoranduin 6 order, 
pending ASLAD deciilon on Nnc appeal t< inatian for directed 
cer t if Icat Ion. Ob jec ts to providing teatimong re allegations 
until investigation comp Is te. Cert i fi cate of Svc oncl. 

YOUNO. M. A. Hearing Branch 4. 83/07/11. Atomic Safeti* and 

Licensing Board Panel. llpp. 19307:313. 34:c Fic he. 50-434. B3/07/il. 

8307130233. 


B307t302B0 Foruards amended Certificate of Svc to NRC 830708 motion 
for directed certification & notice of appeal ti list of 
sicaptions to ASLB 830701 memorandum L order . Amend ed Page 19 
to directed certification motion. also encl. 

YOUNO.M.A. Hearing Branch 4. 83/07/11- El LPER IN, 0 F. , GOrcmr.R.L.. 

KDHLiC.N. Atomic Safetig and Licensing Appeal Panel. ip. 19500:903. 
24 >C FIche; 30-434 . 83/07/1 1. 8307130280. 


— 8307130284 Amended Certificate of Svc to NRC 830703 notice of appeal b 
list of eiceptlons to ASLB 630701 memorandum U order. 

• NRC - No Detailed Affiliation Given. 83/07/11. Atomic Safety 
and Licensing Appeal Panel. 3pp. 19900:304. 24X 

FIche: 30-434. B3/07/1 1. 8307130ZS0. 


8307130290 Amended Certificate of Svc U Page tS to NRC S30708 motion 

for directed certification. 

• NRC - No Detailed Affiliation Given. 83/07/11 Atomic Safety 

and Licensing Appeal Panel 3pp. 19S0S:30h. 24X 

FIche; 50-434, 83/07/1 1, 8307130280. 


8307130294 Foruards Page 91 to NRC 830701 proposed findings on Class 9 
accidents t, liquid pathuiays, inadvertently omitted from 
830701 filing. 

RAUBON, R.J. Hearing Branch 3. 83/07/12. SMITH. J.W., COLE. R. F. . 

CALLIHAN. A. D. Atomic Safety and Licensing Board Panel. Ip. 
19507:337. 24X FIche; 30-454. 03/07/12. 8307130234. 


---8307130260 Page 51 to NRC 830701 proposed findings on Class 9 accidents 
l( liquid pa thuays, Inadvertent ly omitted from 830701 filing, 
a NRC - No Detailed Affiliation Given. B3/07/12. ip. 19307:338. 
24X FIche; 30-454. 83/07/12. 0307130254. 


0307190187 Memorandum announcing appointment of author to tasb force 
ecplarlng procedures re cooperation u/Ofc of -In ves t iga t ions 
in licensing hearings. Future meetings ulll be limited to 
general principles of Info transfer b protection. 

SMITH, I. M. Atomic Safety and Licensing Board Panel. 83/07/12 tp. 
19931:067. 24X F i c he : 50-454. 83/07/ 12. 83071 90187. 


8307200201 Foruards util 830603 deficiency rept re Mestinghouse Kodet 
DS-416 reactor trip breaker, for Info.Nou (> redesigned 
undervoltage attachments in all DS-416 sultchgcar uill be 
installed h tested before fuel load. Related correspondence. 
BLOOKiJ.G. Ilham. Lincoln 6 Beals. 83/07/12. 6M1TH.I.M.. 

COLEiR.F.. CALLIHAN. A. D. Atomic Safety and Licensing Board Panel. 
9pp. 19631;I39. 24X FIche: go- 434 . 03/07/12. 0307200201. 


8307190122 Opposition to intervenor motion to suppl OA/QC record re 
preoperatlonal tes t Ing. Mot ion deals u/matters tangential b 
Immaterial to OA 1 1 suss. Cert 1 f lea te of Svc encl. 

MILLER. K.I. Commonuea 1th Edison Co. MILLER. M.I. Isham. Lincoln « 
Baale. 83/07/13. Atomic Safety and Licensing Board Panel. 27pp. 
19634:337. 24X Ft che: 50-454. 83/07/ 13, B307190122. 


8307190293 Memorandum b order ruling on admissibility of J Hughes 
testimony. 

SMITH, I.U. Atomic Safety and Licensing Board Panel. 83/07/14. 6pp. 
19932:197. 24X Fi che : 90-494 . 83/07/ 14, 83071 50293. 


8307190302 Foruards Congressional Subcommittee on Oversight b 
Investigation* 830617 memo, cited in NRC 830708 motion for 
directed certification. 

YOUNO,M.A. Hearing Branch 4. 83/07/14. ROSENTHAL. A. S. < KOHL. C. N. > 

GOTCHY,R.L. Atomic Safety and Licensing Appeal Panel. 40pp. 
19532:247. 24X Fiche: 50-454, 83/07/14. 8307150302. 


8307190111 Memorandum of 830713 oral motion for extension until 830726 
to file reply findings to Rockford League of Uomen Voters 
proposed findings of fact b conclusions of lau re steam 
generator tube In tegri ty . Cer t 1 f 1 ca t e of Svc encl. 

OOLDFEIN.M, R. Commonuealth Edison Co. OGLDFEIN. M. R. Isham. Lincoln 
b Baale. 83/07/14. 4pp. 19634:282. 24X F 1 ch e : 50-454. 83/07/1 4. 

8307190111. 


8307190126 Reply to Dekalb Area Alliance for Responsible Energy/ 
Slnnlsslppi Alliance for Environ b Rockford League of Homen 
Voters findings of fact b conclusions of lau re emergency 
plann Ing. Cer tl fleets of Svc end. 

BIELAWSKl.A. P. , COPELAND, V. 0. Commonuealth Edison Co. 

BIELAU8KI, A. P. Isham. Lincoln b Beale. 83/07/15. 19pp. 19639:230. 

24X Fiche: 50-454. 83/07/15. 8307190126. 


8307200097 Foruards NRC reply to Rockford League of Nomcn Voters 
proposed findings of fact b csnclusior.s af lau re liquid 
pathway b Class 9 accidents. 

RAUSQN.R 3. Hearing Branch 4 83/07/18 SMITH. I.U.. COLE.R.F. 

CALLIHAN. A. D. Atomic Safety and Licensing Board Panel. ip. 
19647:163 24X F i c h B ; 50-454, 03/07/ 18. 8307200087 


— 8307200093 Reply to Rockford League af Uomen Voters proposed findings 
of Fact & conclusions of lau re liquid pathuay b Class 9 
acc Idents. Certi f 1 ca te of Svc encl 

RAVfSDN.R J. Hearing Branch 4. 83/07/18 9pp 19647.164 24X 

Fiche. 50-494.83/07/18, 8307200087 


8307200109 Response opposing Joint Intervenors 830629 motion to suppl 
QA/QC record re pre opera t i oral tes t ing . Def ic 1 enc les do not 
raise significant safety 1 ssue . 1. 1 ke 1 1 hood that different 
record on Contention lA uill be developed minimal. 

YOUNO, H. A Hearing Branch 4 83/07/18 Atomic Safety and 

Licensing Board Panel. 6pp. 19647. 0S2. 24X Fiche . 50-454. 83/07/18. 

8307200109. 


— B3O72O0116 Affidavit of WL Forney re safety significance of 
noncompliances in insp repts attached to Joint Intervenors 
830629 motion to suppl QA/QC record re preoperatlonal 
testing Prof qualifications encl 

FORNEY. U.L. Region 3, Office of Director. 83/07/15. 6pp. 
19647 058. 24X Fi c h e : 50-454 , 83/07/ 1 0. 8307200 1 09 


8307210236 Response apposing Rockford League of Uomen Voters proposed 
findings of fact b conclusions of lau re liquid pathuay. 

Proposed findings misstate record Certificate of Svc encl. 

OALLO. J. . FURSE.M- C. Commonuiea I th Edison Co. GALLO. J Isham, 
Lincoln b Beale. 03/07/18. Bpp. 19664.184 24X 

Fiche: 30-494, 83/07/10. 8307210236. 


8307220417 Response opposing NRC motion for directed cor 1 1 fleet ion of 
ASLB 930621 b 0701 orders directing NRC to provide info No 
valid reason presented to allou NRC to refuse to provide 
info. Certificate of Svc encl. 

UHICKER.J.M, League of Uomen Voters of Rockford, IL. UHICHER.J.M 
DeKalh Area Alliance for Responsible Energy. UHICHER.J M 
Slnnlsslppi Alliance for the Environment (8AFE). 83/07/18 Atomic 

Safety and Licensing Appeal Panel. 23pp. 19687:240. 24X 

Fiche: 50-454.83/07/18, 0307220417. 


8307210211 Forwards response to NRC motion for directed certification 
OALUI, J. Isham. Lincoln t Beale. GALLO. J Commonuealth Edison Co. 
83/07/19. ROSENTHAL. A. 5. . KDHL.C N. , GOTCHV.R L Atomic Safety and 
Licensing Appeal Panel. Ip. 19666:356 24X Fich e. 50-454. 83/07/19. 

B30721O21 1. 


"8307210217 Response supporting NRC 030708 motion for directed 
certification of Issue of disclosure of detailed info re 
allegations subj to ongoing tnsps b invcstl go t ions. Not ices 
of appearance b Certificate of Svc encl. 

GALLO.J., FITZGIOOONS. R- . STYLES.L.C. Commonwealth Edison Co. 
83/07/19. Atomic Safety and Licensing Appeal Panel. 39pp. 
19666:397. 24X F i ch e : 50-454. 83/07/19. 830721021 1 . 


8307220394 Motion For leave to file amicus curiae brief re NRC refusal 
to provide info re allegations which arc subj of ongoing 
invest igatlons. Govt Accountability Project has substantial 
aeperlcnce u/Reglon III. 

DEVINEiT. . GARDE, B. Government Accountab 1 1 1 ty Project. 63/07/19. 
Atonic Safety and Licensing Appeal Panel. Spp. 19675:301. 24x 

Flcho: 90-494. 83/07/ 19. 8307220334. 


"8307220395 Amicus curiae brief re NRC refusal to provide info re 
allegations which arc subj of ongoing Invest Iga 1 1 oiis. NRC has 
no valid legal excuse to ulthhold evidence in dispute. NRC 
violated legal duty to disclose inf 0 . U/Certl flea te of Svc. 
DEVINE. T. . GARDE, a. P. Government Accountability Project. 
83/07/19. Atenic Safety and Licensing Appeal Panel 32pp 
19675:306. 24X F Ich e : 90-454 , 83/07/19. 8307220334. 


8307220346 Advises of error on Page 26 of applicant 630719 response to 
NRC (notion For directed certification 

STYLES.L.C. Isham. Li nco In b Beale. 6TVLES.L.C. Commonuealth 
Edison Co. 83/07/20. ROSENTHAL. A. 8. . KOHL. C. N. , COTCHY, R L. Atomic 
Safety and Licensing Appeal Panel. Ip 19675:300. 24X 

Ptcho: 90-494. 83/07/20. 0307220348. 


8307220361 Memorandum b order reminding counsel b parties of 
confidentiality of certain info in J Hughes deposition. 

SMITH. I.U. Atomic Safety and Licensing Board Panel. 83/07/20. Ip 
19679:233 . 24X Fi c h e : 50-454. 83/07/20, 830722036 1 
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83072&03SS Revised findings of feed t- opinion an Rockford League of 
Uomen Voters Contention 22 ti DeKelb Area Alliance for 
Responsible Energg/Sinniss Ipp i Alliance for Environ 
Contention 9( c i . Cert i flea te of Sve end. 

* League of Uoiren Voters of Rockford. IL > DeKalb Area Alliance 
for Responsible Energy. « Sinnlssippi Alliance for tbe CnviroiiMent 
<SAFE). 83/07/20. 47pp. 19727:040 24X P 1 ch e : 30-454, B3/07/30. 

e307Sd>0258. 


0. Inspection reportsi IE Bulletins t< correspondence 


83070G0009 Foruards IE Insp Repts SO-454/83-20 & 50-433/63-17 on 
830303-04 t, 09-12 ii notice of violation. 

BPESSARD, R. L. Region 3, Office of Director. 83/08/22. REED,C. 
CoBfflonuealth Edison Co. 2pp. 19351:224. 84X FI che: 30-434. 83/06/22. 

0307080009. 


630726O28S Response opposing NRC 830711 application for stay of 
effectiveness of 830621 (< 0701 orders re withholding 
evl Pence. Requl si te showing to support stag not established. 
Certificate of Sve end. 

HHICHER.J M. DeKalb Area Alliance for Responsible Energy. 

UHICHER.J M. Khlcher. J. K 83/07/21. Atomic Safety and Licensing 
Board Panel. 3pp. 19726 200. 24X Fiche- 50-454. 83/07/21. B30726O2BB. 


6307260309 Forwards revised findings of fact & opinion on Rockford 
League of Uomen Voters Contention 22 & DeKalb Area Alliance 
for Responsible Energy /Sinnl ssippt Alliance for Environ 
Contention 9 re steam generators. U/o encls 

JOHNSON. B. League of Uomen Voters of Rockford. IL. 83/07/21. 

SMITH. I.M.. COLE.R-F.. CALLI HAN. A. D. Atomic Safety and Licensing 
Board Panel. Ip. 19726.292, 24X F i c he : 50-454, 83/07/21 , 8307260309. 


8307260433 Response supporting intervenor motion to suppt 0A/9C record 
on preoperational testlng-per 830721 talcon.QA/OC concerns 
arise out of entire scope of Region III insps & cannot be 
separated from preoperational testing. 

MHICHERiJ.n. League of Uomen Voters of Rockford. IL. UHICKER.J.K. 
DeKalb Area Alliance for Responsible Energy. UHICHER.J.M. Uhtchor. 
J. M. 83/07/21. Atomic Safety and Licensing Board Panel. 6pp. 
19734:033. 24X F i c h e: 30-434. 83/07/21 . 8307260423. 


—8307080012 Notice of violation from Insp on 830503-04 ti 09-12. 
SPESSARD.R. L. Region 3. Office of Director. 83/06/22. 4pp. 
19331:226. 24X FI th B : 30-454. 83/06/22, 8307080009. 


— 8307080014 IE Insp Repts 50-454/03-20 fc 50-453/83-17 on 830303-04 fc 
09-12 Noncoaipl lance noted : inadequate QC for whip restraint 
installation, inadequate audit of site whip restraint 
activities ti lack of adequate prevention for snubber damage. 
YINiI.T., OANIELaON, D. H. Region 3, Office Of Director. 83/06/22, 
11pp. 19331:230. 24X Fiehe: 50-454, 83/06/22, 8307080009 


8307180003 Foruards IE Insp Repts 50-454/83-26 6 50-433/83-19 on 
830607-10. No noncomp 1 lance noted. 

KNQPiR.C. Region 3, Office of Director. 83/06/28. REED.C, 
Commonuealth Edison Co. app. 20078:271. 24X FI che: 30-454, 83/06/28, 

8307180003. 


— 8307180007 IE Insp Repts 50-454/03-26 «. 30-435/83-19 on 830607-10. No 
noneompllance noted. Major areas Intpec ted: status of relnip 
program tc status of program for key contractors per IE 
Insp Repts 30-454/02-03 & 50-433/82-05. 

HAYK. D. H. . HINDSrV.M., KNOP.R.C. Region 3. Office of Director. 
83/06/27. 16pp. 20078:273. 24X Flche: 50-434. 03/06/28, 8307180003. 


B307230365 Response opposing RRC application for stay of ASLB 830701 
memorandum b order, memorial i j ing B30629 & 30 conference call 
rulings. NRC showing of irreparable harm insufficient. 

Certificate of Sve end. 

OALLOi J. . FITZGIBBONS. R. Commonwealth Edison Co. GALLO, «f. fsbam. 
Lincoln b Deale 83/07/22, Atomic Safety and Licensing Board 
Panel. 9pp. 19703:355. 24X Fi che : 50-454, 83/07/22, 8307230365. 


8307260042 Response to Govt Accountability Project 830719 motion to 
file amicus curiae brief, NRC does not object despite doubts 
about brief value to deelsianal process. NRC categorically 
rejects validity of Project reasoning. U/Cert i flea te of 8vc. 

GOLDBERG, S. C. Hearing Branch 4. 83/07/22 Atomic Safety and 

Licensing Appeal Panel. 6pp. 19727:345. 24X Fiche: 50-454. 83/07/22. 

8307260042. 


0307260310 Response opposing Govt Accountability Project motion far 
leave to file amicus curiae brief re NRC 030708 
certification motion. Project interest ill-founded t 
arguments immaterial. Certl flea te of Sve end. 

OAULa.J. Commonwealth Edison Co. GALLO. J. Isham, Lincoln It Beal*. 
83/07/22. Atomic Safety and Licensing Appeal Panel. 4pB. 
19726:077. 24X F 1 c he: 50-434, 83/07/22, 8307260310. 


8307280232 Memorandum & order denying NRC 830711 motion fop stay of 
ASLB 830701 memorandum & order re evidentiary hearing on 
Region III I. Ofe of Investigation Investigations of Hatfield 
Electric OA program. 

SMITH. I. W. Atomic Safety and Licensing Board Panel. 83/07/26. 
Office of the Eiecutive Legal Director. 13pp. 19794’ 148 24x 

Flche; 50-454. 83/07/26. 8307260232. 


8307180016 Forwards IE Insp Repts 50-454/83-28 It 50-453/83-21 on 
830621-23 b 29. No noneompllance noted, 

PAPERIELLO. C. J. Region 3, Office of Director. 83/07/07. REED.C, 
Comaonuealth Edison Co. 2pp. 19360:284. 24X Flche: 50-434, 83/07/07, 

8307180016. 


— 8307180018 IE Insp Repts 30-454/83-28 k 50-435/83-21 on 830621-23 b 29. 
No noncempliancc noted. Major areas Inspected: environ 
protection. review of chemistry b radiochemi s try program b 
procedures b review of actions on previous open Items. 

0E8TMANN. M. J. . SCHUMACHER, M. C. Region 3, Office of Director. 

83/07/06. 6pp. 19560:206. 24X Fiche; 50-454, 83/07/07. 8307180016. 


B307220S46 Forwards IE Insp Repts 50-454/83-27 b 50-455/03-20 on 
830613. No noneompllance noted. 

PAPERlfcLLO.C. J. Region 3, Office of Director. 83/07/08, REED.C. 
COMonwealth Edison Co. 2pp. 19686:041. 24X FI che; 30-434, 83/07/08, 

8307220346. 


— 8307220333 IE Insp Repts 80-454/83-27 b 50-435/83-20 on 830615. No 
nonconpl lance noted. Major areas Inspected; emergency medical 
drill. 

OLOERSQN. W. J 8NITH.M.. AXEL80N. H. L. Region 3. Office of Director 
83/07/07. Spp. 19606:043, 24X Flche: 50-454, 83/07/08, 8307220346, 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Sorry Recirculation Bpray Subsystem." Sve list end, 

JORDANiE.L. Dlvlsian of Emergency Preparedness b Engineering 
Response IPost 0301031. 83/07/11, Consolidated Edison Co. of New 

York. Inc. ls«pp. 19363:293. 24X Flche: 30-000, 83/07/1 1, 8306270401 . 


8307290102 Forwards reply to Rockford League of Uomen Voters proposs 
finiJlnga of fact L conclusions of law re steaffi generator 
tuba Integrity 

OOLDFEIN, M. R. Isham. Lincoln b Beale. GOLDFEIN. M. R. Commonweal! 
Edison Co. 83/07/26. SMITH. I. W., COLE.R.F, , CALLIHAN, A. D. Atoml 
Safety and Licensing Board Panel. Ip. 19020 336 24X 

Flche: 50-454,83/07/26,8307290102. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JOROANiE.L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co, of New 

York, Inc. 141pp. 19563:153. 24X FI che: 50-000, 83/07/12, 8306270404. 


— B307290105 Reply opposing Rockford League of Women Voters proposed 
findings of fact b conclusions of law re steam generator 
tube integrity. Certificate of Sve end. 

GALLO, J., GOLDFEIN. n. R. Commonwealth Edison Co. GALLO.J. Isham. 
Lincoln It Deala. 03/07/26. 20pp. 19620:337 24X 

richa; 50‘'454f 03/07/26* 8307290102, 


8307280134 Memorandum b Order ALAD-733 denying b dismissing NRC motion 
fpr olractad certification appeal i respac tive ly re ASLB 
830701 memorandum b order reopening record on OA Issues. NRC 
may file motion for reconsideration 

Safely and Licensing Appeal Panel. 83/07/27. 

P.Thl’tn Director. 12pp. 19792:047. 24X 

Fiche. 50-454, 83/07/27, 0307280154. 


830719014S Ack receipt of 830306 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts S0-4S4/S3-09 b 
30-433/83-07. 

MOREUIUS, C. E. Division of Project b Resident Programs. 03/07/13. 
REED.C. Commanwealth Edison Co. 2pp, 19636:177. 24X 

Flche: 30-434,83/07/13, 8307190143. 


— 8307190147 Responds to NRC 030404 Itr re violations noted in IE Insp 
Repts 50-434/83-09 b 30-435/83-07. Corrective actions: Level 
III OA manager appointed on 830324 b all contractors 
requested ta notify util of changes in QC inspectors. 

FARRAR.O.L. Commonwealth Edison Co. 83/03/06. KEPPLER.J 0 
Region 3. Office of Director. lOpp, 19636:179. 24X 

Fiche: 50-454,83/07/13, 0307190145. 


8306270406 IE Info Notice B3-4B, "Gaseous Effluent Releases of 
Radioactive 1-123 b 1-131 In Excess of NRC Limits." Sve list 
end. 

TAYLOR, V. M. Division of QA, Safeguards b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co, of New York, Inc 

lt4pp. 19715:270. 24X Flche: 30-000, 83/07/14, 8306270406. 
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0306370415 Board Notification S3-097 fonuarda draft S4LP rept for 
Jan-Dac 1983 b util 630713 response. 

NOVAK> T. N. Assistant Director for Utcensing. 83/07/33. Atomic 
Safety and Licensing Board Panel 3pp. 19767043. 34X 

Flche: 50-494i 03/07/33, S306370415. 


— 0307370433 Forwards preliminary SALP rept for Jan-Dee 1932, for 
review prior to 630613 meeting to discuss observations ti 
findings. 

HIND, J A. Division of Radiological U Naterials Safety Prograns. 
03/06/03. REED.C. Commonwealth Edison Co. 33pp 19767:046. 24X 

Flche: SO-434, 83/07/33, B306370415. 


— B307S704S4 Forwards comments on SALP rept based on discussion at 630613 
public meeting. Eva luat Ion d 1 s tress Ing, s me e NRC prepared 
testimony in licensing proceedings stating that util had 
Implemented acceptable QA program. 

STIEDE,U.L. Commonwealth Edison Co. 83/07/13. KEPPLER.J.O. 

Region 3, Office of Director. 30pp 19767:076. 34X 

Flche; SO-454, 63/07/32,8306270415. 


6307380004 Confirms 030736 mgt meeting in Chicago, IL to discuss 
licensee regulatory performance !> communication problems 
between NRC t< util, per 83071S discussion. 

NORELIUS, C. E. Division of Project 6 Resident Programs. 03/07/88. 
REED.C. Commonwealth Edison Co. 2pp. 19791:169. 24X 

Flche: 50-000, 03/07/22. 0307280084. 


—8307200103 Confirms reguest for NRC b util senior mgt meeting on 830786 
In Chicago, IL to discuss licensee regulatory performance 6 
relationship ui/NRC. 

REED.C. Commonwealth Edison Co. 83/07/11. DAVIS, D A. Region 3< 
Office of Director. Ip. 19791:171. 24X Flche; 50-000, 83/07/28. 

8307880084. 


S. Reportable occurrences, LERs b related correspondence 


8307200201 Forwards util 830603 deficiency rept re Hestinghouse Hodel 
08-416 reactor trip breakerifor Info. Now redesigned 
undsrveltage attachments In all D8-4I6 switchgear will be 
Installed b tested before fuel load. Related correspondence. 

SLOOtl, J. 0. Isham. Lincoln b Deal e. 83/07/13. SMITH, I. H. Atomic 
Safety and Licensing Board Panel. 3pp. 19651:159. 24X 

Flche: S0-4S4, 83/07/lS. 8307300301. 


8307220446 Part 21 rept re possible discrepancy in variable springs In 
turnbuelile & top plate assemblies bolt interface. No recorded 
failures or complaints registered against subj pr oduc ts. Enc 1 
list of springs Identified for Comm Ed only. 

LITKA, T. J. Eicon Metal Products Co. 83/07/13. KEPPLER.J.O. Region 
3i Office of Director. 36pp. 19686:086. 34X Fi che : 50-000, 83/07/15. 

8307220446. 


8307250433 Interim deficiency rept re etcess carbon content in spring 
hangers supplied by Elcen Metal Products. Initially reported 
on 830617. Approt 40 hangers at each site being evaluated. 

Final rept eipected within 90 days. 

TRAMM.T.R, Commonwealth Edison Co. 83/07/18, KEPPLER.J.O. Region 
3, Office of Director. 2pp. 19708:168. 24X F 1 c h e : 50-000, 03/07/18. 

8307250433. 
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A. App 1 lea tlon/cons true t Ion stage documents b correspondence 


8306060070 Generic Ltr 83-32 to all operating reactor licensees, 
applicants for OLs b holders of CPs for Uostinghouse PURs 
re safety evaluation of "Emergency Response Guidelines." 

Sve list end. 

EISENHUT, D. 0. Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. 10pp. 19563:116. 34X FI che: 50-000, 83/06/03. 

8306060070. 


8306230264 Forwards advance revised pages to FEAR necessary to 
reclassify spent fuel pool liner from safety Category I 
structure to Category II. Info will be incorporated Into 
nett amend to FEAR. 

TRAMM.T.R. Commonwealth Edison Co. 83/06/20. DENTON. H. R. Office 
of Nuclear Reactor Regulation, Director. 7pp. 10945:076. 24X 

Flche: 50-000, 03/06/20, 8306230264. 


6307200231 Notification of 830707 meeting w/technlcal review cennlttee 
in Bethesda.HD to discuss review of D4,D3 b E steam 
generator mods. 

HOPKINS. J. □. Licensing Branch 4. 83/07/01. ADENSAM, E. 0. Licensing 

Branch 4, Spp. 19670:354. 24X FI che: 50-000, 83/07/01, 8307200231. 


8306370397 Generic Ltr 03-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end 
EISENHUT. 0. C. Division of Licensing B3/07/0S. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390 317. 24X 

Flche: 50-000, B3/07/05. 8306270397 


8307060339 Generic Ltr 83-2? to all licensees b applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS Sve list enci 

EISENHUT, 0. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co of New York. Inc. 16pp. 19669 254. 24X 

Flche: 50-000. 83/07/06, 8307060329 


B307120281 Requests add! eiemption from Type C testing requirements for 
containment sump isolation valves M0V5I8B11A b D per 030419 
ltr concerning containment leak rate t es t ing. Ju s t i f i c a t ion 

provided 

LENTINE.F.G. Commonwealth Edison Co. 83/07/07. DENTON, H.R. Office 
of Nuclear Reactor Regulation. Director 3pp. 19424:114. 24X 

Fiche: 50-000, 03/07/07, 0307120261 


8307130309 Forwards responses to SORT b pump b valve operability review 
team audits b responses to add! items discussed at 830513 
meeting w/NRC in Bethesda.MD 

8NARTZ.E.0. Commonwealth Edison Co. 03/07/07. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 14pp. 19466:127. 24X 

Flche: 50-000. 83/07/07, 8307130309 


— 8307130332 Rev 0 to "Environ Qualification of Mechanical Equipment 
for Comm Ed Dyron Units 1 b S.Braiduood Units I b 3 
Component Pacific Safety Injection Pump Model 3-Inch 10 
Stage JHF. " 

ZEOAR.H.J., WALKER, L. I. Commonwealth Edison Co. EabT-EaT-204 ROD. 

83/06/80. 84pp. 19469,185. 24X Fi c h o : 50-000. 03/07/07, 

8307130309. 


— 8307130333 "Environ Goal 1 f i ca t i on for Class IE Lead Acid Storage 
Batteries. " 

HOPEWELL. R. H. DESAl.R.H Gould, Inc. 83/07/07. IBapp. 
19473:137. a4X Flche: 50-000, 83/07/07, 8307130309. 


B307080I69 Generic Ltr 03-28 to all licensees of operating reactors 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATMS events. Sve list end. 
EIBENHUT.O.O. Division of Licensing. 03/07/00. Consolidated 
Edison Co. of New York. Inc. 3epp. 19667:269. 24X 

Flche: 50-000. 83/07/08, 0307000167 


8307260516 Forwards memo describing actions taken to resolve JH Conran 
differing prof opinion re sys Interaction {Unresolved Safety 
Issue A-17) b safety classification. 

DENT8N.H.R. Office of Nuclear Reactor Regulation, Director. 

83/07/11. CONRAN.J.H. Reliability b Risk Assessment Branch. Spp. 
19782:241 34X Flche : 50-000, 83/07/1 1 . 8307260516. 


— 8306080369 Forwards comments on mgt views b positions on sys 
interaction par differing prof opinion. In response to 8304IG 
b OSOS eieeios. Excerpts Prom Suffolk County 030509 submittal b 
proposed request for addl info re Oyron/Oraidwood encl. 
CONRAN.J.H. Reliability b. Risk Assessment Branch. 83/05/25. 
flUBSELL, H. T. Systematic Evaluation Program Branch. 74pp. 
19783:033. 24X Flch e; 50-000, 83/07/ 1 1 , 83072605 1 6. 


8307210188 Forwards response to FSAR Questions 330.3 b 330.4. Info 
discusses location of pipelines b frequency of shipments of 
etploslve rnatl to b from Joliet Army Ammunition Plant an 
IL Central Gulf Railroad. 

SUARTZ.E.D. Commonwealth Edison Co. 83/07/15. DENTON,HR. Office 
of Nuclear Reactor Regulation, Director. IBpp. 19666:016. 24X 

Flche: 50-456, 03/07/15, 8307210188 


8307810300 Forwards proprietary "Independent Evaluation of Proposed 
Mods to Westlnghouse D4,D5 b DE Steam Generators." Rept 
withheld (ref 10CFR2 790) 

BUTTERFIELD, L, Steam Generator Owners Group. 83/07/18 
EISENHUT.D-O. Division of L 1 censing. 3pp. 19664:114. 24X 

Fiche: 50-000. 83/07/18, 8307210300 


8307850124 Suanary of 830707 meeting u/tochnlcal review committee in 
BethesdaiHO re Model 04/DS/E steam generator mod . Uiewgraphs 

enc 1 . 

KOPKINS.J.D. Licensing Branch 4. 83/07/18. Licensing Branch 4. 

86pp. 19738:138. S4X Fi che: 50-000. 83/07/18, 83072501 24. 


8307290047 Advises that energy absorbing matl used in pipe whip 
restraint design not properly qualified for design 
applications used at fac i 1 1 1 ies. Recommended position to 
resolve issue encl. 

VDUHODLQOD. B. J. Licensing Branch 1 83/07/21. FARRAR. D.L. 

Coananueaith Edlsnn Co. Ip. 19857.026. 24X FI che: 50-000, 83/07/21. 

8307290047. 
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Flcfte 50-000, 83/07/21, B307390047 ‘‘^857.033. 2« 

Forwards Anend 3 to environ rept - OL stage. Incio 

of co!I °? *ff*ct* of station op^ation. 

nLf , ^ benefit analysis *, effluent !, environ 


B307200121 Forward 
ti enviro 
s umrsa 


luding site 


raeasuramont 
SWARTZ. E. D 


monitoring programs 
Commonwealth Edison Co. B 3 / 07/15 
of Nuclear Reactor Regulation, Director 
F l Che • 80-4SS, 83/07/ 1 S, B30720012I 


2 pp. 


DENTON. H. R. Office 
19643:001. 24X 


B307200123 Amend 2 to environ rept - OL stage 
* Commonwealth Edison Co. 63/07/31. 200 po 

Flctie. 50-456,63/07/15, B307200121 


19645: 003. 24X 


requested by 830031 . asage. Kesponse 

VOUNODLOOD. B. J. Licensing Branch 1 . 03/07/22 FARRAR D L 

0307190042.*'' '''^”^020 2«' Fi che: SolqM; 83/07/22. 


s'-PPl® «■ correspondence 

B307060446 Forwards input for Section 16.0 of SER re Tech Sa.rc 
f«‘litl..,per 030411 reques? 

NOvX{ ; Assls*?int'S^ Director for Safety As 83/06/24. 

Flche:SO-4S6.a3/oI/24*,03S7O6S44l"' If300:t8e. 24: 


emergency t, fire protection pU 




^ ’efety parameter display 
Jrification to be performed w/v»rl flea t ion prooram 


submit b 
9 149 ve 

aWARTZ-E.D. Commonwealth Edison Co. 63/07/20 
rf ''• 9 ‘^l 4 “on, Director. 2 pp 

Flche: 30-000, 63/07/20, B307260016 


ogram. 

DENTON, H.R. Office 
19727:177. 24X 


0 Inspection reports. 


IE DuUctlns t< correspondence 


DEVOUNO.n.C. Director's Office, Office of Inspection and 

a'CONNOR.J.J. Commonwealth EdJ'on C. Ip 
19262.153 24X FI che : 30-456 , 63/06/27, 8307030501 . ^ 

—8307030505 Order Imposing civil monetary penalties In amount of 
e f ‘9 corrective actions after 

9 en«T 4 tdr bolting problems, 

DEYDONG.R. C. Director's Office, Office of Inspection and 

igGAs'csa"* Commonwealth Edison Co, 10 pp. 

19262.154. 24X Fi c be: 50-456, 83/06/27, 6307050301 . 

AXELRAO. J.A Director's Office, Office of Inspection and 

f 9465 ' 35 o"*' 34 r^p?*fc^%n Docketing U Services Branch. Ip, 
19465 . 350 . 24X FI ch e ; 50-456, 03/06/29, 83071 30194. 

k, Inc. 154pp. 19563:293. 24X Fi che: 50-000, 03/07/11, 8306270401. 

^^ResW?2‘’Wf'r "F-ilure of Hydraulic Snubbers as 

jonniu F^ Contaminated Hydraulic Fluid. " Sve list end. 

io of Emergency Preparedness fc Engineering 

?nd W. Consolidated ESison Co* of New 

. Inc. I41pp. 19563:153 , 24X Flche: 50-000. 63/07/12, 0306270404. 


|’‘f9 03-40, "Oaseous Effluent Releases of 

Radjoactlve 1-125 4 I-iai in Escess of NRC Limits.” Bve list 

B30103‘/ ”a3/niT,‘2“’" ®9'»«94rds I. Inspection Programs (Post 

772;°^'' .=5?^®^'^**’- Consolidated Edison Co. of New York, Inc 
I 14pp. 19715:270. 24X Fie he : 50-000, 83/07/1 4, 8306270406. 


8307260084 Confirms 830726 mgt meeting In Chicago, IL to dl 

-9b.eml 

Flche: 50-000, 83/07/92, 8307280004. ‘^^’1.169. 24X 


SCUftf 

03/07/22. 


• •«..awf iMy t. Mievctns 

Ucentee rejulakorg performanct %( 


In Chicago# IL bo discus 
ralatlotivhlp u/NRC. 

Office' 03''O7/U. DAVIB. B.A. Region 3, 

8 M 7 |IoSb 4 >’”«:>71 24X Flche: 50-000, 83/07/22.'’' 




S. Reportable Oeturronees. LERs 4 related c 


'rrespondtnee 


itdWdi^b!: Of 4?oo.oSS isSw:s“"'' 

fo:‘::jeVr‘:rat:s 


”!«d rept will be 

**■ Commonwealth Edison Co. 83/07/01 KEPPLER. J o Raain.. 




turnbuckl. I ,*^7 possipje discrepancy in variable spi 

fallueW. top plate assemblies bolt interface. No recorded 
failures or complaints registered against subj products End 
t riL r “"tlfled for Comm Ed only. '' ‘ 

3 nffl«' Products Co. 83/07/15. KEPPLER, JO Region 

24X Flche: 50-000. b/b?/lS!' 


TRAHM. T- R. Commonwealth Edison Co. 83/07/10 hfppi co in o . 

«’702:16B. a4x' Flche: 50-boo b 3 / 57 ?[" 


POCK ET 3 TN-50-437 BRAIDWOOD STATION. UNIT 2 
A- AppMcatlon/co nstrudton stag, documents 4 correspondence 




applicants for OLs 4 holders of CPs for WestinghouWe PWRi****’ 
sWe lllt'enei*'''***'’" "^"'*'‘3®"'='' Response Guidelines. " 

EISE^T.O.O. Division of Licensing. 83/06/03. Yankee Atomic 
B3060M07a' 24X FichB:SO-000,83/06/03, 


“?ed«t?fn“r'"*''l*/'’T®"” P99es to FSAR necessary 

reclassify spent fuel pool liner from safety Categoro I * 

pXI."r 

Flche; 50-000. 83/06/20, 8306230264, ' 


Office 

24X 










in Bethesda.HD to discuss review of 04. D5 4 E steam 
generator mods. 

®;, Licensing Branch 4, 83/07/01. ADENSAM. E. O. Licensing 

nch 4. 2 pp. 19670:234. 24X Fiche; 30-000, 83/07/01, 8307200231, * 


”2pr?or.*"’''‘‘' epplicant* for OL* 4 holders of 

CPs for power reactors re clarification of surveillance 

^“n,*'!*!** Impurity. Sve list end. 

Idff^«®'®i w ‘'’i*'?" 83/07/03. Consolidated 

York, Inc. I 6 pp. 19390:317. 24X 

Flche: 30-000, 83/07/03, 8306270397. 


‘-•'r 83-27 to all licensees 4 applicants for 
operating power reactors 4 holders of CPs for power reactors 
id ST 8 .SVC list end 

Edl^J«“ ■« ‘-Ic.n.ing, 83/07/06. Consolidated 

Edison Co. of Now York, Inc. 16pp. 19669:234. 24X 

Fleha;30-000. 83/07/06, 8307060329!^*^ 
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130713OS91 Request* addl atetrptlon from Type C testing requirements for 
containment sump isolation valves nDi/SI08IlA «< B per 830419 
Itr concerning containment leak rate t bs 1 1 ng. Jus t i f Ica t ion 
provided. 

i-ENTINE.F 0. Commonwealth Edison Co. 83/07/07. DENTON, H. R. Office 
OF Nuclear Reactor Regulation, Director. 3pp. 19434: 114. 34X 

FI c h e; SO-000, S3/07/07, 8307 130381. 


'^^^^30309 Forwards responses to SORT Si pump t< valve operabllitv review 
team audits h responses to addl items discussed at 830513 
meating w/NRC in DethesdaiMD. 

SWARTZ, E.D. Commonwealth Edison Co. 83/07/07. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 14pp. 19466:137. 24X 

FI ch e; 50-000, 63/07/07, 8307130309. 


®^Q71303S3 Rev 0 to "Environ Qualification of Mechanical Equipment 
For Comm Ed Byron Units 1 S> 3iBraldwood Units I ti 3 
Component Pacific Safety Injection Pump Model 3-'Inch 10 
Stag# JHF. " 

ZeOAR.M. J. Commonwealth Edison Co. EQt>T-E0T-304 ROO. 83/06/20. 
S4pp. 19469:185. 24X F 1 c he : 50-000. 83/07/07, 83071 30309. 


'63 0 7 1 30333 "Environ Qualification for Class IE Lead Acid Storage 
B-afeterles. " 

HaPEWELL.R.W Oould. Inc. 83/07/07. IBQpp. 19472:137. 24X 

FI Che: 50-000, 63/07/07, 0307130309. 


Generic Ltr 03-28 to all licensees of operating reactors, 
Fppttcanti for OL & holders of CPs re required actions based 
on generic implications of Salem ATUS events. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 83/07/00. Consolidated 
Edison Co. of New York, Inc. 38pp. 19669:269. 24X 

Flche : 50-000. 83/07/08, 8307000169. 


3C72iiOSib Forwards memo describing actions taken to resolve JH Conran 
dlfFaring prof opinion re ays interaction lUnresolved Safety 
issua A-17) $, safety c lass If lea t Ion. 

BENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
83/07/11, CONRAN, J. H. Reliability & Risk Assessment Branch. 2pp. 
197SS;241. 24X Flche: 50-000, 03/07/1 1 , 0307260516, 


—8306080369 Forwards comments on mgt views h positions on ays 
Interaction per differing prof opinion, in response to B30418 
it 0505 memos. Ekcerpte from Suffolk County 830509 submittal t> 
praposad request for addl info re Byron/Bratdwood end. 
CONRAN, J.H. Reliability t Risk Assessment Branch. 83/05/25. 
R'USSELL, W. T. Systematic Evaluation Program Branch. 74pp. 
I?7e3;033, 24X Fi e h #: 50-000. 03/07/ 1 1 . 8307260516. 


307310188 Forwards response to FSAR Questions 330.3 Ic 330-4. Info 
dlecuofes location of pipelines &■ frequency of shipments of 
Biploolve matl to b from Joliet Army Ammunition Plant on 
IL Cwntrat Gulf Railroad. 

eUARTZ.E.D. Commonwealth Edison Co. 83/07/15. DENTONiH.lt. Office 
af Nuclear Reactor Regulation, Director. 18pp. 19666:016. 24X 

Flc h •: 50-456, 83/07/15, 8307210180. 


107310300 Forwards proprietary "Independent Evaluation of Proposed 
Hodo to Uestlnghouse D4,0S t, DE Steam Oenerators. " Rept 
uithhald (ref iOCFR2. 790). 

BUTTERFIELD, L. Steam Generator Owners Group, 03/07/18. 
EISENHUT, 0. 0. Division of Licensing. 3pp. 19664:114. 24X 

Flcha: 50-000, 83/07/18, 0307210300. 


107290124 Summary of 830707 meeting w/technieal review committee in 
BethafldaiMD re Model 04/D5/E steam generator mod. VI ewgraph s 
• nc 1 . 

MOPKINSjJ.B. Licensing Branch 4. 83/07/18. Licensing Branch 4. 

26pp. 19730:132. 24X Flche : 50-000, 83/07/18, 8307250124, 


I073‘?0047 Advise# that energy absorbing matl used in pipe whip 
Teatralnt design not properly qualified for design 
aspp 1 tcations used at fad 1 i tl es. Recommended position to 

Tteolve issue end. 

VDUNOHLOOD, B. J, Licensing Branch 1. 83/07/21. FARRAR, D.L. 

Commonwealth Edison Co. Ip. 19857:026. 24X FI ch e; 50-000, 83/07/21, 

3307290047. 


©307290072 Trip rept of 830511-12 visit to Region III ofc. Byron Bite 
b Sargent b Lundy Chicago, IL ofc re dasign, Installation b 
tasting of pipe restraints using energy absorbing matl. 

TERAO,D. Mechanical Engineering Branch. 03/05/26. BOBNAK, R. J. 
Maehanlcal Engineering Branch. 4pp. 19857:033. 24X 

Fi Che: 50-000, 83/07/21 , 8307290047, 


C. utility Environmental Report <ER), amends b correspondence 


B3O720O121 Forwards Amend 2 to environ rept - QL stage, Inc luding site 
% environ interfaces, environ effects of station operation, 
summary of cost-benefit analysis b affluent b environ 
measurements b monitoring programs. 

SWARTZ, E.O. Commonwealth Edison Co. 03/07/15. DENTON, H R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 19645:001. 24X 

Flche: 50-436, 83/07/15, 8307200121 


”0307200125 Amend 2 to environ rept - OL stage. 

» Commonwealth Edison Co. 03/07/31. 200pp. 19645:003. 24X 

Flche- 50-456, 03/07/15, 0307200121. 


8307290042 Forwards request for addl info based on 830503-05 environ 
site visit b review of environ rept - OL stage. Response 
requested by 83083i. 

YOUNOBLOOD, D. J. Licensing Branch 1 83/07/22, FARRAR, D.L. 

Comnonwealth Edison Co. 6pp. 19057:030. 24X Flche: 50-456, 03/07/22, 

8307290042. 


E. NRC Safety Evaluation Report (SER), suppls b correspondence 


8307060446 Forwards input for Section 16.0 of SER re Tech Specs 
prepared for fac 1 1 i 1 1 es, per B30411 request. 

NIRAOLIA, F. J. Assistant Director for Safety Assessment. 03/06/24. 
NOVAK, T. H. Assistant Director for Licensing. 2pp. 19300:150. 24X 

Flche: 80-456, 83/06/24. 8307060446. 


F. Security, medical, emergency b fire protection plans 


8307260018 Submits supplemental response to NUREO-0737, Sopp 1 I (Generic 
Ltr 82-33). Description of parameter selection criteria to be 
submitted by 831231. Human factors b safety parameter display 
ays verification to be performed u/ver l f Icat 1 on program. 

SWARTZ, E.D. Commonwealth Edison Co. 83/07/20. DENTON, H.R, Office 
of Nuclear Reactor Regulation. Director. 2pp. 19727: 177. 24X 

Flche; 30-000, 83/07/20, 8307260018. 


0. Inspection reports, IE Bulletins b correspondence 


8307030301 Aek reralpt of 030404 ltr in response to notice of violation 
b proposed imposition of civil penalties. No sufficient basis 
eilsts for mitigation of App Item III re steam generator 
bolting problems. 

DEYOUNOiR.C. Director's Office, Office of Inspection and 
Enforcement. 83/06/27, 0 'CONNOR, J. J. Commonwealth Edison Co. Ip. 

19262: 153. 24X Flche; 50-456, 03/06/27, 0307050501 . 


■8307050503 Order imposing civil monetary penalties In amount of 
9100,000 far failure to take corrective actions after 
eiperlenclng steam generator bolting problems. 

DEYOUNO,R.C. Director's Office, Office of Inspection and 
Enforcement. 83/06/27. Commonwealth Edison Co. lOpp. 
19262:134. 24X Flche: 50-456, 03/06/27, 0307050501. 


8307130194 Forwards 830627 order Imposing civil monetary penalties 
for FR publication. H/o end. 

AXELRADiJ.A. Director's Office, Office of Inspection and 
Enforcement. 83/06/29. Docketing b Services Branch. Ip. 
19463:350. 24X Ficb# : 50-456, 03/06/29, 83071 30 194. 


8306270401 IE Info Notice 63-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

JORBANiE.L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc. 134pp. 19363:293. 24X FI che: 50-000, 83/07/U, 8306270401. 


6306270404 I£ Info Notice 63-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

OORDANiE.L. Division of Emergency Preparedness b Engineering 
Responie IPost 030103). 83/07/12. Consolidated Edison Co. of New 

York, Inc, 141pp. 19563:153. 24X Flche: 50-000, 83/07/12, 8306270404. 


8306270406 IE Info Notice 83-48, "Oaseous Efftuant Releases of 
Radioactive 1-125 b 1-131 In Excess of NRC Limits." Svc list 
end. 

TAYLOR, J.n. Division of QA, Safeguards b Inspection Programs (Post 
830103). 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19713:270. 24X Fiche: 50-000, 03/07/14, 8306270406, 


8307280084 Confirms 830726 mgt meeting In Chicago, IL to discuss 
tlconsoe regulatory performance b communication problems 
between NRC & utiliper 830715 discussion. 

NORELIUS, C. E. Division Of Project b Resident Programs. 83/07/22. 
REEDiC. Comnonwealth Edison Co. 2pp. 19791:169. 24X 

Flche: 30-000, 83/07/22, 8307280084. 
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--6307200102 Confirms request for NRC t otil senior mjt meeting on 830736 
in Chicago. IL to discuss licensee regutetorg performance i< 
relationship v/NRC. 

flEED.C. Commonwealth Edison Co. 83/07/il. DAWIS.B.A, Region 3. 
Office of Director. Ip. 19791:171. 24X Fi c he : 50-000. SS/OT/aZ. 

8307200064. 


S Reportable occurrences. LERs & related correspondence 


8306200432 EN-e3-005A: on Q3012B. no 1 1 c e of violation i proposed 
Imposition of civil penalty in amount of ilOO.OOO issued. 

Violation based on failure to Implement adequate OA program 
for safety-related equipment 

Ki-INOLER.C. . AXELRAD. J Director's Office. Office of Inspection and 
Enforcement. B3/06/27. tp. 19020.327. 24X^060:50-456.83/06727. 

8306260432 


8307110056 Interim Deficiency Hept 02-10 re inadequate OA provisions in 
structural steel installation imp records. Ini tlal ly 
reported on 621 1 19. Reinsp continuing. Final rept ulll be 
Issued by 840201. 

SWARTZ. E.O. Commonwealth Edison Co. 83/07/01. KEPPLER.J.O, Region 
3, Office of Director 2pp. 19375:241. 24X Fi che : 50-456. 83/07/01. 

8307110056. 


8307220446 Part 21 rept re possible discrepancy In variable springs in 
turnbuctte & top plate assemblies bolt interface. No recorded 
failures or complaints registered against subj products. Enc 1 
list of springs identified for Comm Ed only. 

LITKA.T. J. Elcen Metal Products Co. 83/07/15. KEPPLER.J.O. Region 
3. Office of Director. 26pp. 19686:086. 24X Fiche: 50-000. 83/07/15. 

8307220446. 


8307250432 Interim dtflclancy rept re excess carbon content In spring 
hangers supplied by Elctn Metal Products. Initially reported 
on 830617. Approi 40 hangers at each site being evaluatad. 

Final rept eipected within 90 days. 

TRAMH.T.R Commonwealth Edison Co. 83/07/18. KEPPLER.J.O. Region 
3. Office of Director. 2pp. 19702:168. 24X Flch e : 50-000. 83/07/18. 

G3072S0432. 


0306270397 Ocnorle Ltr 03-26 to all applicants for OLi fc holders of 
CPs for power reactors re clarification of lurvelllanco 
reqwlreeients for diesel fuel impurity. 8vc list end. 

EISENHUT. D. 0. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York. Inc. I6pp. 19390:317. 24X 

Fiche: 30-000. 63/07/05. 8306270397. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL. holders of CPs re required actions based 
on generic Inplications of Salem ATMS events. Svc list end, 
EI8ENHUT> D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York. Inc. 30pp. 19669:269. 24X 

Fiche: 30-000. B3/07/08. 8307080169. 


8307200383 Forwards request for addl Info re terrestrial resources. 
Including aap of site identifying prims farmland & farmland 
of statewide importance. Schedul e for response requested, 
SCHUENCER.A. Licensing Branch 2. 83/07/08. CAHILL.U. J. Oulf 

States Utilities Co. 4pp. 19669:347. 24X Fiche: 50-450. 83/07/08. 

8307200383. 


8307220142 Notification of 830720 & 21 meetings u/utll b 8t>U in 
Cherry Hill.NJ to discuss Power Sys Branch items for 
facilities. 

HEINKAH.E.J. Licensing Branch 2. 83/07/14. SCHWENCER.A. Licensing 

Branch 2. 3pp. 19692:264. 24X Fiche: 50-458. 83/07/14. 8307220142. 


B307220SB9 Advises of NRC position requiring redundant ammonia h 
chloride detectors In control room normal vantllation sys 
Intakes. Response to position rsqussted by 030901. 

8CHUENCER.A. Licensing Branch 2. 83/07/15. CAHILL, U.J. Oulf 

States Utilities Co. 3pp. 19712:008. 24X Fiche : 50-458. 63/07/15, 

B3072203B9. 


8307230367 Submits summary status of issues being addressed by 
Licensing Review Group II. per 630502 request. Four issues 
require further action prior to NRC closeout. Post-accident 
sampling requires procedural upgrading. 

HOLTZSCHERi 0. L. Licensing Review Group 11. 83/07/15. BTEFANO. J. J. 
Llcansing Branch 1. 12pp. 19705:203. 24X FI che; 50-000, 83/07/15. 

8307230367. 


DOCKET 50-458 RIVER BEND STATION. UNIT 1 


A. AppI lea ti on/cons true t ion stage documents correspondence 


6307260003 Forwards const QA program identifying changes to program 
since issuance of CP. U/o end. 

BOOKER. J.E. Gulf States Utilities Co. 83/06/10. COLLINS.J.T. 
Region 4. Office of Director Ip. 19727:186. 84X 

Fiche: 50-458, 03/06/10, 8307260003. 


E. NRC Safety Evaluation Report (SERI, supple tt correspondence 


B306090249 Forwards draft 8ER <NURE0-09B9>. for review, Detailed agenda 
to ratelve 8ER open items requestsd. Draft responses 
requested prior to recommended util & NRC meeting. 

NOVAKiT.n. Assistant Director for Liceneing. 83/06/01. CAHILL. N.J. 

Oulf States Utilities Co. 683pp. 10799:201. 24X 

Fiche: 30-438. 83/06/01. 0306090249. 


8307060431 Summary of Caseload Forecast Panel 830330-31 meeting tt site 
visit u/util.SiH 1. atty general in Parrish. LA re current 
status of const t. observation of in-prograss activities. 

UEINKAM.E.J. Licensing Branch 2. 03/06/23. Licensing Branch 2. 

6Spp. 19300:085. 24X Fi ch e : 50-458, 03/06/23. 8307060431 . 


8307070050 Responds to NRC 830615 ltr re Endangered Species Act. 
Endangered red-cockaded woodpecker may occur in project 
area. Proposed areas should be Inspected for presence of 
woodpecker. Requests notification of insp results. 

JOHDAN.D.fl. Interior. Dept, of. Fish It W1 Idl if e Service, 83/06/28. 
ADENSAM, E. Licensing Branch 4. 2pp. 19893:256. 24X 

Fiche: 50-458.83/06/28. 8307070050. 


8307190463 Notification of 830719 meeting w/utll L St>H Engineering Carp 
in Betheeda.HO to discuss structural engineering draft SER 
open items. 

HE1NKAM.E.J. Lleanting Branch 2. 83/07/11. SCHHENCER.A, Liceneing 

Branch 2. 3pp. 19656:073. 24X Fiche; 50-450. 03/07/11. 8307190463. 


K. Utility Final Safety Analysis Report <F8AR) 6 amends 


8307190265 Amend 9 to F6AR. U/e3061 5 ltr. 

CAHILLiH.J. Oulf States Utilities Co. 83/07/31. EI8ENHUT, D, 0, 
Division of Licensing. 317pp. 19644:001. 24X Fiche: 50-456. 

a3/07/31> 8307190265. 


8306270395 Generic Ltr 03-24 to all BUR applicants for OL it holders of 
OLs for Grand Oulf. LaSalle it Susquehanna rt TMl Task Action 
Plan Item I.G. l, "Special Lou Power Testing it Training 
it Recommendations for BWRs. " Svc list end. 

EISENHUT. D. 0. Division of Liceneing. 83/06/29. Long Island 
Lighting Co. 26pp. 19384:115. 24X Fiche; 50-000, 03/06/29, 

8306270395. 


B307060017 Forwards set of transparent overlayt used in Imagery 
asioclated w/Questions 231,4 «< .7 inadvertently omitted 
from 830422 submittal. Info responds to NRC 811231 b 820605 
Itrs 1. will be referenced in future FSAH amend. 

BmKER.JE. Oulf Slates Utilities Co. 03/07/01. SCHHENCER.A. 
Licensing Branch 2. 19pp. 19249:012. 24X Fiche: 50-450. 83/07/01, 

3307060017. 


8307140167 Summary of 830621 meeting w/util «c SfcW in Bethesda.MD re 
Ofosclcnces Branch open I terns, specif ical ly, deal ing 
w/lnterprjlatlons of seismic reflection prof i les. Lis t of 
ettendeas end 

PERCH.H.L. Licensing Branch 2. 83/07/01. Licensing Branch 2. 

4pp. 19539:350. 24X Fiche: 50-458. 83/07/01 , 8307 140167. 


P. Operating licenei stage documents tt correspondence 


8307060329 Generic Ltr 03-27 to all licensees ti applicants for 
operating power reactors ti holders of CPs for power reactors 
re turveillance Intervals in STS. Svc list end. 

EISENHUT. D. 0. Dlvlelon of Llcansing. 83/07/06. Consolldatad 
Edicon Co. of New York. Inc. 16pp. 19669:254. 24X 

Fiche: 50-000. 83/07/06. 8307060329. 


Q. Inipeetlon reports. IE Bulletins 6 correspondence 


B3071S04B6 Forwards IE Insp Rept 50-459/83-03 on 830228-0304. No 
nencomptlance noted. 

HA08EN.0. L. Region 4. Office of Director. 83/05/16, CAHILL. W. 
Oulf Statec Utilities Co. 2pp. 19424:210. 24X 

Fiche: 50-458. 83/05/16. 8307120486. 


—8307120503 IE Insp Rept 50-458/83-03 on 030229-0304, No noncompliance 
noted. Major areas inspee ted : organl ta t ion tt admlnle trail on. 
audits, training. procedures ti preoperatlonal ti planned 
operational nonradlological ti radiological programs 
BAER.R.E.I MURRAY, B.. CROSSMAN, W. A. Region 5. Office of Director. 
83/03/10. 21pp. 19424:212, 24X Fiche: 50-458. 83/03/16. 9307120496. 
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8307190334 Forwards IE Insp Rapt 90--4S8/83-1 1 on B3D901-06Q2. No 
nonconpl lane a notad. 

MADSENiO.L. Region 4. Office of Director. 93/06/24 CAHrLL>M.J. 
Ouif States Utilities Co. 2pp. 19939:261. S4X 
Flehe: 90-498. 83/06/24. 9307 190334. 


—8307190341 IE Insp Rapt 90-499/83-11 on 830901-0602. No naneotnp Uance 
noted. Major areas inspac t ed: f ol lowup of lleansae Identified 
const deficiencies par 10CFR90. 9S( e ) . IE bul letlns. safety- 
related pipe Installation (c welding & RCPB pipe welding. 

BROWN. R.L.. CROSSHANi U. A. Region 4. Office of Director. 93/06/30 
lipp. 19938:263. 24X Fich f : 90-490. 83/06/S4. 9307190334. 


8306270401 IE Info Notice 03-46. "Common Mode Ualve Failures Degrade 
Surrg Recirculation Spray Subeystem. " Sve list end. 

JORDAN. E.L. Division of Eoiergency Preparedness b engineering 
Response (Post 3301031. 83/07/11. Consolidated Edison Co. oP New 

York, Inc. 194pp. 19963:293. 24 X F 1 che: 90-000. 93/07/1 1> S3O627040I . 


6306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Sve list end. 

JQRDAN.E.L. Division of Emergency Preparedness h Engineering 
Response (Pott 8301031. 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19963:193. 24X Fi che: 90-000. 93/07/ 12. 9306370404. 


6306870406 IE Info Notice 83-48. "Oeseous Effluent Releases of 
Radioactive 1-129 (■ I-I31 in Excess of NRC Limits. " Sve list 
end, 

TAYLOR. J.M. Division of QA. Safeguards !< Inspection Prograas (Post 
830103). 63/07/14. Consolidated Edison Co. of New Yorilr tnc. 

I14pp. 19719:270. 24X Flehe: 90-000. 83/07/14, 9306270406. 


8. Reportable oecurrcncec. LERt 6 related correspondence 


B307090187 Supplemental Interim Deficiency Rept DR-30 rc 

interpretation of radiographs performed by BF Shau Co, Welds 
indicated as defective by rajectable radiographs evaluated 
by AE. Next rept expected by 930729. 

BOOKER, J.E. Oulf States Utilities Co. 83/06/24. COLLINS. «f. T. 
Region 4. Office of Director. Ip. 19220:211. 24X 

Flcht: 90-496,63/06/24. 9307050127. 


8307090144 Interim Deficiency Rept DR-99 re potential failure of SEN 
control switches mfg by OE between Aug t< Oct 1982. rnitlally 
reported on 830217. Addl info awaited from GE. Interim or 
final rept util be submitted by 830916. 

BOOKERiJ.E. Oulf States Utilities Co. 83/06/24. CDLLINSr3.T. 
Rtglon 4, Office of Director. Ip. 19220:066. 24X 

Flehe: 90-49B. 83/06/24.8307090144. 


8307090208 Interim Deficiency Rept DR-97 re clearance between armature 
tall piece b molded posts of KMA auxiliary relays mfg by OE 
in 1974. Initially reported, on 830217. AE awaiting addl 
Info from OE. Next rept will be provided by 830316. 

BOOKER. J.E. Oulf States Utilltlei Co. 83/06/24. CQLLINS.J.T. 

Region 4. Office of Director. Ip. 19199:278, 24X 

Flehe: 90-498. 83/06/24. 0307090208. 


8307090238 Fine! Deficiency Rept DR-104 re overturning of Tranallift 
crene while lifting reactor shield bldg dome, Initially 
reported on 830323. Damaged concrete framing assembly 
replaced & dome will be erected In place. 

BOOKER, J.E. Oulf States Utilities Co. 83/06/24. COLLINS, J.T. 
Region 4, Office of Director. 2pp. 19198:349. 24X 

Fiche: 90-498. 83/06/24. 9307090238. 


8307190334 Foruerds IE Insp Rept 90-499/03-11 on 830901-0602. No 
noneompllanee noted. 

MAOSEN.O-L. Region 4. Office of Director. 83/06/24. CANILL.U.J. 
Oulf States Utilities Co, 2pp. 19939:261. 24X 

Flehe: 90-49B, 83/06/24, 0307190334, 


—8307190341 IE Insp Rept 9O-49B/03-1I on 630901-0602. No noncompLlanca 
noted. Major areas tnspie t ed: f ol lauup of licensee Identified 
const deficlenclts per 10CFR90. 39<e ) . IE bulletins, sefety- 
rclated pipe instellatlon h welding <> RCPB pipe welding. 

BRQWN.R.L.. CROSSHAN.W, A. Region 4. Office of Director. 83/06/20. 
llpp. 19938:263. 24X Flehe : 90-498. 03/06/24. 9307190334. 


8307090206 Interim Deficiency Rept DR-120 re improper storage t. 
subseguent deterioration of four standby switchgear circuit 
breakers. Initially reported on 830927. Investigation 
continuing, Interim or final rept will be provided by 930803. 
BOOKER. J.E. Ouif States Utilities Co, 83/06/27. COLLINS, J.T. 
Region 4, Office of Director. Ip. 19190:297. 24X 

Flehe: 90-490. 83/06/27, 9307090206. 


9307090216 Interim Deficiency Rept DR-92 re PVCQp Inc St subsupplier 
dacumentation for Category I stainless steel thermowells, 
initially reported on 8301 14. Supp 1 iers not ASME III Quality 
Sys certificate holders. Next rept by 830817 

BOOKERrJ.E. Qulf States Utilities Co. 83/06/27. COLLINS. J.T. 
Region 4. Office of Director. ip. 19197:270. 24X 

Flehe: 90-459.83/06/27. 0307090216. 


9307090336 interim Deficiency Rept DR-112 re power cables supplied by 
Power Conversion Produc ts. used to terminate factory 
Installed AMO 2 Internal wiring. In i tie I ly reported on 
930419. Util awaiting addl info.Neit rept by 83D022. 

900KER.J.E. Oulf States Utilities Co. 93/06/28. COLLJNS.J.T. 
Reglan 4. Office of Director. Ip. 19390:136. 24X 

Fiche- 30-459. 83/06 /2a , 8307080336. 


8307080332 interim Deficiency Rept OH-113 re misappl ica t ion of In-Ilne 
cable splices on electrical connections For hydrogen Igniter 
assembll es. Inltia 1 1 y reported on 630419. Eval uat Ion 
continuing. Next rept will be provided by 830720. 

BOOKER. J.E. Gulf States Utilities Co. 93/06/29. COLLINS. J.T. 
Region 4. Office of Director. ip. 19390 140. 24X 

Fiche: 90-4 90. 03/06/29. 8307030332. 


8307090413 Interim Deficiency Rept 0R-U4 re weld defects in radial 
rebar anchor ring for shield bldg roof. Initially reported on 
83{>419,Util awaiting addl info from AE.Neit rept will be 
submitted by 830726. 

eOOKER.J.E, Oulf States Utilities Co. 83/06/30. COLLJNS.J.T. 
Region 4. Office of Director, Ip. 19347:274. 24X 

Fiche: 90-498. 93/06/30. 83070804 1 9. 


8307090374 Interim Deficiency Rept DR-96 re linear Indications found 
in Sergen-Patterson tube steel. Ini tie I ly reported on 830217. 

AE awaiting addl info from vendor. Next rept will be 
submitted by 030626. 

BOOKER.J.E. Oulf States Utilities Co. 03/07/01. COLLINS. J. J. 
Region 4. Office of Director. Ip, 19390: 189. 24X 

Flehe:50-49a, 93/07/01, 0307090374. 


8307190378 Interim Deficiency Rept DR-109 re electrical separation of 
reactor protection sys wiring from NBSB shutoff wiring 
within power generation control complex. Initially reported 
on 830329. Info from OE awaited. Next rept due by 830913. 

BOaXER, J.E. Oulf Statei Utilities Co. B3/07/0I, COLLINS. J.T, 
Region 4. Office of Director. Ip. 19939:162. 24X 

Flcha: 90-493. 03/07/01. B307150378. 


8307190173 Interim Deficiency Rept DR-89 re potential malfunction of 
prlnarg knife-type disconnect mfg by RTE Delta Corp & used 
in diesel generators. Utl I awaiting addl info from AE. Next 
rept will be submitted by 030803. 

BOOKERiJ.E. Golf Statei Utilities Co. 03/07/06. COLLINS.J.T. 
Region 4. Office of Director. Ip. 19931:009. 34X 

Flche:9D-45S, 93/07/06. 9307190173. 


8307190326 Interim Deficiency Rept DR-106 re Interstate Steel fc Hub. Inc 
S< Segal U Welded Tube of America documentation for Class 1. 

Orade 9. steel. In 1 tlal ly reported on 830404. AE info awaited. 

Next rept will be submitted by 930819. 

BOCWER.J.E. Oulf States Utilities Co. 03/07/07. COLLINS.J.T. 
Region 4. Office of Director. Ip. 19930:339. 24X 

Flcha: 90-493, 93/07/07. 8307190326. 


8307190179 Interim Deficiency Rept DR-93 re documentation & code 
stamping of interconnecting piping between reactor water 
cleanup HXs. Info awaited from Atlas Industrial Mfg Co. Next 
rept will be submitted by 930012. 

BOWER.J.E. Oulf States Utilities Co. 03/07/09. COLLINS.J.T. 
Region 4. Office of Director. Ip. 19630:173. 24X 

Flcha: 90-498, 03/07/09. 9307190179. 


8307290284 Final Deficiency Rept DR-100 re Category I motor control ctr 
Motor operated valve feeder breakers supplied by Oould-Oroun 
Oovirl. Initially reported on 930222. Deflc Itney not 
reportable per 10CFR50. 99< e ) due to unfinished sys design. 

BOaKER.J.E. Oulf States Utilities Co, 03/07/13. COLLINS. J.T. 
Asglan 4. Office of Director. Ip. 19705:278. 24X 

Fiche: 90-490, 93/07/13, 8307290284. 


8307290447 Final Deficiency Rept OR-111 re dimensional discrepancy on 
two seiall bore pipe support design drawings. Ini tlal 1 y 
reported on 830412. D1 s crepanc I es isolated ease. Item not 
repcrtablc under 10CFR90. 9g(e ) . 

BDDKER.J.E. Gulf States Utilities Co. 83/07/14. COLLINS, J.T. 
Region 4, Office of Director. Ip. 19701:170. 24X 

Fiche: 90-450. 93/07/14. 0307290447, 


8307250466 Final Deficiency Rept 116 re gaps larger than specified In 
joints connecting RHR HX supp or t s. Ini t lal ly reported on 
630911. Support structure loads examined. I tern not reportable 
par I0CFR90. 99(a). 

saiD^R.J.E. Oulf States Utilities Co. 83/07/19 COLLINS.J.T. 
Region 4> Office of Director. Ip. 19701:320. 24X 

Fiche: 90-450, 33/07/19, 0307290466. 
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a307Si.00S& Finjl Deficiency Rept DR-*ilS re (ackwelding of heavy hai 
nuti. Initially reported on 830310 Condition not reportable 
per lOCFRSO. 53<el. 

BOOKER, JE Qulf State! UtlHtlei Co. 83/07/lS. COLLINS. J.T. 
Region 4. Office of Director. Ip 19737:339. 34X 

Fi Che: 50-450.83/07/18. 8307260096. 


8307260414 Interim Deficiency Rept DR-107 re Category t air circuit 
breaker* u/trlp coil* of h igher-than-b i 1 1-of-raal I* range. 

Initially reported on 830404. AE info awaited.Nett rept wiii 
be lubmitted by 830823. 

BOOKER, J £. Gulf State* Utilitiei Co. 83/07/19. COLLINS.J.T. 
Region 4, Office of Director. Ip. 19733:160. 24X 

Fiehe: 30-458.83/07/19. 8307260414. 


E. NRC Safety Evaluation Report (SERI. suppU (• corrcipondence 


a3O609<»49 Feruard! draft SER (NURE0-09a9), for revletu. Detal led agenda 
to resolve SER open Items reciuasted. Draft responses 
reitussted prior to recommended util & NRC meeting. 

NOVAK. T.H. Assistant Director for Licensing. 83/06/01. CAHILL.U.J, 
Ouif States Utilities Co. 683pp. 18799:201. 24X 

Fiche: 90-498. 83/06/01. 8306090249. 


8307190463 Notification of 830719 meeting u/utll & 8t.M Engineering Carp 
in Bethesda.HD to discuss structural englnetrlng draft SER 
open items. 

HE1NKAH.E.U. Licensing Branch 2. 83/07/11. 8CHUENCER.A. Licensing 

Branch 2. 3pp. 19696:073. 24X Fiche: 90-498. 83/07/1 1. 8307190463. 


DOCKET 90-499 RIVER BEND STATION. UNIT 2 


A. Appl IcaC ion/cons true 1 1 on stage documents ti correspondence 


B307070090 Responds to NRC 830613 Itr re Endangered Species Act. 
Endangered red-cockaded uoodpecker may occur in project 
area. Proposed areas should be inspected for presence of 
woodpecker. Requests notification of insp results. 

JORDAN.D. B. Intsrior. Dept. of. Fish bUildlift Service. 83/06/28. 
ADENSAH.E. Licensing Branch 4. 2pp. 19293:296. 24X 

Fiche: 90-45B. 03/06/28. 8307070090. 


8306270399 Generic Ltr 63-24 to all BUR applicants for OL & holders of 
OLs for Grand Gulf. LaSalle 6 Susquehanna re TMI Task Action 
Plan Item l.G. 1. "Special Low Power Testing 6 Training 
it Recommendations for BURs. " Sve list end. 

EtSENHUT. 0. G. Division of Licensing. S3/0S/29. Long island 
Lighting Co. 26pp. 19384:119. 24X Fich e : 90-000. 83/06/29. 

8306270399. 


K. Utility Final Safety Analysis Report IFSAR) & amends 


8307190265 Amend 9 to F8AR. U/830619 ltr. 

CAHILL.U.J. Oulf States Utilities Co. 83/07/31. EISENHUT. D. 0. 
Division of Licensing. 317pp. 19644:001. 24X Fiche: 90-498. 

83/07/31.8307190269. 


P. Operating license stage documents & correspondence 


B3D7060329 Generic Ltr 83-27 to all licensees «< applicants for 
operating power reactors 6 holders of CPs for power reactors 
ro surveillance Intervals in STS. Bve list end. 

E18E»»T.D.G. Division of Licensing. 83/07/06. Cansolldatcd 
Edison Co. of New York. Inc. i6pp. 19669:294. 24X 

Ftcho: 90-000. 83/07/06. 8307060329. 


0. Inspection reports. IE Bulletins & correspondence 


6307060017 Forwards set of transparent overieys used in imegery 
associated w/Guestions 231.4 ti .7 Inadvertently omitted 
from 830422 submittal. Info responds to NRC 811231 6 820609 
Itri it will be referenced In future FSAR amend. 

BOOKER.v) E. Gulf States Utilities Co. 83/07/01. BCHHENCER.A. 
Llcsnsing Branch 2. 19pp. 19249:012. 24X Fiche: 90-498.83/07/01. 

0307060017. 


6306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CP* for power reactor* re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUT. D. 0. Otvlsion of Licensing. 83/07/09. CDnsoIidatcd 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Fiche; 90-000. 83/07/09. 8306270397, 


63070G0169 Generic Ltr 83—28 to all licensees of operating reactors, 
applicant* for OL L holders of CP* re required actions based 
on generic Implications of Salem ATMS events. Sve list end. 
EISENHUT, D. G. Division of Licensing. 83/07/08. Consol idated 
Edison Co. of New York. Inc. 38pp. 1966?' 269 24X 

Fiehe; 90-000. 83/07/08. 9307080169. 


B3072003B3 Forwards raquest for addl info re terrestrial resources. 
Including map of site Identifying prim# farmland & farmland 
of statewide importance. Schedule for response requested. 
SCHHENCER.A. Licensing Branch 2. 03/07/08. CAHILL.U.J. Oulf 

States Utilities Co, 4pp. 19669:347. 24X Fiche: 90-458, 83/07/08. 

8307200383. 


8307220142 Notification of 830720 it 21 meetings w/util t> S6W in 
Cherry Hlll.NJ to discuss Power Sys Branch Items for 
facilities. 

HEINKAM. E. J. Licensing Branch 2, 83/07/14, SCHWENCER.A. Licensing 

Branch 2. 3pp. 19692:264. 24X Fiche; 90-498, 83/07/14, 8307220142. 


6307M09e9 Advises of NRC position requiring redundant ammonia b 
chloride detector* in control roam normal ventilation sys 
In takes. Response to position requested by 830901. 

BCHHENCER.A. Licensing Branch 2. 83/07/19. CAHILL.U.J. Oulf 

State* Utilities Co. 3pp. 19712:080. 24X Fiche: 50-490, 83/07/15, 


0307250367 Submits summary statu* of issues being addressed by 
Licensing Review Group II, per 830902 request. Four issues 
require further action prior to NRC closeout. Post-accident 
sampling requires procedural upgrading. 

HOLTZSCHER.D. L. Li cans 1 ng Rev! eu Group II. 03/07/19. STEFANO.J.J. 

‘’7°9;203. 24X FI Che : 90-000. 83/07/15. 


8306270401 IE Info Notice 83-46. "Comman Hoda Valve Failures Degrade 
Surry Recirculation Spray Subsystem," Sve list end. 

JORDAN.E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031, B3/07/11. Consolldeted Edison Co. of New 

York. Inc. 134pp. 1?S63;293. 24X Fiche; 90-000. 03/07/1 1, 8306270401 , 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubber* et 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDAN.E.L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19963:193. 24X Fiche: 90-000. 83/07/12. 8306270404. 


8306270406 IE Info Notice 83-48, "Oaseous Effluent Releases of 
Radioactive 1-129 b 1-131 In Eicess of NRC Limits." Sve list 
end. 

TAinjM.J.M. Division of QA, Safeguards b Inspactlon Program* (Post 
830103). 83/07/14. Consolidated Edison Co. of Nsw York. Inc. 

tt4pp. 19715:870. 24X Fiche; 90-000. 83/07/14, 8306270406. 


DOCKET 50-460 HPP8S NUCLEAR PROJECT. UNIT 1 
A. Appllcatien/construetlon stage documents b correspondenc* 


8306270397 Generic Ltr 83-26 to all applicants for QLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list end. 

EISENHUT. S. O. Division of Licensing. 03/07/09. Consolidated 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Fiehe: 90-000i 83/07/09. 8306270397. 


830708016? Generic Ltr 83-28 to all licantaes of operating reactor*, 
applicants for OL b holders of CPs re required actions based 
on generic implication* of Salem ATUS events. Sve list end. 
EIBEttWT. 0. 6. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. aBpp. 19669:269. 24X 

Ftcho: 50-000, 83/07/08. 8307080167. 


8307290177 Advises that plan b schedule for resolution of reactor 
coolant pump trip Istue.per THl Action Item 11. K. 3. 9, will be 
delayed until const restart. Concur* u/Oonerlc Ltr B3-10E 
that applicant work through owners groups for solutions, 
SOR^SENiO.C. Uashlngton Public Power Supply System. 83/07/22. 
EISENHUT. D. 0. Division of Licensing. Ip, 19821:092. 24X 

Fiehe: 90-460, 83/07/22, 8307290177, 


F. Security, medical, emergency b fire protection plans 


8307110317 Raleates public version of revised emergency preparedness 

FELTON.J.H. Division of Rules and Record*. 83/06/24. Document 
Management Branch. Ip. 19384:297. 24X Fiche; 90-397, 83/06/24, 

8307110317. 
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1^07110331 Public vtrslon of Rev 3 to emergency preparedneie plan 
coniiitlng of dreulngs of backup emergency operatione 
facilities at util headquarters In Rlc h landi IfA. 14/630616 Itr. 
BOUCKEY.O. D. Washington Public Pouer Supply System. 63/04/30. 
NOVAKi T. M. Assistant Director for Licensing. 4pp. 19304:398. 
24X Fiche; 90-397, 63/06/24, 8307110317 


^d judicatory correspond ence 


7030173 Response to 630609 First set of Int arroga tor i es. Cer tlf Icats 
f 8vc b prof qualifications encl. 

:^0NER,t1. E. , VQUNO, M. A. Hearing Branch 4. 83/06/30. Coalition 

or Safe Power, 39pp. 19199. 003. 24X Flcha i 90-460, 83/06/30, 

307090172. 


7090176 Kamorandum (• order denying util 830607 moblon to compel 
orther answers from Coalition for Safe Power to util 830903 
jrst set of interrogatories. Kot ion moot since Coalition 
lied response on 830622. 

fqOSSHAN, H. Atomic Safety and Licensing Board Panel. 83/07/01. 
• thlngton Public Power Supply System. 2pp. 19199:187. 24X 

1C h i : 30-460, 83/07/01 , 6307090 1 78. 


7IS0996 Order establishing further schedule re d 1 scovery, mot ions 
or summary dlspos 1 1 ion, prof i lad testimony 6 hearing. 

R08SMAN,H. Atomic Safety and Licensing Board Panel. 63/07/11. 
pp. 19432:063. 24X Fiche: 90-460, 63/07/ 1 1, 8307120936. 


7200126 Third set of in terroga t or ies. Re la ted correspondence. 
ELL,N. Coalition for Safe Power. 83/07/13. Wash i ngton Pub lie 
ower Supply System. 7pp. 19648:137. 24X Fiche: SO-460, 63/07/13. 

307200126. 


307200131 htotlon to compel answers From util to second set of 
Intarrogatorlas, Interrogatories concern Issues properly 
discoverable. Related corrispondenca. 

BELL.N. Coalition for Safe Power. 83/07/13. Atomic Safety and 
Licenetng Board Panel. 3pp. 19648:144. 24X Flc he: 90-460. 

83/07/13.8307200126. 


307200134 Updated responses to first set of Interroga tor 1 ts. Related 
corraspondance. 

BELL.N. Coalition for Safe Power. 03/07/13. 4pp. 19648:147. 

24X Fiche: 90-460. 83/07/13. 8307200126. 


307200138 Second updated responses to first set of interrogatories. 
Certificate of Sve encl.RiTated correspondence. 

BELL.N. Coalition for Safe Power. 83/07/13. Washington Public 
Power Supply System. 4pp. 19648:191. 24X Fiche : 90-460. 83/07/13. 
8307200126. 


7260298 Forwards N Bell affidavit re veracity of statements in 
30426 Itr to A8LB re disclosure of Coalition for Safe Power 
ember Identity. 

ELL.N. Coalition for Safe Power. 83/07/21. HARTMAN, 8. Oebevoisc 
Liberman. 2pp. 19726:230. 24X FI eha : 90-460, 83/07/21, 6307260298. 


Operating license stage documents & correspondence 


7060329 Generic Ltr 83-27 to all llcensoes b applicants for 
parating power reactors tc holders of CPs for power reactors 
• surveillance intervals in STS. 8vc list end. 

I8ENHUT, 0. 0- Division of Licensing. 83/07/06. Conso 1 Ida ted 
dtson Co. of New York, Inc. 16pp. 19669:294. 24X 

iehe; 90-000, 83/07/06, 8307060329. 


Inspection reports, IE Bulletins t. c orrespondince 


6270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Urry Recirculation Spray Subsystem." Sve list encl. 

3RDAN,E. L. Division of Emergency Preparedness Engineering 
ttsponse <Post 630103). 83/07/1 1. Consolidated Edison Co. of New 

Ork, Inc. 194pp. 19963:293. 24X Fiche; 90-000, 83/07/1 1 , 6306270401. 


6270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
•suit of Contaminated Hydraulic Fluid." Sve list encl. 

ORDANiE. L. Division of Emergency Preparedness & Engineering 
•spense (Post 630103). 83/07/12. Consolidated Edison Co. of New 

tirk, Inc. 141pp. 19963:193. 24X Flch e: 90-000, 83/07/12, 6306270404. 


6270406 IE Info Notice 83-48, "Oaseous Effluent Releases of 
•dloactivc 1-129 li 1-131 tn Ekcess of NRC Limits." Sve list 
ftcl. 

6VLDfi,J. M. D1 vision of QA, Safeguards it Inspection Progrems (Post 
3ot03). 63/07/14. Consolidated Edison Co. of New York, Inc. 

*4pp. 19719:270. 24X Fiche : 90-000, 03/07/14, 8306270406, 


S. Reportable occurrences, LERs V related correspondence 


8307120499 Interim deficiency rept re emergency diesel generator 
starting air valve assembly mfg by Transamerica Delaval. 

Initially reported on B2061B. Capscrew design revised. Neit 
rapt by const restart. Also reportable per Part 21. 

OE LCn^ZOiR. A. Washington Public Power Supply System. 83/06/29. 
STERNBERQ, 0. H. Region 5. Office of Director. 2pp. 19429:021. 24X 

Fiche; 90-460, 83/06/29, 8307120499 


8307180034 Inter in Deficiency Rept 2 re deformation in conductor 
Insulation in Okonite cab 1 e. Si i teen 7/C-ttl2 cables will be 
raoiovod 1. replaced 51i cables Installed In raceway will be 
abandoned in place 6 r ap laced. Final rept by const restart. 

DE LORENZa, R. A Washington Public Power Supply System. 83/07/01. 
STERNBERQ, D, n. Region 5, Office of Director. 3pp. 19960:131. 24X 

Flcha : 90-460. 83/07/01 , 8307180034. 


6307180144 Interim deficiency rept re problem u/top cover gaskets on 
HAHCO Model EAISO series s wi tches. Prob lem traced to 
ever— impregnated & Insufficiently heat cured top cover 
gaskets. Also reported per Part 21. 

DE LDRENZO.R. A. Washington Public Power Supply System. 83/07/01. 
STERNBERG, 0. K. Region 9. Office of Director. 3pp. 19997:046. 24X 

Fiche: 90-460, 83/07/01 , 8307160144. 


8307280299 Interim deficiency rept re emergency diesel generator 
current transformers. Initially reported on SI 1 1 13. Nor I ake 
Kfg Ca current transf ormer , Model CD 140S, selec bed to replace 
Uestinghouse current transformer. 

OE LORENZO.R. Washington Public Power Supply System. 63/07/14. 
STERNBERG. O. H. Region 9. Office of Director. 3pp. 19790:118. 24X 

Fiche: 90-460. 03/07/14, 8307280299. 


6307280349 Final deficiency rept re Buffalo Forge fan housing missile 
protection. Initially reported on 610824. Unit 1 fans shipped 
to aanufacturer for rework. Unit 4 fans not being modified. 
Nonconformance rept written. 

DE LORENZO. R. A. Washington Public Power Supply System. 63/07/16. 
STERNBERG, □. M. Region S, Office of Director. 3pp. 19769:028. 24X 

Fiche: 90-460, 03/07/18, 8307280349. 


DOCKET 90-461 CLINTON POWER STATION, UNIT 1 


A. Appl icatlon/construc t Ion stage documents & correspondence 


8307080299 Forwards backflt cost figures for addl seven utils per 
original 830208 request. Cost figures for 20 utils 
transmitted 830411. 

TOURTELLOTTE, J. Regulatory Reform Task Force. 63/06/22. 
PALLADINO.N. Conmlss 1 oner s. 2pp. 19363:313. 24X 

Fiche: 90-000, 83/06/22, 8307080299. 


—8307080331 leiforms of Inability to respond to NRC 830206 request re 
impact of regulatory backflt cost since util has no 
operating plant to use as baseline for comparison. Support 
expressed for backfit evaluation effort. 

HAU.,O.P, Illinois Power Co. 63/04/08. TOURTELLOTTE, J. 
Regulatory Reform Task Force. Ip. 19363:320. 24X 

Fiche; 90-000. 83/06/22, 8307080239. 


8307060020 Requests review of util actions t, concurrence in lifting 
Stop Work Order 16 Issued on 620626 re electrical conduit 
inetaltation. Necessary portions of recovery plan completed. 

HALL. D. P. Illinois Power Co. 63/06/24. KEPPLER,J. G. Region 3, 
Office of Director. Ip. 19251:041. 24X Fiche : 90-461 , 83/06/24. 

e307O6(X>2O. 


8307060073 Requests review of util actions to correct deficiencies re 
electrical cable tray L tray attachment Ins tal la t ion. A I so 
requests concurrence in lifting 020116 Stop Work Order 7. 

HALL,O.P. Illinois Power Co. 83/06/24. KEPPLERiU.O. Region 3. 
Office of Director. 2pp. 19291:321. 24X Fiche : 90-46 1 . 83/06/24. 

8307060073. 


B30627039S Generic Ltr 83-24 to all BWR applicants for OL b holders of 
OLs for Grand Gulf. LaSalle L Susquehanna re THI Task Action 
Plan Item 1.0. 1, "Special Low Power Testing Si Training 
Ic Reconaendations for BWRs. " Eve list end 

CE8ENHUT> 0. O. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19384:119. 24X F 1 Che : 50-000. 63/06/29. 

8306270399. 


B306270397 Generic Ltr 83-26 to all applicants for OLs It holders of 
CPs for power reactors re clarification of surveillance 
roqulrements for diesel fuel impurity. Sve list encl. 
eiBENHUT, 0. O. Division of Licensing. S3/07/09 Consolidated 
Edison Co. of New Vork, Inc. 16pp. 19390:317. 24X 

Ficho; 90-000. 83/07/09, 8306270397. 
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3307110532 Ack receipt of 330615 Itr reijoestins concurrence In plane 
for lifting Stop Work Order 01? on structural steel. 

Appropriate procedures t Instructions revised to accomplleb 
lessons learned training. Concurs u/lifting stop uork order. 

KEPPLEH.O. 0. Region 3. Office of Director. B3/07/06. OERBTNERiH. C. 

Illlnols Power Co. Ip. 19380:142. 24X Flch e : 50-461, 03/07/06. 

8307110532. 


8307080169 Generic Ltr 93-28 to all licensees of operating reactors. 
applicants for OL li holders of CPs re required actions based 
on generic Implications of Salem ATWS events- Svc list end. 
EISENHUT. D. 0. Division of Licensing. 83/07/08 Consolidated 
Edison Co. of New York, Inc. 3app. 17669:269. 24X 

FI eh e : 50-000. 83/07/08, 8307080169. 


8307220379 Revises commitments made In response to NRC 620137 
eonfirmation of action ltr re increased util QA & const mgt 
Involvement In contractor const mgt OA/QC program. 

OERSTNER.U. C. 1 1 1 1 no 1 s Power Co. 83/07/13. KEPPLER.J.O. Region 3. 
Office of Director. 3pp. 19675:230. 24X Fi che: 50-461, 83/07/13. 

8307220379. 


8307250367 Submits summary status of issues being addressed by 
Licensing Review Group Il.per 630502 request. Four issues 
require further action prior to NRC closeout. Post-accidont 
sampling requires procedural upgrading. 

HOLTI6CHER.O. L. Licensing Raview Group II. 83/07/15. STEFANO. J. J. 
Licensing Branch I. 12pp. 19705:203. 24X Flche; 50-000. 83/07/13. 

8307250367. 


8307270049 Forwards evaluation of 821022 submittal re operability af 
containment purge 6 vent valves under combined LDCA/saismfc 
leadings. Further justification required for 24 & 36-incb 
valves. 

8CHUENCER.A Licensing Branch 2. 83/07/20. WULLER.Q. llllnoie 

Pouar Co 7pp. 19811:030. 24X Flche: 50-461. 83/07/20. 8307270049. 


83072B0322 Concurs w/030624 decision to lift Stop Work Order 7 on 
electrical cabla tray k tray attachments. Continued 
compliance u/OA requirements assumed. 

KEPPLER.J.O. Regions. Office of Director. 83/07/22 GERSTNER. H. C. 

Illinois Power Co. 2pp. 19789:245. 24X Flche; 50-461, 83/07/22. 

8307280322. 


K. Ocneral correspondence 


8307180086 Advises of reassignment of training organiiatlon to vice 
profidont rather than Baldwin Assoc Quality ti Technical 
Bves. Change necessary since QA workload detracts from 
available mgt attention to QA matters. 

HALL.D.P. Illinois Power Co. 83/07/08. KEPPLER.J.O. Region 3, 
Office of Director. Ip. 19586:250. 24X Flche; 50-461 , 03/07/08, 

8307180086. 


P. Operating license stage documents & correspondence 


8307060329 Generic Ltr 83-27 to all licensees 6 applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillance intervals in STS. Svc list end. 

EISENHUT, D. 0. Division of Licensing, 83/07/06. Consolidated 
Edison Co. of New York, tnc. 16pp. 19669:254. 24X 

Flche; 30-000, 83/07/06, 8307060329. 


Q. Inspection reports, IE Bulletins t, correspondence 


8307110031 Forwards revs to ovarlnsp checklists (c instructions to be 
utfld In ovarlnsp program, 

HAU.,D.P. Illinois Power Co. 83/06/27. KEPPLER. J, 0, Region 3, 
Offico of Director. 17pp. 19374:181. 84X Flche: 30-461. 83/06/27, 

8307110031. 


8307080383 Act receipt of 830628 ltr Informing NRC of steps taken to 
correct violations noted in IE Imp Rept 30-461/83-02. 

LITTLE.U.8. Region 3, Office of Director. 83/07/03. GERSTNER, W. C. 
Illinois Power Co. Ip. 19351:210. 24X Flche: 50-461, 83/07/03, 

8307080383. 


— 8307080290 Responds to NRC 830816 ltr re violations noted in IE Imp 
Rept 30-461/83-02. Corrective actlom:all superseded 
electrical hanger travelers Identified by site search 
transmitted to document records ctr for storage. 

KALl.>D.P. Illinois Power Co. 83/06/28. KEPPLER, J.O. Region 3, 
Office of Director. Spp. 19331:211. 34X Flche: 80-461 , 83/07/03, 

8307080283. 


E. NRC Safety Evaluation Report iSERl, suppls k correspondence 


B307120396 Forwards listing of docketed sources of documentation per 
NyREC-0802 criteria k comparison of plant u/Kuosheng, Grand 
Gulf k Perry per NUfiEO-0763 to resolve SER Outstanding Issue 

WULLER.O.E. Illinois Power Co. 83/07/08. SCHMENCER.A. Licensing 
Branch 2 . 20pp. 19430:198. 24X Fie h B ; 50-461, 83/07/08, 8307120396. 


0307260154 Forwards summary update to info previously submitted bg 
S 2121 S ltr re electrical k mechanical seismic ti dynamic 
equipment qual ifica tion, per Supplemental SER 2. Ins tal lat Ion 
of 593 pieces of equi pffltnt £ofnpltt€. 

HULLER.O.E. 1 1 1 1 nol s Power Co. 83/07/26. SCHWENCER.A. Licensing 
Branch 2. 2pp. 19727:309. 24X Flche; 50-461, 83/07/26, 0307260184. 


F. Security, medical, emergency t fire protection plans 


8307110268 Forwards IE Imp Rapt 80-461/83-08 on 830621-25. No 
nenconpliance noted. 

KNOP.R.C. Regions. Office of Director. 83/07/06. GERSTNER, M. C. 
Illinois Power Co. 2pp. 19374:258. 24X FI che; 30-461, 83/07/06, 

830711(^68. 


— 8307il<e76 IE Insp Rept 80-461/03-08 on 030621-28. No noncompllance 
noted. Major areas inspected; review of licensee assessment 
of record verification program "dry run, " progress 
•/Standing Uork Order 007 k action on open ttams. 

JABLONSKl.F. J. , BEROOREN, J. 8, , HAVES, D.W. Region 3, Office of 
Director. 83/07/02, 3pp, 19374:260. 24X Fiche; 80-461, 83/07/06, 


8307210139 Forwards IE Insp Rept 80-461/83-07 on 030618-17 No 
noneenpl lance noted. 

LITTLE.H.S. Region 3, Office of Director. 83/07/00. GERSTNER, H.C 
Illinois Power Co. 2pp. 19666:112. 24X Flche; 80-461, 83/07/08, 

8307210139. 


6307110228 Forwards revised emergency response capability 
Implementation plan schedule & submittals to reflect new 
submittal dates of B50101 for control room review program 
".TO for summary rept per Supp 1 to Ni;fiE0-0737. 

s ®3/07/05. SCHWENCER.A. Licensing 

Branch 2. 3pp. 19376:107, 24X Flche; 50-461, 83/07/05, 8307110228. 


D.3.2 L D. 3. 6, In response tft 
021216 Ur re update of safe shutdown analysis for flra 
protection k request for eiemptions from lOCFfiSO, App R, 

Two cable conduits embedded In concrete 

B3/07/14, SCHWENCER.A. Llcentin 
anch 2 . 2 pp. 19630:104. 24X Flche: 30-461, 83/07/14. B307190230. 


0. Adjudicatory corrospondence 


—8307210149 IE Imp Rept 30-461/83-07 on 03O61S-17.No noncompllance 
noted. Major areas Inspacted; training procedures t> testing 
program requirements for personnel involved w/Stop Work 
Order 019 k OA records k associated documents. 

KBATINS.D.E,, C ILIMDERO, R, L. , DANIELSON, D. H. Region 3, Office of 
03/07/08. 6pp. 19666:114. 24X Flche: 80-461 , 83/07/00, 


R. Periodic operating reports t< related correspondence 


8307280065 Provides quarterly const schedule 
810829 request. Neit rept will be submitted 
HALLiO.P. Illinois Power Co. 83/07/22, 
Nuclear Reactor Regulation, Director. Ip. 
Fiche: 90-461, 83/07/22, 0307280065. 


updates in response to 
in Oct 1983. 

DENTON, H.R. Office of 
19791:204. 24X 


B307120SBI Notice of withdrawal of 
of Svc end. 

NEUMAN, R. W. Illinois, State of 
Flche: 50-461. B3/07/0a, 0307120501. 


appearance In proceeding. Certificate 
03/07/00. 3pp. 19432:140. 24X 


S. Rep^t^le occurrences, LERs k related correspondence 


B307ia02« Part 21 rept re indeterminate weld quality due to lurface 
*17*!*"**'’**^** ">•»*' defbcts. Initially reported on 

830622.Plping subassemblies containing welded angular 
b^nch connections w/pad reinforcement reviewed. 

MOERKB.H.H., B0RNE8.R.P. Southwest Fabricating k Melding Co. (subs. 

J iV 03/06/24. POTAPOVS.U, Region 4, Office 

of Director. 3pp. 19830:080. 24X Flche: 80-461. 03/06/24, 8307180263 
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8307110322 Fln»l DeflcJenei; Rept 8S-13 re fabrication !< detailing of 
ftructural steel connection draulngt provided by Bristol 
Steel Iron, tnitiallg reported on 82 1 1 1 9. Vendor 
surveillance dept reorganlied to Increase effectiveness. 

HALL.D.P. tlllnole Power Co. 83/07/09 K£PPLER> J S. Region 3i 
Office of Director. 9pp. l'?381:27B. 2*»X FI che 90—161, 83/07/09. 

8307110322. 


830718000? Interim Deficiency Rept 82-09 re small/bore Instrunontatlon 
piping I. conduit support design calculations. Initially 
reported on 820902. Sargent t< Lundy procedures for small 
bore/ins trumen ta t Ian support design enhanced. 

HALL.O.P. Illinois Power Co. 83/07/06. KEPPLER.J.O. Region 3. 
Office of Director. 7pp. 19960.'301. 24X Fi che : 90-461. 03/97/06. 

8307180009. 


8307180036 Interim Deficiency Rept 83-04 ro document control of OE 
dtiign change doc umen ts . Inl t ia I ly reported on 830219. 
Inveetigation results L corrective actions listed. Final rept 
to be sent in 90 days. 

HALL.D.P. Illinois Power Co. 83/07/06. KEPPLER, .7. 0. Region 3. 
Office of Director. 4pp. 19960:209. 24X FI che : 90-461. 03/07/06. 

8307180036. 


V. Operator Eiamlnations 


8307190344 Supplemental response to Generic Ltr 83-01 re licensed 
operator etams. Approx 29 candidates will be examined in each 
June Ic Sept 1989 session. 

UULLER.O.E. Illinois Power Co. 83/07/08. SCHUENCER.A, Licensing 
Branch 2. Ip. 19838:279. 24X FI che : 90-461 , B3/07/0S, 8307*90344. 


DOCKET 90-462 CLINTON POWER STATION. UNIT 2 


A. Application/construction stage documents & correspondence 


8307080299 Forwards backflt cost figures for addl seven utils per 
original 830208 request, Cost figures For 20 utils 
transmitted 830411. 

T0URT6LL0TTE. J. Regulatory Reform Task Force. 03/06/22, 
PALLADINO. N. Commissioners. 2pp. 19363:313. 24X 

Flche: 90-000. 83/06/22, 8307080299. 


— S3070G0331 Informs of Inability to respond to NRC 830208 request re 
impact of regulatory backfit cost since util has no 
operating plant to use as baseline for compar 1 son, Support 
expressed for backfit evaluation effort. 

HALL.D.P. Illinois Power Co. 83/04/08. TOURTELLOTTE. J. 
Regulatory Reform Task Force. Ip. 19363:320. 24X 

Fiche: 90-000. 83/06/22. 0307080299. 


8306270399 Generic Ltr 83-24 to all DWR applicants for OL & holders of 
OLs for Grand Gulf. LaSalle ti Susquehanna re THI Task Action 
Plan Item I. 0. 1. "Special Low Power Testing 8. Training 
& Recommendations for DWRs. " Svc list end. 

EI8ENHUT, D, 0. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19304:115. 24X Flche: 50-000, 83/06/29. 

8306270399. 


8306270397 Generic Ltr 03-26 to all applicants for OLs S. holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel 1 mpur i ty . Svc list end. 

EISENHUTi D. 0. Division of Licensing. 03/07/09. Consolidatod 
Edison Co. of New York. Inc. 16pp. 19390:317. 24X 

Flche; 90-000, 83/07/09, 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees J. applicants for 
operating power reactors 6 holders of CPs for power reactors 
re surveillaneo Intervals in STS. 8vc list end. 

EI8ENHUT. D. 0. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Ine. 16pp. 19669:294. 24X 

Flche: 90-000, 83/07/06.8307060329, 


6307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for DL & holders of CPs re required actions based 
on generic implications of Salem ATW6 events. Svc list end. 
EI8ENHUT, D. G. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 3Bpp, 19669:269. 24X 

Fiche: 90-000. 83/07/08, 8307080169. 


B3072S0367 Submits summary status of Issues being addressed bg 
Licensing Review Group It. per 830902 request. Four Issues 
require further action prior to NRC cloieout. Post-accident 
sampling requires procedural upgrading. 

H0LTZ6CHER. D. L. Licensing Review Group II. 83/07/19. STEFANO.J.J, 
Licensing Branch 1. 12pp. 19709; 203. 24X Fiche; 50-000. 83/07/13. 

8307290367. 


S. Reportable occurrences. LERs t. relatsd correspondence 


8307180009 Interim Deficiency Rept 82-09 re small/bore instrumentation 
piping 6 conduit support design calculations. Initially 
reported on BGOIOG. Sargent {< Lundy procedures for small 
boru/instrumentatlon support design enhanced. 

HALL.O.P. Illinois Power Co. 83/07/06 KEPPLER. J. 0. Region 3. 
Office Ilf Director. 7pp. 19960 001. 24 X Fi c h e : 90-461 , 83/07 /06. 

8307180009. 


DOCKET SO-466 ALLENS CREEK NUCLEAR STATION. UNIT 1 


A. Appllcat ion/construc t ion stage documents i correspondence 


B307200409 Informs of balance due for review of CP application, 
withdrawn on 821006. Invoice to cover Commission review costs 
will fa# Issued. 

MILLER.H.O. License Fee Management Dranch. 83/07/11 OPREA.G.H, 
Houston Lighting (> Power Co. Ip. 19672:294. 24X 

Fiche: 30-466. 83/07/1 1 . B3O720O4O9. 


— S30720O412 Discusses max assessment of fees for CP application 1. 
withdrawal reviews. Util will be billed for balance due. 

HOLLOUAY. C. J. License Fee Managemant Branch. 83/07/11. License 
Fee Hanagement Dranch. 2pp. 19672:295. 24X FI che : 30-466. 

83/07/11. 8307200409 


"8307200417 Confirms 760907 tolcon re reactivation of Unit 1 const on 
■odffled schedule. Plans for Unit 2 canceled. Ltr describing 
design changes discussed at 760923 meeting will be submitted 
In nld-Nnv 1976. 

QPREA.O.U. Houston Lighting & Power Co. 76/10/07. RUSCHE.D.C. 
Office of Nuclear Reactor Regulation, Director. Ip. 19672:297. 
24X Flche: 30-466, 83/07/1 1, 8307200409. 


DOCKET 30-467 ALLENS CREEK NUCLEAR STATION. UNIT 2 


A. Application/cans true 1 1 on stage documents S, correspondence 


B307200409 Informs of balance due for review of CF’ application, 
withdrawn on 821006. In vole e to cover Commission review costs 
wi 11 be Issued. 

KILLER. H.O. License Fee Management Branch. 83/07/11. CPREA.O.N. 
Keuiton Lighting (, Power Co. Ip. 19672 254. 24X 

Flche: 30-466. 83/07/ 1 1 . 8307200409. 


— B3072m4l2 Discusses max assessment of fees fur CP application L 
withdrawal reviews. Util will bo billed for balance due, 

HOLLOUAY. C. J. License Fee Hanagement Branch. 83/07/11, License 
Fee Management Drench. 2pp. 19672:253. 34X F 1 che : 90-466, 

B3/07/1 1. 8307200409. 


"8307200417 Confirms 760907 tolcon ro reactivation of Unit 1 const on 
modified schedule. Plans for Unit 2 canceled. Ltr describing 
design changes discussed at 760923 meeting will be submitted 
In mld-Nov 1976. 

□PREA.e.M. Houston Lighting L Power Co. 76/10/07. RUSCHE.D.C. 
Office oP Nirelear Reactor Regulation. Director. Ip. 19672:297, 
a4X Flche; 30-466, 83/07/1 1 , 8307200409. 


DOCKET 8TN-90-470 CESSAR BVeTEM 80 


A. Appl Icat lon/cnns true 1 1 on stage documents S, c err espandence 


8307010172 Forwards "Dep r es sur 1 i a t i on L DHR. Response to NRC Questions. " 
Recommends NRC base cost/benefit analysis in existing Syt 
80 plants on possible design change 

BCHERER.A.E. Combustion Engineering, Inc. 83/06/29. EI8ENHUT, D. 0. 
Division of Licensing. 99pp. 19171: 127. 24X Flche: 90-470. 83/06/29. 

8307010172. 


"8307010164 "Depressur I 1 a 1 1 on L DHR. Response to NRC Questions. " 
Executive summary included. 

» Combustion Engineering. Inc. CEN-239. 83/06/30. 433pp. 

19171:186. 24X Flch e ; 90-470, 03/06/29- D307010I 72. 


8307190160 Qutliiies L approves 830411 L 26 requests to withhold listed 
Info from public disclosure per 10CFn2. 790. 

THOMASiC.O. Standard I let 1 on b Special Projects Branch 83/06/30. 
SCHQiER. A.E. Combustion Engineering. Inc. 3pp. 19940:395. 24X 

Flche: 30-470.33/06/30, 8307 1 90160. 


8307190170 Outlines L approves 830228.0426 b 0910 requests for 
wlthheldlng listed Info from public disclosure per 
10CFR2. 790. 

THONASiC.O. Standard 1 lat ion t. Special Projects Dranch. 83/06/30. 
BCHERER.A.E. Combustion Engineering, Inc. 4pp. 19940:398. 24X 

Flche: 30-470. 83/06/30.8307190170. 
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B307210341 Submits list of expert ultnesses to be celled Counsel for 
other parties have no objection. 

SIl-8ERO> J. E. Shau< Plttmani Potts & Troubridge. StUBERO.J.E. 
Kansas Oas J< Electric Co. 83/07/19, LAURENSQN, J. A. , ANDERSON. 6. C. 
PAXTONiH.C. Atomic Safety and Licensing Board Panel. 3pp. 
196i4:t65. 24X F i c h e : 30-402. 03/07/ 1 9, 83072 1 024 1 . 


Q. Inspection reports. IE Bulletins t. correspondence 


9307120010 Forwards IE Insp Rept 30-402/83-13 on B30416-031S & notice 
of violation. 

8EIDLE.W.C. Region 4. Office of Director. 03/06/14. KOESTER.e.L. 
Kansas Oas b Electric Co. 2pp 19425:122. 24X 

Flche: S0-4B2, 83/06/14, 0307120010. 


—0307120011 Notice of violation from Insp on 830416-0315- 

* Region 4. Office of Director 83/06/14. 2pp. 19423:124. 24X 

Flche: 30-482. 03/06/14. 0307120010. 


— 8307120013 IE Insp Rept 30-482/83-13 on 8304 16-031 3. Noncompliance 
noted: lact of training b qualification for anchor bolt 
torque verification b rejectable Indications on molsturo 
separator welds In steam generator 1 . 

ROBERDS. H. H. . JOHNSON. M. D. Region 4, Office of Director. 

03/06/14. 3pp. 19423:126. 24X F 1 c h e : 50-402. 03/06/1 4, 03071 20010. 


0307120488 Forwards IE Insp Rept 50-402/83-14 on 030301-31 b notice of 
violation. 

BEIDUE.W.C. Region 4, Office of Director. 83/06/13. KOE8TER.O.L. 
Kansas Oas b Electric Co. 2pp. 19423:029. 24X 

Flche: 30-402. 83/06/13, B3O712O40B. 


—0307120494 Notice of violation from insp on 030501-31. 

* Region 4, Office of Director. 83/06/13. Ip. 19425:031. 24X 

Flche: 80-482. 83/06/13. 8307120488. 


—0307120490 IE Insp Rept 30-402/03-14 on 830301-31 . Noncamp I lance noted: 
failure to provide procedure for realignment of (NKl 
129-volt dc Class IE electrical sgs to support vendor rework 
on battery chargers. 

8CHUK.M.8., JOHNSON. M.D. Region 4, Office of Director. 83/06/14 
8pp. 19425:032. 24X FI c h e : 50-402. 83/06/ 1 5, 0307 1 20468. 


0307030114 EN-83-0I 5A: on 830630. order imposing civil penalty in amount 
of (40.000 issued, based on licensee failure to ensure 
complete QA sys turnover. Li ccnsee may pay civil penalty 
within 30 days or request hearing. 

KLINOLER.O. . AXELRAD. J. Director's Office. Office of Inspection and 
Enforcement. 83/06/30. Ip. 19199:362. 24X Fi che: 30-402, 83/06/30. 

S3070S0114. 


6307030212 Responds to 030421 Itr re notice of violation b proposed 
Imposition of civil penalties issued on 030323. Order 
Imposing civil monetary penalty b evaluation b conclusion 
supporting actions encl. 

DEYOUNO, R. C, Director's Office, Office of Inspection and 
Enforcement. 03/06/30. KOESTER, 0. L, Kansas Oas b Electric Co. 
2pp. 19190:320. 24X Flche: 30-402, 03/06/30, 0307030212. 


—0307030217 Order Imposing civil monetary penalty In amount of (40.000 
based on licensee failure to adequately control activities 
affecting quality of safety-related work, per IE Insp Rept 
30-402/03-02. 

DEYOUNO, R. C, Director's Office, Office of Inspection and 
Enforcement. 83/06/30. Kansas Oas b Electric Co. 7pp. 

19190:322- 24X Flche: 30-402, 83/06/30, 0307050212. 


0307130061 Forwards, for transmittal to Ofc of FR. order imposing civil 
monetary penal ty, 1 ssued to util on 030630. N/o encl. 

AXELRAD, J. A. Office of International Programs, Director. 63/06/30. 

Docketing b Services Branch. Ip. 19474:216. 24X 

Flche; 30-402. 03/06/30, 0307130061. 


0307120471 Ack receipt of 830421 b 0617 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
30-482/03-04. 

SBlDLEiW.C. Region 4. Office of Director. 83/07/01. KOEBTER.C.L. 
Kansas Oas b Electric Co, Ip. 19424:105. 24X FI che: 50-402. 

83/07/01 , 830712047 1 . 


— B307120476 Responds to NRC 030325 Itr re violations noted In IE Insp 
Rip t 50-482/83-04. Corrective actions: QC Procedures 
QCP-VI-200 b QCP-VI-201 revised on 030312 to assure that 
vessels b equipment turned over acceptably clean. 

KOESTER, O.L. Kansas Oas b Electric Co. 83/06/17. SEIDLE.W.C, 
Region 4, Office of Director. 2pp. 19424: 106. 24X 

Flche: 30-482, 03/07/01, 0307120471. 


8306270401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list encl. 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response <Post S30103) 83/07/11 Consolidated Edison Co. of New 

York. Inc 134pp. 19363 293 24X FI c he : 30-000, 83/07/ 1 1 , 8306270401 . 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid " Sve list encl. 

JORDAN.E.L. Division of Emergency Preparedness b Engineering 
Response IPost 830103). 83/07/12 Consolidated Edison Co. of New 

York. Inc- 14lpp. 19363 133. 24X FI che' 30-000. 83/07/12, 0306270404. 


8307180261 Ack receipt of 030624 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-402/03-10 
6EIDLE,W.C. Region 4, Office of Director 83/07/13. KOESTER, O.L. 
Kansas Oas b Electric Co. Ip 19355.339. 24X Flche . 50-402. 

83/07/13, 8307180261 


— 0307180278 Responds to NRC 030506 Itr re vlelations noted In IE Insp 
Rept 50-402/63-10. Correct ive ectlons all future intermittent 
fillet welds will require weld Increment at ends of 
dlnens toned length. 

KOESTER, G. L. Kansas Oas b Electric Co. 83/06/24. SEIDLE.W.C. 
Region 4, Office of Director. 3pp 19335.360 24X 

Flche: 30-482, 03/07/13, 8307180261. 


8306270406 IE Info Notice 03-40, "Gaseous Effluent Releases of 
Radioactive 1-125 b 1-131 In Excess of NRC Limits." Bve list 
end. 

TAYLOR, J.H. Division of QA, Safeguards b Inspection Programs (Post 
030103). 03/07/14. Consolidated Edison Co. of New York, Inc 

114pp. 19715:270. 24X FI che: 50-000, 03/07/14, 0306270406. 


8307220480 Ack receipt of 030617 Itr informing NRC of steps taken to 
correct vloJatlons noted in IE Insp Rept 50-402/03-11. 

BEIDLEiM.C. Region 4, Office of Director 83/07/10. KOESTER, G L 
Kansas Oas b Electric Co. Ip 19605:192. 24X Fiche: 50-402, 

83/07/10, 0307220400. 


--B307220487 Responds to NRC 030320 Itr re violations noted in IE Insp 
Ropt SO-4B2/03-1 1. Correc t i vg actlans:AE contacted to verify 
that diamond figures adjacent to travel bar satisfy specs. 

KOESTER, O.L. Kansas Oas b Electric Co. 03/06/17. SEIDLE.W.C. 
Region 4, Office of Director 3pp. 19605: 193. 24X 

Fiche. 30-482, 03/07/10, 8307220480 


S. Reportable occurrences, LERs b related correspondence 


S307OS0D87 Interim deficiency rept re documentation b hardware 
discrepancies In borated refueling water sy s. Ini t la 1 ly 
reported on 030121. Dlscrepancl es evaluated. No effect on 
safety of operation noted. Next rept expected by 830930. 

KOESTER, O.L. Kansas Gas b Electric Co. 83/06/24. SEIDLE.W.C. 
Region 4, Office of Director. Ip. 19193’ 104. 24X 

Fiche: 30-482, 83/06/24. 0307050087. 


0307050113 Final deficiency rept re discrepancy between piping stool 
piece matl b matl specs of Installed piping stool piece in 
feedwater sys. Safety not adversely af f oc ted. Cond 1 1 ion not 
reportable per lOCFRSO. 531 e >. 

KOESTER. O.L. Kansas Oas b Electric Co. 83/06/24 SEIDLE.W.C. 
Region 4. Office of Director, 2pp. 19220:023. 24X 

Fiche: 30-482, 83/06/24. B3070S01I3 


8307030819 Final deficiency rept re impruperly torqued bolt on 
instrument mounts. Inl t lal ly reported on 030222. Dolls will be 
replaced b torqued per designer spec s. Correc t tve action due 
In approx 2 months. Also reported per Part 21 

KOESTER. O.L. Kansas Oas b Electric Co 83/06/24. SEIDLE.W.C. 
Region 4, Office of Director. 4pp. 19193:329. 24X 

Fiche; 30-402,83/06/24, 0307050219 


8307060280 Forwards Significant Deficiency Repts 83-01,63-03 b 03-01 re 
EHD gate valve position b U-bolt res tra i nts, Inadvertent ly 
omitted from transmittal to Wash Ing ton, DC ofc. 

SEIKEN.S.J. Standardlied Nuclear Unit Power Plant System. 03/06/30. 
DEYOUNO, R. Director's Office, Office of Inspection and Enforcement. 
Ip. 19239:027. 24X Flche; 50-000, B3/06/30, 8307060280. 


"8307060200 Final Significant Deficiency Rept 03-03 re design b 
installation of U-bolt restraints. Initially reported on 
030127. Analysis revealed absence of locknuts on piping. 

Double nut locking mechanism installed. 

SEIKEN.S.J. Standardized Nuclear Unit Power Plant System. 
83/02/18. KEPPLER.J.G. Region 3. Office of Director. 

COLLINSiJ.T. Region 4, Office of Director. Bpp. 19239:032. 24X 

Fiche. 30-000. 33/06/30. S307060280. 
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E 3307 n 024 '« Part 21 r»pt n difieiincii in Brcht»l dtsijn g# ae fc dc 
control circuits for facitiCiis Detisn changes to affected 
■hotor ^ pouer circuit treater c oispar taent s 

initiated ''l»o reported per 10CFR50. 55i e I tg ENUPPS 

MEVERS. B.L. Bechtel Corp. 03/06/30 KEPPLER.J. 0. Regions. Office 
Of Director. SEVFRIT.K Region 4. Office of Director. 9pp 
19374 339 2** Flche 90-000.83/06/30.0307110244 


0307120515 Final defieiencg rept re potential errors in reactor coolant 
wide range pressure instrusients during post-accident 
conditions Inltiallg reported on B20504. Traniai tters PT403 
t RT40S will be relocated outside containment. 

KOEBTER. O. L. Kansas Cas 6 Electric Co. 83/07/01. SEIDUE.U.C. 

Region 4. □fficc of Director 2pp. 19433:200. 24X 

Fiche 50-402. 83/07/01.0307120515. 


8307290315 Inttriin deficlcncg rept re noneonf orni ng nuclear coatings In 
reactor bldg. Phase 1 of test program developed to evaluate 
aceeptebiittg of coatings comp leted 6 Phase 2 scheduled to 
begin in 3iil Test status uill be provided bg 831202. 

KOEBTER. G L. Kansas Cas l< Electric Co. 83/07/01 Ip. 19701:343. 
24X Flcho 50-482. 83/07/01. 8307250315. 


B307290178 Interim deflcieneg rept re installation of Vulkene Supreme 
cable. Initialig reported on 830620. Evaluation in progress. 

Next rept Mill be provided bg 830930. 

KOESTER. e. L. Kansas Oas h Electric Co. 83/07/20. 8EIDUE.W.C. 
Region 4. Office of Director. Ip. 19822:042. 24X 

Flche; 90-462> 83/07/20. 8307290 1 78. 


8307290352 Interim deficlencg rept re OE AKR breakers. Initially 
reported on 830620. Matter still under evaluatl on. Status 
of evaluation ulll be reported bg 831007. 

KQEBTER.G.L. Kansas Oas I. Electric Co. 03/07/20. SEIDLE.W. C. 
Region 4. Office of Director. Ip. 19826:311. 24X 

Fiche: 50-482. 83/07/20. 8307290352. 


V. Operator Examinations 


8307060077 Providas ravised Info re operator licensing exatnsiper 
Oencric Ltr 63-01. Schedule changes based on fuel load date 
advanced to 840819. 

K0ESTra>8.L. Kansas Oas & Electric Co. 83/07/01. DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 19251; 278, 
84X Fiche: 50-482. 83/07/01 . 8307060077. 


8307210221 Forwards B30621 Part 21 rept re valve seat defects. 

CALLD.R K Region 1. Office of Director. 83/07/05. KISTER.H.B. 
Region 1. Cffice of Director. Ip. 19666:290. 24X 

Fiche. 50-000.83/07/05.8307210221. 


--S307210229 Part 21 rept re valve seat def ec t. Ini t ia 1 1 g reported on 
830620. Risk of seat cracking could occur under torque. 

SachteJ anaigsis underwag. 

BARCLAY. J. P. Yaruag Corp. 83/06/21. GALLO. R. Region 1. Office 
of Director. 11pp. 19666 291. 24X Fiche: 50-000. 83/07/05. 

8307210221. 


83071S0241 Final deficlencg rept re failure of batterg on backup diesel 
fire pump. Initialig reported on 830610. Batterg not safety- 
related. Item not reportable per t0CFR50. 95<e). 

KOESTER, D. L. Kansas Cas b Electric Co. 83/07/08. SEIDLE.W.C. 

Region 4. Office of Director Ip. 19931:092. 24X 

Fiche: 50-482. 63/07/08. 8307150241. 


8307150243 Interim deficlencg rept re push button switches installed in 
sain contrel panels. Ini tial Ig reported on 830609. Matter 
under investigation by AE b Cutler-Hammer. Evaluation b 
resolution eipceted by 830930. 

KOEBTER. 0 L. Kansas Oas b Electric Co 83/07/08. SEIDLE.W.C. 

Region 4. Office of Director Ip. 19538.348. 24X 

Fiche. 50-4S2. 83/07/08.8307190243. 


8307190H0 Interim deficiency rept re miscellaneous component failures 
in safety-related battery chargers. Initialig reported on 
030309. Power Conversion Products. Inc currentlg testing 
chargers & mating corrections. Nest rept bg 831003. 

KOESTEfl.Q L. Kansas Oas b Electric Co. 03/07/11. SEIDLE.W.C. 
Region 4. Office of Director, Ip 19635:007. 24X 

Fiche: 50-482. 83/07/11. 83071901 10. 


8307250322 Interim deficlencg rept re linear indications on bast metal 
on Ougon £/2-inch socket couplings Initialig reported on 
830617. Investigation continuing. Nex t rept uill be submitted 
bg 831014. 

KOESTER.C.L. Kansas Oas b Electric Co 83/07/13 SEIDLE.W.C. 
Region 4. Office of Director. Ip. 19701 360 24X 

Fiche . 50-482. 83/07/15. 8307250322. 


DOCKET 3TH-S0-483 CALLAWAY PLANT. UNIT I 


A. Applicatlan/construction stage documents b correspondence 


8306060070 Cenerlt Ltr 83-22 to all operating reactor licensees, 
applicants for DLs b holders of CPs for Westlnghouse PWRs 
ra safety evaluation of "Emergencg Response Ouidcllnes." 

Sve list end. 

EISENHUTt D. 0. Division of Licensing. 83/06/03. Yankee Atonle 
Electric Co. lOpp. 19963:116. 24X Fiche: 50-000. 83/06/03. 

8306060070. 


8307060034 Requests determination of NRC ofc responsible for revltui 
of Tech Spec Section 6.0 re administrative controls.per 
STB <MIRE0-0492}i by 830719, Jul meeting ui/revieweri requattad 
to effect tentative agreement by 830815. 

SCHKQ.L.D.F. Union Electric Co. 83/06/30. DENTON.H.R, Office of 
Nuclear Reactor Regulation. Director, Ip. 19291:148. 24X 

Fiche: 50-483. 83/06/30. 8307060034. 


8307110297 Submits proposed schedule for completing Tech Spec review 
& Issuance. Issuance of Tech Spec Sections 1-5 expected 
prior to fuel load date of 840402. 

BCHNELL. D. F. Uni on El ec tr 1 c Co. 03/06/30. DENTON.H.R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 19374:268. 24X 

Flcho; SO-4B3. 83/06/30. 8307 1 1 0257. 


8306270397 Oenerlc Ltr 83-26 to all applicants for OLs b holders, of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity. Sve list end. 

EISENHUr. O. g. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York. Inc. I6pp, 19390:317. 24X 

Ficho; 50-000. 83/07/05. 8306270397. 


8307t3(K192 Summary of 830617 meeting u/utll fc SNUPPS in Betheida.ND re 
QA program for operations. List of attendees end. 

E0I6ai.D.E. Licensing Branch 1. 83/07/06. Licensing Branch 1. 

5pp. 19511:132. 24X FI che ; 50-483. 83/07/06. 8307 130292, 


830725O3M Interim deficiency rept re questionable mails supplied b 
Ray Pilller Corp used in safety-related applications. 

Initially reported on 830218. Investigation cent inuing. Nei t 
ript will be provided by 840130. 

KOESTEH.O, L. Kansas Oas b Electric Co. 03/07/15. SEIDLE.W C 
Region 4. Office of Director. Ip. 19701 331 24X 

Fiche ; 90-4S2. 83/07/15. 8307250300. 


8307250453 Interim deficiency rept re laminations in three weld bi 
attachments Initially reported on 830617. Problem under 
evaluation by AE b Bergen-Palerson. Next rept will be 
lubaittad by 831028 

B3/07/15. SEIDLE.W.C. 

Fiche. 50-482. 83/07/19. 0307250493. 


<nt«rlm potential deficiency rept re welds on B.rgen- 
xtrdJ he? on 030224. Last three 

“ ‘n*P»ct*d. Evaluation will be completed upon 
K^fiTFR 5 . Of nonconformance repts.Neit rept by 831021. 

Realon 4^ na. .*'*"’*’ *' Co 83/07/18 SEIDLE.W.C. 

Fiche. 50 482.83/07/18.0307260382. 


8307130312 Advises that use of Paragraph NF-4427 from Winter 1932 
Addenda to Section III of ASME Boiler b Pressure Vessel Code 
re fillet welds acceptable. 

YQUNOBLOOD. g. J. Licensing Branch 1. 83/07/06. KOEBTER. O.L. Kansas 

I'!’308:39‘’. 24X FI che : 90-482. 03/07/06. 

8307130312. 




applicants for DU b holders of CPs re required actions based 
on generic leipllcatlons of Salem ATWS events. Bve list end. 
EISENHUT. D. 0. Division of Licensing. 83/07/08, Consolidated 
Edison Co. of New York. Inc. 3Bpp. 19669' 269 24X 

Fiche: 90-000. 83/07/08. 8307080169. 


8307290^ Notification of 830801 meeting w/u t i Is, Wes t inghouse b BNUPPB 
in Bcthesda.HD to discuss plasma display sys for inadequate 
core cooling data, ^ 

•-leensing Branch 1. S3/07/18. 

TuwwBLOtwj B. J. Licensing Branch 1. 5pp 19B57 015 24 X 

Fiche: BO-OOOd 83/07/l8r 0307290037, 


83072^9 Forwards to WP Rev 7 to QA program for design & const 

"^ *****•*') *• Wolf Creek si t es. Cal laway site addendum 
I* organixatlonal updetlng in effect prior 

te 831^11 Tifiem^tlng date. W/o end. 

Standardiied Nuclear Unit Power Plant System. B3/07/2I. 
of Nuclear Reactor Regulation. Director. Ip. 
19701:347. 24 X Fiche: 90-000, B3/07/21 . 8307250309. 
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E. NRC S4fetij Evaluation Rsport (SER)/ suppla & correapondance 


8307110076 Foruardi two eoples of Suppl S to SER (NURE0-0B30. Soppl SI 
U/o and. 

YOUNOHLOOD. B. J. Llcanalng Branch 1. S3/06/2B. BCHNELL.D.F. Union 

Blaetrie Co. 3pp, 19386:297. 24X FI cha: 50-483. 83/06/80. 03071 10076. 


83071S0141 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
CALLAWAY PLANT.UNIT NO. I.bockat No. 50-483. (Union Electric 
Company ) 

* Division of Licensing. NUfiEO-0030 S02. 83/06/30. 65pp. 

19562:155. 84X FI c ha : 50-483. 83/06/30, 83071 501 4 1 . 


8307130050 Forwards Suppl 2 to SER (NUREO-0B3O) . W/o and. 

YOUNGBLOOD. D. J. Licensing Branch 1. 83/07/06. SCHNELL. D F Union 

Electric Co, 3pp. 19511:297. 24X F 1 c h a : 50-483, 83/07/06. 8307130050. 


8307130268 Fopuiards revised marked-up Tech Specs discussed afc 830203 
meeting. Requests confirmatory Issues t, license conditions 
listed in SERs <NURE0-0830 t, 0831) be removed from 8ER 6 
responsibility transferred to NRC for review. 

PETRtCK.N.A. Standardiicd Nuclear Unit Power Plant System. 

83/07/00. DENTON. H.R. Office of Nuclear Reactor Regulation. 
Director. 436pp. 19506:237. 24X Flche: 50-000. 83/07/00. 03O713O26B. 


F. Security, medical, emergency 6 fire protection plans 


8307060257 Forwards "Detailed Control Room Design Review Program Plan 
for 8NUPP8, " In response to Generic Ltr 82-33, Suppl 1 to 
NUfiEO-0737. "Requirements for Emergency Response 
Capability." 

PETRICK.N.A. Standardlied Nuclear Unit Power Plant System. 

83/06/30. DENTON, H.R, Office of Nuclear Reactor Ragulation, 
Director. Ip. 19238:263. 24X Fiche: 50-000, 83/06/30, 0307060257. 


■8307060264 "Detailed Control Room Design Review Program Plan for 
SNUPP8. " 

• Standardlied Nuclear Unit Power Plant System. 83/06/30. 17pp. 

19238:264. 24X Flche: 50-000, 83/06/30, 8307060257. 


6307110352 Ack receipt of 830701 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-483/82-14, 

LITTLEiH.8. Region 3, Office of Director. 83/07/06. SCHNELL. OF 
Union Electric Co. Ip. 19382:268. 24X FI che: 50-483, 03/07/06. 

8307110352. 


—8307110354 Responds to NRC 830329 ltr re violations noted In IE Insp 
Rept 50-483/82-14. Corrective ac tl ons: Doors 4/23 tt 5/23 In 
fire pump house will be Installed by 831101. 

SCHNELL, D. F. Union Electric Co. 83/07/01. LITTLE.W.S. Region 3. 
Office of Director. Ip. 19382:269. 24X Fi che: 50-483, 83/07/06. 

8307110352. 


0. Adjudicatory correspondence 


0307070060 Summarises 830623 meeting of parties In Fulton, MO to ratolva 
Reed Contentions 4. 11 it 15. Reed agreed to withdraw 
contentions based on commitments In encl settlement 
agreement. Draft order encl. 

PERLIS.R.G. Hearing Branch 3. 83/06/30, OLEABQN, J. P. . KLINE. J.R., 

BRIGHT, 0.0. Atomic Safety and Licensing Board Panel. 3pp. 

19294:350. 24X FI che: 50-483, 83/06/30, 8307070060. 


•8307070063 Settlement agreement re disposition of J Reed Contentions 4, 
11 b IS. Reed will withdraw contentions based on outlined 
commitmente. 

PERLIS.R.G. Hearing Branch 3. 83/06/30. 9pp. 19294:353 24X 

Flche: 50-483, 83/06/30, 8307070060. 


8307080375 Forwards util aiecuted settlement agreement re disposition 
of Reed contentions. Svc list encl. 

BAXTER, T. A. Shaw, Pittman, Potts b Trowbridge. BAXTER, T.A. Union 
Electric Co. 03/07/05. OLEABON, J. P. , BRIGHT, 0.0., KLINE, J.R. 
Atomic Safety and Licensing Board Panel. 3pp. 19349' 324 24X 

Fiche: 50-483, 83/07/05, 8307080375. 


"8307080383 Stipulation rt disposition of Reed Contentions 4,11 fc 13. 
Contentions will be withdrawn based on listed commitments. 

BAXTER, T.A. Union Electric Co. 83/07/03. 3pp, 19349'327 24X 

Flche; 30-483, 03/07/05,0307080373. 


8307180263 Settlement agreement re disposition of J Reed Contention! 4. 
11 b IS. Cer t i f Icate of Svc encl. 

REED.J. Reed, J. 0. 83/07/12. 4pp. 19555:355 24X 

Fiche: 50-483, 03/07/12, 8307180263. 


8307190250 Notl fies of VR Harding employment at law firm. Harding will 
not participate in any case currently pending before NRC. 

BAXTER, T.A. Shaw, Pittman. Potts b Trowbridge. BAXTER, T.A. Union 
Electric Co. 83/07/13. GLEASON, J. P. , BRIGHT, GO., KLINE, J.R. 
Atomic Safety and Licensing Board Panel. Ip. 19628 201 24X 

Fiche; 30-483,03/07/13, 8307 1 90250. 


—8307190255 Notifies of employment at law firm VR Harding will not 
participate in any case pending before NRC. Svc list end. 
HARDING.V.R, Shaw, Pittman. Potts b Trowbridge B3/07/13 
OLEASON.J.P , DniOHT.O.O., KLINE, J.R. Atomic Safety and Licensing 
Board Panal. 3pp, 19628.282. 24X Flche: 50-403. 03/07/13. 

8307190250. 


8307250361 Forwards SER Suppl 2. U/o end 

PERL18,R.G. Hearing Branch 3. 03/07/22. ROSENTHAL, A 0.. 

EDLESiO.J., GLEASDN-J.P. Atomic Safety and Licensing Appeal Panel. 
2pp. 19701:332. 24X F 1 c h e : 50-403, 83/07/22, 8307250381 . 


83072B<K2S Order ratifying settlement agreement between NRC/FEMA, u 1 1 1 
b JORaed.Reed Contentions 4,11 b 15 d j smissed. Hear Ing on 
t«o remaining contentions to be held on S309I3. Mr 1 1 ten 
testimony b eipert witness identification by 030824. 

BRIOHT/O.O., KLINE, J.R, p OLEASONpJ.P. Atomic Safety and Licensing 
Board Panel, 83/07/27. 3pp. 19794:138. 24X Flche: 50-403, 03/07/27. 


J. Insurance b indemnity information 


8307200099 Forwards MAELU b NELIA Certificates of Insurance M-93 b N-95 
(secondary f Inancial protection), respectively. 

BUCKLES,J.A. Marsh b McLennan, Inc. 83/07/11. SALTZMAN.J. 

Assistant Director for State b Licensee Relations. 14pp, 19646049 

24X Fiche: 50-483, 03/07/1 1, 8307200099. 


O. Inspection reports. IE Bulletins b correspondence 


8307120502 Forwards IE Insp Rept 50-483/83-10 on 830524-27. No 
noncompl ianca noted. 

PAPERIELLOi C. J, Region 3, Office of Director 83/06/22. 
SCHNELL, D. F. Union Electric Co. 2pp. 19433:253, 24X 

Fiche: 50-483, 83/06/22. 8307120502 


— 8307120506 IE Insp Rept 50-483/83-10 on 830524-27. No noncompliance 
noted. Major areas Inspec ted: rad iat ion protection program, 
including organUa t ion. tra Ining, radia t i on protection 
procedures, facilities b equipment b previous insp findings. 
LQVENDALE.P. C. , GREGER.L.R, Region 4. Office of Director. 
83/06/22. 7pp. 19433:253. 24X Fiche: 50-403, 83/06/22, 8307120302. 


830714<X)75 Forwards IE Insp Rept 30-483/83-12 on 830607-08. No 
noncompl iance noted. 

LITTLEiM.S. Region 3, Office of Director. 83/06/30. SCHNELL, D.F 
Union Electric Co. 2pp. 19514:160 24X Flche: 30-483, 03/06/30, 

8307140075. 


— 8307140080 IE Insp Rept 50-403/83-12 on 030607-08. No noncompliance 
noted. Major areas inspec ted : p Ipe whip restraint design 
control, Installation b QC Insp activities b review of 
upgraded site hanger QC Insp program 

YIN, I. T , DANIELSON, D. H. Region 3, Office of Director 83/06/28 
9pp. 19514:170, 24X Flche: 50-483, 03/06/30, 8307140075. 


8307180132 Forwards IE Insp Rept 50-403/83-13 on 830614-17. No 
noncompliance noted. 

KNOPiR.C Region 3, Office of Director. 83/06/30, SCHNELL. D.F. 
Union Electric Co. 2pp. 19557:068. 24X Fi che: 50-403. 83/06/30, 

8307180132. 


•8307180137 IE Insp Rept 50-483/83-13 on 830614-17. No none omp 1 1 one e 
noted. Major areas ins pac ted : lOCFRSO. 551 e ) rap ts, IE but let ins 
b review of previous insp findings. 

HE8C0TT, H. H. , KONKLIN.J.E. Regions, Office of Director. 

83/06/29. 6pp. 19557:070, 24X Fi che : 50-403, 03/06/30, 0307 1 001 32. 


8307110352 Ack receipt of 030701 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-403/02-14. 

LITTLEiM. 8. Region 3, Office of Director. 83/07/06. SCHNELL. D. F. 
Union Electric Co. Ip. 19302:368. 24X Flche: 50-403, 03/07/06. 

8307110352. 


— 8307110354 Responds to NRC 830329 ltr re violations noted In IE Insp 
Rept 50-483/82-14. Corrective ac t ions: Doors 4/23 & 5/23 In 
fire pump house will be Installed by 831101. 

SCHNELL.D.F. Union Electric Co. 83/07/01 LITTLE. M, 5. Region 3, 
Office' of Director. Ip. 19302:269. 24X Flche: 50-403. 03/07/06, 

8307110352. 
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DOCKETED ITEMS 


3307110360 Atk receipt of 33070J Itr informing NRC of step* t*ken to 
correct violations noted jn IE Insp Kept 30-433/33-21 
Corrective actions re cable sidewall pressure issue appears 
adequate 

LITTLE. M S. flegion 3. Office of Director. 33/07/06 5CHNELU/0 F 
Union Electric Co Ip 19330 234. 24X F i che: 50-483. 83/07/06. 

3307110360 


—8307110364 Responds to NRC 330303 Itr re violations noted In IE Into 
Rept 30-433/33-21 . Correc t Ive attlons:AE issued guidelines 
via E-0l013(Q>-9-4. consist ing of visual etan 6 phvsical 
testing of cables. AddI cables identified !< tested. 

SCHUELL.D.F. Un I on E I ec tr I c Co. 33/07/01. LITTLE.H.S. Regions. 
Office of Director. 3pp 19330.235. 24X FI che : 50-433. 83/07/06. 

6307 1 1 03£>0. 

3306870401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem •• Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness V Engineering 
Response (Post 330103). 33/07/11. Consolidated Edison Co of Nea 

Vork. Inc 154pp. 19563:293. 24X F Icb e 50-000. 33/07/1 1 , 8306270401. 


of Hydraulic Snubbers as 
Svc list end 


6306270404 IE Info Notice 33-47. "Failure 
Result of Contamlnatad Hydraulic Fluid. 

JDRDAN.E-L. Division of Emergency Preparedness & Engincerino 
Response (Post 830103). 83/07/12. Consolidated Edison Co of New 

vorki Inc. 141pp. 19563:153 34X F I ch e : SQ-OOO. 33/07/12, 8306270404. 


8306270406 IE Info Notice 33-43. "Gaseous Effluent Releases of 
Radioactive 1-125 6 I-13I In Excess of NRC Limits. '■ Svc list 
ene 1. 

fiqninn'i'^ *■ Inspection Prograai (Post 

030103). 33/07/14 Consolidated Edison Co. of New york. Inc 

114pp. £9715:270 24X F icb e : 50-000. 33/07 / 1 4. 3306270406. 

3307260205 Aci receipt of 830615 Itr informing NRC of steps tekon to 
correct violations noted in IE Insp Rept 50-483/82-22. 

Division of Project 6 Resident Programs. 83/07/21. 
SCHNELLi D. F. Union Electric Co Ip. 19727- 190 24X 

Flche: 50-433. 33/07/21 . 8367260203. 

—8307260814 Responds to NRC 330404 Itr re violations noted in IE Insp 
Rept 30 4B3/S2-S2. Improvements to internal design interface 
processes described. Se 1 smic classification of pump turbine 
«ihauit pipe cancerne addressed. 

SCHNELL.DF. Un i on El ec tr 1 c Co. 33/06/15. KEPPLER.J.C. Region 

3i Office of Director. 5lpp. 19727: I*? I 24X 
Fiche: 50-483/ a3/07/2li 0337360203 


3307230392 Ack receipt of 030713 Itr informing NRC of steps taken to 
correct violations noted in £E Insp Rept 50-483/33-11. 

KNOP.R.C. Region 3, Office of Director. 33/07/22 SCHNELL. O F 
'P- •’796:063. 24X F i c he : 50-433. 33/07/22. ' 

6307280392. 


— 8307280401 Responds to NRC 330617 Itr re violations noted in IE Insp 
Rept 50-483/33-1 1 . Correc t ive ac t ton $ : era f t 6 supervision 
advised that severe disciplinary actions will be taken 
against individuals tampering w/hardware folloulno Inso. 
SCHNELL.D.F. Union Electric Co. 33/07/13. 

Office of Director. 3pp. 19796- 064 
8307280392. 


KNOP.R. C. Region 3i 
24X Ficlie; 50-483. 83/07/22. 


R. Periodic operating reports 6 related 


c orrespondenc e 


3307120477 Bobmlts quarterly followup response to NRC 310587 Itr re 
const progress. Seftedul B remains unc hang ed. Fue 1 load 
scheduled for Apr 1934. 

DOUGHERTY. C. J Union Electric Co 33/06/30. DEHTON.H.R. Office o 
Nuclear Reactor Regulation. Director, Ip. 19432 267 24 X 

FI Che- 50-483. 03/06/30. 8307120477. 


— 8307060288 Final Significant Deficiency Rept 03-03 re design 6 
installation of U-6olt restraints. Initially reported on 
830127- Analysis revealed absence of locknuts on piping. 

Double nut locking mechanism Installed. 

EEtl^N.S.ci. Standard! led Nuclear Unit Power Plant Bysten. 
33/02/18. KEPPLEfi.J.O. Region 3. Office of Director. 

COLLINS, cf. T. Region 4. Office of Director. 8pp. 19239:032 241 

FIche; 50-000, 83/06/30, 0307060200. 


3307110244 Part 31 rept re deficiency in Bechtel design of ac t> de 
control circuits for faci 1 i 1 1 #i. Oes Ign changes to affected 
motor cantrcHer L power circuit breaker compartments 
initiated. Also reported per lOCFHSO. 55<e ) by SNUPP8. 

HEVBIS.S.L. Bechtel Corp. 03/06/30. KEPPLER.J.O. Region 3, Office 
of Director. SEVFRIT.K, Region 4, Office of Director. Spo. 
19374:339 . 24X Fiche: 50-000, 83/06/30. 33071 10244. 


6307110391 Final Deficiency Rept U-40 re inaccuracy of wide-range RCa 
pressure transmitters during post-accident conditions inside 
containment. Transmitters will be reloceted from inside to 
outside containment. FSAR will be revised. 

SCHNELL.D.F. Union Electric Co. 03/06/30, KEPPLEH.J.O. Regions, 
0‘'‘d«tor. Ip, 19374:344. 24X Fiche: 50-403, 03/06/30, 


8307110231 Final Deficiency Rept U-56 (. Part 21 rept re metal bellaui 
flexible hose assembly w/60 degree instead of 90 degree 
fitting at discharge of reactor coolant pump D motor. 

Initially reported on S30602.A11 assemblies Inspected. 

SCHICLL.D.F, Union Electric Co. 03/07/01. KEPPLER,J,0, Regions, 
Office of Director, 2pp. 19380:031. 24X Fiche : 50-483, 03/07/01, 

830711D231. 


8307210221 Forwards 830621 Part 21 rept re valve seat defects. 

OAULOrR.N. Region 1, Office of Director. 83/07/05. KISTER.H, B. 
Region I, Office of Director. Ip. 19666:290 24X 

Fiche: 90-000,83/07/05, 8307210221. 


’■* defect. Initially reported on 

330620. Risk of seat cracking could occur under torque, 

Bechtel analysis underway. 

BARCLAY. J.F. Yaruay Corp. 83/06/21, OALLO.R. Region I, Office 
19*66:291. 24X F i c he : 50-000, 03/07/09, 


DOCKET 90-496 MONTAGUE NUCLEAR POWER STATION, UNIT 1 
A. Application/construction etage documents 6 correspondence 


830627^97 Generic Ltr 03-26 to ell applicants for OLs 6 holders of 
CP* fer power reaetore re clarification of lurvelllance 
requirements for diesel fuel impurity. Svc list end, 

EISENHlfT. D. 9. Division of Licensing. 83/07/05- Consolidated 
Edison Co. of New York, Inc. l*pp. 19390-317 24X 

Fiche; 90-000, 03/07/05, 8306270397. 


0307060329 Generic Ltr 03-27 to ell licensees & applicants for 
operating power reactors fc holders of CPs for power reactors 
re lurvelllance intervals in STS, Svc list end, 

EtSENHUr, O. O. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New Yorki Inc. 16pp. 19669-254 24X 

Fiche; 50-000, 83/07/06, 8307060329. 




s-91 w- b,u •8 4 4 ot optraving rtAC^ari 

applicants for OL U holders of CPs re required actions based 
on generic Implications of Salem ATWS events. Svc list end. 
ElffiNHOr.D.O. Division op Licensing. 83/07/08. Consolidated 
Edison Co. of New York- Inc. 38pp. 19669:269, 24X 

Fiche; M-000. 83/07/00, 3307030169. 


S^^Reportable occurrences, LERs 6 related correspondence 


8307050096 F nal Deficiency Rept U-35 re Rnbertahaw thermostatic flow 
control valves. Cas tel lated nut L cutter pin installed S< 
valve body Q-ptng el iml nated, prevent 1 ng valve stem from 
d isengag Ing. Also reported per Part 21 

SCHNELL.DF. Un I on El e c tr i c Co. 03/06/24. KEPPLER.J.e. Region 3. 

Director. Ip. 19199:337. 24X Fiche : 50-483. 83/06/24. 

O307090096. 


0307060280 Forwards Significant Deficiency Repts 83-01.83-03 6 83-01 i 
END gate valve position L U-bolt r e stra I nts, inadvertently 
omitted from transmittal to Hashing ton, DC ofc. 

”nrvnf!;.^' Standardlied Nuclear Unit Power Plant System 83/06/31 
DEYOUNG,^ Director's Office, Office of Inspection and EnforcemenI 
ip. 19239-027. 24X Fie h B : 50-000, 83/06/30. 8307060280. 


0. Inspection reporte, IE Bulletins 6 correspondence 


8306270401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list end. 

I^DANiE L. Division of Emergency Preparedness 6 Engineering 
Response IPoet 830103). 83/07/11. Consolidated Edison Co. of New 

Yort. Inc. 154pp, 19563:293. 24X Fiche: 50-000,83/07/11,0306270401- 


830^70404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid," Svc list end. 
jmDMifE. L. Division of Emergency Preparedness it Engineering 
Response (Post 8301031. 83/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19363:153, 24X Fiche; 50-000, 03/07/12. 8306270404. 


8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive I-12S t, 1-131 in Excess of NRC Limits, " Svc list 
cnc 1 . 


Safeguards & Inspection Program* 
B%103>. 83/07/14. Consolidated Edison Co, of New York, Ii 
114pp. 19715; 270. 24X Fiche: 50-000, 03/07/14, 8306270406 


(Pest 
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DQCKeT 90-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


A. Application/construction stage documents V correspondence 


B30i»S70397 Generic Ltr 03-26 to all applicants for OLs V Kslders of 
for power reactors re clarification of surveillance 
f B 1 rement B for diesel fuel Impur 1 tij . Svc list encl. 

S I S£NKUT, D. G. Division of Licensing. 83/07/09. Consolidated 
Ecfleon Co. of New York, Inc. 16pp. 19390:317. 24X 

F" 4 c he : 50-000, 03/07/05, 0306270397. 


a3O?O60329 Generic Ltr 03-27 to all licensees 8. applicants for 
oporatlng power reactors (, holders of CPs for power reactors 
S' • surveillance Intervals In STS. Svc list encl. 

E: ISENHUT. 0. 0. Division of Licensing. 83/07/06. Consoildeted 
Edison Co. of New York, Inc. 16pp. 19669:294. 24X 

E i Che; 90-000, 03/07/06, 8307060329, 


a3O'7O0Ot69 Generic Utr 03-20 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions based 
on generic Implications of Salem ATWS events. Svc list end. 
e I SENHUT, D. 0. Division of Licensing. 33/07/08. Consolidated 
Ed Ison Co. of New York, Inc. 30pp, 19669:269. 24X 

Riche: 90-000, 83/07/08, 0307080169. 


O. Inspection reports, IE Dulletlns t, correspondence 


B30627O397 Generic Ltr 83-26 to all applicants for OLs 
CPs for power reactors re clarification of surveilla 
rsqifirements for diesel fuel impuntg Svc list encl. 
EISENHUT, D e. Division of Licensing 63/07/09 
Edison Co. of New York, Inc I6pp 19390.317 24X 

F i c h e : 90-000. 83/07/05, 8306270397. 


holders o 


Conso 1 Ida ted 


f 


8307060329 Generic Ltr 83-27 to all licensees I, applicants for 
operating power reactors !< holders of CPs for power reactors 
re surveillance Intervals in STS. Svc list end. 

EI6ENHUr. D. e. Division of Licensing 03/07/06 Consolidated 
Edison Co of New York, Inc 16pp 19669 S54 24X 

Flche: 90-000. 83/07/06, 8307060329 


8307080169 Generic Ltr 33-28 to all licensees of operating reactors, 
applicants fop OL t, holders of CPs re required actions based 
on generic implications of Salem ATMS events. Svc list encl. 
EISENHUT, D. 0. Division of Licensing. 03/07/00 Consolidated 
Edison Co of New York, Inc. 3app. 19669 269. 24X 

Flch*' 30-000. 83/07/08, 8307080 169 


8307390242 Notification of contract ex ecut ion. Mod 4 to ’’Expert 
Consultation L Witness Svc for South Texas Project 
Hearings " Contractor: H Hubacek 

PERLI1AN>\/. Administrative Contracts Branch FIN B-B906. 03/07/14 

C0L.LIN8, s/. T. . CR03SMAN. W. Region 4. Office of Director. !p. 
19731:063. 34X F 1 ch e : 90-490. 03/07/ I 4, 0307230242. 


630jfe370401 IE Info Notice 03-46. "Common Mode Valve Failures Degrade 
Suf rg Recirculation Sprag Subsystem. " Svc list encl. 

•JOflDAN. E. L. Division of Emergency Preparedness i Engineering 
Response (Post 8301031. 83/07/1 1. Consolidated Edison Co of New 

Veer’ll, Inc. 194pp. 19963:293. 34X Flch o: 90-000, 03/07/11 . 8306270401. 


B30,&S270404 IE Info Notice 03-47, "Failure of Hydraulic 3nu6ber» as 
Raessult of Contaminated Hydraulic Fluid." Svc list end. 
xJORDAN.E.L. Division of Emergency Preparedness 4 Engineering 
RBSponie (Post 830103). 83/07/12. Consolidated Edison Co. oF New 

Vorle, Inc. 141pp. 19963:193. 24X Flch e: 90-000, 83/07/13. 8306270404. 


B30,&S70406 IE Info Notice 63-40, "Gaseous Effluent Releases Of 
Raadloactivc 1-129 6 1-131 in Excess of NRC Limits. " Svc list 
»nic: 1 . 

VL.OR, J. M. Division of QA, Safeguards i Inspection Programe (Post 
S3O103). 03/07/14. Consolidated Edison Co. of New York, Inc. 

11,4pp. 19719:270. 24X Fi e h e : 90-000, 03/07/ i 4, 0306270406 


B307390230 Mod 4. extending period of performance to 031231 & adding 
addl funds, to "Expert Consultation L Witness Svc for South 
Texas Project Hearings. " 

HUBACEK, H.O. Hubacek, 14.0. SMITH. PA. Division of Contracts. 

FIN a-8S06. 83/07/14. Ip. 19721 064. 24X Fi ch e : 90-490, B3/07/ 1 4. 
8307290242. 


8307290468 Provides schedule far submittal of responses to Reactor Sys 
Branch ravieu questions, in response to 030912 ltr. 

OOLDBERG. U. H. Houston Lighting 6 Power Co. 03/07/13. NOVAK, T. M. 
Assistant Director for Licensing. 2pp. 19701:271. 24X 

Fiche: 90-498, 83/07/13, 8307250460. 


8307310300 Forwards proprietary "Independent Evaluation of Proposed 
Neds to Westinghouse D4, DS 6 DE Steam Generators. " Rept 
wlthhald (ref iOCPR2. 790). 

BUTTERFIELDx L. Steam Generator Owners Group. 63/07/10. 

EISENHl/T. D. G. Division of Licensing. 3pp. 19664- 114 24X 

Ft Che: 90-000. 83/07/10, 8307210300 


DOCKET STN-S0-49B SOUTH TEXAS PROJECT, UNIT 1 


A- Application/construction stage documents & correspondence 


Forwards list detailing status of commitments for corrective 
ac ^ions made prior to transition of engineering work on 
p T- o j ec t. 

fllCEiM.M. Drown 6 Root Corp. (subs, of Halliburton Corp > 
S3/'O2/0a. SEYFRIT,K. Region 4, Office of Director. 3pp. 
i^£»75)2SS. 24X Flche: 90-49S, 02/02/08. 8307230394, 


830^060070 Generic Ltr 03-22 to all operating reactor licensees, 
applicants for OLs i> holders of CPs for Westinghouse PURs 
T" • •a-fety evaluation of "Emergency Response Ouidelinas. " 

Svc list end . 

E 1 SENKUT, D. 0. Division of Licensing. 83/06/03, Yankee Atonic 
El«ctrlc Co, 10pp. 19963:1 16. 24X FI che: 90-000, 03/06/03, 

0 3 0(6060070. 


830706>01 18 Forwards response to Structural Engineering Branch (SEB) 
Okj»«tlon 220,34 requesting addl info In form of completed 
• T" Lfc t ura 1 design audit forms. SED audit requested after June 
I*?e3. Bechtel reviewing stress analysis, W/o encl. 

OOt-DBERO, J. H. Houston Lighting & Power Co. 83/06/30. NOVAK, T, H. 

latent Director for Licensing. 2pp. 19392:231 24X 

F B c h ■: 50-498. B3/06/30, 83070601 18. 


Forwards response to NRC Question 440.1 re deletion of 
T'D®*'"! boratlon sys. Response will be included In Amend 
33 FSAR, scheduled for Sept 1983, 

eOL.l>BERG, J, H, Houston Lighting & Power Co. 83/06/30. NOVAK, T.M. 
A«« latent Director for Licensing. I4pp, 19230:160, 34X 

F" 1 « *» » : 30-490. 03/06/30, 0307060 1 70. 


030^300231 Notification of 030707 meeting w/technlcal re'vieu conaiifctee 
In Bathesda.MD to discuss review of D4,D9 fc £ steam 
g 4> n * rator mods. 

INS, J. D, Licensing Drench 4. 03/07/01. ADENSAM.E.G. Licensing 

BneaTteh 4. Spp, 19670:234, 24X Flche; 50-000, 83/07/01 , 8307200231. 


0307350134 Summary of 830707 meeting w/technlcal review committee In 
B4thasda,HS re Kodal D4/D5/E steam generator mod. Vi ewgrap h s 

encl. 

HOPKINS,,/. D Licensing Dranth 4, 83/07/10. Licensing Branch 4. 

36pp. 19738:133. 24X F I c h e : 50-000. 03/07/ 18, 0307290 1 24. 


F. Saeurttg, medical, emergency «, fire protection plans 


B307O7O134 Informs that end to util 030917 ltr contained schedule for 
t>pl aflientation of prompt notification sys. Schedule will 
be confirmed or rescheduled by June 1984 

GaLOBEAO. J, H. Houston Lighting J. Power Co. 63/06/30. JORDAN, E. 
Division of Emergency Preparedness Engineering Response (Post 
B30103). 2pp. 19294:318 . 34X Flche 50-498,03/06/30,6307070134. 


830782(X}30 Notification of G30714 meeting w/utll in QethesdajMD to 
discuss fire protection Issues affecting neai — term design 
decision, laolation valve cubicle PRA t, pipe break program. 

Agenda encl. 

VIETTIiA. Licensing Branch 3, 03/07/09. KNIGHTON. 0. W. Licensing 

Branchs. 9pp. 19692:134. 34X Flche: 50-490, 83/07/09, 0307220030. 


0. Adjudicatory correspondence 


83071903S6 tlemorandum It Order LBP 03-37 denying Clttiens Concerned 
About Nuclear Power 030318 motion to admit new contention re 
financial qua! If 1 cations. Unusual clrcums tsnces do not exist 
to waive financial qualifications rule 

BECHHIKFER, C. Atomic Safety and Licensing Ilosrd Panel. 83/07/14. 
CItliens Concerned About Nuclear Power. Inc. I3pp. 19620:260. 24X 

Flche : 90-498, 83/07 / 1 4, 8307 1 90256. 


K. Iftlllty Final Safety Analysis Report (PSAR) t< amends 


8307210008 Forwards Amend 33 to FSAR. Af f 1 davl t end. 

eOLDBERG. U. K. Houston Lighting t. Power Co. 03/07/19. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Dii-ector. 4pp. 19657:001. 
24X Fiche: 90-498, 83/07/19, 0307210008. 


— 8307310010 Amend 32 to FSAR. 

e Houston Lighting l< Power Co. 03/07/19, 507pp. 19697:005. 24X 

Flche: 90-498, 83/07/19, 0307210000 
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B307260349 Cert>M«s svc of Amend 33 to FSAR on 030719 
QUINN. V M Houlton Llshting 1 Power Co 03/07/19. 3pp 
24* FlCfie 50-490.63/07/19.0307260349 


19732: 359. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 

A AppUcation/constTUCtlon stage documents «i correspondence 


Q. Inspection reports, IE Bulletins 6 correspondence 


0307120520 Forwards IE Insp flepts 50-490/03-10 U SO-499/B3-IO on 

330516-20 No none orap 1 1 anc e noted 

MADSEN. G U. Region 4. Office of Director. 03/06/09 DPRBA. 0. H. 
Houston Lighting !i Power Co. 2pp. 19434 004. 241 

Fiche: 50-490. 63/06/09, 8307120520. 


—8307120531 IE Insp Repts 50-493/83-10 &■ 50-499/83-10 on 830516-20. Mo 
noncorapliance noted. Major areas inspected, pracedure revseei 
t> welding of safety-related piping. 

OILBERT,L. D. , CROSSMAN, H. A. , HUNNICUTT, D. rt. Region 4. Office of 
Director. 83/06/02, 5pp. 19434:006. 24X Fi eh e : 50-498. 03/06/09. 

8307120520. 


8307220394 Forwards list detailing status of eommitments for corrective 
actions made prior to transition of engineering work on 

project. 

RICEiW.n. Drown U Root Corp. (subs, of Hdlliburfcon Corp. ). 

82/02/08. SEYFRIT,K. Region 4, Office of Director. 2pp. 

19675:253- 24X F 1 e h e : 50-498, 62/02/08, 8307220394. 


8306060070 Ceneric Ltr 03-22 to all operating reactor licensees, 
applicants for OLs 6 holders of CPs for Wostinghouse PWRs 
re tafety evaluation of "Emergency Response Guidelines. " 

Svc lift end. 

EISENHUT.D. G. Division of Licensing. 03/06/03. Yankee Atomic 
Electric Co. lOpp. 19563:116. 24X Fiche: 50-000, B3/06/03, 

8306060070. 


8307130122 Forwards IE Insp Repts 50-498/83-07 U 50-499/83-07 an 
B30401-OS14. No none onp 1 lane e noted. 

MADSEN, O.L. Region 4. Office of Director. 03/06/30. QPBBA. G. 
Houston Lighting 6 Power Co. 2pp 19536.236. 24X 

Fiche. 50-490, B3/06/30, 0307150122. 


8307060110 Forwards response to Structural Engineering Branch 18681 
Question 220.34 requesting addl Info in form of completed 
structural design audit forms. SEB audit requested after June 
1983. Bechtel reviewing stress analysis. U/o end. 

OO-DBERO, J. H- Houston Lighting 6 Power Co. 03/06/30. NOVAK, T. M. 
Assistant Director for Licensing. 2pp. 19232:221. 24X 

Fiche: 30-498. 03/06/30, 0307060110. 


—0307150140 IE Insp Repts 50-498/S3-07 t. 50-499/S3-D7 on 830401-0514. No 
noneompllance noted. Major areas Inspected: equipment storage 
6 maint.site tours, nonconformance repts, structural concrete 
& steel, electrical installations 6 soil test. 

HILL.U M., CROSSMAN. M. A. Region 4, Office of Director. 83/06/27. 
11pp. 19536:233. 24X Fiche ; 50-493. 03/06/30. S3071 50122. 


8307060170 Forwards response to NRC Question 440. 1 re deletion of 
emergency boration sys. Response will be Included in Amend 
33 to FSAR, scheduled for Sept 1983. 

GOLDBERG, J. H. Houston Lighting 6 Power Co. 63/06/30. NOVAK, T. H. 
Assistant Director for Licensing. 14pp. 19230:160. 24X 

Fiche; 50-498, 83/06/30, 0307060170. 


0306270401 IE Info Notice 03-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem.'' Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 630103). S3/07/11. Consolidated Edison Co. of New 

York, Inc. 154pp. 19563.293. 24X FI che: 50-000, 83/07/1 1. 8306270401. 


S306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness U Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co. of New 

York. Inc I41pp. 19563:153 24X F ich e • 50-000. 83/07/12, 8306270404. 


8306270406 IE Info Notice 03-40. "Caseous Effluent Releases of 
Radioactive 1-125 S, I-I31 in Eicess of NRC Limits. " Svc list 
end 

TAYLOR, J.M. Division of QA, Safeguards 6 Inspection Programs {Post 
830103). 83/07/14. Consolidated Edison Co of New York, Inc. 

Il4pp 19715:270. 24X Fi ch e . 50-000, 03/07/ 1 4, 0306270406. 


8307220265 Ack receipt of 830616 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-496/63-02 li 
30-499/03-02. Supplemental Info requested within 30 days- 
MADSEN.G.L. Region 4. Office of Director. 83/07/10. OPREA, G. W. 
Houston Lighting 6 Power Co. 3pp 19604:142- 24X 

Fiche: 50-490, 03/07/18, 8307220205. 


—0307220292 Responds to NRC 030510 ltr re violations noted In IE Incp 
Repti 30-490/83-02 6 30-499/03-02. Corn ec t i ve actions' 
hardness test data sheets t, personnel training records 
retrieved & available at site. 

DPREA.G.U. Houston Lighting 6 Power Co. 03/06/16. GOLLINS.J.T. 
Region 4, Office of Director. 6pp. 19664:145. 24X 

Fiche: 50-490. 83/07/10, 0307220205 


S. Reportable occurrences, LERs & related correspondence 


8307060268 Final deficiency rept re voltage requlation problen for ESF 
4160/480-vnlt Class IE load ctr transformers. Initially 
reported on G304I9. Transformers will be replaced w/neu 
transformers w/lower impedance based on sys requirements. 

OPREA. G.tJ. Houston Lighting 6 Power Co. 03/06/29. COLLINS.J.T. 
Region 4, Office of Director. 4pp. 1923B 281. a4X 
Fiche: 50-498. 03/06/29, 8307060263 


0307080476 Final deficiency rept re triaxial cable mfg by Rockbesfcos 
used in electrical penetrations supplied by Hestlnghouse. 

Initially reported on 811026. Cable RS8-&-10B will be usud as 
rep lacement. Also reported per Part 21. 

OPREA.O.W. Houston Lighting b Power Co. 03/06/30. COLLINS.J.T. 
Region 4. Office of Director. 3pp. 19346:325. 24X 

Fiche: 50-490, 03/06/30, 0307000476. 


0307250465 Final deficiency rept re flashovers/fal lures of nonsafety- 
related insulators. Inl tial ly reported on 030616. Insulators 
either coated w/grease or replaced. Insulators will be 
replaced u/different design. 

OPREA. O.H. Houston Lighting t> Power Co. 83/07/13. COLLINS.J.T. 
Region 4, Office of Director 4pp. 1970!;24l. 24X 

Fiche: 50-498, 83/07/13, 0307250465. 


8307200231 Notification of 830707 meeting u/technical review committee 
in Bethesda.MD to discuss review of 04, D5 b E steam 
generator mods. 

HOPRINS.J.B, Licensing Branch 4. 83/07/01. ADEN8AM, E. G. Licensing 

Branch 4. 2pp. 19670:254. 24X Fiche; 50-000, 83/07/01, 8307200231. 


8306270397 Generic Ltr 03-26 to all applicants for OLs b holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Svc list end. 

ElBENHUT. D. Q. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc. I6pp. 19390:317. 24X 

Fiche: SO-000, 83/07/05, 8306270397. 


8307060329 Generic Ltr 83-27 to all licensees 6 applicants for 
operating power reactors b holders of CPs for power reactors 
re surveillance intervals in STS. 0vc list end. 

Eismiur, 0. G. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Fiche: 50-000, 83/07/06, 8307060329. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic implications of Salem ATMS events. Svc list end. 
ElSEh»UT,D. 0. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York, Inc. 3Bpp. 19669:269. 24X 

Fiche; 50-000, 83/07/08, 8307080169. 


83&72S0242 Notification of contract e «ecu 1 1 on, Mod 4 to "Expert 
Consultation b Ultness Svc for South Texas Project 
Hearings." Contractor:M Hubacek. 

PERLI1AN,J. Administrative Contracts Branch. FIN 0-8506. 83/07/14. 

CCILJ.1NS. J. T. , CROSSMAN,H. Region 4. Office of Director. Ip. 
1972i:063. 24X Fiche: 50-498, 83/07/14, 8307250242. 


—8307250250 Mod 4, extending period of performance to 831231 b adding 
addl funds, to "Expert Consultation b Ultness Svc for South 
Texas Project Hearings." 

HUBACEK, W.O. Hubacek. U. 0. SMITH.P. A. Division of Contracts. 

FIN S-8S06. 83/07/14. tp. 19721:064 24X F 1 c h e : 50-490, 83/07/ 1 4 . 

0307250242. 


8307250468 Provides schedule for submittal of responses to Reactor Sys 
Branch review questions. In response to 830512 ltr. 

GOLDBERG, J. H. Houston Lighting b Power Co, 83/07/15, NOVAK, T.M. 
Assistant Director for Licensing. 2pp. 19701:271. 24X 

Flchs: 50-498. 83/07/15, 8307250468. 


8307210300 Forwards proprietary "Independent Evaluation of Proposed 
Nods to Uestlnghouse D4> 05 b DE Steam Generators." Rept 
withheld (ref 10CFR2. 7901. 

8UTTERF1Q.D, L. Steam Generator Owners Group. 63/07/18. 

EISENHUT. D. G. Division of Licensing. 3pp. 19664:114. 24X 

Fiche: 50-000, 83/07/18, 8307210300. 
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0307290124 Summarij of 630707 meeting u/technlcal revieu camnittee in 
Qet^elda.l1D re Model 04/D9/E steam generator mod Vieugraphs 
enc 1. 

HOPKINS. J. B. Licensing Branch 4. 63/07/18. Licensing Branch 4. 

26pp. 17736; 132. 24X F i c h e ; 50-000. 83/07/ 1 6. 8307230 124. 


F. Security, medical, emergency t. fire protection plans 


B307070134 Informs that encl to util 630S17 Itr contained schedule for 
Implementation of prompt notification sye. Schedule uiill 
be confirmed or rescheduled by June 1784 

OOLDBERG. J. H. Houston Lighting & Pouer Co. 83/06/30. JORDANiE. 
Division of Emergency Preparedness t. Engineering Response (Post 
830103). 2pp. I7274;21B. 24X F 1 c h e : S0-47B, 83/06/30, 8307070134. 


6307220030 Notification of 630714 meeting u/util in Qethesda>MO to 
discuss fire protection issues affecting near-term design 
dec Ision. isolation valve cubicle PRA t/ pipe break, program. 

Agenda enc 1. 

VIBT7I.A. Licensing Branch 3. 63/07/03. KNIGHTON. 0. H. Licensing 

Branch 3. 9pp. 17692:124. 24X F I c h e : 90-478. 63/07/03, 8307220030. 


0. Adjudicatory correspondence 


8307170286 Memorandum t< Order LQP 83-37 denying Cltiiens Concerned 
About Nuclear Pouer B3031S motion to admit neu contention re 
financial qua 1 if lea t ions. Unusual circumstances do not eiist 
to ualve financial qualifications rule. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. 83/07/14. 
Cltiiens Concerned About Nuclear Power. Inc. 13pp. 17628:268. a4X 

Flehe; 50-498. 83/07/14, 8307170256. 


K. Utility Final Safety Analysis Report IFSARl t amends 


8307210003 Forwards Amend 32 to FSAR. Af f idavl t encl. 

GOLDBERG, J. H. Houston Lighting «. Power Co. 83/07/19. DENTON.H.II. 
Office of Nuclear Reactor Regulation. Director. 4pp. 19697:001. 
24X Flehe: 30-498, 83/07/19, 8307210006. 


—8307210010 Amend 32 to FSAR. 

s Houston Lighting L Power Co. 63/07/19. 567pp 19657:009 24X 

Fiche: 90-498. 63/07/19. 8307210008. 


8307260349 Certifies sve of Amend 32 to FSAR on 630719. 

QUINN, V-M. Houston Lighting 6 Power Co. 63/07/17. 2pp. 19732:399 
24X Flehe: 50-49B, 83/07/17, 8307260347. 


Q. Inspection reports, IE Bulletins 8, correspondence 


8307120920 Forwards IE Insp Repts 90-478/83-10 & 30-477/83-10 on 
830916-20. No noncompliance noted. 

MADSEN, O.L. Region 4, Office of Director. 83/06/09. OPREA,G.H. 
Houeton Lighting & Power Co, 2pp. 19434:004, 24X 

Flehe: 90-498, 63/06/09, 8307120920. 


— 8307120931 IE Insp Repts 90-493/63-10 J, 90-479/83-10 on 6309i6-20.Na 
noncompliance noted. Major areas inspec ted: p roceduro review 
& welding of safety-related piping. 

GILBERT, L. D. , CRQSSMAN. M. A. , HUNN ICUTT. D. M. Region 4. Office of 
Director. 63/06/02. 9pp. 19434:006 24X Flehe 90-498, 83/06/09. 

8307120920. 


8307190122 Forwards IE Insp Repts 90-478/63-07 50-497/83-07 on 

830401-0914. No noncomp I ianc e noted. 

MADSEN, O.L. Region 4, Office of Director 83/06/30 OPREAi© M. 
Houston Lighting fc Power Co 2pp. 17336 236. 24X 

Flehe: 90-496. 63/06/30. 63071 50122. 


— 8307190146 IE Insp Repts 90-496/63-07 b 90-479/B3-07 on 830401-091 4. No 
noncompliance noted. Major areas inspcc ted : equipment storage 
L malntisite tours, nonconformance rep ts, s true tural concrete 
U steel, electrical ins ta 1 la 1 1 ons 6 soil test. 

HIUL.H.M., CROSSMAN, W. A. Region 4, Office of Director. 83/06/87, 
llpp- 19336:230. 24X F 1 c h e : 50-496. 83/06/30, 8307 1 SO 1 22. 


B306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Sve list encl. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of Neu 

York, Inc. lS4pp. 19363:293. 24X Flehe : 50-000, B3/07/II. 8306270401. 


6306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness ?. Engineering 
Response (Post 830103). 63/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19963:193. 24X Fi c he: 50-000. 83/07/18, 8306270404. 


8306270406 IE Info Notice 63-48, "Gaseous Effluent Releases of 
Radioactive I-J25 *■ 1-131 in Eicess of NRC Limits. " Sve list 
enc I. 

TAYLOR, J. M. Division of QA, Safeguards 6 Inspection Programs IPost 
030103) 83/07/14. Consolidated Edisun Co of Neu York, Inc. 

114pp. 17715 270. 24X Flehe 50-01)0. 83/0'// I 4. 8306270406 


8307220285 Ack receipt of 630616 Itr infornung NRC of steps taken to 
correct violations noted In IE Insp Repts 50-476/63-03 4. 
90-499/83-02. Supplemental info requested uithln 30 days. 
MADSEN.G.L. Region 4. Office of Director. 63/07/10 OPREA. 0 IJ 
Houston Lighting 6 Pouer Co 3pp 196B4.142 24X 

Flehe: 90-498. 83/07/16. 0307220265 


— 8307220292 Responds to NRC 830516 itr re violations noted in IE Insp 
Repts 90-498/83-02 4: 50-497/83-02 Corrective actions 
hardness test data sheets <■ personnel training records 
retrieved 4 available at site 

OPREA.G M. Houston Lighting 4 Pouer Co 83/06/16 COLLINS, J.T. 
Region 4. Office of Director. 6pp 17684: 145. 24X 

Fiche. 50-498,83/07/18. 8307220265. 


S. Reportable occurrences, LERs 4 related correspondence 


8307060268 Final deficiency rept re voltage roqulation problem for ESF 
4160/480-vol t Class IE load ctr transformers. Initially 
reported on 6304 19. Transformers will be replaced u/ncu 
transformers w/lower impedance based on sys requirements. 

OPREA.G. H Houston Lighting 4 Pouer Co 83/06/29. CDLLINS.J 7. 
Region 4, Office of Director 4pp. 19238:201. 247 

Fiche: 90-498. 83/06/27. 8307060268 


8307080476 Final deficiency rept re triaiial cable mfg by Rockbestos 
used in electrical penetrations supplied by VJes I inghouse. 

Initially reported on 811026. Cable RSS-6-I0B will be used as 
replacement. Also reported per Part 21. 

OPREA.G. Id. Houston Lighting 4 Power Co 03/06/30 COLLINS. J.T 
Region 4. Office of Director. 3pp. 19346 329 24X 

Fiche: 90-498, 83/06/30, 0307080476 


8307290469 Final deficiency rept re f lashovers/fa i 1 ures of nonsafety- 
related insulators. Initla 1 ly reported on 830616. I nsu la tors 
either coated u/grsase or replaced. Insulators will be 
replaced w/different design. 

OPREA.e.M Houston Lighting 4 Power Co 63/07/13, COLLINS, J T. 
Region 4. Office of Director. 4pp. 19701.241. 24X 

Fiche. 90-498. 83/07/13,6307250465. 


DOCKET STN-50-50a UPPSS NUCLEAR PROJECT. UNIT 3 


A. AppI icatlon/ciinstruc 1 1 on stage documents 4 correspondence 


8307060255 Forwards responses to NRC 030404 Questions 210, 14-20 re use 
of ITT Orinnell pipe clamps 

BQUCKEY.O D. Washington Public Power Supply System 63/06/15. 

KNIOHTON. 0. M. Licensing Branch 3. 7pp. 17246.001. 24X 
Fiche. 90-908. 83/06/19,8307060295 


— 8307060260 "Testing of Slie 2A Figure 215 Stiff Clamp Oven-Heated to 
690 F. " 

STANtSH.P. ITT Orinnell (subs of ITT) PE-452 02/10/28. Bpp. 

19248-010. 24X Fiche; 50-508, 83/06/15, 8307060255. 


8307090270 Forwards marked-up FSAR pages for incorporation into amend 
to show conformance w/SRP (NUREO-0600 ) . 

BOUCHEV.G D. Washington Public Power Supply System 63/06/16 
KNIGHTON. 6. Id. Licensing Branch 3. llpp 17197 262. 2AX 
Fiche: 90-508. 83/06/16, 8307050270. 


0307080324 Requests formal approval of provisions of Subarticle 
NE-9a90 of Winter 1782 addenda of AEME Boiler 4 Pressure 
Vessel Code. Section III re eiam of inaccessible welds 
attaching electrical assemblies to vessel noiilcs 
BOUCHEY.G.O. Washington Public Power Supply System 83/06/26 
KNIGHTON. G. U. Licensing Branch 3. Ip 17350.149 24X 

Flehe: 90-908. 03/06/26, 6307080324 


0306270397 Generic Ltr 83-26 to all applicants for DLs 4 holders of 
CPs for power reacters re clarification of surveillance 
requirements for diesel fuel impurity. Sve list encl. 

EISENHUT. 0. G. Division of Licensing. 63/07/05 Consolidated 
Edison Co of New York, Inc. 16pp 19370.317. 24X 

Flehe: 90-000. 83/07/05, 8306270377 


B307060329 Generic Ltr 63-27 to all licensees 4 applicants for 
operating power reactors 4 holders of CPs fur pouer reactors 
re surveillance intervals in STS Sve list encl 

EISENHUT. 0. G. Division of Licensing 03/07/06 Consolidated 
Edison Co of Nsu York, Inc 16pp 17669 254 24X 

Flehe; 50-000. 83/07/06, 8307060327 
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F ' v-Vv-”'-- 

2 2pr''‘?’‘“:- VIETTI.A, Lltens.ng 

PP 19669.047 «4X F i c ha : 50-SOB. S3/07 707. 8307210210* 



Ficha 50-000, B3/07/OB, D3070aoi69 ^ 


in Dethesda.HD to 


8307190390 Notification of 830719 ..aot.ng ,.,/^eU 

V licontlns aotivltiav 

- 

E‘f”r-L-r£H-;-: .“sss..., 

34X Flcho 50-508,83/07/12 830^, 

Sn'h R.' Olvfa^on'orticanM “'07/12. 

Ficha- 50-508, 33/07/12, BBO/IBOOS?"" '' 24x 

®^^T«250US Forwards unHa + a a'^ir/.ie 


33/07/19 
24 X 


rorrasponHanc. 

■=«=;~Ssh:£s:;^ 

RBSponsas requestaif bu 030812 ^ items. 


- bp 03OB12 

KNtGMT€N,G.W LUamslng DvoncN 3 
Public Pou/BT Supply System. 9pp. 
FI f he; 30-30B. 83/07/03. 83072201 15 


33/07/03. 
19692. 330. 


MAZUR. 0. H. 
24X 


Washington 


" “-"''’SI-. “Kr-’- 


f!!!!;!*?..'...!^!,^.“,fll_P;;|®'‘f®'’Pf *' ^■''® ptolectlon plan, 

f revised emergency preparedness 

cords, 83/06/24. Docuc, 
H'lX Fiche. 50-397,83/06/24. 


6307110317 Releases pub 
p I an. 

FELION, J. (1. Division 


Management Branch 'ip ' 1938^ ^57 .^3/06/24. Docucent 

B307I 10317. 


^av ts^is — -i*'*^* Director for Licohsing 4op I9!ia4 3%ti 

?4X Fl Che .•50-397. 63/06/34. 8307110317. 1*^404.^98. 

BOUCHEy 0 0 2 k!''*’?” '«Pab.lity,NUnEG-0700 b NUREO-OaOl 

KN.oH^a^N?c"„ 3“^'"p 

Flche-50-soa, 83/07/12.8307130310 ^ 33 121 24X 

Room Design Revie. Program PU„ 

t9S3rJ'"®‘°5av"r!‘^ ^r*'' System 83/07/12 U7pp 

I9S38 S4X Flche 50-508.83/07/12,8307130310. 


C, Adjudicatory correspondence 

' it : j--",.,-™"— >■ 

Fiche SO-50S.83/05/05, 8303100420. '° 

to interveneTrequesrj"? b ea^' n^Con ?en 1 1 Ins’"# H I to'’^' P®‘“‘“" 

2eI^“;VLiberman.''®‘l3/07/ii' '’‘’“Morni ? “s^f^r * "^'•^0^03, N. S. 
Pane,. .40„ .,347.018, 

“?:;;?»en?:rpBnt:sr:r?nL“^!:‘ryn:::v^r* '’rr "-^pp^pn. m 

be denied. Certificate o? sCc enc7 »hould 

Is ■— • 

E!^H.sF£s:FF:‘SEi“;:=-r 

a4X Fiehe:30-50B.e3/07/12.S307M04lr® "’• 

I nspect ion reports^ IE Bui let^nsj. correspondence 

=spp. 19363. 293, 24X Pi ch e : 30-000, 83/07/ 1 1 . B30627040 1 . 



y.r,. =«ri.h..5o”TO“3%J;;S.SSo6i;o™. 

SE F -Fr"- '1-^ 

19330.237. 24X FI ch e : 30-308, 83/07/ 1 2, 8307 1 501 98. 

•*”0307130203 f^esponda to NRC Asnjin i ■ s 

Rept 50-508/82-04. Corrective aMons Ce^UMc'ljror^*'’ 

C?a«T?E' B304I8 «, FSAR Table 3.2-1 ^s 

(eiass V Icems revised ^ • i* 

a4X Flche;50-308, 83/07/12.8307130198. 


qual 1 ty 

83/06/08. 
19530; 238. 


PP lv/15.270. 24X Fiche:SO-000,Q3/07/14, 8306270406. 

DOCKET STW- 3 O-S0 9 WPPS3 NUCLEAR PROJECT, UNIT 3 

sup^rj; correspondence 

83072M415 Forwards responses to NRC safety evaluation of ni 

SSJ;o;S; L"enE?n:"Brrncn%'’‘’"?I.®‘''’^‘'' 

F.che:3D-50B.83/07 "5.‘S?07;2S4^5^ 
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DOCKET 30-513 WPPS8 NUCLEAR PROJECT. UNIT A 


B. Hsportahle occurrences. LERs £< related correspondence 


330713034, Interim deflclencij rept re Rockbestos cable Initielly 
on 8E04SI . Fur th er updates will be deferred until 
completion schedule established or until const 
'■** tart. 

LORENZO. R. A. Washington Public Power Supply System. S3/0&/29. 
®y^^NB£R(}. D. M. Region 9. Office of Director. 2pp 19423:195 Z4X 
riche; SO-513. B3/06/29. 0307120241. 


33071 30499 Interim deficiency rept re diesel generator 

• -t t ng air valv* assamblg mfg by Transamerica Oalaval, 
reported on 620618. Capscrew dasign revised. Nett 
rept by const restart. Also reportable per Part 21. 

t-ORENZO. R. A. Washington Public Power Supply System. 83/06/29. 
STERKberg, D. H, Region 3. Office of Director 2pp. 19425:021. 24X 

rich a : 50-460. B3/06/29. 8307120499. 


9307160034 Interim Deficiency Rept 2 re deformation in conductor 
insulation in Otonlte cab le. Si < teen 7/C-hl2 cables will be 
remisNyad t. replaced. Si i cables Installed In raceway will be 
abandoned in place 8. replaced. Final rept by const restart. 

LORENZO. R. A Washington Public Power Supply System. B3/07/OI. 
BTEHubeRO. D. M. Region 5. Office of Director. 3pp. 19560:131 24X 

Plch ar 80-460,03/07/01.8307180034. 


1307160144 Interim deficiency rept re problem w/top cover gastets on 
NAMCO Model EAIBO series awl tches. Prob lem traced to 

Impregnated 6 insufficiently heat cured top cover 
A** Also reported per Part 21. 

LORENZO. R. A. Washington Public Power Supply System. 03/07/01. 
STERIvrBERO. D. M. Region 3. Office of Director. 3pp. 19337:046. 24X 

Flch a : 30-460. B3/07/01. 8307100144. 


307260299 Interim deficiency rept re emergency diesel generator 
currant transformers. Initially reported on 81 1 1 13. Nor lake 
Kfg Co current transformer. Model CD 1408. se 1 ec tod to replace 
Wistlnghouse current transformer. 

LORENZO. R. Washington Public Power Supply System. 83/07/14. 
STERN0ERO. D. M. Region S. Office of Director. 3pp. 19790: 118. 24X 

Flc h a : 30-460, 83/07/14. 8307280299. 


30726 0 349 Final deficiency rept re Buffalo Forge fan housing missile 
pro ba c tion. Ini t i ally reported on B10824. Unit 1 fans shipped 
to manufacturer for rework. Unit 4 fans not being modified. 
Nonconformance rept written. 

DE LORENZO. R. A. Washington Public Power Supply System. B3/O7/10. 
STEHMfBSRO. D, M, Region 9. Office of Director. 3pp. 19709:023. 24X 

rich B : 30-460, 03/07/18, 0307280345. 


QCKET SO-914 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 


App 1 I cation/construction stage documents ti correspondence 


30627O3R7 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re c lar 1 Pica 1 1 on of surveillance 
requirements for diesel fuel impurity. Sve list encl. 

EISefJKUT, D. Q. Division of Licensing. 03/07/09. Consolidated 
Edleon Co. of New Vork, Inc. 16pp. 19390:317. 24X 

Fleh ac 30-000, 83/07/09, 0306270397. 


307060169 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions baaed 
on ganaric implications of Salem ATWS events, Sve Hat end. 
EIBEIsimJT, D. 0. Division of Licensing. B3/07/OB. Consolidated 
Edlaon Co. of New York. Inc. 38pp. 19669 26? 24X 

Flcha 1 30-000, 03/07/08, 8307080169. 


Inepactlon reports, lE Bulletins t. correspondence 


90627-0401 IE Info Notice 03-46. "Common Mode Ualve Failures Degrade 
Sorrcf Recirculation Spray Subsystem." Sve list encl, 

JORDAN* E.L. Division of Emergency Preparedness % Engineering 
Respanse (Post 830103). 83/07/11. Consolidated Edison Co. of New 

York, Inc- 134pp. 19963:293, 24X F 1 ch e : 30-000, 83/07/t 1 , 8306270401. 


106870404 IB Info Notice 83-47, "Failure of Hydraulic Snubbers as 
ResuLlF RF Contaminated Hydraulic Fluid." Sve list encl. 

JQROANaE.L. Division of Emergency Preparedness t< Engineering 
Response (Post 830103). 03/07/12. Consolidated Edison Co. of New 

York, Inc- 141pp. 19563:193. 24X Fl che: 90-000, 83/07/12. 8306370404. 


106270 406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive I-I29 k I-I31 In Excess of NRC Limits. " Sve list 
enc t ■ 

TAYLOR, M. Division of QA. Safeguards t. Inspection Programs (Post 
830103* 03/07/14. Consolidated Edison Co. of New York. Inc 

114pp- 1971S;870. 24X Flche; 90-000. 03/07/14, 8306270406. 


DOCKET 30-915 PEBBLE SPRINGS NUCLEAR PLANT. UNIT 2 


A. Application/construction stage documents f/ correspondence 


8306370397 Generic Ltr 83-26 to all applicants for QLs U holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity Sve list encl. 

EISENHUT. D. 0. Division of Licensing 83/07/05. Consolidated 
Edison Co. of Haw York. Inc. 16pp. 19390 317 24X 

Flche: 30-000. 83/07/09, 8306270397 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL t< holders of CPs re required actions based 
on generic implications of Salem ATWS events Sve list encl. 
EISENHUT, D. 6. Division of Licensing. 83/07/08. Consolidated 
Edison Co of New York. Inc. SSpp 19669.269 24X 

Fiche: 90-000. 03/07/00, 0307080169. 


Q. Inspection reports. IE Bulletins t correspondence 


8306370401 IE Info Notice 03-46. "Common Mode Ualve Failures Degrade 
Surry Recirculation Spray Subsystem." Sve list encl. 

JORDAN.E.L. Division of Emergency Preparedness t. Engineering 
Response (Post 830103). 03/07/11. Consolidated Edison Co. of Now 

York. Inc. 194pp. 19363:293. 24X F 1 che : 50-000, 83/07/ 1 1 , 0306270401 . 


8306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list encl. 

>iORDANiE.L. Division of Emergency Preperedness 6 Engineering 
Response (Post 030103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:193. 24X Fiche: 50-000, 03/07/12, 8306270404. 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive I-i2S t. 1-131 in Excess of NRC Limits." Sve list 
enc 1. 

TAYLOR, J.M. Division of QA. Safeguards & Inspection Programs (Post 
830103) 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X F 1 c h e . 30-000, 03/07/ 1 4. 3306270406. 


DOCKET STN-50-518 HARTSYILLE NUCLEAR PLANT, UNIT 1 


A. Appiication/constructlon stage documents ^ correspondence 


8306270395 Generic Ltr 83-24 to all BUR applicants for OL 6 holders of 
(K.a for Grand Gulf. LaSalle & Susquehanna re TMl Task Action 
Plan Item I.O.I. "Special Low Power Testing k Training 
6 RacOAinendatlDns for DWRs. " Sve list encl 

EISENHUT, 0. 0. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19384:115. 24X Fi che. 50-000. 83/06/29. 

8306270399. 


8306270397 Generic Ltr 83-26 to all applicants for OLs holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel Impurity. Sve list encl. 

EISENHUT, 0. 0. Division of Licensing. 33/07/09 Consolidated 
Edison Co. of New York, Inc. 16pp. 19390:317. 24X 

Flche: 90-000, 83/07/09. 8306270397. 


S. Reportable occurrences. LERs t< related correspondence 


8307120250 Second interim deficiency rept re nondlvis Iona) power 
received by transfer switches to auxiliary feedwater sys. 
Initially reported on G30202. Redundant circuits identical to 
existing design provided. Ne it rept expected by 830927. 

MUXS. L. 11. Tennessee Valley Authority 03/06/27. O'REILLY, J. P. 
Region 2, Office of Director. 3pp. 19423:035 24X 

Fiche: 30-000.83/06/27. 0307120290. 


DIKKET BTN-S0-S20 HART6VILLE NUCLEAR PLANT, UNIT 3 


8. Reportable occurrences. LERs U related correspondence 


8307120230 Second interim deficiency rept re nond 1 vl s Iona 1 power 
recoivod by transfer switches to auxiliary feedwater sys. 
Initially reported on B30202. Redundant circuits Identical to 
existing design provided. Next rept expected by 630927. 

KIU.SiL.l1 Tennessee Valley Authority. 03/06/27. 0 'REILLY. J. P. 

Region 2, Office of Director. 3pp. 19423:033. 24X 

Flche: SO-000. 83/06/27, 8307120290. 
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DOCKET 30-522 SKAGIT NUCLEAR POWER PROJECT, UNIT I 


A. App I icaCion/cons true t Ion stage documents & correspondence 


B30627039S Generic Ltr 63-24 to all 6WR applicants for QL & holders of 
OLs for Grand GulfrLaSalle U Susquehanna re TNI Task Action 
Plan Item I.O 1, "Special Low Power Testing (< Training 
t( Recommendations for BURs." Sve list end. 

EISENHUT, 0. C. Division of Licensing. 63/06/2?. Long Island 
Lighting Co. 26pp. 19384:113 24X Fi c he . 30-000. 83/06/29. 

8306270395 


8306270397 Generic Ltr 83-26 to all applicants for OLs 6 holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impuritg.Svc list end. 

EISENHUT. D. 0. Division of Licensing 83/07/03. Cansolidatad 
Edison Co. of New York. Inc. 16pp. 19390:317. 24)1 

FI chi, 30-000.83/07/03. 8306270397 


830706032? Generic Ltr 83-27 to all licensees U applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end. 

EISENHUT.DG. Di vi s 1 on of Li cens i ng . 83/07/06. Consolldatad 

Edison Co of New York. Inc. 16pp. 1966?: 234. 24X 

Fiche; 30-000. 83/07/06. 0307060329. 


8307080169 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL t< holders of CPs re required actions based 
on generic implications of Salem ATWS events. Sve list end. 
EISENHUT. 0 G. Division of Licensing. 83/07/08. Consolidated 
Edison Co. of New York. Inc. 3Bpp. 19669:269. 24X 

Fiche: 80-000. 83/07/08, 8307080169. 


D. NRC Oraft/Flnal Environmental Statements, suppls h correspondence 


8307060462 Advises that schedule for Issuance of FES will he eade after 
choice of alternative licensing efforts or after prehearing 
schedule reestablished. 

EISENHUT. 0. 0. Division of Licensing. 63/06/24. MYERS.R.V. Puget 
Sound Power i< Light Co. 3pp. 19299:129. 24X Fiche: 30-322. 83/06/24. 

6307060462. 


6307060342 Comments on proposed rule lOCFRSO re NRC pollcg statenents 
on severe accidents 6 related views on nuclear reactor 
regulation. 

JIN.R. Yakima Indian Nation. 83/06/30. CKILK.S.J. Office of the 
Secretary of the Commission. 2pp. 19330:327. 24X 

Fiche. 30-522. 83/06/30, 0307080342. 


8307190182 Concurs W/B30624 proposal ro Issuanco of FES. Schedule should 
he determined following selection of llconsing alternative 
or after prehearing schedule rees tab 1 1 shod. Sve list end. 

MVERS.H.V. Puget Sound Power li Light Co 83/07/12. EISENHUT. D, O. 
Division of Licensing. 4pp. 1 9630: I6Q. 24X Fiche: 30-322. 63/07 / 1 2. 
8307190182. 


8307210303 Concurs w/proposal in 830624 ltr re issuance of FEB. Schedule 
should be determined following seloctton of licensing 
alternative or after prehearing schedule roes tab 11 shed . Sve 
lilt and. Related correspondence. 

HYER8.R. V. Puget Sound Power U Light Co 63/07/12. EISENHUT. 0. 0, 
Division of Licensing. 4pp, 19665:064. 24X FI cho ; 30-322, 03/07/12. 

8307210303. 


0. Inspection reports. IE Bulletins 6 correspondence 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Oegrada 
Surry Recirculation Spray Subsystem." Sve list end. 

JORDANiE.L. Division of Emergency Preparedness ti Engineering 
Rasponse (Post 830103). 83/07/11. Consolidated Edleon Co, of New 

York. Inc. 134pp. 19363:293. 24X Fiche: 50-000, 83/07/ 11, 8306B7040U 


8306270404 IE Info Notice 83-47. "Failure of Hydraulic Snubbers at 
Result af Contaminated Hydraulic Fluid." Sve list end. 

UOROAN.E.L. Division of Emergency Preparedness t. Engineering 
Response <Post 830103). 83/07/12. Consolldatad Edison Co. of Naui 

York, Inc. 141pp. 19363:153. 24X Flcho: 30-000, 03/07/12, 8306270404. 


8306270406 IE Info Notice 63-48, "Oaseous Effluent Releases of 
Radioactive I-12S (, 1-131 In Excess of NRC Limits." Sve list 
sncl. 

TAYLOR, J.N. Division of QA, Safeguards 6 Inspection Programs (Post 

8301031. 83/07/14. Consolidated Edison Co. of New York, Inc. 

I14pp. 19713:270. 24X Flcho: 30-000, 83/07/14, 8306270406, 


DOCKET 30-323 SKAGIT NUCLEAR POWER PROJECT, UNIT 8 


A. Appt teat lon/cons true t Ion stage documents t> correspondence 


8306270393 Generic Ltr 83-24 to all UWR applicants for OL ti holders of 
□Ls for Grand Oulf. LaSalle & Susquehanna re TKI Task Action 
Plan Item 1,0. 1, "Special Lou Power Testing 6 Training 
& Racommendat ions for DMRs. " Sve list end. 

EISENHUT, O. O. Division of Licensing. 83/06/29. Long Island 
Lighting Co. 26pp. 19304:113. 24X Fiche: 30-000, 83/06/27, 

8306270395. 


—8307080350 Comments on DES for Skagit/Hanford Nuclear Plant. EIS flawed 
in scope t, content & fails to recognlio existence of 
Yakima Indian Nation. No significant adverse impact 
ad dres sed . Comment may not be used in proceeding. 

JIH.R. Yakima Indian Nation. 82/08/30. BLACKrfi. NBC - No 
Detailed Affiliation Given. Ip. 19350:343. 24X 

Fiche: 50-522. 83/06/30, 0307080342. 


8306270397 Generic Ltr 03-26 to all applicants for OLs t, holders of 
CPs for power reactors re clarification of surveillance 
raquirements for diesel fuel Impurity. Sve list ond. 

EZKNHUT. 0. G. Division of Licensing. 83/07/03. Consolidated 
Edison Co. of New York, Inc, I6pp. 19390:317. 24X 

Flcho; 30-000, 83/07/05. 8306270397. 


8307080435 Comments on proposed rules lOCFRSO !> 31 re rsqutrenents for 
licensee actions on disposition of spent fuel upon 
expiration of OLs. 

JINiR. Yakima Indian Nation. 03/06/30. CHIUK-S.J. Office of the 
Secretary of the Commission. RATHDURN. 0. , MATTSON, R. J. NRC - No 
Detailed Affiliation Given. 2pp. 19347:001. 24X 

Fiche: 50-522, 03/06/30. 8307080435. 


B30706D32? Generic Ltr 83-27 to all lleensoos & applicants for 
upuTating power reactors & holders of CPs for power reactors 
re surveillance Intervals In BT8. 8vc list end. 

BIBEMIOT, 0. D. Division of Licensing, 83/07/06. Consolidated 
Edison Co. of New York, Inc. 16pp. 19669:254. 24X 

Fiche; 50-000, 83/07/06. 8307060329, 


-8307080440 Comments on DES for Skagit/Hanford Nuclear Plant.EIS flawed 
in scope 4< content 6 falls to recognixe existence of 
Yakima Indian Nation. No significant adverse impact 
addressed. Comment may not be used in proceedings. 

JIM,R. Yakima Indian Nation. 83/06/30. BLACK, R. NRC - No 
Detailed Affiliation Given. ip. 19347017 24X 

Fiche: 50-522.83/06/30, 0307080435. 


B307080169 Generic Ltr 03-28 to all llconseet of operating reactors, 
•pptteants for OL & holders of CPs re required actions bated 
on gtnarie implications of Salem ATWa events. Bve list end. 
ElBENmir. D. 0. Division of Licensing. 03/07/00. Consolldatad 
Edison Co. of New York, Inc. 3Bpp. 19669:269. 24X 

Fiche: SO-OOO, 83/07/00, 8307080169 


D. MIC Draft/Final Environmental Statomonts, suppli t, correspondence 


8307080445 Comments on NRC policy statement on evaluation plan for 
safety goal development program. 

JIM.fi. Yakima Indian Nation. 03/06/30. CHILK.8.J. Office of tho 
Secretary of the Commitsian. 2pp 19347:203 24X 

Fiche: 50-322, 83/06/30, 8307000443. 


—8307080452 Comments on DES for Skagit/Hanford Nuclear Plant.EIS flawed 
In scope ii content t, falls to recogniie existence of 
Yakjma Indian Nation. No significant adverse Impact 
addressed. Comment may not be used in proceedings. 

JIM.R. Yakima Indian Nation. 83/06/30. BLACK.ft. NRC - No 
Detailed Affiliation Given. ip. 19347:221 S4X 
Fiche: 50-322, 83/06/30, 0307060443, 


8307060402 Advises that schedule for Issuanco of FES will bo made after 
choice of alternative licensing efforts or after prehearing 
schedule reestablished. 

ElffiNHUT.D.O, Division of Licensing. 83/06/24. MVERB.R.V, Puget 
*■ >’299;129. 24X Fiche; 50-322, 83/06/24. 


t< related views on nuclear reactor 


on severs accidents 
rsgulatiun. 

dlKiR. Yakima Indian Nation. 83/06/30, CHILK.S. J. Office of the 
secretary of the Commission, 2pp. 19330:327. 24X 

Fiche: 30-322, 83/06/30, 8307080342. 
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^t770803SO Cotrirents on DES For 5k ag i t /HanFor d Nuolaar Plant. EIS flaued 
''0 ^>1 icope & content ii Fails to recognize eiittence of 

y^tima Indian Nation. No significant adverse impact 
^ d dressed. Comment mag not be used in proceeding. 

_;TM.R. Vaklma Indian Nation. SS/0B/30. BLACK. R. MRC - No 
Retailed Affiliation Given. ip 19350:343 SAX 
fS- 1 Che: 50-SSS. B3/0d>/30. B3070B0343. 


t>S0435 Comments on proposed rules lOCFRSO 4 51 re requirements for 
^dnsee actions on disposition of spent Fuel upon 
* p 1 ration of DLs. 

Yakima Indian Nation. 83/06730 CHILK.S.J. Office of the 
^-^r-etarg of the Commission. 2pp. 19347:001. 24X 

^ j ^ n e : 50-3S2. B3/06/30. B3070B0435. 

— Comments on DEB for Skag 1 1 /Han ford Nuclear Plant. EIS flawed 

^ A rt scope & content & fails to recognlie oistence of 
y.iaklma Indian Nation. No significant adverse impact 
cJdr ess ed. Comment mag not be used In proceedings. 

^IMiR. Yakima Indian Nation. B3/06/30. BLACK. F7. NRC - No 
prtftatled Affiliation Given. ip. 19347:017. 24X 

fS- A cho; SO-522. B3/06/30. B30708043S. 


Comments on NRC pollcg statement on evaluation plan for 
goal development program. 

OlM' Yakima Indian Nation. B3/06/30. CHILK.S.J. Officf of the 

of the Commission. 2pp. 19347:209. 24X 

f=- J C h « ; 50-522. 83/06/30. 03O7OBO44S. 


— —3307060452 Comments on DEB for Skagit/Hanford Nuclear Plant. EIS Flaued 
ITS scope h content ti fails to recogniie existence of 
V'^kima Indian Nation. No significant adverse Impact 
dressed. Comment mag not be used In proceedings. 

^in.R. Yakima Indian Nation. 63/06/30. BLACK. R. NRC - No 
pSftalled Affiliation Olven. Ip. 19347:221. 24X 

F" 1 Che ; 50-922, 03/06/30. 8307080445. 


83071.^^1®^ Concurs u/830624 proposal re issuance oF FES. Schedule should 
ba dotermined folloulng selection of licensing alternative 
OT* after prehearing schedule rets tab I i shed Bve list end. 

MVEHS'R V. Puget Sound Potiier & Light Co. 03/07/12. EISEWMT. 0. G. 
Oiv/lolen of Licensing. 4pp. 19630:168. 24X Flche : S0-5S2. 63/07/12. 

3307190162. 


83O7S1O303 Concurs u/proposal in 830624 Itr re Issuance of FES. Schedule 
mhould be determined folloulng selection of licensing 
al^as'natlVB or after prehearing schedule rees tab 11 shed . Sve 
1 £ a 4 end. Related correspondence. 

KYERS.R.V. Puget Sound Power h Light Co. 83/07/12. EISENHUT. D. 0. 
DlS/tolon of Licensing. 4pp. 19663:064. 24X Fi che: S0-322i 83/07/12. 

Q 30 7S 10303. 


Q. lesapectlon reports. IE Bulletins h correspondence 


e3O&27O401 IE Info Notice 03-46. "Co mmon Mode Valve Failures Degrade 
SuT'-ry Recirculation Sprag Subsgstem. ” Sve list end. 

"JOiRO/VN. E. L. Division of Emergencg Preparedness & Engineering 
Rauponse <Post 830103). 83/07/11. Consolidated Edison Co. of New 

fc » Inc. 194pp. 19963:293. 24X FI che: 50-000. 63/07/1 1. 830*270401 . 


e3O£>S7O404 IE Info Notice 83-47. "Failure of Hgdraulie Snubbers as 
of Contamlnatsd Hgdraullc Fluid." Sve list end. 

.JOR Dan. E. L, Division of Emergencg Preparedness t. Engineering 
«*apoiiiSe (Post 830103). 83/07/12. Consolidated Edison Co. of Now 

^ » Inc. 14tpp. 19963:153. 24 X F i e h e : 50-000. 03/07/12. B3062704O4. 


S3O&87O406 IE Info Notice 83-48. "Oaseous Effluent Releases of 
* aactive 1-129 (< 1-131 in Excess of NRC Limits. " Sve list 
■ n c 1 . 

J- fl. Division of QAi Safeguards it Inspection Programs (Post 
“ ~ ^ 03 ) . 03/07/14. Consolldatsd Edison Co. of Neu York. Inc. 

**"^pp. 19719:270. 24X Fiche: 90-000, 63/07/ 14. 030627040*. 


8TN-S0-528 PALO VERDE NUCLEAR STATION. UNIT 1 
1 Icat I on/cons true t Ion stage documents V correspondence 


030^070447 R equests addl quantitative analgsls to support B21230 
lutions re failure of E-NNN-Dll panel. Transient 
*^*^*rl(is bounded bg FBAR Chapter 19 ana 1 g see. No tl fleatlon 
submittal date requested, 

^ ^HTON. 0. W. Licensing Branch 3. 83/06/17. VAN QRUNT.E.E. 

Public Service Co. 3pp. 19300:178. 24X 

f* 90-928, 83/06/17, 8307070427. 

^“Fuards request for info on Tech Spec setpoint methodologg. 
( i I* lea tl on of planned response date requested. 

5*1- t , HTON, 0. W. Licensing Branch 3. 83/06/20. VAN BRUNT. E.E. 

^ic3*»na Public Service Co. 4pp. 19300:184. 24X 

^ : 50-528. 03/06/20. 8307070437. 


6307070226 Comments on 830902 proposed revs to FSAR re component 
classification t. scope of augmented insorvice insp.Revs 

accap tab 1 e 

KNIGHTON. GU. Licensing Branch 3. 83/06/21 VAN BRUNT, E.E. 

Ariiona Pulllc Service Co. 3pp. 19344 351. 24X 

Fiche. 50-928.63/06/21, 8307070226. 


83070*0012 Foruards proposed rev to FSAR, Section 1.8 re exceptions to 
Reg Guide 1.88 covering level concrete floor U roof in 
records storage faclUtg. 

VAN DHONT.E-E Arizona Public Service Co. 83/06/24. STERNBERG. D. M. 

Region 5. Office of Director. 7pp. 19230:299 24X 

Fzehe : 80-328i 83/06/24. 83070600 12. 


8307050026 Forwards response to 830415 lequest for addl info re solid 
waste process control prog ram. Pac kag e waste will be 
segregated by container activity level into high level or 
low level storage area. 

VAN BRWT.E.E. Arizona Public Service Co. 93/06/30 KNIGHTON, G. 
Licensing Branch 3. I7pp. 19220:134. 24x Fiche: 50-928. 83/06/ 30. 

030705002* 


B30705O133 Advises that accelerated schedule date of 830731 for 
subieittal of specific info re depressurization 6 DHH 
capabilities bg 830731 supports NRC needs. 

VAN BRUNT. E.E. Arizona Public Service Co. 03/06/30. KNIGHTONiO. 
Licensing Branch 3. 2pp. 19220:219. 24X FI che: 90-920, B3/06/30, 

8307030133. 


8307050199 Responds to Generic Ltr S3-10A re resolution of TMI Action 
Item II. K. 3.5, "Automatic Trip of Reactor Coolant Pumps." 
Deseription for resolving item * plan h schedule for plant- 
specific activities end. 

VAN BRUNT. E.E. Arizona Public Service Co. 63/06/30. KNIGHTON. G. 
Licensing Branch 3. 14pp. 19199:209. 24X F 1 c h e : 50-920, 83/06/30, 

83070S0199 


0306270397 Generic Ltr 83-26 to all applicants for DLs 8, holders of 
CPs For power reactors re c 1 ar 1 f i ca 1 1 on of surveillance 
requirements for diesel fuel impuritg.Svc list end. 

EISEt^iUTi D. G. Division of Licensing. 83/07/03. Consolidated 
Edison Co of Newi York. Inc. 16pp. 19390:317. 24X 

Fiche: 90-000. 83/07/05, 8306270397. 


83070*0329 Generic Ltr 83-27 to all licensees U applicants for 
operating power reactors S* holders of CPs for power reactors 
re surveillance intervals in STS. Sve list end. 

EIEENHUT. D. G. Division of Licensing. 83/07/06, Consolidated 
Edison Co. of Neu York. Inc. 16pp. 19669:234. 24X 

Fiche: 30-000. 83/07/06, 8307060329. 


8307150238 Forwards supplemental rept re piping sgs design review as 
part of independent OA evaluation of facilities in response 
to questions resulting Fmin 830602 meeting. 

SinaMi U. A. Torreg Pines Tschnologg. 83/07/06. LJCITRA.E. NRC - No 
Detailed Affiliation Given. I7pp. 19539:067. 24X 

Fiche: 30-92B, 83/07/06, 8307150238. 


83070801*9 Generic Ltr 03-20 to all licensees of operating reactors, 
applicants for QL & holders of CPs re required actions based 
on gensrtc implications of Salem ATUS events. Sve list end. 
ElffiNHUT.D.O. Division of Licensing. 93/07/08. Consolidated 
Edison Co. of New York, Inc. SSpp 19669:269. 24X 

Fiche: SO-000. 83/07/08, 8307080169. 


B30729OIB3 Advises that barring unforeseen delays. Unit I should be 
ready For fuel loading bg Nov 1963. 

VAN BRUNT. E. E. Arizona Public Service Co. 83/07/22. LICITRA.E.A. 
Licensing Branch 3. 2pp. 19021:190. 24X Fiche: 50-928. 83/07/22, 

8307290163. 


E. NRC Safebg Evaluation Report (SER). suppls 6 correspondence 


0307080*37 Forwards request For addl info & comments on SER Suppl 4 re 
pevlsixl emergencg p Ian. No 1 1 f lea t Ion of submittal date 
requested. 

KNlGHTTMi O. M. Licensing Branch 3. 63/06/20. VAN DRUNT.E.E. 

Arizona Public Service Co. 6pp. 19364:213. 24X 

Fiche : 90-528, 03/06/20, 8307080637. 


8307090211 Responds to Nov 1901 SER. subsequent suppl & correspondence 
& Generic Ltr 82-33. Suppl 1 to NLIREG-0737 requirements for 
eaergeneg response capab i 1 i tl e s. Human factors studg 6 status 
rept re historical earthquake data encl. 

VAN DRUNT. E. E. Arizona Public Service Co 83/06/30. KNIGHTON, 0. 
Licensing Branch 3. 9pp. 19194:163. 24X Fiche: 50-928, 03/06/30. 

8307OSO211. 


— 83070S0228 Suppl 1 to 0A-C16396 "Palo Verde Nuclear Generating Station 
Control Room Human Factors S t udy . Eiecu t 1 ve Summary Rept." 
a Torreg Pines Technologg GA-Cl*39a SOI. 83/06/30. 70pp. 

19194:189. 84X F i c he : 50-526. 63/06/30, 630705021 1 . 
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930706036B foruiards res[iant?s tc KRC bindings oT P«ui»r Sys site ^eudit 
conducted on 830406--07. per SER. NUREO-Oe57 

VM BRUM.E. e. Ariiona Public Service Co. S3/'07/01. KNIGHTON. B. 
Licenilnj Branch 3. Ilpp. 19236:223. 24X FI ch« : 50-S28, B3/’07/OI. 

3307060363. 


33071iaO!S Foruards response to 3ER Section 7. 7. 3. Goes ti on 222.03 re 
qualification oF control tgs. Response closes open item in 
Section 7.7.2 h. uill be incorporated into upcoming 
FSAFi emend. 

VAN BHUNT-E.E. Ariiona Public Service Co. 33/07701. KNIGHTON. S. 
Licensing Branch 3, 6pp. 19374:205. 24X Fiche; S0-S2B. 63/07/01. 

B3071 10012. 


3307150363 Foruards corrected map tdentlTging reception & care ctrs. 
per 330615 request & Suppl 4 to SER re emcrgencu plan. 

VAN BRUNT. E. Ariiona Public Service Co. B3/O7/0B. KNIGHTON. C. 
Licentlng Branch 3 3pp. 19339:390. 24X FI che: 50-328. 83/07/08. 
8307130363. 


8307140374 Responds to Mar 1783 SER <NUREG-0aS7) request for addi inPs 
re amergencg p Ian, Ex ternal Itrs of agreement end. Info 
adequately respondt to request, 

VAN BRUNT. 6. E. Arizona Public Service Co. 63/07/12. KNIGHTON. G. 
Licensing Branch 3. 17pp. 19323:333. 24X FI c he: 50-520. 03/07/12. 

8307140374. 


F. Security, medical, emergency & Fire protection plans 


6307030478 Notification Of 830622 meeting u/ottl U NUSAC in Stiver 
Spring.HD to discuss proposed substitute security plan. 
LICITRAiE-A. Licensing Branch 3. 83/06/20. KMIGHTONi 0. H. 

Licentlng Branch 3, 3pp, 19262:276. 24X Flch e: 30-528. 83/06/20. 

8307090498. 


83 07000 637 Forwards request for addl info l> comments on SER Suppl 4 re 
reviled emergency plan. Not i f icat 1 on of submittal date 
requested. 

KNIGHTON. 0. W. Licensing Branch 3. 83/06/20. VAN ORUNT.E.E. 

ArliBna Public Service Co. 6pp. 19364:213, 24X 

Fiche ; S0-32S. 33/06/20. 3307080637. 


6JO705D2I1 Responds to Nov 1981 SER. sub sequent suppl f. correspondence 
A Oeneric Ltr 82-33. Suppl I to N0RE0-O737 requirements for 
emergency response eapab il 1 1 1 es. Hunan factors study & status 
rapt re historical earthquake data end. 

VAN BRUNT. E. E. Ariiona Public Service Co. 83/06/30. KNIGHTON. 0. 
Licensing Branch 3. 5pp. 19194:183. 24X Fiche : 50-328, 03/06/30. 

8307030211. 


8307130363 Forwards corrected map identifying reception Sc care ctrsa 
per 830613 request A Suppl 4 to SER re emergency plan. 

VAN BfiUNT.E. Ariiona Public Service Co. 83/07/08. KNIOHTONiG. 
Licensing Drench 3. 3pp. 19538;a50. 24X FI the: 90-520. 83/07/08. 

0307150363. 


8307140374 Responds to Mar 1983 SER (NUREG-O0S7> request for addl Info 
ri emergency p 1 an. E» terna I Itri of agreement end. Info 
adequately responds to request. 

VAN CRUNT.E.E. Ariiona Public Service Co. 83/07/12. KNJBHTON.Q. 
Licensing Branch 3. I9pp, 19523:333. 24X FI che: 30-328, 83/07/12. 

8307140374. 


8307200117 Summarlics significant changes being Incorporated In Rev 
3 to emergency plan, Indud 1 ng organ 1 lat ional control of 
emergenclesr emergency conditions A emergency facilities A 
equipment. Rev 3 will be submitted by 830313. 

VAN BRUNT. E.E. Ariiona Public Service Co. 83/07/14. KNtOHTQN.O 
Licensing Branch 3. 7pp. 19647:196. 24X Fiche: 50-320. 83/07/14, 

8307200117. 


3307190190 Forwards "Emergency Procedure Generation Package." par 
requlriments of Suppl 1 to NUREO-0737. 

VAN BRUNT, E. e. Arizona Public Service Co. 03/07/15. KNIOHTON.O. 
Llcaneing Branch 3. 2pp. 19630:192. 24X Pi che; 50-523. 83/07/15. 
8307190190. 


•8307190194 "Emergency Procedure Generation Package." 

» Arizona Public Service Co. 83/07/15, 2IIpp. 19631:001 24X 

Fiche- 50-526.83/07/19. 8307190190, 


4. Utility Final Safety Analysis Report iPSARl A amends 


J307I90223 Forwards Proof of Svc of Amend 11 to FSAR. 

VAN BRUNT. E. E. Ariiona Public Service Co. 03/07/13. KNIGHTON, 9. H. 
Licensing Branch 3. 3pp. 19629:223. 24X Fiche : 50-328. 83/07/13. 

8307 1 90223. 


Q. Inspection reports. IE Bulletins A correspondence 


S307I20S39 Foruards IE Insp Repts 30-323/33-22,30-329/83-12 A 
90-930/83-09 on 030323-07. No non c omp 1 lane e noted. 

STERNBQIO. S n. Region 3. Office of Olrector. 83/06/20. VAN 
BRUNT, E.E. Arizona Public Service Co. 2pp. 19431:329. 24X 
Fiche: 90-928. 83/06/20, 8307120953 


--8307120968 IE Insp Repts 50-528/83-22.50-329/33-12 A 30-930/03-09 on 
830923-27. No none omp I ianc e noted. Major areas Inspected: 
allegations rs electrical activities A tendon prestresslng 
activities A action on previous insp findings. 

NARBlfT. P. P. . BURDOIN. J. F. . YOUNG, T. Region 4. Office of Director 

03/06/17. 16 pp. 19431 331. 24X Fiche : 50-323 . 83/06/20. 8307120358. 


8307070S26 Coaunents on 630502 proposed revs to FSAR re component 
c laisl f icat ion A scope of augmented inservlce insp. Revs 
acceptable. 

KHISHTON. 0. M. Licensing Branch 3. 83/06/21. VAN DRUNT, E. E. 

Arizona Public Service Co. 3pp 19344:351. 24X 

Fiche: 90-9Sa> 83/06/21, 8307070226 


8307120960 Foruards IE Insp Rept 90-528/83-19 on 030503-06 A 10-13 A 
notice of violation. 

STERmERSrD. H. Region S, Office of Director. 83/06/23. 

ANDOONINI. G. C. Ariiona Public Service Co. 2pp. 19433:036. 24X 

Fiche: 80-928. 83/06/23. 03071 20560. 


"8307120364 Notice of violation from insp on 630903-06 A 10-13. 

YOUNO.T. Region 5. Office of Director. 83/06/23. Ip, 19433-090 
24K Fiche: 90-520. 03/06/23. 0307120360. 


— 0307120970 IE Insp Kept 90-520/03-15 on 330303-06 A 10-13. NoncompHanci 
noted; Issuance of Administrative Procedure 70AC-OZ702 
deleyed until B3D503. 

JOHNSON. P. H. I YOUNO.T. Region 5, Office of Director. 33/06/22 
7pp. 19433:091. 24X Fleh e: 50-520. 03/06/23. 0307120360. 


8307130941 Faruards IE Insp Repts 90-528/33-23,50-929/03-13 A 
90—930/83—10 on 830902-0603. No noncomp 1 ianc e noted. 

8TERNBCTG. D. n. Region 9. Office of Director. 03/06/27. VAN 
BRUNTiE.E. Ariiona Public Service Co.- 2pp. 19433:340. 24X 
Fiche; 90-528.03/06/27. 6307120541. 


— 0307120949 IE Insp Repts 50-928/83-23.30-929/83-13 A 30-830/03-10 on 
830902-0603. No noncompliance noted. Major areas inspected: 
const activities re follouup of allegations of unacceptabla 
slactrieal work A follouup of previous Insp Items. 

VOBDERDAUEOOEN. YOUNG. T. Region 9, Office of Director. 33/06/22. 
8pp. 19433:390, 24X Fich e : 90-328, 03/06/27. 8307 1 20341. 


8307260291 Informs that final response to 830329 notice of 
noncoaipliance from insp on 030301 -0430 nil 1 1 be delayed until 
830729 due to extensive investigation A evaluation required. 

VAN BRUNT. E. E. Ariiona Public Service Co, 03/06/27, 9TERNBER0, D, M, 
Region 9. Office of Director. Ip. 19726:213, 24X 

Fiche: 90-928.83/06/27. 8307260291. 


8307060408 Foruards IE Mgt Meeting A 8ALP Repts 30-923/83-16. 
80-829/83-09 A 50-930/83-07 on 830929. No nonconpl 1 anc t 
noted. 

KARTlNiJ.B. Region 5i Office of Director. 03/06/30 HOODS. T, 0. 
ATltena Public Service Co. 2pp. 19237:010. 24X 

Fiche: 50-928.83/06/30. 8307060400. 


— 8307060416 IE Mgt Meeting Repts 90-528/03-16,90-929/03-09 A 
90-930/83-07 on 830929. No noncompliance noted. Major areas 
discussed: results of Region V esscssment of licensee 
performance for Jul 1901 - Feb 1933. 

JOHNSONiP. H. . YOUNG, r. Region 9, Office of Director. 83/06/24. 
2pp. 19237:012. 24X Fiche : 50-920. 03/06/30, 0307060408. 


— 8307060420 SALP Repts 90-928/03-16,90-929/83-09 A 90-530/03-07 for 
Jul 1981 - Feb 1903. Overall performance acceptable. 

* Region 9. Office of Director. 83/04/30, 32pp. 19237:014. 

Fiche: 90-928.03/06/30, 0307060400, 


•8307060426 Canflrms comments an SALP repts for Oul 1901 - Feb 1903, p*r 
B30925 meeting to review program results. Oral commants 
listed A discussed. Mgt A QA activities will be amphasizid to 
assura that electrical equipments meets FSAR criteria. 

WOODS. T.e. Arizona Public Service Co. 83/06/10. MARTINiJ.B. 
Region 9> Office of Director. 4pp. 19237:047. 24X 

Fiche; 90-528.83/06/30, 0307060408. 


8306270401 IE Info Notice 63—46. "Common Hade Valve Failures Degrade 
Surry Recipculatlen Spray Subsystsm. " Svc lilt end. 

UORDANrE.L. Division of Emergency Preparedness A Engineering 
Response ipast 030103). 83/07/11. Consolidated Edison Co. of Nee 

Yerk. Inc. 194pp. 19963:293. 24X FI che: 50-000, 03/07/ 1 1, 0306270401. 
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0306270404 IE Info Notice 03-47. "Failure of Hydraulic Snubbera aa 
Reault of Contaminated Hydraulic Fluid." Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness J. Engineering 
Response (Post 630103), 03/07/12. Consolidated Edison Co. of New 

York. Inc. »4lpp. 19563:133. 24k FI c h e . 50-000. 03/07/ 12. 8306270404. 


8306270406 IE Info Notice 83-48. "Gaseous Effluent Releases of 
Radioactive I-I2S t- I-13i In Eicess of NRC Limits. " Svc liit 
enc 1. 

TAYLOR. J.M. Division of QA. Safeguards & Inspection Prograais (Post 
830103). 03/07/14. Consolidated Edison Co. of New York. Inc. 

114pp. 19713:270. 24)! F I c h e ; 50-000. 63/07/ 1 4 , 0306270406. 


S. Reportable occurrences. LERs li related correspondence 


8307060323 Final Deficiency Ropt DER 03-11 re potential oilde battery 
leak or corrosion at terminals due to cracked plastic 
seals/covers. Initially reported on 630220. Da t ter l es luill be 
repaired. Deficiency not reportable per 10CFH50. 55( e ) . 

VAN BRUNT. E. E. Arliona Public Service Co. 03/06/14. BTERNDERO. D. M. 

Region 3. Office of Director. 9pp. 19239:160. 24X 

FI Che: 50-328. 03/06/14. 0307060323. 


8307200340 Interim Deficiency Rept DER 03-33 re Elgar Inverters 
producing voltage spikes on dc supply bus Initially reported 
on 830607 Addl inverter tests requested to reduce or 
eliminate voltage spikes. Final rept by 631031. 

VAN SHUNT. E E. Ariiona Public Service Co 03/07/07. STERNBERG. D. M. 

Region 3. Office of Director 3pp 19709 013 24X 

Fiche-. 30-520. 03/07/07. 8307200340 


0307180001 Part 21 rept clarifying position re equipment failures 
during C-E qualification testing of Target Rock solenoid 
activated valves per T Lee 030620 request Valve design 
conforms to NUREG-0S8B. Re trof 1 1 program supported 
PATTARINI. D. H Target Rock Corp 83/07/11. DEYOUNG. R.C. 
Director's Office. Office of Inspection and Enforcement. Ip 
19560:007. 24X F I C h e S0-32S, 03/07/ 1 i . 8307 100081 . 


8307280306 PNO-V-03-029: on 0307 1 B. dur 1 ng preparation for repairs on 
reactor coolant pumps lA & 18. three bolts mhlch hold 
dlffusor clamp ring discovered missing ti all bolts loose & 

ISX Of ieipeller vanes missing 

FIORELLI.G.. YOUNOiT. Region 3. Office of Director. 03/07/19. Ip. 
19789:210. 24X F 1 c h e : 30-528. 03/07/ 1 9. 8307200306. 


8307060013 Final Deficiency Rept DER 02-30 re fleilblo conduit 
couplings betuieen auilliary & control bldgs yhich may be 
damaged if seismic event eiceeds 3/4-lnch movement. Item 
determined not reportable under 10CFH30. 35< e ) requirements. 

VAN BRUNT. E.E. Arliona Public Service Co. 03/06/17. STERNDERIJi D. H. 

Region 3. Office of Director. 3pp, 19230:001. 24X 

Flehe: 30-320. 03/06/17. 0307060013. 


— 8307060025 "Evaluation of Electrical Conduit Connections Between 
Aucillary 6 Control Bldgs for Arliona Public Svc Palo Verde 
Nuclear Generating Station." 

WILSONiS.M.. PAZAROADIi 8. , BAUSCHiH.P. Wyle Laboratories. 

26406-1. 03/03/31. 134pp, 19230:004. 24X F I c h e : S0-S2Bi 83/06/17. 

8307060013. 


8307060046 Interim Deficiency Rept DER 03-32 re use of dissimilar metal 
soekst uelds in steam generator process piping. Initially 
reported on 630323. Final rept eipected by 030809. 

VAN BRUNT. E.E. Arliona Public Service Co. 83/06/24. STERNBERG. D. M. 

Region 3. Office of Director. 4pp. 19230:286. 24X 

Fiche: 30-328. 03/06/24. 8307060046. 


8307060379 Interim Deficiency Rept DER 62-36 re scallng-down condensate 
storage tank design ui/o neu calculations. Initially reported 
on 821015. Submittal of final rept eitonded to 830727. 

VAN BRUNT. E. E, Arliona Public Service Co. 03/06/27, 8T6RNDERO. D. H. 

Region 8. Office of Director. 2pp. 19236:062. 24X 

Fiche; 30-520. 03/06/27. 0307060379. 


8307120366 Final Deficiency Rapt DER 82-63 re design calculation error 
in refueling uater tank seismic response. In 1 1 lal ly reported 
on 021026, Deficiency not reportable per lOCFRSO. 351 e>. 

Bechtel Independent analysis of calculations and. 

VAN BRUNT. E.E, Arliona Public Service Co, 03/06/27. STERNBERG. D. M. 

Region S. Office of Director. 32pp. 19429:040. 24X 

Fiche: 30-320. 03/06/27. 8307120366. 


—8307120377 Rev I to "Engineering Evaluation for Design of Condensate 
Hater Storage Tank «. Refueling Water Tank. Palo Verde Nuclear 
Generating Station." for Deficiency Evaluation Repts 02-36 b 
82-63. 

LIMAYE. 0. 8. . HUGHES. M.R. I BERGOU 1ST. S. H. Bechtel Corp. 83/03/31. 
2Bpp. 19429:052- 24X Fiche : 50-520. 83/06/27, 8307120366. 


8307120530 Interim Deficiency Rept DER 82-53 re failed Joy fan blade 
causing 2-inch penetration of containment liner plate. 

Initially reported on 820924. Final rept delayed until 
830029, pend Ing eitensivi investigation. 

VAN BRUNT. E.E. Ariiona Public Service Co. 83/06/29. STERNBERG. D. M. 

Region S, Office of Director. 2pp. 19433:300 24X 

Fiche: 30-520. 03/06/29. 0307120530. 


8307100221 Interim Deficiency Rept DER 03-25 re Instrumentation tubing 
not having required boundary class break. Ini tlal ly reported 
on 030421. Due to eitensive investigation 6 evaluation, 
completed repts eipected by 830019. 

VAN BRUNT.E.E. Ariiona Public Service Co. 83/07/01. STERNBERG. D. M. 

Region 3. Office of Director, 2pp. 19335:223. 24X 

Fiche; 30-323, 83/07/01. 0307100221. 


8307200313 Interim Deficiency Rept DER 82-31 re Pul Iman-kiel logg pipe 
line failure in essential cooling water sy s. In i 1 1 a 1 ly 
reported on 020910. No new Info or change to Interim rept. 

Final rept will be submitted by 030816. 

VAN BRUNT.E.E, Ariiona Public Service Co, 83/07/06. STERNBERG. D. H. 

Region 3. Office of Director. 2pp. 19709:213. 24X 

Fiche: 30-328. 83/07/06, 8307280313. 


DOCKET STN-SO-529 PALO VERDE NUCLEAR STATION, UNIT 2 

A. App 1 Ication/cons true t Ion stage documents ti correspondence 


B307070427 Requests addl quantitative analysts to support 821230 
conclusions re failure of E-NNN-Dll panel . Transl ent 
scenarios bounded by FSAR Chapter 15 anal yses. Not I flea t ion 
of planned submittal date requested. 

KNIOHTDN.O.M. Licensing Branch 3. 03/06/17. VAN BRUNT.E.E. 

Ariiona Public Service Co 3pp. 19300:170. 24X 

Fiche: 30-320.83/06/17.8307070427, 


8307070437 Forwards request for Info on Tech Spec setpoint methodology. 
Notification of planned response date requested. 

KNIOHTCM.G. W. Licensing Branch 3. 83/06/20 VAN BRUNT.E.E. 

Arizona Public Service Co. App. 19300:184. 24X 

Fiche: SO-328, 03/06/20. 0307070437. 


0307070226 Comments on 030502 proposed revs to FSAR re component 
classification «< scope of augmented inservice Insp.Revs 

acceptable. 

KNIGHTON. G. M. Licensing Branch 3. 03/06/21. VAN BRUNT. £ E. 

Arizona Public Service Co. 3pp 19344:331 24X 

Fiche: 30-320. 03/06/21.0307070226. 


8307060012 Forwards proposed rev to FSAR. Section l.B re eiceptlons to 
Reg Guide 1.00 covering level concrete floor S. roof In 
records storage facility. 

VAN BRUNT.E.E. Arliona Public Service Co. 03/06/24. STERNBERG. D. H. 

Region 3. Office of Director. 7pp. 19230:253. 24X 

Flehe: 50-328, 83/06/24, 8307060012. 


6307030026 Forwards response to 830415 request for addl Info re solid 
waste process control program. Pac kage waste will be 
segregated by container activity level Into high level or 
low level storage area. 

VAN GRUNT. E.E Arliona Public Service Co. 83/06/30. KNIGHTON. 0. 
Uieeniing Branch 3. I7pp. 19220:134. 24X Fiche; 50-520, 83/06/30, 

8307030026. 


0307030133 Advises that accelerated schedule date of 030731 for 
submittal of specific Info re depressur I la t Ion 4 DHR 
capabilities by 830731 supports NRC needs. 

VAN BRUNT. E. E. Arliona Public Service Co. 03/06/30. KNIGHTON. G 
Licensing Dranch 3. 2pp. 19220:219. 24X Fiche: 30-528. 03/06/30. 


8307030199 Responds to Generic Ltr B3-10A re resolution of TMI Action 
Item Il.K.3,3, "Automatic Trip of Reactor Coolant Pumps. " 
Description for resolving item 4 plan 4 schedule for plant- 

specific activities end. _ 

VAN ORUNT.E.E Arliona Public Service Co. 03/06/30. KNIGHTON. G. 
Licensing Branch 3. I4pp. 19199:203. 24X Fiche: 30-328. 33/06/30, 

B3070S0199 


8306270397 Generic Ltr 83-26 to all applicants for OLs 4 holders of 
<jps fur power reactors re clarification of surveillance 
requirements for diesel fuel impurity. 5vc list end. 

EISENHUT.O G. Division of Licensing. 83/07/05. Consolidated 
Edison Co. of New York. Inc- 16pp. 19390: 317. 24X 

Fiche: 30-000, 03/07/05, 0306270397. 


8307060329 Generic Ltr 03-27 to all licensees 4 applicants for 
operating power reactors 4 holders of CPs for power reactors 
re surveillance intervals In STS. Svc list end. 

EISENkflJT. D- 0. Division of Licensing. 03/07/06. Consolld 
Edison Co. of Neu York. Inc. 16pp. 19669:254. 24X 

Fiche; 30-000, 03/07/06, 0307060329. 
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8307150238 Foriuaras supplemental rept re piping sgs design raviebf as 
part of independent OA evaluation of facilities in response 
to questions resulting from 830602 meeting. 

SIMON, W A. Torrev Pines Teehnologg. 03/07/06, LICITRA.E. NRC - No 
Detailed Affiliation Given. 17pp. 19339:067. 24X 

FI Che: 50-528, 03/07/06,8307150238. 


8307140374 Recponds to Mar 1983 SER (NUREO-OBS? I request for addl Info 
re eeiersency plan Eiternal Itrs of agreement end. Info 
adequately responds to request. 

VAN BRUNT. E.E. Ariiona Putllc Service Co. 83/07/12. KNIGHTON, 0 
Licensing Branch 3. 19pp. 19523:333. 24X Fiche; 80-528, 83/07/12, 

8307140374. 


0307080169 Generic Ltr 03-23 to all licensees of operating reactors, 
applicants for OL (i holders of CPs re required actions based 
on generic Implications of Salem ATWS events. Sve list end. 
EISENHUT, D, 0. Division of Licensing. 03/07/08. Consolidated 
Edison Co. of Neu Vorl. Inc. 3Bpp. 19669:269 24X 

Flche- 50-000, 83/07/08. 03O7OSO169 


E. NRC Safety Evaluation Report ISERl. luppls S. correspondence 


8307080637 Forwards request for addl Info S. comments on SER Suppl 4 re 
revised emergency plan. Noti f icatlon of submittal data 
requested. 

KNIGHTON, 0. W. Licensing Branch 3. 83/06/20. VAN BRUNT, E.E. 

Arliona Public Service Co. 6pp. 19364:213. 24X 

Flche; 50-528, 83/06/20, 8307080637. 


8307050211 Responds to Nov 1981 0ER, subsequent suppl t, correspondence 
k Generic Ltr 82-33, Suppl 1 to NUREG-0737 requirements for 
emergency response capabi 1 1 ties. Human factors study k status 
rept re historical earthquake data end. 

VAN BRUNT, E. E. Arliona Public Service Co. 83/06/30. KNIOHTON.O. 
Licensing Branch 3. 3pp. 19194:183. 24X Flche: 50-328, 83/06/30. 

6307050211. 


8307050228 Suppl 1 to 0A-C1639a "Palo Verde Nuclear Generating Station 
Control Room Human Factors Study , Eiecutlve Summary Rept." 

• Torrey Pines Technology. GA-CI639B SOI. 83/06/30. 70ap 
19194:189. 24X Fic h e : 50- 328, 83/06/30, 830705021 1 


8307060368 Forwards respdnses to NRC findings of Power Sys site audit 
conducted on 830406-07, per SER, NUREO-0057. 

VAN BRUNT, E.E. Arizona Public Service Co. 83/07/01 KNIOHTON.O 
Licensing Branch 3. 11pp. 19236:228. 24X Flche: 50-528, B3/07/Oll 
8307060368. 


8307200117 Sumnariies significant changes being incorporated In Rev 
3 to emergency plan, Ind ud Ing organizational control of 
emergencies, emergency conditions k emergency facilities & 
equipment. Rev 3 will be submitted by 830815. 

VAN BRUNT. E. E. Arliona Public Service Co. S3/07/14. KNIGHTON, 0. 
Licensing Branch 3. 7pp. 19647:156. 24X Flche: 30-320. B3/07/I4, 


8307190190 Forwards "Emergency Procedure Generation Package," pep 
requirements of Suppl 1 to NUfiEO-07a7. 

VAN BRUNT. E. E. Arizona Public Service Co. 83/07/13. KNIOHTON.O 
Licensing Branch 3. 2pp. 19630:192. 24X Flche; 30-S2B, 83/07/13, 
8307190190. 


•8307190194 "Emergency Procedure Generation Package " 

• Arizona Public Service Co. 83/07/lS. 211pp. 19631-001 

Flche: 30-920,83/07/15, 8307190190. 


24X 


0. Adjudicatory correspondence 


B3070S(K44 Supplemental answers to Interrogator It s. 

BERLIN.K. Mest Valley Agricultural Prottcllon Council, Inc. 
83/06/29. Arliona Public Service Co. lOpp. 19199- 061 24X 

Flche: 30-329, 83/06/29, 0307030244. 


-BW7OS0247 flotlon for protective order against Joint Applicants 6 NRC 
interragatorias requesting info on West Valley Agricultural 
Protaction Councll.lnc members, acreage, crop yields t, 
profits. 

BERLIN.K. West Valley Agricultural Protection Council, Inc. 
63/06/29. Atomic Safety and Licensing Board Panel 2pp 
19199:072. 24X Flche; 30-329. 83/06/29. 0307030244. 


8307110012 Forwards response to SER Section 7. 7. 2, Question 222.03 re 
qualification of control sys. Response doses open Item in 
Section 7.7.2 I, will be Incorporated into oocomlno 
FSAfl atnend. 

VAN BRUNT. E. E. Arliona Public Service Co. 83/07/01. KNIOHTON.O. 
Licensing Branch 3. 6pp. 19374:205. 24X Flche: 50-528, B3/07/0I. 

63071 10012. 


—8307030231 Memorandum supporting West Valley Agricultural Protection 
Council motion for protective order. Quest Ion relates to 
potontial salt damage to area crops, not Council member 
crops. Certificate of Sve end. 

BERLIN.K. West Valley Agricultural Protection Council, Inc. 
83/06/29. Atomic Safety and Licensing Board Panel. 6 pd 
19199:074. 24X Flche: 30-329. 03/06/29, 0307030244. 


0307130363 Forwards corrected map Identifying reception t< care etro. 
p#r 830619 request it Suppl 4 to SER re efliergencq plen. 

VAN BRUNT, E. Arizona Public Service Co. 83/07/00 KNIOHTON.O 
Licensing Branch 3. 3pp. I9538;350. 24X Flche: S0-52B, 83/07/08, 


a.ju/ueuiai Responses to West Valley Agricultural uv.m 

Inc roquests for production of documents. Certificate of 


« uvainvtic %dQwnciii 


8ve end. 

CR^ORD.V.A. Joint App I lean ts-Pal o Verde. CRAWFORD. V. A. Snell & 
Hllmer. 83/07/10. West Valley Agricultural Protection Council, 
Inc. 4pp. 19230:201. 24X FI che: 30-529, 83/07/01. 8307060131. 


0307140374 Responds to Mar 1933 SER (NUREG-08571 request for add! Info 
re emergency plan. Ei ternal Itrs of agreement end. Info 
adequately responds to request. 

VAN BRUNTpE.E. Arliona Public Service Co. 83/07/12 KNIGHTON, O 
8307140374”’'*"''' 24X FI c he: 30-320, 03/07/12. 

F. Security, medical, emergency k fire protection plans 

B3070S0498 Notification of 030622 meeting w/utll (, NUSAC In Silver 
Spring, HD to discuss proposed substitute security plan. 

LICITRA.E.A. Licensing Branch 3. 83/06/20. KNIGHTON, G U 

8307030498”’'*"''' P 1 ch e : 50-320, 83/06/20, 

0307000637 Forwards request for addl info k comments on SER Suppl 4 ra 
rsvlsed emergency p Ian. Not I f 1 cat Ion of submittal date 
requested. 

KNIGHTON, 0. W. Licensing Branch 3. 03/06/20. VAN BRUNT. E E 

Arizona Public Service Co. 6pp. 19364:213 24X 

Flche: 30-328, 03/06/20,8307080637. 

8307010211 Responds to Nov 1981 BER. subsequent suppl k correipondanee 
* Generic Ltr e2-33,Suppl 1 to NUHEO-0737 requirements for 
emergency response capabi 1 it 1 es. Human factors study (, status 
rept re historical earthquake data end. 

VAN BRUNT, E. 6. Arizona Public Service Co. 83/06/30. KNIOHTON.O 
19194:183. 24X Flche: 50-528, 83/06/30, 

63070902J 1. 


WSU/U6UI36 suppiemantal response to West Valley first k second sate 
of interrogatories. Certificate of Sve end. 

CR^aRD.V.A. Joint Appllcants-Palo Verde. CRAWFORD, V. A. Snell k 
Ullmer. 83/07/01, West Valley Agricultural Protection Council, 
Inc. 4pp. 19230:156. 24X Flche: 30-529, 83/07/01, 8307060186. 

8307120372 Memorandum t< order denying West Valley Agricultural 
Protaction Council 830202 6 0306 motions for declaration 
that NEPA analysis Inadequate h for coni Inuanee. PU Hourihan 
830223 motion for leave to file reply denied. 

LAZO.R.H. Atomic Safety and Licensing Board Panel. 83/07/12. 

Hast Valley Agricultural Protection Council, Inc. 9pp. 19433-167 

24X Flche: 50-329, 83/07/11, 8307120372. 

8307190076 Motion to compel responses to second set of Interrogatories 
fc V.Legltimaey of Joint Applicant objection may be 
resolved by Identifying each document specifically. 

BERLIN.K. West Valley Agricultural Protection Council, Inc. 

BERLIN.K Berlin. Rolsman, Kessler t, Cashdan. 83/07/13. Atomic 
Sefaty and Licensing Board Panel. 2pp. 19633:119 24X 

Flche: 30-329.83/07/13. 8307190076. 

—8307190001 Memorandum In support of motion to compel responses to 
second set of Interrogatories 2-4,7 k 9.abjectians art 
overbroad. Canfldentiallty waived re FOG modal since model 
used In proceeding. Certificate of Sve end, 

BERLIN.K. West Valley Agricultural Protection Council, Inc. 
8ERLIN,K. Berlin. Rolsman, Kessler k Cashdan. 03/07/13. Atomic 
Safety and Licensing Board Panel. 3pp, 19633:121. 24X 

Fiehe; 30-329, 83/07/15, 8307190076. 


"’"P reception k care ctrs. 

** f-hergency plan. 

VAN BRUNT.E. Arizona Public Service Co. 83/07/08. KNIGHTONifi 

8307130363”''*"''' 24X Flche: 50-328. 83/07/08. 


8307190137 Response to request for production of documents, Reauest 1 
H/o documents. 

BI«HOFF,C.A. Joint Applicants-Pelo Verde. B ISCHDFF. C. A. Snell (i 
Wilaer. 83/07/13. BERLIN.K. West Valley Agricultural Protection 
Council, Inc. BERLIN.K. Berlin. Rolsman, Kessler & Cashdan. llpp 
19636:234. 24X Flche: 50-529i 83/07/1 5. 83071901 57. 
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B307190227 Ansusp opposing Host Valley Agricultural Protection Counclli 
Inc (Hast Valley) 83062? motion for protective order. Order 
unnecessary since no motion to compel interrogatory response 
filed. 

BISCHOFF. C. A. Arizona Public Service Co. BISCHOFF, C. A. Snell & 
Mllmer. 83/07/13. Atomic Safety and Licensing Board Panel. 7pp. 
19629:236. 24X Flehe: 50-529, 83/07/ 13. 8307190227. 


—8307190232 Motion to compel Heat Valley Agricultural Protection 
Council. Inc to answer Interrogator les. In terrogator les 
relevant or will lead to discovery of admissible evidence. 
Certificate of Svc end. 

BISCHOFF, C. A. Arizona Public Service Co. Q ISCHOFF, C. A. Bnall (, 
Hilmer. 83/07/13. Atomic Safety and Licensing Board Panel. 
13pp. 19629:243. 24X Flche : 30-529. 83/07/13, 8307190227. 


8307210039 Answer to Hast Valley Agricultural Protection Councll.lnc 
830629 motion for protective order re discovery info on 
membership, farm acreage, crop yields t< profits. ASLB should 
defer ruling due to end stipulation. 

DEHEY, L. 8. Hearing Branch 3. 03/07/19. Atomic Safety and 

Licensing Board Panel. 2pp. 19660:317. 24X Flch e: 30-329, 83/07/19, 

8307210039. 


— 8307210041 Stipulation that NRC agrees to attempt to obtain info 
riiiuested in NRC Interrogatory 1, in 830429 second sit of 
interrogatories to West Valley Agricultural Protection 
Council, from publicly available ma t Is. H/Car t i f lea te of Svc. 

DEHEY, L. 8. Hearing Branch 3. BERLlNrK. Mast Valley Agricultural 
Protection Council, Ine. 03/07/11. 3pp. 19668:319. 24X 

Flche; 30-529, 83/07/19,8307210039. 


8307210276 Updates chart of specific portions of IE insp rafts 
applicable to allegations raised by former plant const 
workers. 

DEUEY,L.6. Hearing Branch 3. 83/07/20. LAZO.R.H., CALLIHAN, D. . 

COLE, R. F. Atomic Safety and Licensing Board Panel. 2pp. 19664:287. 
24X Flche: 50-529, 03/07/20, 3307210276. 


8307260243 Response to request for production of documents. Cart t flcate 
of Svc end. 

BERLIN, K. Hest Valley Agricultural Protection Council, Ine. 

03/07/21. Joint App 1 Icants-Pa 1 o Verde, 4pp. 19727:001. 24X 

Flche: 50-529. 83/07/21, 8307260243. 


8307260251 Response to request for production of documents. Hest Valley 
Agricultural Protection Council has not deddid upon which 
documents to be used as exhibits or to be used during 
cross-examination. Certificate of Svc end. 

BERLlNrK. Hest Valley Agricultural Protection Council, Inc. 
83/07/21. Office of the Executive Legal Director. 3pp. 

19727:091. 24X FI the: 50-529. 83/07/21, 8307260251 . 


8307260367 Requests authorization of appeal of A8LD 830711 decision 
denying NEPA motion. Prompt decision necessary to prevent 
detriment to public interest 6 unusual delay h ezpense. 

Certificate of 8vc end. 

BERLlNrK. Berlin, Reitman, Kessler & Cashdan. BERLIN, K. Hest 
Valley Agricultural Protactlon Council, Ine, 83/07/21. LAZOrR.M.i 
COLE.R.F.r CALLIHAN.D. Atomic Safety and Licensing Board Panel. 
3pp. 19733:048. 24X F 1 e he; 30-529, 83/07/2 1 , 8307260367. 


0307260403 Motion seeking stay of ASLB 830711 decision permitting 
hearing to proceed u/lnadiquatc EtS. Cer 1 1 f ica t ion of appeal 
6 completion of adequate EI8 requested. 

BERLlNrK. Hest Valley Agricultural Protection Council, Inc. 
BERLlNrK. Berlin, Roisman, Kessler Cashdan. 83/07/22. Atomic 
Safety and Licensing Appeal Panel. 3pp. 19733:063. 24X 

Fichs: 50-529. 83/07/22, 8307260403. 


—8307260407 Memorendum in support of motion seeking stay of ASLB 830711 
decision permitting hearing to proceed w/lnadequate EIS. 

Exhibits tc Certificate of Svc end. 

BERLIN/K. Hest Valley Agricultural Protection Council, Inc. 

BERLlNrK. Berlin. Roisman, Kessler & Cashdan. 83/07/22. Atomic 
Safety and Licensing Board Panel. 3Bpp. 19733:067. 24X 

Flche: 50-529, 83/07/22, 8307260403. 


K, Utility Final Safety Analysis Report (FSAR) It amends 


8307190223 Forwards Proof of Svc of Amend 11 to FSAR. 

VAN BRUNT, E.E. Arizona Public Servlet Co. 83/07/15. KNIGHTON. O. M. 
Licensing Branch 3. 3pp. 19629:223. 24X FI che; 30-328. 83/07/15, 

8307190223. 


Q, Inspeetion reports, IE Bulletins k correspondence 


8307120330 Forwards IE Insp Repts 50-328/83-22,50-329/83-12 k 
50-330/83-09 on 830523-07. No noncompliance noted. 

STERNBERG. D. H. Region 3. Office of Director. 83/06/20. VAN 
BRUNT, E.E. Arizona Public Service Co. 2pp. 19431:329. 24X 
Fichi; 50-528, 03/06/20, B307120SS8. 


— 8307120568 IE Insp Repts 50-328/83-22,50-529/83-12 6 50-530/83-09 on 
830323-27. No nozic omp I i enc e noted. Major areas inspected: 
allegations re electrical activities & tendon preitresslng 
activities & action on previous Insp findings. 

NAR6UT.P.P., BURDOINiJ F , YOUNG, T. Region 4. Office of Director. 
83/06/17. 16pp. 19431.331. 24X Fl c h e : 50-328. 83/06/20. 8307 120S3S. 


8307070226 Comments on 830502 proposed revs to FSAR re component 
classification i scope of augmented inservlce Insp. Revs 
acceptable. 

KNIOHTON.OU. Licensing Branch 3. 83/06/21. VAN BRUNT, E. E. 

Arizona Public Service Co 3pp 19344 351. 24X 

Flche: 30-528, 83/06/21 . 8307070226. 


B307120S41 Forwards IE Insp Repts 50-528/83-23.50-329/83-13 & 
50-330/83-10 on 830502-0603. No noncompliance noted. 

STERNBERG. D. H. Region 5, Office of Director. 83/06/27. VAN 
BRUNT.E.E. Arizona Public Service Co. 2pp. 19433:346. 24X 
Ftcha: 30-328. 03/06/27. 8307120541 


— 8307120349 IE Insp Repts 30-520/83-23,30-529/33-13 U 30-530/83-10 on 
830302-0603. No nencomp 1 lance noted. Major areas Inspected: 
const activities re followup of allegations of unacceptable 
electrical work Si followup of previous insp items. 

VORDERBRUEDGEN. YOUNO.T, Region 5. Office of Director. 83/06/22. 
epp. 19433:330. 24X F i che : 50-528. 83/06/27, 8307 12054 1 


8307260291 Informs that final response to 630525 notice of 
noncompl lance from insp on 830301-0430 will be delayed until 
830725 due to extensive investigation ti evaluation required. 

VAN BRUNT, E. E. Ariiona Public Service Co. 83/06/27. STERNBERG, D. M. 

Region 5, Office of Director. Ip. 19726:213. 24X 

Fiche: 30-S2B. 83/06/27, 8307260291. 


8307060408 Forwards IE Mgt Meeting k SALP Repts 50-328/83-16, 
30-329/83-09 ti 50-530/83-07 on 830525. No none omp I iance 
noted. 

MARTIN. J.B. Region 3. Office of Director. 83/06/30. WOODS. T.G. 
ArliOna Public Service Co. 2pp. 19237:010. 24X 

Flche: 50-528. 83/06/30, 8307060408. 


— B307060416 IE Mgt Meeting Repts 50-528/83-16.50-529/83-0? t, 
50-530/83-07 on 830523. No noncompliance noted. Major areas 
dtseussed:Tesults of Region V assessment of licensee 
performance for Jul 1901 - Feb 1983. 

JOHNSON. P. H. . YOUNG, T. Region 3, Office of Director. 83/06/24. 
2pp 19237:012. 24X Fiche. 30-528, 83/06/30, 8307060408. 


— 8307060420 SALP Repts 50-523/83-16.50-329/83-09 k 50-530/83-07 for 
Jul 1981 - Feb 1983 Overall performance acceptable. 

* Region S. Office of Director. 83/04/30. 32pp. 19237:014. 24X 

Flche; S0-S2S, 83/06/30, 8307060408. 


—8307060426 Confirms comments on SALP repts for Jui 1981 - Feb 1983, per 
830525 meeting to review program results Oral comments 
listed ti discussed. Mgt ti OA activities will be empheslzid to 
assure that electrical equipments meets FSAR criteria. 

HaDDS,T.e. Arixona Public Service Co. 83/06/10. MARTIN, J.D. 

Region 3. Office of Director. 4pp. 19237:047. 24X 

Flche: 30-328. 83/06/30, 8307060408. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Burry Recirculation Spray Subsystem." Svc list end 
JOROANiE.L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 83/07/11. Consolldeted Edison Co. of New 

York. Inc. 134pp. 19563:293. 24X Fl che: 50-000. 83/07/ 1 1, 8306270401. 


8306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Svc list end. 

JOROANiE.L. Division of Emergency Preparedness k Engineering 
Rosponse (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York. Inc I41pp. 19563:153. a4X Fiche: 50-000, 83/07/ 12, 0306270404. 


B306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive 1-125 & I-I31 In Excess of NRC Limits. " Svc list 
end. 

TAYLOR. J. M. Division of QA, Safeguards t Inspection Programs (Post 
8301031. 83/07/14. Consolidated Edison Co. of New York, Inc. 

114pp. 19715:270. 24X Fl c h e: 50-000. 83/07/ 1 4, 8306270406. 


S. Reportable occurrences, LERs k related correspondence 


8305130239 Interim Deficiency Rept 83-17 re fire protection switches 
eifg by ITE Gould failure to meet requirements of TMI Task 
ISA. Initially reported on 830304. Bechtel k Broun Dover! 

Electric evaluating condition. Next rept by 830519. 

VAN BRUNT.E.E. Arizona Public Service Co. 83/04/21. STERNBERG, D. 11. 

Region 5, Office of Director 3pp. 18439: 103. 24X 

Fiche: 50-529, 83/04/21, 8305130239 
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8307040333 Final Defltlencij Rept DER 03-11 re potential oiide batteri| 
leak or corrosion at terminals due to cracked plastic 
tea I s/covers. Initially reported on 030228. Batteries will Pe 
repaired Deficiency not reportable per lOCFftSO. 9S< el 

VAN BRUNT, E.E. Arliona Public Service Co. 83/04/14. STERNBERO, D. H. 

Region S, Office of Director. 9pp 19239:168. 24x 

Fiche: SO-528, 03/06/14, 0307060323. 


0307060013 Final Deficiency Rept DER 02-90 re fleiible condvit 
couplings between auiiltary 4, control bldgs which may be 
damaged if seismic event eiceeds 3/4-lnch movement. Item 
determined not reportable under 10CFR90. 9S<el requirements. 

VAN BRUNT. E.E Arirona Public Service Co. 03/06/17. STEHNBERO.D M 
Region 9, Office of Director. 3pp. 19290 001. 24X 

Fiche: 50-928,03/06/17, 8307040013 


•0307040025 "Evaluation of Electrical Conduit Connections Between 
Auslliary i Control Bldgs for Ariiona Public Svc Palo Verde 
Nuclear Generating Station." 

WILSON, S W. , PAZARGADI, 0. , BAUSCH,H.P. Wyle Laboratories. 

24404-1. 83/03/31. 154pp, 19290:004 24X FI che : 90-928. 03/04/17. 

8307060013. 


8307060379 Interim Deficiency Rept DER 82-96 re scaling-down condensate 
storage tank design u/o new calculations. Ini tlal ly reported 
on 02101 9. Subml tta I of final rept eitended to 830727. 

VAN BRUNTiE.E, Arliona Public Service Co. 03/06/27. STERMBSRe.O M 
Region 5, Office of Director, 2pp. 19236 062 24X 

Fiche: 90-928,83/06/27. 8307060379. 


8307120195 Interim Deficiency Rept 03-34 re surface cracks on Bechtel 
ueids to f/nbed of C-E conta instrymtnt rack* 

Initially reported on 030927. Bechtel etaminlng defective 
welds. Final rept espected by 830920. 

VAN BRUNT, E.E. Ariiona Public Service Co. 03/06/27. 9TERMBER0. 0. H 
Region 5, Office of Director. 3pp, 19425:213 24X 

Fiche: 50-929,83/06/27, 0307120195. 


8307120366 Final Deficiency Rept DER 02-63 re design calculation error 
in refueling water tank seismic response. Ini tial ly reported 
on 021026. Deficiency not reportable per 10CFR90, 99(e I . 

Bechtel Independent analysis of calculations end. 

VAN BRUNT, E.E. Ariiona Public Service Co. 03/06/27. STERNBERC.DM 
Region 9, Office of Director. 32pp. 19429’048 24X 

Fiche: 50-928, 83/06/27, 0307120366. 


—8307120377 Rev I to "Engineering Evaluation for Design of Condensate 
Water Storage Tank 4 Refueling Water Tank, Palo Verde Nuclear 
Station," for Deficiency Evaluation fiepts 82-96 6 

62 **63, 

LIMAVE, 0. S. , HUOHES.W.R., DERGOUIST. 8. H. Bechtel Coro. 83/03/31 

2epp, 19429:052. 24X FI ch e- 90-528, 83/06/27, 83071 20366. 

0307120296 Final Deficiency Rept DER 02-72 re concrete void in 
containment erterior wall. Initially reported on 821124 
Grouting program conducted to fill leak paths in wall (. to 
seal off leaks In tendon sheaths. 

VAN BRUNT, E.E, Arliona Public Service Co. 03/06/30. STERNBERO, D H 
Region 5, Office of Director. 4pp. 19431 048 24X 

Fiche: 90-529, 03/06/30,8307120296. 

—8307120303 "Engineering Evaluation Rept: Investigation & Grouting of 
Leaks Associated W/Tendon Sheaths H32-007 U H32-01t,Unit 2 
Containment Bldg. " 

WOLFF, M., BINGHAM, W.O. Bechtel Corp. 83/06/30. 103pB 

19431:092. 24X Fiche: 50-929, 83/06/30, 0307120296. 


8307100221 Interim Deficiency Rept DER 83-25 re Instrumentation tubing 
'"’'..LJYi'’® Tequlred boundary class break. Ini tlal ly reported 
on 030421. Due to eitenslve investigation 1. evaluation, 
completed repts expected by B30B19. 

VAN BRUNT, E. E. Ar 1 1 ona Pub 1 i c Service Co. 03/07/01. STERNBERG, B H 
Region 5, Office of Director. 2pp. 19555 223 24X 

Fiche; 30-528, 83/07/01, 0307100221, 


8307280340 Interim Deficiency Rept DER 03-35 re Elgar inverters 
spikes on dc supply bus. Initially reported 
on 830607. AddI Inverter tests requested to reduce or 
voUage spikes. Final rept by 031031. 

VAN BRUNT, E. E. Ari 1 ona Pub I i c Service Co, B3/07/07, STERNBERG, B N 
Region 5, Office of Director. 3pp. 19769 015 24X 

Fleho: 50-520, 03/07/07, 0307200348, 


e ‘ position re equipment failures 

dur ng C-E qualification testing of Target Rock solenoid 
activated valves per T Lee 830620 request. Valve deslon 
WReO-OSBa R»trofit program supported. 

PATTARINt, D. M, Target Rock Corp. 03/07/11. DEVOUNO.R.C. 

“f Inspection and Enforcement. Ip. 
19960.007. 24X FI che : 50-520, 03/07/ 1 1 , 03071 00081 . 


DOCKET 8TN-SO-530 PALO VERDE NUCLEAR STATION, UNIT 3 
A. Appl icatlon/cons true t ion stage documents ti correspondence 


B307O704S7 Requests addl quantitative analysis to support 821230 
conclusions re failure of E-NNN-Dll pane 1 . Transient 
scenarios bounded by FSAR Chapter 19 analyses. No tl flea t Ion 
of planned submittal date requested. 

KNlGHTOy, 0. Id. Licensing Branch 3. 83/06/17. VAN BRUNT, E. E 

Arliona Public Service Co. 3pp. 19300: 170. 24X 

Fiche; 90-928, 83/06/17. B307070427. 


0307070437 Forwards request for info on Tech Spec setpoint methodology. 
Notification of planned response date requested. 

KNIGHTON. 0. U. Licensing Branch 3. 03/06/20. VAN BRUNT. E E 

Ariiona Public Bsrvlce Co. 4pp. 19300: !84, 24X 

Fleha; 90-928. 03/06/20, 0307070437. 


8307070226 Comments on 830502 proposed revs to FSAR re component 
classification 6 scope of augmented inscrvlce Insp.Revs 
acceptable. 

KNIGHTON. G. U. Licensing Branch 3. 83/06/21. VAN BRUNT, E, E. 

Ariiona Public Service Co 3pp. 19344:351. 24x 

Fiche: 90-928. 83/06/21. 0307070226. 


B30706001S Forwards proposed rev to FSAR. Section 1.8 re exceptions to 
Rog Guide 1,80 covering level concrete floor 6 roof in 
records storage facility. 

VAN BRUNT. E. E. Ariiona Public Service Co. 03/06/24. STERNBERO, D M 
Region S. Office of Director, 7pp. 19230:299, 84X 

Fiche: 90-928. 03/06/24, 0307060012. 


8307200413 Revised final Deficiency Rept DER 03-33 re OE AKR-90 breaker 
w/EC-1 trips which may have generic def ee t. In 1 1 iai 1 y 
reported on 820429. Def ec ts will be corrected prior to fuel 
load. Also raportable per Part 2i. 

VAN BRUNT, E. E. Ariiona Public Service Co. 03/06/24. STERNBERO, 0. M 
Region 9, Office of Director. 9pp. 19002; 107 24X 

Ficho: 90-930, 03/06/24, 8307200413. 


8307090026 Forwards response to 830419 request for addl info re solid 
waste process control program, Pac kage waste will be 
segregated by container activity level into high level or 
low level storage area. 

VAN BRUdT. E. E. Arizona Public Service Co. 83/06/30. KNIGHTON, 0 
^ >’220: ‘3<- 24X Fiche; 90-928, 03/06/30, 


8307090133 Advises that accelerated schedule date of 830731 for 
■ubwittal of specific info re depressur 1 la t ion & DHR 
capabilities by 830731 supports NRC needs. 

VAN BRUNT, E. E. Arizona Public Service Co. 83/06/30. KNIGHTON. 0 
>’220:219. 24X Flche:90-928,a3/06/30. 


8307090199 Responds to Generic Ltr 83-IOA re resolution of TMl Action 
Itea II.K.3.9. "Automatic Trip of Reactor Coolant Pumps •’ 
Description for resolving Item t, plan U schedule for olant- 
specifie activities end. 

VAN BRUNT.E. E. Arizona Public Service Co, 03/06/30. KNIGHTON, 0 
^ 70901 ?/^“"'’'^' 19199:209 24X Fiche; 90-928, 03/06/30, 


B3M2?^7 Generic Ltr 03-26 to all applicants for OLi L holders of 
CFs for power reactors re clarification of surveillance 
requirements far diestl fuel impurity, Svc list end. 

EISENHUT, D. G. Division of Uicsnslng. 83/07/09, Consolidated 
Edison Co. of New York, Inc. 16pp. 19390' 317 24X 

FI Che: 30-000. 83/07/09, 8306270397. 


8307060329 Oenerie Ltr 03-27 to all licensees S. applicants for 
operating power reactors 6 holders of CPs for power reactors 
ra surveillancs Intervals in STS. 8ve list end. 

EISENHUT. D. O. Division of Licensing. 83/07/06. Consolidated 
Edison Co. of New York. Inc. 16pp. 19669:294 24X 

Ficha: 90-000, 03/07/06, 0307060329. 


krdu/i9D23S Forwards supplemental rapt re piping sys design review as 
part of independent OA evaluation of facilities In response 
to questions resulting from 830602 meeting. 

8I^.H.A. Torrey Pines Technology, 83/07/06. LICITRA.E. NRC - No 
Oetailed Affiliation Olven, 17pp, 19939:067. 24X 

Ficha: 90-528, 03/07/06, 0307190230 


8307080169 Generic Ltr 03-20 to all licensees of operating reaetore 
applicants fop OL 1< holders of CPs re required actions based 
on generic Implications of Salem ATMS events. Svc list end. 
EISENHUT. D. 0. Division of Licensing, 83/07/08. Consolidated 
Edison Co. of New York. Inc. 38pp, 19669:269. 24X 

Ficha; 90-000. 83/07/00, 0307000169. 
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S' NRC Safetg Evaluation Raport (SER)< supple ^ correspondence 


©307050637 Foruiards request for addl info U comments on SER 8uppl 4 re 
revised emergencg p Ian. Mo 1 1 f ica t ion of submittal date 
requested. 

KNIOHTON. 0. H. Licensing Branch 3. B3/06/S0. VAN BRUNT, E.E 

Arliona Public Service Co, 6pp. I'?364:2i3. 24X 

Flche: 50-538, 83/06/20, 0307080637. 


®3^70S03tl Responds to Nov 1901 SEB, subsequen t suppl Kr correspondence 
3c Generic Ltr 02-33, Suppl I to NUnEO-0737 requirements for 
emergencg response capab i 1 1 1 i es. Human factors studg & status 
rapt re historical earthquake data end 

VAN BRUNT, E.E. Ariiona Public Service Co. 83/06/30. KNIOHTON.G. 
Licensing Branch 3, 5pp. 19194 183, 34X FI c he: 50-520, 83/06/30. 

8307050211. 


8307190180 Foruards “Emergency Procedure Generation Package," per 
requirements of Suppl 1 to NUREG-0737 

VAN BRUNT. E. E. Aniona PuPIic Service Co 83/07/15. KNIGHTON, 0 
Licensing Branch 3. 2pp. 19630. 19? 24X Piche. 50-528, 83/07/ 1 5, 

0307190190. 


--0307190194 “Emergency Procedure Generation Package " 

• Arliona Public Service Co 83/07/15 211pp 1963S OOl 24X 

Flche. SO-S2B, 83/07/13, 8307190190 


0. Adjudicatory correspondence 


83070S0244 Supplemental ansuers to interrogatories. 

BERLINiK. Hest Valleg Agricultural Protection Council, Inc. 
63/0&/S9. Arizona Public Service Co lOpp 19199.061 24X 

Flche; S0-32?> 83/06/29, Q307030244. 


"■”©307050220 Suppl 1 to 0A-C1639B "Palo Verde Nuclear Generating Station 
Control Room Human Factors Studg, Eiecu tlve Bummarg Rept. '• 

* Torrog Pines Technology. 0A-C1639S SOI. 03/06/30. 70pp 
19194:189. a4X Ft che: 50-528, 83/06/30, 830705021 1 . 


930 7060360 Forwards responses to NRC findings of Power Sgs site audit 
conducted on 830406-07, per SER, NUREG-0B57. 

VAN BRUNT, E.E, Arliona Public Service Co. 83/07/01. KNIGHTQN.O 
Licensing Branch 3, 11pp. 19236:228. 24X Flche; 50-528, 83/07/01. 
8307060360. 


3307110012 Foruiards response to SER Section 7. 7. 2, Question 222.03 re 
qualification of control sys. Response closes open item In 
Section 7.7,2 t( uill be Incorporated into upcoming 
F8AR amend. 

VAN BRUNT, E.E. Arliona Public Service Co. 83/07/01. K,NIOHTOH.O 
Licensing Branch 3. 6pp. 19374:205, 24X Flche: 50-520, B3/07/01. 

8307110012. 


5307190363 Forwards corrected map Identifying reception fc care ctrs< 
per 030615 request h Suppl 4 to SER re emergency plan. 

VAN BRUNT, E. Arliona Public Service Co. 03/07/08. KNIGHTON, Q. 
Licensing Branch 3. 3pp. 19538:330. 24X F I che: 50-520, 03/07/08. 

8307150363. 


1307140374 Responds to Mar 1983 SER (NUREG-O0S7> request for addl Info 
re emergency p Ian. Ei terna 1 Itrs of agreement end. Info 
adequately responds to request. 

VAN BRUNT, E. E, Arliona Public Service Co 83/07/12. KNIOHTON.O. 
Licensing Branch 3. I9pp. 19523:335. 24X FI che: 50-528, 83/07/12, 

3307140374, 


Security, medical, emergency S. fire protection plans 


13 0 7080493 Notification of 030622 meeting w/util 1. NU8AC in Silver 
Spring, KD to discuss proposed substitute security plan. 

HCITHA, E. A. Licensing Branch 3. 83/06/20. KNIGHTON, 0. W. 

Licensing Branch 3. 3pp. 19262:276. 24X Flche: 50-328, 83/06/20. 

8307050493. 


130 7000637 Forwards request for addl info t- comments on SER Suppl 4 re 
revised emergency p Ian. No t 1 f lea t i on of submittal date 
requested. 

KNIGHTON. 0. W, Licensing Branch 3. 83/06/20. VAN BRUNT. E.E. 

Ariiona Public Service Co, 6pp. 19364:213 24X 

Flche: 50-520, 83/06/20, 0307080637, 


3 0 7 050211 Responds to Nov 1901 SER. subsequent suppl t, correspondence 
tt Generic Ltr 82-33, Suppl 1 to NUREO-0737 requirements for 
emergency response capab 1 1 i tl es. Human factors study 6 status 
rept re historical earthquake data end, 

VAN BRUNT, E.E. Arliona Public Service Co. 03/06/30. KNIOHTON.O, 
Llcenilng Branch 3. 'Spp. 19194:183. 24X Flch o. 50-523, 83/06/30, 

830705021 1. 


307150363 Forwards corrected map identifying reception & care cfcrs. 
per 030615 request S. Suppl 4 to SER rc emergency plan. 

VAN BRUNT, E. Ariiona Public Service Co. 03/07/00. KNIOHTON.O. 
Licensing Branch 3. 3pp, 1933B;350. 24X F Ich o; 50-528. 83/07/08. 

8 307180363. 


■8307050247 Nation for protective order against Joint Applicants !, NRC 
tnterrogateri as requesting Info on West Valley Agricultural 
Pro tec t Ion Counc 11, Inc member s. acreage, crop gields ti 

profits 

8ERLIN.K. West Valley Agricultural Protec t ion Cound I . Inc. 
03/06/29. Atomic Safety and Licensing Board Panel. 2pp. 
19199:072. 24X F1 c h e ; 50-529. 83/06/29, 8307050244 . 


— 0307050251 He«orandun supporting West Valley Agricultural Protection 
Council motion for proteettvo or der. Quest ion relates to 
potential salt damage to area crops, not Council member 
crops. Certificate of Sve encl. 

BERLINiK. Hest Valley Agricultural Protection Council, Inc. 
B3/06/89. Atomic Safety and Licensing Board Panel. 6pp 
19199.074. 24X Flche : 50-529. 03/06/29, 8307050244. 


B307060I5I Responses to West Valley Agricultural Improvement Council, 
Inc requests for production of doc uments. Car ti flea te of 
Sve end. 

CRAHFORDe V. A. Joint Ap p 1 leant s-Palo Verde. CRAWFORD, V. A. Snell & 
Hllaer. 83/07/10. West Valley Agricultural Protection Council, 
Inc. 4pp. 19250:201. 24X Ft che : 30-529, 83/07/01 , 83070601 31 , 


83074601S6 Supplemental response to West Valley first t> second sets 
of interrogator 1 es. C erti fica t e of Sve end. 

CRAWFORD, V. A. Joint App 1 i can ts-Palo Verde. CRAWFORD. V A. Snell & 
Wllmer. 63/07/01. Wait Valley Agricultural Protection Council, 
Inc. 4pp. 19230 156. 24X F I c h e • 30-529, 83/07/0 1 . 8307060 1 56. 


B307120S72 Heaorandun L order denying West Valley Agricultural 
Protection Council 830202 S, 0506 motions for declaration 
that NEPA analysis inadequate t< for continuance. PL Hourlhan 
B30223 notion for leave to file reply denied. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. 83/07/12. 

Hest Valley Agricultural Protection Council, Inc. 9pp 19433- 167 
24* Flche: 50-529. 83/07/1 1, 0307120572. 


B307190076 Motion to compel responses to second set of Interrogatories 
2-4,7 6 9. Legitimacy of Joint Applicant objection may be 
resolved by identifying each document specifically. 

BERLlNiK. West Valloy Agricultural Protection Council, Inc. 
BERLIN.K. Berlin, Rolsman, Kessler 1 Cashdan. 63/07/15. Atomic 
Safety and Licensing Board Panel. 2pp. 19635 119. 24X 

Plcbe: 50-329. B3/07/i 5, 8307 190076 


— 0307190081 Hemorandum In support of motion to compel responses to 
second set of Interrogatories 2-4,7 b 9 Objections are 
overbroad. Cenf Id ent I al 1 ty waived re FGO model since model 
used in proceed 1 ng . Cert l fica te of 8vc end. 

BERLlNiK. Meat Valley Agricultural Pro t ec t Ion Coonc 1 1 , Inc. 
BERLIN.K. Berlin, Rolsman. Kessler t, Cashdan. 83/07/15. Atomic 
Safety end Licensing Board Panel. 5pp. 19635 121. 24X 

Flche. 50-529, 83/07/15, 8307190076. 


83071901S7 Respanse to request for production of documonbs, Reques t 1 

M/0 docueients, 

BfSCHOFF, C. A. Joint Appl 1 cant s-Pa 1 o Verde D [SCHDFF, C. A. Snell & 
Ml leer. 03/07/15. BERLIN, K. West Valley Agricultural Protection 
Cnuncll, Inc. DERLlNiK. SerJln, Rolsman, Kessler & Cashdan. lipp. 
19636:234 . 24X Flche : 30-529, 83/07/ 15, 8307190137. 


307140374 Responds to Mar 1983 SER (NURE0-0B571 request for addl info 
re emergency plan. External Itrs of agreement end. Info 
adequately responds to request. 

VAN BRUNT, E.E. Arliona Public Service Co. 83/07/12. KNIGHTON. 0. 
Llcenilng Branch 3. 19pp. 19323:335. 24X Flche: 50-528, 83/07/12. 

0 3 07140374. 


8307190227 Answer opposing West Valley Agricultural Protection Council, 
Inc (West Valley} 830629 motion for protective order. Order 
unneceisar)| since no motion to compel interrogatory response 

filed. 

BISCHOFF. C. A. Ariiona Public Service Co D ISCHOFF, C. A. Snell 6 
Mileier. 83/07/15. Atomic Safety and Licensing Board Panel. 7pp 
19629:236 . 24X F I C h e : 50-529, 83/07/ 1 5, 8307 190227. 


307200117 Summarizes significant changes being incorporated in Rev 
3 to emergency p Ian, 1 nc I udlng organl la t i ona 1 control of 
energendes, emergency conditions & emergency facilities tt 
• quipment. Rev 3 will be submitted by 830BIS. 

VAN BRUNT, E.E. Arizona Public Service Co. 03/07/14. KNIOHTON.O. 
Licensing Branch 3. 7pp. 19647:156. 24X F Iche: 50-528, 83/07/14. 

0307200117 . 


■8307190232 Hotlan to compel West Valley Agricultural Protection 
Council, rnc to ansiuer Interrogatories. Interrogatories 
relevant or uill lead to discovery of admissible evidence, 
Certificate ef 8vc encl. 

BISCHOFF, C. A. Arliona Public Service Co. BISCHOFF, C. A. Snell 6 
Hilaer. 83/07/15. Atomic Safety and Licensing Board Panel. 
I3pp. 19629:243. 24X F 1 c he : 50-529, 83/07/ 1 3, S307I90227. 
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S307S10D39 Ansuer to Uest Volley Agricultural Protactlon Council. Inc 
830&89 motion for protectlvt order re dlecoveri; info on 
memberehipi farm acreage, crop glelde U prof 1 1«. ASLD fhould 
defer ruling due to end stipulation. 

DEWEY, U a Hearing Branch 3. 93/07/19. Atomic Safefci) and 

Licensing Board Panel. Spp. 191i6Q.317. SAX Rich e: SD-329. S3/07/19, 
0307210039. 


B307120941 Roruiards IE Insp Repts 90-SSS/83-*S3, 90-929/83-13 !■ 
9B— S30/a3-10 on 830S02-0603. No noncomp 1 lance noted. 

STERNBERG. O. N. Regldn 3. Office oP Director. B3/Oi/27, VAN 
8RUMT.E.E. Ariiona Public Service Co. 2pp. 19433:349. 34X 
Flehc: 90-528. 83/06/27. S307 120941. 


— 8307210041 Stipulation that NRC agrees to attempt to obtain Info 
requested in NRC Interrogatory l.ln 830429 second set of 
interrogatories to West Valley Agricultural Protection 
Council, from publicly available ma 1 1 s. W/Cert if lea te of Sve, 

OEWEY. L. S. Hearing Branch 3. BERLIN. K. West Valley Agricultural 
Protection Council. Inc. 83/07/11. 3pp 19668:319. 24X 

Riche: SO-529. 83/07/19. 8307210039. 


83072(0276 Updates chart of specific portions of tE insp repts 
applicable to allegations raised by former plant const 
workers. 

DEWEY.L.S. Hearing Branch 3. 83/07/20. LAZO.H.M., CALLIHAK. 0. , 

COLEiR.R. Atomic Safety and Licensing Board Panel. 2pp. 19664:287. 
24X Riche: 30-329. 83/07/20. 8307210276. 


8307260243 Response to request for production of documents. Cert I flcata 
of Sve end. 

BERLIN. K. West Valley Agricultural Protection Council, Inc. 

83/07/21. Joint Applicants-Palo Verde. 4pp. 19727:001. 24X 

Riche: 50-329. 63/07/21 . 8307260243. 


8307260291 Response to request for production of documents. West Valley 
Agricultural Protection Council has not decided upon uhlch 
documents to be used as exhibits or to be used during 
crosa-eiamlnatlon. Certificate of 8vc end. 

BERLIN. K. West Valley Agricultural Protection Council. Inc. 

83/07/2t. Office of the Executive Legal Director, 3pp. 

19727:091. 24X Fic h e : 30-529. 83/07/21 . 8307260231 . 


830726D367 Requests au t horl la t ion of appeal of ASLD 830711 decision 
denying NEPA mo 1 1 on. Prompt decision necessary to prevent 
detriment to public interest unusual delay (: expense. 

Certificate of Sve end. 

BERLIN.K. Berlin. Rolsman. Kessler it Cashdan. BERLIN. K. West 
Valley Agricultural Protection Council. Inc. 83/07/21. LAZO. R. H. . 
COLE.fl.F. I CALLIHAN.D, Atomic Safety and Licensing Board Panel. 

Spp. 19733:048. 24X Riche; 30-329. 83/07/21. 8307260367. 


8307260403 Motion seeking stay of ASLD 830711 decision permitting 
hearing to proceed in/ inadequate EIS. Cer tl f leat ion of appeal 
it completion of adequate EIS requested. 

BERLIN.K. West Valley Agricultural Protection Council. Inc. 
BERLIN.K. Berlin. Roisraan, Kessler it Cashdan, B3/07/22. Atpeilc 
Safety and Licensing Appeal Panel. 3pp. 19733:063 24X 

Fieri#: 90-529. 83/07/22. 0307260403. 


"8307260407 Htmorandum in Support of motion seeking stay of ASLB 830711 
decision permitting hearing to proceed w/lnadequate EI8. 

Eifilbits it Certificate of Sve end. 

DERLIN.K. West Valley Agricultural Protection Council. Inc. 

BERLIN.K. Qerlin. Roisman. Kessler t. Cashdan. 83/07/22, Atomic 
Safety and Licensing Board Panel. 3Bpp. 19733:067. 24X 

Riche: 90-529. 83/07/22,8307260403 


— 8307120549 IE Insp Repts 90-328/83-23.30-329/83-13 i. 90-530/B3-10 on 
B30902-0603. No noncompliance noted. Major areas inspected: 
const activities re followup of allegations of unacceptable 
electrical work (. followup of previous insp items. 

VORDERBRUEGOEN. YOUNG. T. Region S. Office of Director 03/06/22 
0pp. 19433:330. 24X Pic he: 90-928. 03/06/27. 0307120941. 


B30726(M?l Informs that final response to 03O32S notice of 
noncumpl lance from insp on 830301-0430 will be delayed until 
030723 due to extensive investigation t. evaluation required. 

VAN Sfiimr.E.E. Ariiona Public Service Co. 83/06/27. STERNBERG. D. M 
Region S. Office of Director. Ip. 19726:213. 24X 

Riche; 30-928. 83/06/27. 0307260291, 


8307060408 Forwards IE Mgt Meeting & SALP Repts 90-928/83-16. 
90-989/83-09 b 90-930/33-07 on e3092g.No noncompliance 

noted. 

HARTlHiJ. 8. Region 5. Office of Director. 83/06/30, HOODS. T. G 
Ariiona Public Service Co, Spp, 19237:010, 24X 

Fleha: 90-920. 83/06/30, 8307060408. 


— 8307060416 IE Mgt Meeting Repts 90-528/03-16.50-929/83-09 b 
90-830/83-07 on 830529. No noncomp 1 lance noted. Major areas 
discussed: resul ts of Region V assessment of licensee 
performance for Jul 1901 - Feb 1983, 

J0RW80M. P. H, 1 VQUNOi T, Region 5. Office of Director. 03/06/24. 
2pp. 19237:012, 24X Ficha: 50-920. 83/06/30. 0307060408. 


—8307060420 SALP Repts 90-528/83-16.50-329/83-09 b 50-530/83-07 for 
Jul I9S1 — Feb 1983. Overall performance acceptable. 

* Region S. Office of Director, 83/04/30, 32pp. 19237:014 24X 

Flehe: 90-528. 83/06/30. 8307060408. 


—8307060426 Confirms comment# on SALP repts for Jul 1981 - Feb 1903. per 
030929 meeting to review program results. Oral comments 
listed b d 1 acussed. Mg t b QA activities will be emphailied to 
assure that electrical equipments meets FBAR criteria. 

WOOSSiT.O. Ariiona Public Service Co. 03/06/10, MARTIN. J.D. 

Region 5. Office of Director. 4pp. 19237:047. 24X 

Riche: 50-928, 03/06/30, 8307060408. 


8306270401 IE Info Notice 83-46. "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem. " Sve list end. 

JORDANiE. L. Division of Emergency Preparedness b Engineering 
Response iPost 030103). 03/07/11. Consolidated Edison Co. of New 

Vork. Inc. 194pp. 19563:293. 24X Fic he; 90-000, S3/07/1 1 , S306270401. 


0306270404 IE Info Notice 03-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " Bve list end. 

JOROANiE.L. Division of Emergency Preparedness b Engineering 
Respanst iPost 0301031, 03/07/12. Consolidated Edison Co. of New 

York. Inc. 141pp. 19563:193. 24X Ftche; 60-000, 03/07/12. 0306270404. 


K. Utility Final Safety Analysis Report (FSARl b amends 


8307190223 Forwards Proof of Sve of Amend II to F3AR. 

VAN BRUNT, E.E, Arlxona Public Service Co. 03/07/15. KNIGHTON, 0. H, 
Licensing Branch 3. 3pp. 19629:225. 24X Riche : 30-520. 83/07/13, 

0307190223. 


8306270406 IE Info Notice 03-40. "Oeseous Effluent Releases of 
Radioactive I-I 29 b 1-131 in Eicess of NRC Limits." Sve list 
and. 


TAYLOR, J.(1. Division of QA, Safeguards b Inspection Programs IPost 
0301031. 03/07/14. Consolidated Edison Co. of Now York. Inc 

lt4pp. 19713:270. 24X Riche: 90-000. 83/07/1 4, 8306270406. 


8. Reportable occurrences. LERs b relatsd corr esp ondsne# 


Q. Inspection reports, IE Bulletins b correspondence 


0307120930 Forwards IE Insp Repts 30-528/83-22.50-529/03-12 b 
30-330/03-09 on 830923-07, No noncompi lance noted. 

STBRNBERO, D. M, Region 9. Office of Director. 83/06/20. VAN 
BRUNT. E.E. Ariiona Public Service Co 2pp. 19431-329 24X 

Flehe: 50-928, 83/06/20. 0307120338. 


B30706Q0I3 Final Deficiency Rept DER 02-50 re flexible conduit 
couplings between auxiliary b control bldgs which may be 
danagad if seismic event exceeds 3/4-inch movement. Item 
datcrmlnexl not reportable under 10CFR30. 5S<e I requirements. 

VAN BRUNT, E. E. Ariiona Public Service Co. 83/06/17. STERNBERG, D. M. 

Region 9, Office of Director. 3pp, 19290:001. 24X 

FIcba: 90-520. 03/06/17, 8307060013. 


--B30712036B IE Insp Repts 30-328/83-22,30-329/83-12 b 90-930/83-09 at 
030923-27. No noncomp 1 lenc e noted. Major areas Inspected 
allegations re electrical activities b tendon prestressing 
activities b action on previous insp findings 

■ YOUNG. T. Region 4. Office of Director. 
83/06/17. 16pp. !9431;331, 24X Flehe; 90-928. 83/06/20. 8307I2OSSS 


— 03O7O6OO2S Evaluation of Electrical Conduit Connections Between 
Auilliary b Control Oldgs for Ariiona Public Sve Palo Verde 
Nuclear Generating Station. " 

H1US0N,S.H-, PAZAROADI.S, , DAUSCH.H.P, Wyle Laboratorias, 

26406-1. 83/03/31. 194pp. 19250:004. 24X Flehe : 50-520, 03/06/17, 

0307060013. 


6307070226 Comments on 830902 proposed revs to F3AR re componi 
classification b scope of augmented Inservice Inso Revs 
acceptable. 

KNIOHTQN.O.H. Licensing Branch 3. 03/06/21. VAN BRUNT. E.6 

Ariiona Public Service Co. 3pp, 19344 391 sqx 
Fiche: 90-920, 03/06/21, 0307070226 


8307120929 Final deficiency Rept DER 83-33 re OE Model AKR-90 breakers 
w/EC-l trips which may have generic defect. Initially 
roported an 030429. Bechtel will correct defects prior to 
fuel load.Als« reportable per Part 21. 

VAN BRUNT. E. E. Arixona Public Service Co. 83/06/24. STERNBERG, D, M. 

Region 9, Office of Director. Upp. 19433- 295, 24x 

Flehe; 50-530. 03/06/24, 8307120929. 
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^ ^£J60379 Interim Oefieiency Rept DER B2-36 re sc al ing-rfouin condensate 

tank design (j/o neiu calculations. Inlfriallg reported 
821013. Sutmlttal of final rept ettended to S30727. 

BRUNT, E. E. Ariiona Pufcllc Service Co B3/06/27. STERNBERGi D. H. 
S' Office of Director. 2pp. 1923i.062. 24X 

J C he: 30-528. 03/06/27, B307060379. 


^^^,^4.20366 Final Deflciencg Rept DER 02-63 re design calculation error 
— refueling water tank seismic response Inlttallg reported 
* Q21026. Def ic t encg not reportable per lOCFRSO. S5( e ). 

^0«htsl independent analysis of calculations end 

BRUNT, E.E. Arljona Public Service Co. B3/06/27. STERNBERO. 0. II 
'^cj^gion 3, Office of Director. 32pp. 19429:048. 34X 

j C he: 30-520, 03/06/27, 8307120366. 


^giO''7’120377 Rev 1 to “Engineering Evaluation for Design of Condensata 
|^,^ter Storage Tank Refueling Nater Tank, Palo Verde Nuclear 
^•neratlng Station," for Deficiency Evaluation Repts B2-S6 b 
0S-63 

1^ IMAYE, 0. S. , HUGHES, W.R., DEROQUI 8T, S. H. Dechtcl Corp. 83/05/31 
gSpp. 19429:032. 24X Ft ch #: 30-528, 83/06/27, 8307120365. 


Q^^7l®0221 Interim Deficiency Rept DER 83-25 re i ns trumen ta t ion tubing 
having required boundary class br eak. In i t ia 1 ly reported 
_i-i ©30421. Due to eitensive investigation b evaluation, 
f ofnpleted repts eipected by 030019. 

BRUNT, E.E. Arliona Public Service Co. 83/07/01, STERNBERG« D. 11. 
fiml/io'' S. Office Df Director. 2pp. 19355:223. 24X 

fg-i c fi e: 30-328, 03/07/01. 8307100221. 


8a{>7S0O340 Interim Deficiency Rept DER 83-35 re Elgar inverters 
pT-O^xting voltage spikes on dc supply bus. In 1 1 la 1 ly reported 
pn 0 30607, Addl Inverter tests requested to reduce or 
^jLlcnlnate voltage spikes. Final rept by 031031. 

V/AN BRUNTrE.E. Arliona Public Service Co. 83/07/07. STERNSERO, D M 
fitaglon 5' Office of Director. 3pp. 19789:015. 24X 

|s- 1 c h e: 30-328, 03/07/07, 8307280340. 


Part 21 rept clarifying position re equipment failures 
dusrlng C-E quallf leatlon testing of Target Rock solenoid 
as c 't *''4 valves per T Lee 830620 r eques t. Va 1 vo design 
cO’Fi'^drms to NUREG-0388.Retroflt program supported. 

R ATTARINI, D. M. Target Rock Corp. 83/07/1 1. DEYOUNG. R.C. 

I> i e" * 9 tor 's Office, Office of Inspection and Enforcement. Ip. 
l^Sdl»O:007, 24X Fiche: 50-328, 03/07/1 1, 8307100001 . 


DOCKET 30-337 CLINCH RIVER BREEDER REACTOR 


A. Ap p 1 Ication/eonstroction stage documents b correspondence 


&307SS0126 Appeals denial of FOIA request for transcript of Coeinissslan 
1 09 fleeting re exemption request for CRDR transcript. 

®^EENBEnGi E. V. Oallouiay 8< Greenberg, GREENDERO.E V Natural 
Resources Defense Council. GREENBERG, E, V. Sierra Club. 03/03/21, 
O^'Pice of the Secretary of the Comnilss ion. epp. 19592:283 24X 

F" i- c h a: 50-337, 83/03/21, 8307220125. 


S30Tassoil9 Responds to appeal re denial of FOIA request for transcript 
Commission S30103 meeting re remand proceeding on CRDR. 
tement withheld per Bunshlne Act Eiemptlon lo. 

Office of the Secretary of the Commission. 03/05/19. 
“•^SENBERG, E. V, Galloway 5 Greenberg, 5pp. 19692-277 Z4X 
‘ c f» «; 30-337, 03/05/19, 83072201 19. 


B30707010S Rev 3 to Vol 2 to CRURP-3, "Assessment of Thermal Margin 
Beyond Design Base (TMDDQi." 

• Energy. Dept. of. Clinch River Breeder Reactor Plant CRDRP-S 
V02 R05. 83/07/05. S9pp. 19293 020 24X F i c h e : 50-337, 83/07/05, 
B30707D102 


8307120343 Informs that aurlliary feedwatei sya eva 1 uat i on. p e r PSAR 
App C. Section C.5.4 5 App H, Section Il.E. I. 1, scheduled for 
eempletlon by mid-1983. 

LaNGENECKER, J. Energy. Dept, of, Clinch River Breeder Reactor Plant. 
03/07/08. GRACE, J. N. Clinch River Dreeder Reactor Program Office. 
Ip. 19429 001. 24X F l c h e 50-537. 83/07/00, 8307 120345. 


E NRC Safety Evaluation Report (8ER}> suppls t< correspondence 


B3072001B7 SAFETY EVALUATION REPORT RELATED TO THE CONSTRUCTION OF THE 
CLINCH RIVER BREEDER PLANT. ERRATA, DOCKET NO. 30-537. (US 
DEPARTMENT OF ENERGY, TENNESSEE VALLEY AUTHORITY AND PROJECT 
MANAGEMENT CORPDRATI ON 1 . 

* Office of Nuclear Reactor Regulation, Director. NUREQ-0950 VO i 
ERR. 03/07/11. 2pp, 19647 300. 24X FI ch e : 30-337, 03/07/ 11 , 

8307200187. 


O. Adjudicatory correspondence 


8307150321 Notice of postponement of 830718 evidentiary hearing in 
□ak Ridge, TM Postponement necessary due to serious illness 
In ASLD member family. 

HILLER.H.E. Atomic Safety and Licensing Board Panel. 03/07/13. Ip 
19530:119 . 24X FI c he : 50-537, 83/07/ 1 3, 03071 30321 . 


0307100255 Forwards applicant proposed exhibit list for CP hearings. for 
ravleu. Stipulation as to authenticity t admi ss lb 1 1 i t y 
requested. Certl F 1 ca te of Svc end. 

EOGARiG.L. Morgan, Louis t< Doehlus EDGAR, G.L Joint 
AppLieants-Cllnch River Breeder Reactor. 03/07/15. TURK, 8 E 
Hearing Branch 1. 12pp. 193 36:0 0 5 24X FI che. 30-537, 03/07/ 15, 

0307100255. 


8307220350 Advlsis of incorrectly cited ref on Page 1 of Attachment D 
li on Pago 2 of Attachment C to 030708 1 tr. Cert i f 1 cate of 
Svc enc I . 

EDOAR.g.L. Morgan, Lewis 4. Bocklus EDGAR, G L. Pi-oject Management 
Corp. 03/07/19. MILLER, M. E. . HAND.C.H., L i NENBEROER , G Atomic 
Safety and Licensing Board Panel. 5pp. 19676083 24X 

Flehe: 30-337, 83/07/19, 8307220330. 


8307230353 Response opposing Intervener 830518 eiceptlons to A8LB 
830228 partial initial decision on LWA. ASLAD should affirm 
ASLB dec is ion. SI te suitability arguments Incongruous. 

Certificate of Svc encl. 

ED0AR.8.L. Project Management Corp. LUCK,WD, Energy, Dept. of. 
93/07/22. Atomic Safety and Licensing Appeal Panel 0Opp 
19703:275. 24X Fiche ; 50-337,83/07/22,8307230363. 


8307250369 Advises of □mission in applicant 030722 response re CP 
evidentiary h earing s, Hear Ing s did not commence on 030718 but 
were postponed per 030713 order. Order of 630719 rescheduled 
hearings for 03OSOB-12. Cer t i Flea te of 5vc encl. 

EDOAR.O.L. Morgan, Lewis & Bocklus EDGAR, 0 L. Project Management 
Corp. 03/07/23 EDLES, 0, J , JCHNSON.HR., WILBER, H.A. Atomic 
Safety and Licensing Appeal Panel. 4pp 19733.001. 24X 

Fiche; 50-537.83/07/23. 8307250369. 


Generic Ltr 03-25 to all applicants for OLs b holders Of 
^of power reactors re clarification of surveillance 
Jl remebta for diesel fuel impurity. Svc list encl. 

® Division of Licensing. 83/07/03. Consolidated 
* * Oh Co. of New York, Inc. 16pp. 19390: 317. 24X 

F * c h B : 30-000. 03/07/03. 0306270397. 


B3O7270m7 Forwards final NunEG/CR-3224 which will be offered Into 
evidence by NRC. No substantive mods, add! t ions or deletions 
oiade. kf/o encl . 

TURK.S.E. Hearing Branch 1. 83/07/25 MILLER, M., HANDpC.H. , 

LINENDERCCR. D. Atomic Safety and Licensing Board Panel. Ip. 
19749:313 24X F 1 c h e : 30-537 , 83/07/23, 0307270227 


e^°^^*0329 Generic Ltr 83-27 bo all licensees *, applicants for 
power reactors t, holders of CPs for pouar reactors 
= ® Intervals in STS. Bve list encl, 

Division of Licensing, 03/07/06. Consolidated 
Se o*" New York. Inc. 15pp. 19669:254. 24X 

f" *= n e : 30-000, 83/07/06. 83070 60329. 


Forwards addl info per request at 830510 meeting on 
L ujr® '•'dmfnatic objectives re fuel burnup.FFTP operates w/peak 
of over 61,000 megawatt day/MT. Burnup occurred under 
L-C»h£ & power conditions similar to CRDR conditions, 

a^^SNECKER, J, Energy. Dept, of. Clinch River Breeder- Reactor Plant. 
• c> 07/06. GRACE, J. N. Clinch River Breeder Reactor Program Office. 

19293:103. 24X Fic he: 50-537. 03/07/06, 8307070005. 

Forwards Rev 6 to Vol 2 to CRDRP-S, “Assessment of Thermal 
I OfpjSlM Beyond Design Base iTHDDBl." 

^NECKER.J. Energy, Dept, of, Clinch River Dreeder Reactor Plant, 
s p. .. 07/06. GRACE, J.N, Clinch River Breeder Reactor Program Office. 

19293:019. 24X F i eh e : 50-537, 93/07 /06. 8307070 102. 


0307280170 Forwards proposed seismic margin eihibit.per ASLD 030513 4. 
0529 requests for NRC conclosioTia re seismic qualification 
«f snail diameter piping. H/o encl. 

TURK.S.E. Hearing Branch J. 83/07/27. MILLER, M., HAND.C.H., 

L INENSERGER J G, Atomic Safety and Licensing Board Panel, 2pp 
19792:259. 24X Fie ho: 50-537, 83/07/27, 03072801 70 


H. Oeneral correspondence 


8307290082 Opposes plant const since little prior erporionce eiLsts 
w/breeder reactor design. 

OOHEHTV.J.F. Doherty, J. F. 83/07/20. MILLER, ME, Atomic Safely 
and Licensing Board Panel. Ip. 19815:334. 24X 

Fiche; 30-507. 83/07/20, 8307290002. 
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^Advi.org Coflinittee on Reactor Safejuardi reports t correspondence 


8307090095 Summarties 376th ACRS meetings on 830434-16 u/utlls to 
revieu request for OL. Agenda fora305I3-(4 meetings end 

“ Advisory Committee on Reactor Safeguards 
03/04/29. PALLADINDi N, J. Commissioners 
Fleh e: 30-000. 03/04/29, 0307090095. 


3pp 


19366 038. 


34 X 


0^ Inspection reports. IE Bulletins 6 correspondence 

9306270401 IE Info Notice 03-46. "Common Mode Valve Fatlorei 
Sorry Recirculation Spray Subsystem. " Svc list end. 

JOROANiE. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 83/07/11, Consolidated Edison Co of N.u 

York. Inc 154pp, 19363;293. 24X Fl c be: 30-000. 03/07/ 1 1 , 8306270401. 


Degrade 


— 8307120168 Testimony of RA Becker. HC Garg.S Hou. TL King.O Morris. CE 
Rossi. R Schfitnel.JJ Suift.AK Agraual.VE Hanson & ET Rumble re 
adequacy of DBA spectrum. Core disruptive accidents may be 
•deluded from DBA spectrum for CRBR.W/prof qualifications. 
BECKER.R.A Clinch River Breeder Reactor Program Office, 

GAfte.H.C. Equipment Qualification Branch. HOU. S. Mechanical 
Engineering Branch. 83/07/08. a3pp. 19419:005 24x 

Flebe. 30-337. 33/07/08. 8307120136 

—8307120176 Testimony of CL Allen, LW Bell,HB Holi.UO Hulman.JK Long. 

B Morris. Svlft.CR Bell.TA Butler, ET Rumble. D Suianson b 
TO Theofanous re analyses of core disruptive accidents Prof 
qualifications end. 

HOLZ.H-B. Clinch River Breeder Reactor Program Office 
BELL.L. H. Accident Evaluation Branch. 83/07/00. 171op 

19419:086. 24X Flche: 30-337. 83/07/08. 8307120136. 


8306270404 IE Tnfo Notice 83-47. "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. ■' Svc list end, 

JOROAN.E.L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/07/12. Cons o 1 1 da t ed Ed I son Co of Net. 

York. Inc. 141pp. 19363- 153. 24X Fi c he: 30-000. 03/07/12. 0306270404. 

8306270406 IE Info Notice 03-48, "Caseous Effluent Releases of 
Rad oactivB 1-123 i 1-131 In Eicess of NSC Limits. " Svc list 
tnc 1 . 

MDioa')'^ Safeguards t Inspection Programs fPost 

Consolidated Edison Co. of Neu York, Inc 
114pp. 19715:270. 24X FI Che : 30-000. 83/07/ 1 4 . 0306270406. 

T. Hearing transcripts on non-ant 1 trus t matters 


—8307120188 Testimony of TL King on ASLB Question 4 ro natural 
convective circulation. NRC accepts natural convective 
circulation in CRHR as viable mechanism for DHR. Prof 
qualifications end. 

KINe.T.L. Clinch River Breeder Reactor Program Office 
6pp. 19419:237. B4X FI che : 30-337, 83/07/09, 8307120136 


03/07/08, 


G307010159 Transcript 
7f 334. 

Safety and Licensing Board Panel. 83/06/29 
19174: 120. 24X Fiche: 50-537, 03/06/29. 0307010139. 


f 030629 conference in Detheeda. MD. Pp 7. 298- 

39pp. 


Fotwards transcript of 330629 conference si/counsel. 
p^u-; n H Branch I. 83/07/03, Joint App 1 ican t s-Cl inch 

0307070200 “ 24X Flehe: 30-537, 83/07/85. 

“an}dln?/?»rnl^’ on whether hypothetical core disruptive 

accidents (HCDAl should be treated as DBAs, on KCDA analysis, 
on ASLB Interest re emergency planning 6 on ASLB Questions 5 
6. Certificate of Svc end. 

EDeAR,(}.L. Morgan, Louis & Bocklvs. EDGAR. G.L. Proiect Manaoement 
carp. 83/07/08 MILLER., M.E. Atomic Safety and Llci^innolT 
Panel. 21 pp. 19377:204, 24X Flch e: 50-537. 83/07/08. S3071 10142. 

-03071 10149 Testimony of OH CUre.RE Hottel.AL Schuianie.HP Planchon t, 
LE Strauibrldge on whether hypothetical core disruptive 

'>* treated as DBAs. Cert 1 f 1 cate of Svc end. 

”°T7EL,R.E., SCHWALLIE.A.L, Joint App J 1 cants-Cl inch 
River Breeder Reactor. 83/07/03. 19000. 19377-233 aay 

FI Che: 90-537, 83/07/08. 8307 1 10142. 

Fausl„.L Strawbrldge 6 TW Ball re 
hypothetical core disruptive accident (HCDA) ana I y ses. CRBR 
designed so HCDAs beyond DBA. Prof qualifications U 
Certificate of Svc end. 

' STHAWBRIDOE.L. Joint App 1 1 eants-Cl Inch 
River Breeder Reactor. 83/07/03. 166 pp. 19378 091 24X 

Fiche: 50-537. 83/07/08, 8307110142. 

“f HW Hlbbitts.EK Sllger t. LE Straubridge re ASLB 
areas of interest related to emergency p lann (ng. CRBR 
radioactive releases could contain sodium osldes t hydroxide 
aerosols. Prof qualifications *< Certificate of Svc end 
S ' STRAHBRIDGE.L. Joint Applieants-CIinch 

River Breeder Reactor, 83/07/00. 32pp. 19378:237 24X 
Fiehe: 50-337, B3/07/0B, 8307110142. 

'’^ASL^if Testimony of VD Hedges, ju Anderson *, JE Karr responding to 
ABLB Areas of Interest 3 6. Owners mgt organliation 

described, gestlnghouae.GE.Atomies Intl.S&W 4. Burns 6 Roe are 
project contractors. Certificate of Svc end 

Slv^fn'^-^' J, W. . KARR.J.E. Jo I n t A p p 1 1 cant.-C I inc h 

Kiver Breeder Reactor. 83/07/08. 40pp. 19376 289 24X 

Fiehe- 50-337, 83/07/08. 83071 10142. 

8307120136 Forwards NRC testimony on DBA sp ee t rum, c or e disruptive 
accident analyses fc ASLB Questions 4. 6. 9, 10, 12, 13 & 14. WRC*^*. 

’’2!"^ P'^oposed order of testimony listed. 

HAwnr'H' r Nearing Branch 1. B3/07/0S. MILLER.M-. 

H ND. C. H. r LlNENBEROEft, 0. Atomic Safety and Licensing Board Pane] 

4pp. 19419:001. 24X Fiche: 50-537, 83/07/00. 8307120 1 S 6 


- 8307120193 testimony of JO Spraul b AJ Ignatonis re ASLB Question 6 on 
0A.»1C considers QC responsibilities fc activities Integral 
part of OA.NRC will monitor QA & QC activities throughout 
CRBR const. Prof qual 1 f icat 1 ons end 

SPRAUL. j.e. QA Branch. lONATONtS, A. J. Region 2. Office of 
DUeetor. 83/07/00, 0 pp. 19419:263. 24X Fi che: 30-337. 03 / 07 / 00 . 

83071S01 96. 

—8307120197 TestlmoTiy of LG Hulman.EF Branagan & DJ Porrotti on ABLB 
Question 9 re protective action guides. No rev to protective 
action guides necessary for CRDR, If guides revised. NRC uilll 
»PPHcahillty at OL stage. Prof qualifications end. 
HULnANiL.O. Accident Evaluation Branch. BRANAOAN, E F 
Radiological Asseeiment Branch. PEROTTl.D, J. Emergency 
Preparednses Branch. 83/07/00, 21 pp, 194 19-271 24 X 

Fiche; 30-337. 03/07/08. 0307120156. 

—8307I202M Testimony of RJ Dube re ASLB Question 10 on matl control 6 
accountebl lity. fiSiD activities on measurement capabilities 
for natl control b accounting unnecessary for continued fuel 
safagwards. Prof qualifications end, 

WBE.R.J, Fuel Facility Safeguards Licensing Branch. 03/07/08 
9pp. 19419:292. 24X Fiehe; 30-337. 83/07/08, 0307120 136. 

— B30712raii Testimony of TL King & RM Stark re ASLB Question 12 on Items 
identified for resolution at OL stage, NRC b applicants 
developing program b schedule to review b resolve Items, to 
■Inlalie inpacis on final design b const. 

STARK.R.M, Clinch River Breeder Reactor Program Offlee. 
83/07/08. 8pp. 19419:297. 24X FI che : 30'537i 03/07/00. 0307120136 . 

—83071^20 Testimony of TL King re ASLB Question 13 on fuel eye 
Fallback peel t ions. Li sti possible impacts on CRBR 
programmatic objectives from Implementing NRC positions. 

Prof qualifications end. 

KIMB.T.L. Clinch River Breeder Reactor Program Office. 03/07/08 
23pp. 19419:303. 24X Fi c h e ; 30-337, 83/07/08. 83071201 36. 

14 re operation u/ 

leaking fuel pins. Sodium entry Into fuel pin may cause 
increased pilie t-to-e 1 ad gap conductance, but would not 

Performance. Prof qua 1 1 f lea t ions end. 

KllTO.T.L. Clinch River Breeder Reactor Program Office. 83/07/00 
4pp. 19419:330. 24X Fiche: 50-337. 03/07/00, 83071201 36. 

Limited appearence statement of TB Cochran r# Issues raised 
in CP proceeding. Discusses radiological consequences of CRBR 
core disruptive accident b site sul tab 11 1 ty, Cer t if I cat e of 
8v€ vne 1 • 

COCHRAN, T. 8. Natural Resources Defense Council. COCHRAN. T B 

''rSSI”* '“P ” *■ *•*»"'<>"« fP TU King b ET Rumble re 

adequacy of DBA spectrum. Inadvertently omitted from 030700 

r 1 I ln|. 

Branch 1. 83/07/11, MILLER, M., HAND.C.H., 

Safety and Licensing Board Panel. Ip. 

19308.069. 24X Fiche; 30-537, 83/07/1 1. 830713021 1 . 

—8307130219 Peges 33 fc 34 to testimony of TL King b ET Humble re 
adequacy of DBA spectrum. 

I- I" Clinch River Breeder Reactor Program Office. 

Detailed Affiliation Given. 63/07/11, 2pp. 

19308.066. 84X Fiche: 30-537, 83/07/1 1 , 0307130211. 
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DOCKET 50-538 MEMPHIS STATE UNIV PESEAHCH REACTOR 


V Operator Eliminations 


8307080437 Generic Ltr 03-13A to all nonpouer reactor Itcenseee re 
issuance of ^RC Form 398. "Personal Qualifications 
Statement - Licensee." Sve list end 

EISENHUT.D G. Division of Licensing 83/07/11. Michlgani Unlv. 
of. 14pp 19563 133. 34X F i c h e 50-000. 83/07/ I 1 , B3070B0427. 


DOCKET STN-50-546 MARDLE HILL NUCLEAR STATION, UNIT I 


A Application/construction stage documents 6 coirespondei 


8306060070 Generic Ltr 83-33 to all operating reactor licensees, 
applicants for OLs 6 holders of CPs for Westlnghouse PWRs 
re safetg evaluation of "Emergencg Response Guidelines " 

Sve list enc I . 

EISENHUT. D. 0. Division of Licensing 83/06/03. Yankee Atonic 
Electric Co. lOpp 19563.116. 24X F i c h e 50-000. 83/06/03. 

8306060070. 


8307070039 Advises that IN State Hoard of Health plans on evaluating 
environ radioactive contamination from plant opera t i on. Hater 
samples split & arrangements made to split milk !. other 
liquid samp les. 

PICKAROiR.C. Indiana. State of 33/06/30, YDUNGDLDOD, B J 
Licensing Branch I. Ip. 19293:352. 24X Fiche: 50-546. 83/06/30. 

8307070039. 


8307090126 Notification of 830711- 13 site meetings u/utit for 
preliminary discussion of info re environ review U site 
tour. Proposed meeting agenda end. 

0 'CONNOR. P. W. Licensing Branch I 83/06/30. YOUNGBLOOD, D. J. 
Licensing Branch I. Qpp 19366-353. 24X Fiche: 50-546. 83/06/30. 

8307090126. 


8307070051 Responds to 830608 request for review of proposal re plant 
operation. Proposed project will not adversely affect any 
area or jurisdiction of Natl Park Sve 

POPE.R.R. Interior. Dept of. National Park Service. 83/07/01. 
YOUNGBLOOD. B. J. Licensing Branch 1. Ip 19293 250 24X 

Fiche; 50-546. 83/07/01. 0307070051. 


8307200231 Notification of 830707 meeting u/lechnicol review committee 
in DethesdOiMD to discuss review of D4. D5 r, E steam 
generator mods 

HOPKINS, J.D. Licensing Branch 4. 03/07/01 ADENSAM.E.O. Licensing 

Branch 4 2pp. 19670:254 24X F i che: 50-000, 83/07/01, 0307200331, 


8306270397 Generic Ltr 03-26 to all applicants for OLs «■ holders of 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Bve list end. 

EISENHUT, D. G. Division of Licensing. 03/07/05. Consolidated 
Edison Co. of New York. Inc. 16pp 19390317. 24X 

Fiche: 50-000, 03/07/05. 0306270397. 


8307060329 Generic Ltr 03-27 to all licensees U applicants for 
operating power reactors & holders of CPs for power reactors 
re surveillance intervals in 8TS. Sve list end. 

EISENHUT. D. 0. Division of Licensing. 03/07/06 Consolidated 
Edison Co. of New York. Inc. 16pp. 19669-2S4. 24X 

Fiche: 50-000. 03/07/06. 0307060329. 


0307080169 Generic Ltr 03-28 to all liceiisees of operating reactors, 
applicants for OL U holders of CPs re required actions based 
on generic implications of Salem ATH5 events, Sve list: end 
EISENHUT, D. G. Division of Licensing. 03/07/00 Consolidated 
Edison Co of New York. Inc. 3app. 19669 269 24X 

Fiche: 50-000. 03/07/00, 8307000169 


0307210300 Forwards proprietary "Independent Evaluation of Proposed 
Mods to Uestlnghouse D4. 05 I, DE Steam Generators." Rept 
withheld (ref I0CFR2. 790). 

BUTTERFIELD. L. Steam Generator Owners Group 03/07/18 
EISENHUT. D. G. Division of Licensing. 3pp 19664:114 24X 

Fiche: 50-000, 03/07/10. 0307210300. 


8307250124 Summary of 830707 meeting w/technical review committee in 
Dethesda.MD re Model D4/D5/E steam generator mod. Viewgraphs 
enc 1. 

HOPKINS, J.D. Licensing Branch 4. 03/07/10. Licensing Branch 4. 

26pp. 19738:132 24X F i ch e : 50-000. 83/07/ 18. 83072501 24. 


C Utility Environmental Report (ER). amends l, correspondence 


8307210035 Comoents on 830712 public meeting re environ concerns for 
application for OLs Util should present analyses of environ 
Tisls associated w/more severe types of very low probability 
accidents In environ rept. 

FREY.D.G, Audubon Society 03/07/12 YOUNGBLOOD, B. J. Licensing 
Branch 1. 6pp. 19668:330. a4X F 1 c h e . 30-546. 03/07/ 12. 0307210035. 


D. NRC Draft/Final Environmental Statements, suppls S. correspondence 


B307I30339 Discusses arrangements for 830711-13 environ site visit 
associated u/EIS (. 830712 environ review public meeting in 
Madison. IN. Agenda enc 1 . 

NOVAK. T M Assistant Director for Licensing. 03/07/01. TODD, T R 
Jefferson County. IN. 3pp. 19308.356 24X Fiche: 30-546, 03/07/01, 

0307130359 


F. Security, nedlcal, emergency 6 fire protection plans 


0307110424 Forwards IE Insp Repts 50-546/83-08 6 30-547/83-08 on 
03O6l3-l7.Na none omp 1 iance noted. 

KNQPiR.C. Regions. Office of Director. 83/06/27. SHIELDS. B.U. 
Public Service Co. of Indiana. Inc. 2pp. 19382 221 B4X 
Fiche; 50-546. 03/06/27, 83071 10424 


— 0307110430 IE Insp Repts 50-346/83-08 t 50-347/03-00 on 030613-17. No 
noncoaipllance noted. Major areas Inspcc ted; 1 i censee actions 
on previous Insp findings. 10CFR30. 35(0 ) items, IE bulletins k 
circulars ti fire prevent I on, protect ion & suppression. 

PELI^.P.R.i KDNKLIN.J.E Region 3. Office of Director, 83/06/24, 
7pp. 19302.223 24X F 1 c he : 50-546, 03/06/27, 0307 110424. 


0307190209 Forwards detailed control room design review per 
requirements of Generic Ltr 02-33, "Buppl I to NUREG-0737 
Requirements for Emergency Response Capability." Reg Guide 
1.97 implementation rept will be submitted by 031101. 

SHIELDS. S. H. Public Service Co of Indiana. Inc 03/07/15, 
EISENHUT.D G. Division of Licensing. IlSpp. 19628:322 24X 

Fiche: 50-546, 83/07/15. 8307190209. 


0. Adjudicatory correspondence 


B3070S016B Memorandum t order denying Sassafras Soc 1. Valley Watch 
030416 1. 19 respective petitions to in tervene. Pe 1 1 1 loners 
■ay amend petitions within 30 days of order. Save the Valley 
petition to intervene granted. 

LINENBERGER.O. , PARIS.O.H,. SMITH, I. W. Atomic Safety and Licensing 
Board Panel. 03/06/30. lOpp 19199 171 24X Flehe 50-346, 

83/06/30. 0307050168 


0307060204 Notices of appearance in proceed Ing. Cert i f lea te of 8vc end 
NDLAND.J.D., POPE.J.R., KRUSE, L.M. Public Service Co. of Indiana. 
Inc. 83/07/01. 3pp, 19250:226. 24X Fi c he : 50-346, 83/07/0 1 . 

8307060204. 


8307260268 Amend to petition to intervene in OL hear ing. Pet 1 1 loner 
mates requisite showing that members have standing b have 
authoriied petitioner to represent In teres ts. Content ions to 
be litigated ident 1 f 1 ed. Cer 1 1 f ica te of Sve end 

LYNCH.H P. Sassafras Audubon Society. 83/07/21. Atomic Safety 
and Licensing Board Panel. 12pp. 19726:114 24X 

Fiche; 50-546. 83/07/21, 8307260260 


8307260366 Requests correspondence re ulii bo sent to author 

address. 

HOCHIY.M H Sassafras Audubon Society 03/07/23 NRC - No 
Detailed Affiliation Given. ip. 19733 040 24X 

Fiche. 50-546. 03/07/23, 0307260366 


I. Financial information 


8307190140 Forwards Annual Financial Repts 1902 for Public 8vc Co of 
Indiana. Inc b Wabash Valley Power Assoc, Inc. 

SHIELDSiS W. Public Service Co of Indiana, Inc. 83/07/14. 
DENTON.H B. Office of Nuclear Reactor Regulation, Director Ip 
19636:109. 24X Fiche : 50-546. 03/07/ I 4, 8307 1 90 1 40. 


■0307190142 Annual Financial Rept 1902 

BARKER. H. A. . MENSCER.D.V. Public Service Co of Indiana, Inc. 
03/01/28 43pp 19636:110 24X F i cho : 50-346, 83/07/ 1 4, 83071901 40. 


■8307190143 Annual Financial Rept 1982 

LOY.C Mabash Valley Power Association. Inc 83/07/14 23pp 
19636 153. B4X Fiche: 50-346. 83/07/14, 8307190140. 
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DOCKETED ITEMS 


0. Inspection reports. IE Bulletins (. correspondence 


B307060010 Requests assignment of inspector to verify program for 
Improved control over electrical const program beginning 
830613. per meeting prerequisites outlined in S30303 
confirmatory action Itr. 

SHIELDS. 5 U Public Service Co. of Indiana. Inc 83/06/tO. 

KEPPLER. J e. Region 3. Office of Director Ip. 19251:013. 24X 

Fiche: 50-546.83/06/10. 8307060010. 


8307110424 Forwards IE Insp Repts 50-546/83-08 6 50-547/83-08 on 
830613-17. No none omp 1 1 anc e noted 

KNOP.R.C. Region 3. Office of Director. 83/06/27. SHIELDS.S.M. 
Public Service Co. of Indiana. Ine 2pp 19382:221. SAX 
Flehe: 50-546. 83/06/27. 8307110424. 


— 8307110430 IE Insp Rapts 50-546/83-08 U S0-S47/B3-0B on 830613-17. No 
noncompliance noted. Major areas inspec ted : 1 icensee actions 
on previous insp findings. 10CFR50. 551 e ) items. IE builetins & 
circulars 6 fire prevention, protection tt suppression 
PELKE.P R.. KONKLIN.J.E. Region 3. Office of Director. 83/06/24. 
7pp. 19382:223. 24X Fl Che : 50-546. 63/06/27. 8307 1 10424. 


0307140221 Forwards IE Insp Repts 50-546/83-07 L 50-547/83-07 on 
830607-10. No noncompliance noted. 

LITTLE.H. S. Region 3. Office of Director. 83/06/30. SHIELDS.S.W. 
Public Service Co. of Indiana. Inc. 2pp 19523:155. 2411 

Fiche: 50-546, 83/06/30, 0307140221. 


— 8307140226 IE Insp Repts 50-546/83-07 i 50-547/83-07 on G30607-i0. Nn 
non camp I lance noted. Major areas inspected: procedures.ugrk 
activities 6 record review for structural steel U supports 
& for safety-related components & supports. 

KEATINS. D. E. , C I LIMOERO. fl. L. . DANIELSON. 0 . H. Regions. Office of 
Director. 83/06/30. 7pp. 19523:157. 24X F 1 ch e: 50-546. 83/06/30. 

8307140221. 


— 8307110430 IE Insp Kepts 50-546/B3-00 50-54 //Hj-OB on 83061 3 - I 7. Nti 

noncompl iance noted Major areas inspec ted . 1 1 1 ensee actions 
on previous insp find! ngs. lOCFRSO. 551 e > items. IE bullotins ti 
circulars & fire prevent I on. p ro tsc 1 1 on suppression 
PELKE.P.B Region 3. Office of Director 83/06/24 7pp 
19382.223. 24X F 1 che . SO-S 16, 83/06/27, 8307 1 1 0424 


B3O71IO306 Final deficiency rept re heat sinV failures on loop powci 
supply cards b contact bounce In mercury relay utillicd on 
temp channel test cards of Mestlnghouse 7300 process 
protection sys. Ini tial ly reported on B30603. 

SHIELDS.S.U. Public Servico Co. of Indiana. Inc 83/06/30. 

KEPPLER.J.e. Region 3, Office of Director 2 pp 19375.007. 24X 

Fiche. 50-346. 83/06/30. 030/1 1 0306 


8307190261 Interim deficiency rept re lack of QA involvement in 
fabrication of seismic Category I HVAC durt work not serving 
safety-related function. Ini t ial ly reported on 830607 Ne>t 
rept eipBCted by 831104. 

SHIELDS.S.U. Public Service Co. of Indiana, Inc 83/07/06 

KEPPLER.J.e. Region 3. Office of Director Ip 19620.267. 24X 

Fiche 30-546.83/07/06, 8307190261 


8307190039 PNa-lII-83-059 llcenseo authonied to resume remaining 
electrical safety-related const. QA site nianagers replaced. 

Insp procedures revised b personnel retrained. 

MILLIANS.C.I LITTLE.bf. , SPESBARO, R. Region 3. Office of Director. 
03/07/11- Ip. 19635- 149. 24X F I Che . 50-546, 83/07/ U , 8307 1 90039 


8307220490 Interim deficiency rept re sii sheared pinion keys in 
Limltorque Model SQ-Q valve motor operators Installed by 
Hestinghouse. Initially reported on 820805. Item not 
reportable per 10CFR50. SSIe). 

SHIELOS.S H. Public Service Co. of Indiana. Inc 83/07/13. 

KEPPLERiJ.C. Region 3, Office of Director 2 pp 19685:097 24X 

Fiche: S0-S46. 93/07/13. 830/220490 


8307190210 Requests assignment of i nsp ec tor, b eg i nni ng 830707. to verify 
adequacy of program for improved control over electrical 
cable tray installation. 

SHIELDS.S.W. Public Service Co. of Indiana. Inc. 83/07/01. 
KEPPLER.J.e. Region 3, Office of Director Ip. 19689:079 24X 

Fiche: 50-546, S:-/07/0I, 0307190210 


3307190172 Informs that completion date for Item II of 830415 Itr re 
cable tray hanger insp eitended to 830605 Corrective actions 
for procedures b nonconformances created delay. 

SHIELDS.S.W. Public Service Co. of Indiane, Inc. 83/07/06. 
KEPPLER.J.e. Region 3. Office of Director 2 pp. 19634 170 34X 

Fiche: 50-546. 83/07/06. 8307190172. 


B306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem " Sve list end 
JORDAN.E.L. Division of Emergency Preparedness b Engineering 
Response (Post B30I03I. 83/07/11. Consolidated Edison Cu. of New 

York. Inc, 154pp. 19563.293. 24X Fi ch e: 50-000, 83/07/1 1, 8306270401. 


B3O722O460 Interim deficiency rept re welding techniques not rovoroil 
by Brown-Boveri Electric, Inc OA program Initially reported 
on 830525. Brown-Ooveri revised procedures to include 
controls on luelding ac t i vl t los. Nei t rept oipected by 831021. 
SHIELDS.S.U. Public Service Co. of Indiana. Inc. 83/07/14 
KEPPLER. J.O. Region 3, Office of Director 2 pp 19606:116. 24X 

Fiche; 50-546. 83/07/14. 8307820460. 


DOCKET STN-50-S47 MARBLE MILL NUCLEAR STATION. UNIT 2 


A. Agplication/construction stage documents b c orrcsponOoncc 


8306060070 Ceneric Ltr 83-22 to all npeiatii.g re.iclor llconseos. 
applicants for OLs «, holders of CPs for Wes t inghouse PWfls 
re safety evaluation of "Emergency Response Guidelines " 

Sve list end. 

EISENHUT. D. 6 . Division of Licensing. 83/06/03. Yankee Atomic 
Electric Co. lOpp. 19563.116 24X F i ch e : 50-000, 83/06/03, 

8306060070. 


8307180073 Verifies that program addressing 830202 confirmatory 
action ltr ICAL) Hems 2-6iadequate for resumption of 
electrical work. per util 830415 b 0701 Itrs.CAL closed. 

KEPPLER, J.O. Region 3, Office of Director. 83/07/11. SHIELDS.S.U. 
Public Service Co. of Indiana. Inc. 2 pp. 19560:199 24X 

Fiche; 50-346. 83/07/ 1 1 , 8307180073. 


0306270404 IE Info Notice 83-47, "Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid." Sve list end 
JOHDAN.E L. Division of Emergency Preparedness b Engineering 
Response CPost B30I03). 03/07/12. Consolidated Edison Co. of New 

York. Inc 141pp. 19563 133. 24X Fiche 50-000.83/07/12.9306270404- 


8306270406 IE Info Notice 83-48, "Gaseous Effluent Releases of 
Radioactive I-I35 b 1-13! in Eicess of NRC Limits. " Sve list 
end. 

Safeguards b Inspection Programs CPost 
B30103I. 83/07/14. Consolidated Edison Co. of New York. Inc 

ll4pp. 19715:270. 24X Fi c he: 50-000. 83/07/ 14. 8306270406 


S. Reportable occurrences. LEHs & related correspondence 


8307070039 Advises that IN State Board of Health plans on evaluating 
environ radioactive contamination from plant operation Water 
samples split 6 arrangements made to split milk b other 
liquid sanplas. 

PICKARD.R C. Indiana. State of 03/06/30 YOUNGBLOOD. D J 
Licensing Branch 1. Ip 19293 252 24X F iche. 50-546. 83/06/30. 

8307070039. 


8307090126 Notification of 830711-13 site moelings w/ulil for 
preliainary discussion of info re environ review b site 
tour. Proposed meeting agenda encl. 

a'CONNOR. P. H. Licensing Branch 1 . 03/06/30. YQUNOIILOOD. D J 

Licensing Branch 1 . 8 pp 19366:353 24X Fiche 50-546.83/06/30. 

8307090126. 


8307070051 Responds to 830608 request for 
operation Proposed project will not ailv 
area or jurisdiction of Natl Park Sve 
POPE.R-R. Interior. Dept of. National 
VOUNOBLOOD. B. J. Licensing Branch 1 . I 
Fiche: 50-546. 83/07/01. 8307070051 , 


review of proposal re plant 
erseli; affect any 

Park Soivite 03/07/01 

p. 19293 250 24X 


8307050174 Interim deficiency rept re possible Southwest Steel 
Fabricator nonconforming QA program for structural steel 
used In safely-related areas. Ini tlal ly reported on 830524 
Review continuing, Neil rept due by 830916 

P"®"* Service Co. of Indiana, Inc. 83/06/22. 
KEPPLER, J G. Region 3, Office of Director in 19199 029 
Flehe: 50-546. 03/06/22,9307050174. 


‘"‘P '’•P** 50-546/83-08 b 50-547/83-08 on 
B30613'*!/, No nonconpl lance not«d. 

KNOP.R.C. Region 3. Office of Director 83/06/27. SHIELDS.S.I 
Public Service Co. of Indiana. Inc 2pp 19302 221 24X 

Fleri»;30-546.B3/06/27,a307II0424. «;«:i aax 


8307200231 Notification of 930707 meeting w/trchnlcal 
in Bethesda.MD to discuss review of 04.05 b E steam 

generator nods 


review committee 


HOPKINS. J.B. Licensing Branch 4 
Branch 4. 2 pp. 19670:254 24X 


93/07/01. AUENSAM.fG, Liconsing 
Fiche: 50-000, 83/07/01 , 9307200231 


8306270397 Ceneric Ltr 03-26 to all applicants for OLs b holders op 
CPs for power reactors re clarification of surveillance 
requirements for diesel fuel impurity. Sve list encl 
EISENHUT. D.O. Di vi s i on o f L 1 c en s 1 ng . 83/07/05 Consolidated 

Edison Co of New York, Inc I 6 pp 19390 317 24X 

Fiche: 50-000. 83/07/05. 9306270397 



DOCKETED ITEMS 


3307060327 Goneric LCr 83-27 to all lxcan5f?as applxcaribs for 
aperatmg pouar reactors U Solders of CPs for power reactors 
re surveillance intervals in STS Svc list enc 1 

EISENHUT, 0 0. Division of Licensing 83/07/06 Consolidated 
Edison Co of New Vork. Inc I6pp. IV667 25d 2d< 

Fiche. 90-000, 83/07/06, B307060329 


3307080167 Generic Ltr 83-28 to all licensees of operating reactors, 
applicants for OL ?< holders of CPs re I'oquired actions based 
on generic implications of Salem ATWS events Svc list end 
EISENHUT.D. 0 Division of Licensing 83/07/08. CansoUOateO 
Edison Co of New York, tnc. 3Bpp. 17667 267 24X 

FlChe: 30-000, 83/07/08, 8307080169 


3307210300 Forwards proprietary '' I nd ep en d cti i Evaluation of Proposed 
Nods to Ues t iiighouse DO, D5 t, DE Stoam Generators. " Kept 
withheld (ref 10CFR2, 770). 

aUTTERFIELD, L. Steam Generator Owners Group. 83/07/18. 
EISENHUT,D 6 . Division Of Licensing 3pp 17660:114 24X 

Fiche 30-000, 83/07/18, 8307210300 


3307250124 Summary of 030707 meeting w/tochincal review committee in 
Gothesda,MO re Model D4/D5/E steam goriorator mod Viewgraphs 
enc 1 . 

HOPKINS. J B. Licensing Branch 4 83/07/18 Licensing Branch 4. 

26pp. 19738:132 24X F i c h e . 50-000, 83/07/ 1 8, B3072S01 24 


Utility Environmental Report <ER). amends t, correspondence 


3307210035 Comments on 830712 puOlic meeting re environ concerns for 
appllcetion for OLs.Utll should present analyses of environ 
risks associated w/more severe types of very low probability 
accidents in environ rept. 

FREY. D. G. Audubon Society 03/07/12 YOUNGBLOOD, B. J. Licensing 
Branch 1. 6pp 19668.330. 24X F i c h e .50-546,03/07/12,0307810035- 


>. NRC Draft/Final Environmental Statements, suppls 2, correspondence 


3307130357 Discusses arrangements for 830711-13 environ site visit 
associated w/EIS S> 030712 environ review public meeting In 
Madison. IN Agenda end 

NOVAK, T. M Assistant Director for Licensing. 83/07/01- TQDD.T-R. 
Jefferson County, IN. 3pp. I950S 356. 24X F i c h e : 50-546, 03/07/01 . 

B307I303D7. 


Security, medical, emergency fire protnctlon plans 


3307110424 Forwards IE Insp Repts 50-546/83-08 t, 30-547/03-08 on 
030613-17 No none omp 1 lance noted 

KNOP.R C. Region 3, Office of Director 83/06/27. SHIELDS.S.W. 
Public Service Co. of Indiana, Inc 2pp. 17302:221 24X 

Fiche 50-346, 83/06/27, 8307110424 


—0307110430 IE Insp Repts 30-546/03-08 X, 30-547/83-08 on 830613-17. No 
noncompliance noted. Major areas liispec ted : 1 1 c ensee actions 
on previous insp f Ind mgs, 10CFR50 55(e) items, IE bulletins & 
circulars ?, fire proven t i on, protoc 1 1 on J, suppression. 

PELKE. P R. Region 3, Office of Director 03/06/24. 7pp. 

19302 223. 24X F I c h e : 50-546, 03/06/27, 0307 1 1 0424 . 


1307190209 Forwards detailed control room design review per 
requirements of Generic Ltr 02-33, "Suppl I to NUREG-0737 
Requirements for Emergency Response Capability. " Reg Guide 
1 97 implementation rept will be submitted by 831101. 

SHIELDS. S.W. Public Service Co of Indiana, Inc. 83/07/15. 
EISENHUT. D. 0. Division of Licensing tl3pp. 17628:322. S4X 
Fiche: 30-546, 83/07/13, 8307190209 


i. Adjudicatory correspondence 


)307050168 Memorandum 8, order denying Bus s.s f r as Soc t, Valley Hatch 
830416 7< 19 respective petitions to i ntervene. Pc t i t loners 
may amend petitions within 30 days of order Save the Valley 
petition to intervene granted. 

LINENDERGER, 0. , PARIS. O.H., SMITH. I. H. Atomic Safety and Licensing 
Board Panel. 83/06/30. 10pp. 19199 1V1. 24X Fiche: 50-546. 

83/06/30, 83070S0I6B. 


1307060204 Notices of appearance in proc eed i ng. Cer t i f ico te ef Bve end. 
NOLANDiJ.D., POPE.J.R., KRUSE. L.M. Public Service Co. of Indiana. 
Inc. 83/07/01. 3pp. 19250 226. 24X F i c h e ; 50-946. 03/07/01. 

8307060204. 


1307260269 Amend to petition to intervene in (71 hear ing. Petit loner 
makes requisite showing that members have standing have 
authoriied petitioner to represent in teres ts. Con ten 1 1 ons to 
be litigated iden 1 1 f 1 ed. Cer 1 1 f ica tc of Svc end. 

LYNCH, M P. Sassafras Audubon Society 83/07/21. Atomic Safety 
and Licensing Board Panel. I2pp. 19726.114 24X 

Fiche: 50-546. B3/07/2 I , 8307260268 


8307360366 Requests eorrespandence re util be sent to author 

address 

noaOY.M K Sassafras Audubon Society 83/07/25 NRC - No 
Detailed Affiliation Given. Ip 19733040. 24X 

Fiche; 30-546. 83/07/29. 8307260366 


1. Financial infornatian 


0307190140 Forwards Annual Financial Repts 1982 for Public Svc Co of 
Indiana, Inc ti Habasti Valley Power Assoc, Inc. 

SHIELDS, S W. Public Service Co of Indiana, Inc 83/07/14. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director. Ip. 
19636:109 34X Fich e: 50-546. 83/07/ 1 4, 8307 1701 40 


— 8307190143 Annual Financial Rept 1782 

BARKER, H.A . HENSCER. D. V. Public Service Co of Indiana, Inc. 
83/01/38 43pp. 19636 .110 24X F i c h e 50-346, 83/07/ J4, 8307 1901 40. 


— 8307190143 Annual Financial Rept 1782. 

LOV.C Uabash Valley Power Association, Inc. 03/07/14 23pp. 

19636 133. 34X Fjche : 30-546. 83/07/ 1 4 , 0307 190140. 


Q. Inspection reports. IE Bulletins U correspondence 


8307060010 Requests assignment of Inspector to verify program for 
Improved control over electrical const program beginning 
B30613>pBr aeatlng prerequisites outlined in 830202 
confirmatory action ltr. 

SHIELDS.S.M. Public Service Co. of Indiana, Inc 63/06/10. 
KEPPLER.J.O. Region 3, Office of Director. ip. 19251:015. 24X 

Fiche: 90-346. 83/06/10, 0307060010. 


B3D7110434 Forwards IE Insp Repts 50-546/83-08 U 50-547/83-08 on 
830613-17. No noncompilance noted. 

KNOP.R. C Region 3. Office of Director. 83/06/27. SHIELDS. 8. M. 
Public Service Co. of Indiana. Inc 2pp. 19382:221. 24X 

Fiche . 30-546. 83/06/27,8307110424 


— 8307110430 IE Insp Repts 50-546/83-08 & 50-547/83-08 on 830613-17. No 
noncompliance noted. Major areas Inspec ted: 1 1 censee actions 
on previous Insp find logs, lOCFRSO. 5S(e ) items, IE bulletins & 
circulars & fire prevent ion, protec t ion U suppression. 

PELKE.PR.. KONKLIN.J.E. Region 3, Office of Director. 83/06/24. 
7pp. 19382:223. 24X F i c he : 50-546. 83/06/27, B307U0424. 


8307140221 Forwards IE Insp Repts 50-546/03-07 t 50-947/83-07 on 
830607-10. No noncompilance noted. 

LITTLE. U.S. Regions. Office of Dinector. 83/06/30. SHIELDS, S.M. 
Public Service Co. of Indiana, Inc ' 2pp 19523:155. 24X 

Fiche. 30-546. 83/06/30, 830/140221 


—8307140226 IE Insp Repts 50-546/83-07 U 5(5-647/83-07 on B30607-10. No 
noncompilance noted. Major areas Inspected: procedures, work 
activities t> record review for structural steel 6 supports 
6 for safety-related components 6 supports. 

KEATINO.D.E . C IL IMDERO, R . L. , OANIELSGN. D. H. Region 3. Office of 
Dtraetor. 83/06/30. 7pp. 19523:157. 24X FI c he ; 50-546, 03/06/30, 

8307140221. 


8307190210 Requests assignment of inspec tor, beg Inning 830707, to verify 
adequacy of program for improved control over electrical 
cable trag installation. 

SHieLD6.S.U. Public Service Co of Indiana, Inc. 83/07/01. 
KEPPLER.J.O. Region 3, Office of Director. Ip. 19629:079. 24X 

Fiche: 30-946. 83/07/01.8307190210. 


8307190172 Informs that completion date for Item II of 830415 ltr re 
cable tray hanger insp estended to B3060S. Corrective actions 
for procedures b nonconformances created delay. 

SHIELDS.S.M. Public Service Co. of Indiana. Inc. 83/07/06. 
KEPPLER.JO. Region 3. Office of Director. 2pp 19634:170. 24X 

Fiche: 90-346.83/07/06,8307190172. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Surry Recirculation Spray Subsystem." Svc list cncl. 

JORDAN. E. L. Division of Emergency Preparedness 1< Engineering 
Response tPost 830103). 83/07/11. Consolidated Edison Co. of New 

York. Inc. 194pp. 19563:293. 24X Fiche; 50-000, B3/07/1 1, 8306270401. 


8307180073 Verifies that program addressing 830202 confirmatory 
action ltr (CAL) Items 2-6, adequate for resumption of 
electrical work, per util B30415 6 0701 1 trs. CAL closed 
KEPPLER.J.O- Region 3. Office ef Director. 83/07/11. SHIELDS, S.U. 
Public Service Co. of Indiana, Inc. 2pp. 19560:199. 24X 

Fiche: 90-946.83/07/11, 8307160073. 


8306270404 IE Info Notice 63-47, "Failure of Hydraulic Snubbers as 
Result of Contarslnated Hydraulic Fluid " Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness (> Engineering 
Response (Post 830103). 83/07/12. Consolidated Edison Co. of New 

York. Inc. t41pp. (9963 153. 24X Ki the: 50-000, 83/07/12, 8306270404, 
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DOCKETED ITEMS 


830i,27Ci40fa JE Info Notie* 03-40, '•04seou« Ffflusnt Hsieaies of 
>->25 «■ r-131 in Ereess of NRC Limits ” Svt list 

“n S*^» 9 ^a>-tfs In s p *c t i Of* Proj ra.s (Post 
ConsDiitfatBO Edjson Co of Nau York. Inc 
iupp. 19713:270. 24X P i Che ; 50-000, 03/07/ ] 4 . 6306270406. 

•’'= '■eiatea c orresponSence 

B307030t74 Interim def 1 c lenci/ rept re passible Southwest Steel 
Fearlcelor nonconfoTmlng OA propram for structural steel 
uied in safetp-related areas. Initially reported on 830324 
Review c sntinulng. Nei t rept due bu 830916. 

SHIELDS, S.H. Public Service Co. of Indiana, 

KEPPLER, J. 0. Region 3. Office of Director 
FI Che; 30-346, 83/06/22, S307050i74. 


Inc 

>p. 


83/06/22. 
19199; Q2a. 


30-546/83-08 «, 50-347/83-08 on 
830613-17. No noncamp I lanct niOtfd. 

R«9lon 3, Office of Director 83/06/27 SHIELDS.S.H, 
Futile Service Co. of Indiana, Inc. 2pp, 19382 221 24x 

FIcbe: 50-546, 03/06/27,8307110424. 17WH2.22I. 24X 

50-5*6''B3-0S i 50-347/83-08 on 830613-17 No 
noncompl lance noted. Major areas Inspected ; l Uens ee actions 
on previoue insp f indl nge, 1 OCFR50. SS(e ) items, IE bulletins i. 

*■ Prevention, protection 6 suppresiion. 

■ ”“9‘9" 3, Office of Director. 03/06/24 700 

19382:223. 24X Flch* ; 30-346, 33/06/27, 8307 1 1 0424. 

8307110306 Final deficiency rept re heat sink failures on loop posisr 
^ contact bounce in mercury relay utlliied on ^ 
temp channel test cards of Meetinghouse 7300 process 
protection sy s. Ini t ial ly reported on 830603. 

kEPPi‘"F^^ n Service Co. of Indiana, Inc. 83/06/30. 

KEPPLEBf J, 0. Rtgian 3* Qfflc« of Dirfctor. 2pp. l’9375*oa7 24X 

rich«: 50-546. 93/06/30. 83071 10306. 

rept re lack of QA involvement in 
fabrication of seismic Category I HVAC duct work not servino 
aty-re I ated fonc tion. it) i tial ly rapartad on B30607 Maet 
rept tjpected by 831104. 

KEPP^F^®r■m »*'''!*' Service Co., of Indiana, Inc. 83/07/06. 

Beaton 3, Office of Director |p. I962B 267 24* 

Flche; 30-546.83/07/06, 8307190261. «■»•«/. .cs* 

authoriied to resume remalnins 
?n« » / SA site managers replaced. 

'•^vised L personnel retrained. 

a3/07/7l’'^' 'i ' ®'’SSSARD.R. Region 3, Office of Director 

/It- Ip. 19633:149. 24X F 1 c he ; 30-546, 83/07/1 1, 8307190039. 

Liflillorque Model SB-D valve motor operators installed by 
WestlnghouSB. Initially reported on 820605 Item not ^ 
reportable per lOCFRSO. SSCeJ. 

REPPLEr’jO b"'”!'' n*'‘ni” Indiana. Inc. 83/07/13. 

KEPPLER.J.O. Region 3. Office of Director 2pp. I96B5 Q97 24 X 

Flche: 50-546, 93/07/13,8307220490. s uv/- 24X 

8307220460 Interim deficiency rept re welding technluues not covered 
.1 Electric. Inc OA program Initially repor^^d 

on 830523. Drourn-Bovarl revised procedures to Include 

“k’vlties.fie.t rept eipected by 831021. 
kwi^Fp'Tm Service Co. of Indiana, Inc 83/07/14. 

KEPPLER, J. e. Region 3, Office of Director. 2pp. 19696-116 24X 

Flche: 30-546. 83/07/14. 8307220460. 


ODCK^^S7N-50-356 OLACK FOX STATION, UNIT 1 
*PP*l«atn>n/corvstPoct i on stage documents 4 correspondence 

a30«7^5 Generic Ltr 83-24 to all HWfl applicants for OL 6 holders 
□Ls for Grand Culf. LaSalle It Susquehanna re TNI Task Action 
Plan Item I.G. J. "Special tow Pouiei Testing t Tramino 
fc Recommendations for RMRs. " Sve list end 

EISENHUT.D. C. Division of Licensing. 03/06/29. Long Island 
^6270395'*' ‘^334: I 15 24X F i c h e 30-000. 83/06/29, 

83^7^7 Generic Ltr 83-26 to all applicants for DLs 6 holders of 
CPs for power reactors re c lari f l ca t . on of survelMante 
requlrctnent« for diesel foel Linpyritu Sve list enc i 

^ 33/07/05 "‘ consolidated 

‘*PP 19390-317. 24X 

Fi Che; 90-000. 83/07/03, 8306270397. 

aao70MI69 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL & holders of CPs re required actions Lsed 
EIS^? D ®vc list e^l. 

Idi^^In M Licff^^lng. 83/07/00. Consolidated 

3app 19669.269. 24X 

Fi the: 30-000. 83/07/08, 8307080 1 69. 


O. Inspection reports, IE Qullatlns t cort 


rsponder 


Mode Valve Failure. Degrade 
1 Subsystem." Sve list end. 

®>vision of Emergency Preparedness 4 Engineering 
?or» Consolidated Edison Co of New 

d- 134pp. 19363:293. 24X FJche 50-000,83/07/11,8306270401 

“f Hydraulic Snubbers as 

JaRDAMF^‘^ A J Hydraulic Fluid '■ Sve list end 

JORDANi E. L. Divisior of EmergeDcy Pr6par«(Jne«s Ty Enoineerina 
Response , Fust 83O103L 93/07/12 Consolidated Edison Co* of New 

141pp. 19363:153 24X Fiche 50-000.83/07/12.8306270404 

S3-'’S, "Gaseous Effluent Releases of 
Radioactive I-12S 6 l-(31 in E.eess of NHC Limits. " Sve list 

"ao/Sr/ia*®" °r •^''■Safeguards & Inspection Programs (Post 
TTl!. Consolidated Edison Co of New York. Inc 

114pp. 19713:270. 24X F 1 che : SO -000, 83/07/1 4, 0306270406. 


DOCKET BIM-50-5S7 BLACK FOX STATION, UN I T 2 
fk K ppllc atisi n /eo nsyuction stage documents b correspondence 

830^0395 Generic Ltr 83-24 to all BWR applicants for OL 4 holders of 

Plan Ite^ro mo''*®! ' J®, Susquehanna re TUI Task Action 
Plan Item I.G. J, Special Low Power Testing 1 Training 
b RecaiMiendations for DMRs. ■’ Sve list end * 

®' ^^vlsion of Licensing. 83/06/29. Long Island 

MO^WoIgs"' Fiche:50-OOO.e3/O6/29, 

''t" appl^c^rits for OLS b holder, of 

CPs for power reactor, re clarification of surveillance 
roqulrements for diesel fuel impurity. Sve list end 
EtSENiWT. D. G. DJ vl si on o f 1 . i c en . i ng . 83/07/03 Consolidated 

Fiche- 90-000. 83/07/03, B30£j27O397. 


DOCKET SIN-50-3S3 PHIPPS BEND NUCLEAR STATION, UNIT 1 
?— documents 6 correspondence 

8306270395 Generic Ltr 83-24 to ail BWR applicants for OL U holders 

PUn^?tem'^i'’Q * !® *■ ^‘'Siuehanna re TUI Task Action 

Plan Item I.O. I. Special Lou Power Testing b Training 
& Recommendations for flURs. ■' Sve list end. 

EISENHUT.D.O, Olvlsion of Licensing. 83/06/29 Long lsland 
0306270395“' 50-000. 83/06/29. 


NUCLEAR STATION. UNIT 2 

documents b COM-Bspohdence 

^"^?"crGr::d"Gu,fVa8";f T for OL b holder, of 

^In Tfc.a ? 6 ? ,*■ Susquehanna re TMI Tael Action 

Plan Item I. «. 1, Special Low Power Testing U Tr a ini no 
li Recommendations for BURs. ■' Sve list end. * 

EIBENHUT.D.O. Division of Licensing. 83/06/29. Long Island 
8306870393“' 74X Fiche 50-000, 83/06/29. ‘ 


Edison Co. of New York. Inc. 3Bpp, I9669 267 24X 

Flche; 30-000, 83/07/08. B3070S0169. 

0. Ins pection reports, IE Bulletins b correspondence 

8306870401 IE Info Notice 83-46, "Con, men Mode Valve Failures honreae 

'■ SVC encl " 

^DAH,E.L Division of Emergency Preparedness r, Enoineerlno 
Response tPo.t 830103). 83/07/11 Consolidated Ed . 0 ^ 00 ® of New 

« nc 154 pp. 19563.293. a4X Fi ch e : 50-000. 03/07/ 1 1 , 8306270401 . 

BM6270404 IE Info Notice 83-47, "failure of Hydraulic Snubber, a, 
JonniiS Hydraulic Fluid," Sve lisb end 

^ORDAN.E L. Division of Emergency Preparedness b Enoineerlno 
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8306270406 IE Info Notice B3-48i "Od'Seaus Effluent Releases of 
Radioactive 1-125 i. J-131 in Ejcess of NRC Limits " Svc list 
enc 1 . 

TAYLORi J. M. Division of QA. Safeguards 6 Inspection Programs (Post 
830103). 03/O7/i4. Consolidated Edison Co of Neu Vorki Inc 

114pp. 19715.270. 24X F i c h e . 30-000. 83 /07 / 1 4, 8306270406. 


DOCKET STN-50-566 YELLOW CHEEK NUCLEAR PLANT. UNIT 1 


S. Reportable occurrences. LERs U related correspondence 


B3071202S0 Second interim deficiencg rept re nond 1 vi s ionat power 
received bg transfer suitches to auiiliarg feedsiater sgs. 
Inltiallg reported on 830202. Redundant circuits identical to 
eiisting design provided. Nei t rept expected by 830927. 

MILLS. L.tl. Tennessee Valley Authority. 83/06/27. O 'REILLY. J. P. 
Region 2. Office of Director. 3pp. 19423.033 24X 

Flche: 30-000. 83/06/27, 8307120230. 


DOCKET STN-50-S67 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


S. Reportable occurrences. LERs t. related correspondence 


830712O2S0 Second interim deficiency rept re nond i vl s ional power 
received by transfer switches to auxiliary feedwater sys. 
Initially reported on 830202. Redundant circuits identical to 
existing design provided. Ne xt rept expected by S30927. 

M1LL8.L.M. Tennessee Valley Authority, 83/06/27. 0 'REILLY, J, P. 

Region 2. Office of Director. 3pp. 19423:033. 24X 

Flche; 30-000, 03/06/27. B307120230. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0023 ROCKWELL INTERNATIONAL CORP. . CANOOA PARK, CA 


6307110648 Clarifies safeguards licensing policy re Inventory 
requirements of SNM contained lai liquid & solid waste matis 
stored at site. Request for exception from 10CFR70. 31 should 
be submitted for storage of holding account waste discards. 

SMITH, C.N. Fuel Facility Safeguards Licensing Branch. 63/01/13. 
REHLEYiH. E. Rockwell International Corp 2pp. 19434:106. 


8307030081 Responds to 63061S Itr re license renewal application. 
Commission 830602 order. address ing requests for hearings It 
procedures for filing intervention or limited appearance 
statements, end. W/o enc 1 . 

HANCHETT. J. 0. Region 3, Office of Director 83/06/28. DEUKNAP.L. 
Affiliation Unknown. Ip. 19220:132. 


— 83070SOOB9 Requests da t e, loca t ion h time of hearing on application for 
license renewal. 

BELKNAP. L. Affiliation Unknown. 83/06/12. Commissioners. Ip. 
19220: 133. 


9307120467 Package of eight citiien requests for informal hearing re 
effects of licensed reactor on community. 

WINEOURA.K. . WINELAND.8. , JACK8QN.K. Affiliation Unknown. 83/06/28. 
PAOE.R. 0. Uranium Fuel Licensing Branch. Spp. 19424:197. 


8307280184 Memorandum b order directing licensee to answer petitions to 
intervene within 10 days after svc of order. NRC may answer 
petitions within 13 days after svc of order if NRC decides 
to appear. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. 83/07/26. 
Rockwell International Corp. 4.pp. 19791 289. 


DOCKET 70-0027 BABCOCK li WILCOX CO. . LYNCHBURG. VA 


8307110S96 Advises that proposal to extend complatlan of approved 
interim security measures described In 820813 Itr by 830228 
aeceptab 1 e. per 821201 request. 

8MITH.C.N. Fuel Facility Safeguards Licensing Branch. 83/01/10. 
REOAN.N. Babcock t> Wilcox Co. Ip. 19391:312. 


6307110649 Advises that Metis L Plant Protection Amend MPP-1 to License 
8NM-42 revised, amend ing License Condition 2. 1 to update 
measurement std lists in fundamental nuclear matl control 
plan. Submittal of new ltd calibr data sudimary requested. 

RENTSCKLER. R. R. Fuel Facility Safeguards Licensing Qranch. 

83/01/24. CORDANt, R. A. Babcock & Wilcox Co. 2pp. 19434:093. 


8307110991 Advises that unnumbered license condition to Amend MPP-i 
to License SNM-42 1 ssued. approving discards in response to 
820920 Ur re use of OOE/NRC Forms 741.742 «< 742C L DOE Rept 
M-742. 

SMITH.C.N. Fuel Facility Safeguards Licensing Branch. 63/02/04. 
CDRDANl.R.A. Babcock «, Wilcox Co. 2pp 19434.110. 


8307110666 Advises that levisetl ;;ages to physical security plan 
aeceptab le. NRC withholfling approval of security personnel 
qua 1 if ica t ion txaining !> equipinent plan pending submittal of 
pages Inad ver ten t ly omitted from 830119 Itr. 

SMITH.C.N. Fuel Facility Safeguanos Licensing Branch. S3/02/04. 
REOAN.N Babcock t. Wilcox Co Ip 19434 071 


8307110630 Advises that Mails t Plant Protection Amend MPP-i to License 
SMK-42 amended. Tevi s ing Section 9 l il set forth in encl.per 
830203 transmittal of three pages to security personnel 
qua I i f 1C at i on training & equipment plan 

BRmN. U B Fuel Facility Safeguards Licensing Branch 83/02/09. 
REOAN.N. Babcock i Wileo, Co 2pp 19434 117 


8307320202 Forwards IE Safeguards Imp Rept 70-002//S3-I2 on 830624-28 
Ne noneomp I iance noted Rept withheld (ref 10CFR2. 790) 

STOHR.J P. Division of Emergency Preparedness t Materials Safety. 
83/07/13 ECKERT. 2.P. DaOcoct hWilcoi Co. 2pp 19691.342 


DOCKET 70-0036 COMBUSTIQN ENGINEERING, INC.. WINDSOR. CT 


8307090096 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid I, solid waste matis 
stored onsite Appropriate revs to fundamental nuclear matl 
control submitted. 

SHITH.C N Fuel Facility Safeguards Licensing Branch 83/01/13 
ESKRIDGE. M. Combustion Engineering. Inc. 2pp. 19366 329. 


8307300929 "Occupa tlona I Radiation Exposures, 1931-82. “ W/83070B Itr. 
ESKRIDGE, H. E. Combustion Engineering. Inc. 83/07/08 CROW.W.T. 
l/ranium Fuel Licensing Branch 6pp 19672.265 


8307300393 Lists beta sampling results obtained during telcon. L icensee 
plans no further action on Tc beta analysis. 

B1DIN0ER.6.H Uranium Fuel Licensing Branch. 83/07/13. CROW.W.T. 
Uranium Fuel Licensing Branch. ip 19672.263 


8307380321 Forwards IE Safeguards Insp Rept 70-0036/33-02 on 830620-23. 
No noncomp I lane e noted. 

HILLER.J.R. Region 3, Office of Director. B3/07/26. L I CHTENBERGER 
Conbustlon Engineering, Inc 2pp 19789:240. 


— 8307280325 IE Safeguards Insp Rept 70-0036/83-02 on 830620-23 No 
noncompliance noted. Major areas i nspec ted ma 1 1 control It 
accountability Details withheld Cref 10CFR2. 790). 

MAOEDA. T. 1 >. . PATTERSON. J. P . CREED. J R Region 3. Office of 
Director S3/07/25 Ip 19789 242 


DOCKET 70-0064 STANFORD UNIV. , STANFORD, CA 


8307190191 IE Insp Findings %< Licenses Ack dtd Q30303 of License 
SNM-96. Insp findinge nc violations observed, 
e Region 9, Office of Director. Q3/03/03. Ip. 19539:233. 


DOCKET 70-0115 HASHINQTQN. UNIV, OF, SEATTLE. WA 


8307180344 Ack receipt of 830701 Ur informing NRC of steps taken to 
correct violations noted in IE Insp of License SNM-108 on 
830517. 

DOOK.H.E Regions. Office of Director 83/07/13. MILLER. W.P. 
Washington, Univ. of. Seattle. WA ip. 19559:231. 


— 8307180246 Responds to NRC 830607 Itr re violations noted in IE insp 
of License SNrt-lOB on 030517 Corrective actions' tests 
scheduled on shorter cycle Chan 6 months. per License 
Condition 13. A 1. 

MILLER-H-P. Washington. Univ. of. Seattle. WA 63/07/01. 
SCARANO.R. A. Division of Radiological Safety 6 Safeguards Program. 
Ip. 19535:232. 


DOCKET 70-0139 BABCOCK «. WILCOX CO. . APOLLO, PA 


8307110609 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid V solid waste mails 
stored at site. Request for exception from 10CFR70. 91 should 
be submitted for storage of holding account waste discards 
SMITH.C.N. Fuel Facility Safeguards Licensing Branch. 83/01/13. 
AUSTlNiM. A. Dabcock Wilcox Co. 2pp. 19434:100. 


8307110662 Forwards revised Sections 1-0 of Mails t. Plant Protection 
Amend HPP-l to License SNM- 1 45. deleting n&solete conditions 
& changing refs to fundamental nuclear matl control plan for 
leu enriched U opera t ions, i n response to 820618 submittal. 
ai1ITH,C.N Fuel Facility Safeguards Licensing Branch. 03/02/04. 
AUSTIN.M.A. Babcock ft Wilcox Co. 4pp 19434:067 
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S^feguaras .‘.renj ta License SNM-145. effect i ve 

1 ; 1 a* s I j- re grosi ueignt re a re -.ei, t j an U ti eia f I uar ide 

I,lir3«r4.ir response to S302C5 !tr 

2‘--;.-.'Tr F F Livision of iafegoarcs 33/C-2/je AUSTtN.fl.A 
Gatco;! • micoi Co Ip 19434 120 

C-C-O’uo;i?i Application to reneu License =rjtt-i45 to conplete phaseout 
of U r.fg operations at Apollo. FA 

a-jBTItj ."1 a eapcoci UiUoi Co aS/OS/Sfc PACE.H C. Uraniun Fuel 

LLcensinj Drancn ip 19334 192 

--33'37 110513 flesponas to 330526 applicatior, to renew L i cense SNM>145. 
Anera to license will be issued changing eipiration date 
Pa, r. I .'it of fee reguestea 

WEIS; D License Fee Management Branch S3/06/09 AUSTIN, fl A 
Babcock !. Wilcoi Co 2pp 19304 193 

0337140143 Application to a.nena Spec I D I of License SWI-idS per 
irpl re-ised pages to permit storage of lou specific 
activif, waste in 4 ec onta-mi na 1 1 on faoilttg at Apollo site 
Ai,3riN,!-T A Babcock Hilcoi Co SB/Oi/oa PASE.R.G Uranium Fuel 

Licensing Branch 4pp, 19329 B45 


BJ071 10A53 Grants request to have two designated individuals act as 
KBA-6 custodians per shift, u/one In lab fc other in 
production area- In response to 030120 Itr. License Condition 
2 5 to Amend MPP-1 to License SNM-124 revised. 

BROWN, W B. Fuel Facilltg Safeguards Licensing Branch. 03/02/17. 
HENSLEV.K.D Nuclear Fuel Services, Inc. tsubs of Oottu Oil Co J 
2pp. 19434: 100. 

0307140423 Forwards IE Insp Rept 70-0143/03-14 on 030307-11 1, notlco of 
violation. 

STOHR.U.P. Division of Emergencg Preparedness & Materials Safotg. 
83/04/01. MANSER, H.C. Nuclear Fuel Services, Inc. (subs, of Oolti; 

Oil Co. I. 2pp 19321 161. 

— B307I40426 Notice of violation from Insp on 030307-11. 

• Region 2, Office of Director. 03/04/01. Ip, 19321:163. 

—8307)40429 IE Insp Rept 70-0143/83-14 on 830307- 1 1 . None omp i lane e noted 
proportional detectors performance tests unacceptable per 
Procedure NFS-HS-A4. 

EVAI^.C.O. Region 2, Office of Director. MONTGOMERY, D. M. 

Division of Emergencg Preparedness h Materials Safety. 03/03/31 
9pp. 19521; 164. 


LOChET 70-0143 NUCLEAR FUEL SERVICES. INC , ERWIN, TN 

53C7I105£'j Advises that ne'j license condition to Amend WP-i to License 
SNM-124 I ssued. granting 830104 request for 7-dag ectension 
fen completing certain requirements of 10CFR70 3><e>{41 for 
921213 nigh enriched U phgsical inventory 

BuRNETr.R F Division of Safeguards 03/01/12 HENSLEY, K D 
'‘FClear F.jel Services. Inc (subs of Getty Oil Co. J Ip. 

5307110625 Clarifies safeguards licensing policy re inventoru 
requirements of SNK contained in liquid 6 solid waste metis 
stored at site Request for eiception from 10CFH70 51 should 
'‘Fhage of holding account waste discards. 

H=r = rpv S n Safeguards Licensing Branch. 83/01/13. 

2PP [9434 iis^ of Getty Oil Co. ). 

'Revises License Condition 2 1 to Amend MPP-i to License 
S..M-124, granting approval to begin m-atl control t accountinS 
operations per 021109 t 1229 Itrs oonttng 

H£N=L£Y w n ' ‘r*'' . * Licensing Branch. B3/01/I4 

r 739 r 34 l of estty Oil Co.). 

'''by‘e2?2r/?:”:® -f^^vards plan transmitted 

E:L! 

in response to%301 13 Ur. 

RENTSCMLER.r.r 


93/01/25 DOOTH ®f^®9uards Licensing Branch 

193;6'315 Services. Inc tsubs 


of Getty Oil 


current 1 n ventory *p e"Jd ^tn ® ' f''®" License Condition 2.11 for 

H€^,3LEv.K D Wufiiha Licensing Oranch 03/01/31 

If 19391 343 Of Ratty o“l Co.). 

8337,190094 Advn*, „c 

7..i.in, Section 9 0 SWI-124. 

yuidanc* f interim sacurity measures per end 

BQOTm.'r '' Nuc!i‘Iir''Fui!'lerv?c!r*J^® Licensing Branch. 83/08/04 
t9366 327 services. Inc (subs of Getty Oil Co.). 3pp 

8337110543 Csnf.r,. 

C'OE/WIC Form 74l‘ Jetweer, .. Buck L E Sparks re use of 

Farm JS4 Nuclear Hat! Transfer Receipt." repiactne 

BROWN, U 0 p , _ , , 

HENSLE.-H n Nucuai ‘-‘”"'>''9 B'-4nch. 83/02/08 

IP 19391 t79 * 'swbs Of Getty Oil Co] ). 


8307200010 Addl response to FOIA request for repts re inventory 
NFS. App A documents partially withheld (ref 
FOIA Esemptions 1.3 & 41. Forwards nonoierapt portions of 
Ttmalnlng 13 documents In progress. 

DkVJ a I u °‘''lslon of Rules and Records. 83/04/20. OARLETT, D. L. 
Philadelphia Inquirer. 6pp. 19671:001. 

— 830raM0J4 Forwards detailed rept on current «. planned projects 
designed to improve facility accountability tys & associated 
iScfSe^Io^”"’’*"" results. Safeguards info deleted ?^ef 

79/^23 Rf Oetty Oil Co. ). 

/v/io/aa. BURNETT, R.F. Division of Safeguards, 13pp. 1967I;00a- 

‘"^«'’tory period 790912-0618, 
9ategtidr4« Info deleted (ref lOCFna 790 > 

”79/W/M° UFNNl‘S*n '""I' Services, Inc. isubs. of Getty Oil Co. ). 
19671 023 NA,W.D. Region 2, Atlanta, Safeguards Branch. 9pp, 

matl balances for inventory period 790309-0507 
WF 5 a® 7 TO)'" ^ P»' Safeguards info delded Uef 

™i/i7:“'KEX‘w",''"Regur2“Atlin^ ‘sa^' 

19671:038. ® Atlanta, Safeguards Branch. 5pp. 

79/09/24. KENNA*M^B '^'^rL f on'"^' ^At i ' <*ul>s. of Oetty Oil Co.) 
19671:043. '’OS*®" 2' Atlanta. Safeguard. Branch. app! 

80/01/31. K£NNA'”S.*'‘'RegUn''2"Auinta ‘r?*' ° °'”= » Co, ) . 
19671-053. Msgion 2 , Atlanta, Safeguards Branch, Bpp, 

80/05/08. 'KEwJA.‘w".''''RegUn''2"AtUnU ‘^5’ 

19671:061 ® ''‘•aftar Safeguards Branch, 3 pp, 
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8307300049 Foruards matl balance sheets For inventary period 791312- 
G00323 inadvertently omitted From c or respondence. Safeguards 
info deleted (ref lOCFns. 790) 

HENSLEYi K. D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
80/03/13. KENNA.H.K. Region 3. Atlanta. Safeguards Branch. 3pp. 
19671:064 


8307300051 Foruards rratl balances For high enriched U for physical 
inventory period 800333-0537. Safeguards info deleted 
(ref 10CFR3. 790). 

HENSLEY. K. D. Nuclear Fuel Services. Inc (subs, of Getty Oil Co.). 
80/07/08. KENNA. M. B. Region 3. Atlanta. Safeguards Branch. 4pp. 
19671 : 067. 


8307300053 Foruards matl balances for inventory period Hay-Aug 1900. 
Safeguards info deleted (ref 10CFR3 790). 

HENSLEY. K. 0. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
80/09/34. KENNA. U. B. Region 3. Atlanta. Safeguards Branch. Spp. 
19671: 071. 


8307300056 Foruards matl balances for inventory period 800801-0926. 
Safeguards info deleted (ref 10CFR2.790I 

HENSLEY. K.D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
80/11/10. KENNAi U. D. Region 3. Atlanta. Safeguards Branch. Spp. 
19671:076. 


-8307300058 Foruards matl balances for inventory period Sept-Nov 1980. 
Safeguards info deleted (ref lOCFRS. 790). 

HENSLEY. K.D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co. I. 
aO/12/33. KENNA. U.B. Region 3. Atlanta. Office of the Director 
(81/03/01). Spp. 19671:001. 


-8307300059 Foruards matl balances for 801130-810121 operating period. 
Safeguards info deleted (ref 10CFR3.790). 

HENSLEY. K.D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
81/03/34. LENISiR.C. Division of Resident & Reactor Project 
Inspection. 6pp. 19671:086. 


-8307300062 Foruards matl balances for 610131-0333 operating period. 
Safeguards info deleted (ref 10CFR8.790>. 

HENSLEY, K.D. Nuclear Fuel Services. Inc. (sube. of Getty Oil Co.). 
Sl/OS/Ol. LEMIS.R.C. Division of Resident t> Reactor Project 
Inspection. 7pp. 19671:093. 


8307300069 Foruards matl balance for 810537-0739 operating period. 
Revised sheet for 810335-0537 period for Hatl Balance Areas 
5 & 6 contained in 810709 matl balance rept. Safeguards info 
deleted (ref 10CFR2. 790). 

HENSLEY.K. D. Nuclear Fuel Services. Inc (subs of Oetty Oil Co. I. 
81/09/10. LEHIS.R.C. Division of Resident t. Reactor Project 
Inspection. 6pp. 19671:096. 


8307200072 Foruards matl balances far 810335-0527 operating period. 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY.K. D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co. 1. 
81/07/09. LEMIS.R.C. Division of Resident & Reactor Project 
Inspection. 7pp. 19671:105. 


8307200075 Foruards matl balances for Jul-Sept 1981 operating period. 
Safeguards info deleted (ref lOCFRS. 790). 

HENSLEY, K.D. Nuclear Fuel Services. Inc (subs, of Getty Oil Co ). 
81/11/11. LEHIS.R.C. Division of Resident b Reactor Project 
Inspection. 7pp. 19671:112. 


8307300077 Foruards matl balances for Sept-Dec I9S1 operating period. 
Safeguards Info deleted (ref i0CFR3.790). 

HENSLEY.K. D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 

82/01/13. O’REILLY. J. P. Region 3. Atlanta. Office of the 
Director (81/03/01). 7pp. 19671:119. 


0307300080 Foruards matl balances far Dec 1981 - Feb 1982 operating 
period. Safeguards info deleted (ref I0CFR3. 790). 

HENSLEY.K. D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
82/03/05. O'REILLY, J. P. Region 3, Office of Director. 7pp. 
19671: 125. 


8307300083 Foruards matl balances for Feb-Apr 1983 operating 
period. Safeguards Info deleted (ref 10CFR2. 790). 

HENSLEY.K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
82/05/07. O'REILLY. JP. Region 3. Office of Director. Bpp. 
19671: 133. 


8307200086 Foruards matl balances for Apr-June 1983 operating period. 
Safeguards Info deleted (ref lOCFRS. 790). 

HENSLEY.K.D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
83/07/13. O'REILLY, J. P. Region 3. Office of Director. 7pp. 
19671: 140. 


--S3O730G091 Foruards Region II proposed license conditions to be 
inposed on NFS if startup approved t Div of Sys Integration 
comments Add] insp effort may result in more 
recommen dat ions. 

STELLO.V. Office of Inspection b Enforcemont. Office of the 
Director 79/13/07. BURNETT. R F Division of Safeguards. Ip. 
19671 147 


— 8307300096 Forwards Region II recommendations for license conditions to 
be inposed on NFS if startup approved Specific safety 
recommendations having impact on safeguards sys included 
Safeguards info deleted 

O'REILLY. J P Region 3. Atlanta. Office of the Director. 

79/11/21. BURNETT, R. F. Division of Safeguards llpp 19671 MB 


8307080648 Act receipt of 830407 Itr to NFS re proposed grounduater 
monitoring program for uaste lagoone on NFS proper ty. C i ty 
of EridSTi. 7N sltll plans to consider Banner Spr ing. ad jacen t 
to NFS holding lagoons, for watei source 

REAGAN.S. Tennessee, State of. 83/05/0? WVNOARDEN, S. Uranium 
Fuel Licensing Branch 3pp. 19364: 177. 


0307150449 Transcript of 830511 Commission meeting re revicu of 
NFS-Eruin settl ement. El emptions I U 10 in Mash mg ton. DC. Pp 
1-66. SJ Chtik 830706 memo releasing transcript end. 

* Commissioners. 83/05/11. 70pp 19540:335 


B3070806S9 Foruards response to IE Insp Rept 70-0143/83-17 b notice of 
violation Program Initiated to perform detailed 
contamination surveys of processing facilities to locate 
c on taoi nation sources. 

OUINK.F.K. Nuclear Fuel Services. Inc (subs of Getty Oil Co ). 
83/06/24. STOHR.J.P. Division of Emergency Preparedness t. Materials 
Safety. 4pp. 19364.321 


8307140193 Foruards IE Safeguards Insp Rept 70-0143/83-21 on 830517-20. 
No noncamp 1 1 anc e noted. 

STOHR.J.P Division of Emergency Pieparcdness 6 Materials Safety. 
83/06/28. QUINN.F.K. Nuclear Fuel Services. Inc. (subs, of Getty 
Oil Co.}. 2pp 19514.060. 


— 0307140199 IE Safeguards Insp Rept 70-0143/83-31 on 830517-20 No 
noncomp 1 lane e noted Major areas inspected measurements b 
statistical control s, independent insp effort b foilouup on 
previous insp f ind ing s. De ta 1 1 s withheld (ref 10CFR2.790I. 
BATES. J (4. . RICHARDS. D. L. Region 3. Office of Director. 
nCALPINE. E. J. Division of Emergency Preparedness b Materials 
Safety. 83/06/28. Ip. 19514:063 


8307140205 Act receipt of 830317 Itr re Rev S3 to fundamental nuclear 
matt cantrol plan. Changes consistent u/provlsions of 
I0CFR70 33(c) b acceptable. 

STWR.J.P. Division of Emergency Preparedness b Materials Safety. 
03/06/39. QUINN, F.K. Nuclear Fuel Ser'/lces. Inc. (subs of Oetty 
Oil Co. >. Ip 19532 044. 


8307140261 Ack receipt of 830216 Rev 51 to fundamental nuclear matl 
control plan. Changes consistent U/10CFR70 33(c> b 
accap tab 1 e. 

STOHR.J.P. Division of Emergency Preparedness b Materials Safety. 
83/06/39. QUINN.F.K Nuclear Fuel Services. Inc (subs, of Getty 
Oil Co. >. Ip 19533: 001. 


83070SO43S Foruards IE Safeguards Insp Rept 70-0143/83-34 on 030607-09 
No noncoinp 1 lance noted. 

STOHR.J.P Division of Emergency Preparedness b Materials Safety. 
03/07/01. QUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty 
Oil Co ). Spp. 19347:243. 


—0307000460 IE Safeguards Insp Rept 70-0143/83-34 on 830607-09. No 
noncomp 1 iance noted. Major areas inspected: security 
organ! cation. records, testing. barriers, lighting. assessment 
& cofflnunicat i on. De ta 1 Is uithheld. 

TOOIN.H-J.. ENNIS, J. Region 3. Office of Director MCGUIRE-D R. 
Division of Emergency Preparedness b Materials Safety 83/06/30. 
Ip. 19347:245. 


8307140247 Act receipt of 030216 t. 17 Itrs transmitting Revs 48 b 49 
to fondamantal nuclear matl control plan Revs consistent 
W/10CFA70. 32(c ) b acceptable. 

STOHR.jp Division of Emergency Preparedness b Materials Safety. 
83/07/01. GUINN.F.K. Nuclear Fool Services. Inc. (subs, of Oetty 
Oil Co. ) Ip. 19533:050. 


8307300462 Application for amend to License SNM-124, super sed ing 
810358 application by revising organiiation b 
adainistra t i on chart. 

QUINN.F.K. Nuclear Fuel Services. Inc. (subs of Getty Oil Co ). 
83/07/06. PAGEiR.O. Uranium Fuel Licensing Branch 34pp 
19673: 208 
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3307130430 Foruards proposed mods to license conditions for License 
SNM-134 scheduled for submietdl in Jan 1434. License 
condition section should be upgraded to include suggested 
mods . 

BOON®. A. L Uranium Fuel Licensing Branch. 03/07/ia IDEKER.R. 
Nuclear Fuel Services. Inc. (subs, of Oettg Oil Co. I. 4pp. 

199 &&: 335 


8307330135 Foruards "Daily Summary of Stack Monitoring" for airborne 
radioactivity concentrations during June 1933. 

GUINN. F K Nuclear Fuel Services. Inc. (subs, of Getty Oil Co. ), 
83/07/13. O'REILLY. J P. Region 3. Office of Director. Ip 
19326: 038 


— 3307380150 "Dally Summary of Stack Monitoring" for airborne 
radioactivity concentrations during June 1933. 

e Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 83/07/13. 

2pp. 19336:029. 


8307260492 PNO- n-83'035. an 830730. dur i ng maint on demister in shutdown 
ventilation sys. hydrogen flashback occurred at entrance to 
Furnace in Bldg 300 conplei.No Internal personnel 
contamination or release to environ detected. 

CORYELL. G. P. . BARR.K.P. Region 3i Office of Director. 03/07/21. 

2pp. 19734:010. 


DOCKEr 70-0168 NUCLIDE CORP. . STATE COLLEGE. PA 


3307380173 IE Insp Findings {. Licensee Ack dtd 830629 of License 
SNM-183. Insp flndlngiino violations observed. 

LADUM. R H. Reaion 1. Office of Director. 03/06/29. !p. 19792;092. 


DOCKET 70-0323 CALIFORNIA. UNIV. OF. LOS ANGELES. CA 


3307260321 Forwards IE Insp Repts SO-142/03-02 i 70-0223/83-01 on 
83062B.No noncompl lance noted. 

NQRDERHAUG. L. R. Region 3. Office of Director. 03/07/08. O'NEILtR. 
Californiaa Univ. o.f. Los Angeles. 2pp. 19734:156. 34X 

Flche: 50-143. 83/07/08.8307360521. 


•B30726052B IE Insp Repts 50-142/03-03 h 70-0323/83-01 on 830638. 

No noncomplianct noted. Major areas Inspected: SSNM Inventory. 
NELSON.®. B. , NOROERHAU®, U. R. Region S. Office of Director. 
83/07/03. 3pp. 19734:158. 24X Flche: 50-142. 03/07/08. 8307260321. 


8307260443 Forwards modified Page 3 to IE Insp Repts 50-143/83-03 b 
70-0323/83-01 summariiing SNM physical Inventory. 

NORDERHAUG. L. R. Region 5. Office of Director. 83/07/20. Q'NEIL.R. 
California. Univ. of. Los Angeles. Ip. 19731:284, 34X 

Flche: 50-142.83/07/20. B3O7P60443. 


— 8307260444 Modified Page 3 to IE Insp Repts 50-142/83-03 b 
70-0223/83-01 on 330620. 

e Region 5, Office of Director. 03/07/20. Ip. 19731:285. 24X 

Flche: 50-142, 83/07/20. 0307260443. 


8307290134 Forwards IE Insp Repts 50-142/83-02 b 70-0223/83-01 re 
recent SNM inventory. 

WOaOHEAD.C. P. Hearing Branch 4. 83/07/28. FRVE. J. H. . DRISKT.e.O.. 

LUEBKErE.A. AbomU Safety and Licensing Board Panel. 6pp. 
19023:134. 24X Fie h e: 50- 1 42. 83/07/28, 83072901 34. 


DOCKET 70-0364 BABCOCK, b WILCOX CQ. , APOLLO. PA 


8307110605 Advises that Matls b Plant Protection Amend MPP-1 to 
License SNM-414 amended. revising License Condition 9.1 re 
Parks Township security plan for safeguarding SNM of 
moderate strategic significance as contained In end. 
RENTSCHLER. R. R. Fuel Facility Safeguards Licensing Branch. 
83/01/27- AUSTIN. M. A. Babcock b Wilcox Co. 2pp. 19391:319. 


8307010128 Responds to 830307 Itr re cancellation of Category II 
security plan fo-r safeguarding SNM of moderate strategic 
significance. Change acceptable. 

MARTIN. T.T. Division of Engineering & Technical Programs. 83/06/17. 
COLEMAN.W-L. Babcock b Wilcox Co. 2pp. 19175:321. 


8307140377 Forwards IE Safeguards Insp Rept 70-0364/03-04 on 830606-10. 
No noncompliance noted. 

MARTIN. T.T. Division of Engineering b Technical Programs. 83/06/27. 
COLEMAN. H.U. Babcock b UUcoa Co. 3pp. 19522:320, 


■8307140281 !B Safeguards Insp Rept 70-0364/83-04 on 03O6O6-IO.Mo 
nancomp 1 1 ance noted. Major areas Inspected: holdup 
measurements during dceomml isi oning. 

ZIBULSKY.H., WOLTNER.E. F. , DELLA RATTA, A. Region 1, Office of 
Director. 33/06/34. 3pp. 19322:332. 


8307130449 Advises that all future applications b fees for licensing 
actions. related correspondence b inyulrles should be sent to 
Region I as stated in end FR notice. Safeguards info should 
be sent to Dlv of Safeguards. 

ROUSE.L-C. Advanced Fuel b Spent Fuel Licensing Branch. 83/07/01. 
AUSTIN.M.A. Babcock b Wilcox Co. epp. 19510:039. 


8307190107 Act receipt of 830622 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0364/83-02. 
STAR08TECK1.R. Division of Project b Resident Programs. 83/07/11. 
COLQWI.M.L. Babcock b Wilcox Co. Ip. 19536:155. 


— 83O71S0112 Responds to NRC 030523 Itr re violations noted In IE Insp 
Rept 70-0364/83-02. Corrective actions: pressure sensing 
devices of increased sensitivity Insta 1 led. Add I ventilation 
sys reactivated by 830617. 

AUSTINtf1.A. Babcock b Wilcox Co. 83/06/22. STAROSTECKl. R. 
Dlvlelon of Project b Resident Programs. 3pp. 19536:156. 


83072201% Advises that lead case studies re status b disposition of 
low level radwaste disposal area at BbU Parks Township site 
will not be transferred to Region I ofc as discussed during 
S30412 meeting. 

R0U6E.L. C. Advanced Fuel b Spent Fuel Licensing Branch. 83/07/14. 
STAROS'reCKl. R. Division of Project b Resident Programs. ip. 

19692: »9. 


DOCKET 70-0371 UNC NAVAL PRODUCTS. INC. , UNCABVILLE. CT 


8307110647 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid b solid waste matls 
stored at eite. Request for exception from I0CFR7O. 91 should 
be submitted for storage of holding account waste discards. 
SHITHiC.N. Fuel Facility Safeguards Licensing Branch. 83/01/13. 
KlRKaU.F. United Nuclear Corp. 2pp. 19434:123. 


8307180009 Orants 830112 request for extension to complete receiver 
measurements for receipt of SNM. License condition permitting 
axtension to 830128 b 0203 added to Safeguards Amend KPP-1 
to License SNM-36B. 

BWNETTaR.F. Fuel Facility Safeguards Licensing Brench. 83/01/24. 
KlRKiU.F. United Nuclear Corp. Ip. 19967:399. 


S307110S71 Advises that revised Ref 29 to physical protection plan 
transmittad fay 830131 Itr acceptable. 

GHITHiC.N. Fuel Facility Safeguards Licensing Branch. 83/02/04. 
KIRKakf.F. United Nuclear Corp. ip. 19434:112. 


8307110524 Application to amend Licenses SNH-36e b 06-06884-01 
changing name of licensee to UNC Naval Products. 

CUNNIN(»IAM.K.A. United Nuclear Corp. 83/09/02. PAGE. R. 0. Uranium 
Fuel Licensing Branch. 4pp. 19434:129. 


—*8307110526 Responds to 830502 application to amend Licenses 6NM-36B b 
06-06884-01 changing name of 1 ictnsee. Payment of fee 
requested. 

HEISS.D. License Fee Management Branch. 83/06/03. AMY. 0. 0. 

United Nuclear Corp. 2pp. 19434: 129. 


8307110162 Requests six copies of App A, rtf in vendor 830902 
application b revised pages to Part I b Part II, to be 
Insertad In application for License 8NM-36a. Review will 
be continued upon receipt of addl info. 

BIDINCERiO.H. Uranium Fuel Licensing Branch. 83/06/28. AMY, 0. 0. 
United Nuclear Corp. 2pp. 19386:012. 


8307120253 Ack receipt of 830931 Itr Informing NRC of steps taksn to 
correct violations noted In IE Insp Rept 70-0371/83-02. 

Corrective actions withheld (ref tOCFR2. 7901. 

HARTlMiT.T. Division of Engineering b Technical Programs. 83/06/29. 
ANVtO.O. United Nuclear Corp. 2pp. 19429:004. 


8307220635 Forwards Exhibit A omittad from 830902 Itr.W/o and. 
KIRK.H.F. United Nuclear Corp. 83/06/29. CROW, H. T. Uranium 
Recovery Licensing Brench, Ip. 19697:078. 


B307I90030 Advises that License SNM-36B amended. changing nama of 
licensee b transferring control from United Nuclear Corp. UNC 
Naval Products Dlv, to UNC Naval Products, Dlv of UNC 
Resources. Inc. per 830902 application b 830629 suppl. 

PASE.R.e. Uranium Fuel Licensing Branch. 83/06/30. AMY, 0,0, 
United Nuclear Corp. Ip. 19962:323. 


8307200460 Confirms 830529 telcon. Nuclear criticality safety portion of 
license renewal should be approved as is.Complats rev to 
plant controls not achieved due to devotion of resources to 
criticality studies, license amends b control of operations, 

KIRKiU.F. United Nuclear Carp. 83/07/01. CROW.W, T. Uranium Fuel 
Licensing Branch. 2pp. 19672:249. 
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e307S100B6 Forwards IE Imp Flept 70-0371/83-04 on 630404-07 It notice 
of viola t Ion. Correc t ive actions stated in 620112 Itr not 
fully affective. Mpt eniphaslt on corrective actions stressed. 
GTAROSTECKIi n. Division of Project i Resident Programs. B3/07/07. 
AMY.O.a. United Nuclear Corp. 2pp. 1?66B: 236. 


—0307210009 Notice of violation from insp on 030404-07. 

« Region 1. Office of Director. 63/07/07. 2pp. 19660:240. 


DOCKET 70-0697 UNION CARBIDE CORP. . TUXEDO, NY 


8307110626 Clarifies safeguards licensing policy re inventory 
reiiulr cment ft of SNK contained in lisiuid It solid waste matls 
stored at site. Request for eiceptlon from 10CFR70. 51 sAould 
be subeitted for storage of holding account waste discards. 
SlilTH<C.N. Fuel Facility Safeguards Licensing Branch. 63/01/13. 
nCeOVEHN. J. J. Union Carbide Corp. 2pp. 19434:104 


— 6307210099 IE Insp Rept 70-0371/83-04 on 630404-07. Noncomptianc e noted: 
failure to park fuel-bearing carts in authorized locations It 
to evaluate In-plant & stack air samples ezeeeding limits. 

Inadequate level of raschlg rings in uaste receivers. 

RQTHi J. r ELSASBERr T. C. Region 1, Office of Director. 03/06/19. 

Spp. 19666:242. 


DOCKET 70-0376 ARMY. DEPT. OF. ADEUPHI. MD 


6307210094 Addl response to FOIA request for documents re Harry Diamond 
Lab. from 1963 to present, Forwards requested doc uments. Inf o 
partially withheld (ref FOIA Eiamption 6). 

FELTON-J.M. Division of Rules and Records. 63/03/07. SIMPBON.C. 
Affiliation Unknown. 2pp. 19783:319. 


—8307210330 Insp Repts 70-0378/01-01.30-12439/01-01.30-12436/81-01 tc 
30-12430/61-01 on 810616. No noncamp 1 lance noted. 

• Region 1. Philadelphia. Office of the Director. 61/06/23. Spp. 
19764; 390. ' 


—6307210341 Discusses Insp Repts 70-0378/78-01,30-12430/78-01. 
30-12479/78-01. 30-1 2433/7e-01, 30-12436/70-01 1. 

30-12840/70-0! on 700200. No noncompliance noted. 

MCCLINTOCK. R. 0. Region 1. Philadelphia. Office of the Director. 
79/02/27. RAMSDEN, J. Army, Dept. of. 2pp. 19709:006. 


—0307210347 IE Insp Repts 70-0378/70-02. 30-12439/78-02, 30-12436/78-02 fc 
30-12438/78-02 on 761 126 Ic 29. No noncompliance issued. 

MCCLINTOCK, R. 0, Region 1, Philadelphia. Office of the Director. 
70/12/07. 7pp. 19769:008. 


—8307210390 IE Insp Repts 70-0376/78-01,30-12433/70-01.30-12436/78-01. 
30-12436/78-01,30-12840/78-01 I. 30-12479/78-01 on 780200. No 
none amp 1 lance noted. 

COSTELLO, 0., MCCLINTOCK. R. 0. Region 1, Ph i ladelph ta. Office of the 
Director. 78/02/19. 9pp. 19789:019. 


DOCKET 70-0390 COMMERCE. DEPT. OF. WASHINGTON, DC 


0307110623 Clarifies safeguards licensing policy re Inventory 
requirements of SNM contained in liquid I. solid waste mails 
stored at site. Request for exception from 10CFR70. 91 should 
be submitted for storage of holding account waste discards. 
BMITHiC.N. Fuel Facility Safeguards Licensing Branch. 63/01/13. 
HOBBS, T.O. Commerce, Dept. of. National Burtau of Standards. 2pp. 
17434: 102. 


8307110691 Withdraws License Conditions 6.4 I. 6.9 from Safeguards 
Amend MPP-3 to License 8NM-36a. requiring reporting of 
intentional discards I, inventory differences on monthly 
bases. NUREO/BR-0006 instructions should be followed. 

RBNTBCHLER. R. R. Fuel Facility Safeguards Licensing Branch. 
83/01/24. HOBBS. T.O. Commerce, Dipt. of. National Bureau of 
Standards. Ip. 19434:073. 


8307010013 Forwards physical security plan for f ac 1 1 1 ty, updated through 
Rev 3. Plan withheld. 

VOTHiH.H. Union Carbide Corp 83/04/21 CARLSON, 0. Office of 
Nuclear Material Safety L Sa f eguards, Dlroc tor. Ip. 19124:362. 24X 

Ficho: 50-054, 83/04/21. 6307010013. 


8307190264 Informs of plans far spent reactor fuel shipment to DOE 
Chemical Froceislng Plant at Idaho Falls, ID In early Sept 
1983. Battclle DMl-i shipping cask will contain 24 MTR type 
elements. Route approved in Dec 1982 will be used. 

HART.H.C. Union Carbide Corp. 03/06/20 HILLMAN, C. Physical 
Security Licensing Branch. 2pp. 19656:210. 


8307140099 Forwards IE Insp Rept 70-0607/03-02 on 030931-0603. No 
noncompl lance noted. 

STfWOSTECKI, B. Division of Project 6 Resident Programs. 03/06/27. 
HCeOVERN. U. J. Union Carbide Corp. 2pp. 19923:216. 


•6307140106 IE Insp Rept 70-0687/83-02 on 030931-0603. No none otnp I lance 
noted. Major areas ins pec t cd : or gan 1 lat ion, fac i 1 1 1 y changes 
4. mods, safe ty committees, operations review I. nuc tear 
criticality safety. 

ROTHiJ. Region 1, Office of Director ELBABSER. T. C. Division of 
Preject 1. Resident Programs. 63/06/24. 9pp. 19923:218. 


DOCKET 70-0693 WESTINOHOUSE ELECTRIC CORP., PITT6BUR0H. PA 


0307010129 Act receipt of 830607 1 fcr Informing NRC of steps taken to 
correct violat<oni noted in IE Insp Rept 70-0698/83-01 
HARTIN.T.T- Division of Engineering 1. Technical Programs. 93/06/24, 
NARDIiA.J. Uestlnghouse Electric Corp Ip 19166:339. 


— 8307010131 Responds to NBC 630930 itr re violations noted In IE Insp 
Rept 70-0695/83-01. Corrective act Ions; drums filled u/low 
level contaminated soil Inspected I. mixed w/cement to bind 
moisture. 

SAl-M.D. r. Uestlnghouse Electric Corp. 03/06/07. MARTIN, T.T. 
Divislen of Engineering i. Technical Programs. 2pp- 19168:336 


DOCKET 70-0734 OA TECHNOLOGIES, INC-. BAN DIEGO, CA 


8307110613 Clarifies safeguards licensing policy re Inventory 
requirements of SNM contained in liquid U solid waste matls 
stored at site. Request for exception from 10CFR70. 91 should 
be submitted for storage of holding account waste discards. 
BKITHiC-M. Fuel Facility Safeguards Licensing Branch. 83/01/13, 
HGHRYiK.R. OA Technologies, Inc. /General Atomic Co. 2pp. 
k9434:096. 


8307110601 Advises that Sections 1-8 of Matls 1. Plant Protection Amend 
MPP-1 to License SNM-696 revised In entirety as contained in 
end re HTGR fuel fabrication operations. 

BROWN, U.O. Fuel Facility Safeguards Licensing Branch. 83/02/09, 

OA Technologies. Inc. /General Atomic Co. 6pp. 

19391:313. 


8307270449 Advises that radiological contingency plan required to be 
submitted by licensee per Commission 810211 order reviewed 
I. meets requirements. SER enc 1. Requests amend to License 
BNM-362 be processed. 

FISHER, F.D. Uranium Fuel Licensing Branch- 83/07/10. CROW,H.T. 
Uranium Fuel Licensing Branch. Ip. 19002:327. 


8307110699 Approves request for extension of schedule for completing 
physical protection mods 1. procedures contained In 030222 
Itpi provided compensatory measures implemented to reposition 
guard to maintain surveillance. 

BROMN.W.D. Fuel Facility Safeguards Licensing Branch. 83/02/29. 
HOHKY.M.R. OA Technologies. Inc /General Atomic Co Ip. 19434:074. 


— 8307270447 BER supporting radiological contingency plan required by 
licensee per Commission order 810211. 

FISHER, F.D. Uranium Fuel Licensing Branch. 83/07/18. 4pp. 

19802; 328. 


DOCKET 70-0972 MONSANTO RESEARCH CORP. . DAYTON, OH 


8307090018 Part 21 evaluation rept re mlsmarklng of ten 1,000 mCi 
Am-241 sources as 1,000 uCl.GC insp procedure changed, 
requiring that markings be recorded on insp form. 

HOADLEY.S.D. Monsanto Co. 83/06/20. Region 3, Office of 
Director. 5pp. 19220:058. 


8307080490 ENVIRONMENTAL IMPACT APPRAISAL RELATED TO SPECIAL NUCLEAR 
tIATERIALB LICENSE NO. 8NM-696. Doc ket No. 74-734, 

(GA Techfiologles, Inc. ) 

a Division of Fuel Cycle 1. Material Safety. NUREO-0994. 03/06/30. 

d,9pp- 19264:122. 


8307120304 Oiscusset IE Safeguards Insp Rept 70-0734/03-06 conducted on 
830619,16 1. 20. No none omp 1 ianc e noted. Major areas inspected; 
program for safeguarding SNM under 10CFR73 !< approved 
security plan. Rept withheld (ref 10CFR73.2I). 
fWWDERHAUO, L, R, Region 9, Office of Director. 83/07/06. 

PARKER. J.H. OA Technologies. Inc /General Atomic Co. 2pp. 

19429:079. 
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e3071S0I0£! Discus'ses IE SafeguariJi Insp Rept 70-07?4<'e3-09 conducted 
on 330613-17. No noncomp Han c e noted Major areas inspected- 
program for control !< accounting of 5NM. Insp rept withheld 
(ref 10CFR2. 790). 

NORDERHAUG. L. a. Region 3. Office of Director. 83/07/0B. 

PARKER. J.W OA Technologies. Inc. /(Jenera 1 Atomic Co. 2pp. 

19423: 07(3. 


DOCKET 70-0754 OENERAL ELECTRIC CO.. PLEASANTON. CA 


3307110702 Clarifies safeguards licensing policg re inventory 
requirements of SNM contalnsd In liquid ^ solid waste matfs 
stored at site. Request for eiception from I0CFR70 31 should 
be submitted for storage of holding account waste discards. 

SMITH. C N Fuel Facility Safeguards Licensing Branch. 03/01/13. 
CUNNINOHAM. 0, E. General Electric Co. 2pp. 19434:077. 


DOCKET 70-OB01 QH 10 STATE UNI V. . COLUMBUS. QH 


8307200432 Forwards IE Safeguards Insp Repts 50-1S0/S3-OI. 70-0001/83-01 
tc 70-0966/03-01 on S30412-13 b notice of vl o lat 1 on. Enc 1 s 
withheld Cref I0CFR2. 790). 

MILLER. J.R. Region 3. Office of Director. 83/03/09. REDHONO.R.F. 
Ohio State Urvlv. 2pp. 19797:236. 24X Fi cha; 30-130. 03/05/09. 

0307260432. 


0307060033 Act receipt of 030607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-iSO/BS-OI. 

70-0801/03-01 a 70-0966/03-01. Response withheld (ref 
10CFR2. 790). 

MILLER. J.R. Region 3. Office of Director. 03/06/30. CRAMBUETT. H. O. 

Ohio State Unlv. !p. 19237:240 24X FIche: 30-150. 63/06/30. 

0307060005. 


DOCKET 70-0020 UNITED NUCLEAR CORP. . MOOD RIVER JUNCTION. Rl 


8307050201 Forwards new survey data sheets for Insertion into final 
survey rept. Section I 

HELOEEON. K. A. United Nuclear Corp. 63/06/02. CRON.U. T. Officd of 
Nuclear Material Safety t. Safeguards. Director. 200pp. 19260:171. 


6307090102 Application to amend License SNM-777. releasing third floor 
celling of Columns Touer for unrestricted use. based on 
application of ALARA concapt to areas containing residual 
contamination in eicess of NRC decontamination guidelines. 

HELOESON. K. A. United Nuclear Corp. 03/06/06. CROU.H.r. Office of 
Nuclear Material Safety <c Safeguards. Director. 6pp. 19366:051, 


8307150375 Quarterly status rept re investigation of radioactive 
contaminan t s at facility. 

WARNER. D.L. Don L- Warner. Inc. NnC-02-e0-076. 03/06/24. 

WVNOARDENi 8. D. Office of Nuclear Material Safety k 
Safeguards. Director. 2pp. 19596:337. 


0307150349 Forwards United Nuclear Corp Recovery Sys 830606 application 
requesting release of third floor of Wood River Junction 
facility & NRC guidelines for decontamination. Comments 
requested within 60 days.W/o ends. 

CROW.W.T. Uranium Fuel Licensing Branch. 03/06/30. KICKEV.J.E. 
Rhode Island. State of. Ip. 19340:346. 


8307190011 Forwards well summary sheets h analyses For Mar. Apr & Hay 
1903. 

HELOESON. K. A. United Nuclear Corp. 83/07/01. CROW. U. T. Office of 
Nuclear Material Safety & Safeguards. Director Ip 19569:306, 


— 8307190015 Well summary sheets k analyses for Har.Apr tc Hay 1903. 

MULLER. J.J.. MENDES.T. Controls for Environmental Pollution. Inc. 
33/07/01. 25pp. 19569:307. 


8307220147 Forwards resurvey data sheets for wells t> floors for 
insertion into Section 1 vols of final survey rept.AddI 
copies transmitted under separate cover 

HELOESON. K. A. United Nuclear Corp. 83/07/07. CROU.N.T. Office Of 
Nuclear Material Safety tc Safeguards. Direc tor. 14pp, 19692:267. 


6307250517 Advises that no action required on 820426 request to 
termlliate sampling of leak detection sys associated 
w/SOO.OOO gallon storage tank. as tank ti piping sys removed. 
PAOE.R.O. Uranium Fuel Licensing Branch. 83/07/14. GREOO.R.J. 
United Nuclear Corp. Ip. 19740:180. 


0307280318 Ack receipt of 630316 Itr requesting withdrawal of two 
violations noted in IE Insp Rept 70-0620/83-01. Violations 
not uii thdrawn. Std work permit not issued to cover removal of 
contaminated floor. Alpha survey meter required. 

STAROSTECKl.R. Division of Project k Resident Programs. 03/07/20. 
AKV.J.Q United Nuclear Corp. 2pp. 19769:234. 


—S307280319 Responds to NRC 030304 Itr re violations noted in IE Insp 
Rept 70-0820/03-01. Corrective ac t ions: generic std work 
permits put in place covering nonroutine operations k survey 
meter provided. Requests withdrawal of violations. 

GREOO.R.J. United Nuclear Corp 03/03/16. MARTIN. T.T. Division 
of Engineering k Technical Programs. 3pp. 19709:236. 


DOCKET 70-0024 BADCOCK k. WILCOX CO. . UYNCHBURO. VA 


8307110654 Clarifies safeguards licensing policy re Inventory 
requirements of SNM contained In liquid k solid waste matls 
stored at site. Request for eiception from 10CFR70. 51 should 
be submitted for storage of holding account waste discards. 
BHITH.C.N. Fuel Facility Safeguards Licensing Branch. 83/01/13. 
OLSEN.A.F. Babcock k Wilcox Co. 2pp. 19434:063. 


8307190013 Forwards replacement page to 030615 application to amend 
License SNI1-770. No change in possession limit of Irradiated 
fuel requested. 

□LSEN.A.F. Babcock b Wilcox Co. 83/07/01. CROW. W. T. Uranium Fuel 
Licensing Branch. 2pp. 19656:048. 


8307290140 Ack receipt of 830621 Itr informing NRC of steps taken to 
correct violation noted In IE Safeguards Insp Rept 
70-0824/83-02. 

BTOHRiJ.P. Division of Emergency Preparedness t< Materials Safety. 
83/07/08. ENOELDER.T.C, Babcock 8. Wilcox Co. Ip. 19815:361. 


— 8307290143 Responds to NRC 830527 Itr re violation noted in IE 
Safeguards Insp Rept 70-0824/03-02. Carr ec tlve actions 
withheld Iref 10CFR2. 790). 

ENOELDER.T.C- Babcock 1. Wilcox Co. 83/06/24. STQHR.J.P. 
Division of Emergency Preparedness ti Materials Safety, Ip, 
I98I5: 362. 


DOCKET 70-0966 OHIO STATE UNIV. . COLUMBUS. OH 


8307200452 Forwards IE Safeguards Insp Repts 50-1S0/S3-O1. 70-0001/83-01 
fc 70-0966/83-01 on 030412-13 k notice of violet Ion. Enc Is 
withheld (ref 10CFR2. 790). 

KILLERiJ.R. Region 3. Office of Director. 83/05/09. REDMOND. R.F, 
Ohio State Unlv. 2pp. 19797:250. 24X Fiche: 50-150. 83/05/09. 

8307200452. 


8307060085 Ack receipt of 030607 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-150/03-01. 

70-0801/93-01 k 70-0966/03-01. Response withheld (ref 
1OCFR2.790). 

HtLLER.J.R. Region 3. Office of Director. 03/06/30. CRAMDLETT. H. 0. 

Ohio State Unlv. Ip. 19237:240. 24X Fiche: 50-150. 03/06/30. 

0307060005. 


DOCKET 70-1007 GENERAL ELECTRIC CO. . SAN JOSE. CA 


8307260470 Forwards IE Insp Rapt 70-1007/03-01 on 830512-10. No 
noncompl lance noted. 

BOOK.H.E. Region 5. Office of Director. 83/07/19. DARMITZEL. R. W. 
Oeneral Electric Co. Ip. 19732:342. 


— 8307260432 IE Insp Rept 70-1007/83-01 on 030512-18. No noncompliance 
noted. Major areas inspect ed : confirmatory survey of Bldg J to 
establish that bldg can be released for unrestricted use. 
BROCK.D.L.. ZURAK0W5KI. P. R. . PANO. J. F. Region 5. Office Of 
Director. 83/07/07. I6pp. 19732:343. 


DOCKET 70-1100 COMBUSTION ENOINEERINO, INC.. WINDSOR. CT 


8307110658 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid k solid waste matls 
stored at site. Request for exception from tOCFR70. 51 should 
bo lubflittod for storage of holding account waste discards. 
SHITH.C.N. Fuel Facility Safeguards Licensing Branch. 83/01/13, 
LICHTENBEROER Combustion Engineering. Inc. 2pp. 19434:065, 


0307250507 Forwards matls re Implementation of US/IAEA safeguards 
agreement program under 10CFR7S. Comp le ted design Info 
questionnaire requested by 030022. W/o ends. 

BURNETTiR.F. Division of Safeguards. 03/06/20. LICHTENBEROER 
Combustion Engineering. Inc. 3pp. 19720:352. 


0307060330 Responds to 830204 Itr re changes to C-E fundamental nuclear 
matl control plan. Two sections not accep tab le. due to 
decreased effectiveness of matl control 6 accounting 
program.Revs requested within 30 days. 

ilARTINiT.T. Division of Engineering k Technical Programs, 83/06/30, 
LICHTENBEROER Combust ion Eng inecring. Inc. 3pp. 19234:144. 
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8307290314 Advises that subirission date for IAEA design Ittfa 
questlonatre e i tended. Every effort should be eipended to 
complete questionnaire as soon as passible or by 830806. 

BURNETT. R F. Division of Safeguards. 83/07/21. LICHTENBERSER 
Combustion Engineering, Inc. Ip. 19SSB:IS6. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 


B30711O9B4 Advises that License Condition 2.1 to Amend KPP— 3 to Lieenpo 
SNM-1097 r evi sed, Incorpora ting revs to fundamental nuclear 
matl control plan. per 821210 b 23 Itrs. 

SMITHiC.N. Fuel Facility Safeguards Licensing Branch. 83/01/10. 
VAUGHAN, C.M. General Electric Co. Ip. 19391:310. 


8307110996 Clarifies safeguards licensing policy re inventory 
requirements of 6NM contained In liquid t, solid uaste metis 
stored at site. Request for esception from 10CFR70. 91 should 
be submitted for storage of holding account yaste discard!. 

SMITH, C.N. Fuel Facility Safeguards Licensing Branch. 83/01/13. 
VAUGHAN, C. General Electric Co. 2pp. 19391:323. 


8307110671 Advises that License Condition 2. 1 of Amend KPP-3 to License 
8NM-1097 amended, add ing second paragraph inadvertently 
omitted from NRC 830110 Itr re fundamental nuclear matl 
control plan. 

BMITHpC, N. Fuel Facility Safeguards Licensing Branch. S3/02/OI. 
VAUGHAN, C.M. General Electric Co. Ip. 19434:072. 


8307070048 Foruards revs to fundamental nuclear matl control plan for 
fuel fabrication facility in Ml Imlngton, NC, per 
10CFR70. 32(c ). Revs uithheld (ref 10CFR2.790). 

VAUOHAN.C.M. General Electric Co. 83/06/17. □ 'REILLY. J. P. Region 

2. Office of Director. Ip. 19293:299. 


8307140324 Forwards IE Safeguards Insp Rept 70-1113/83-19 on 830931- 
0603. No noncompliance noted. 

STQHR.J. P. Division of Emergency Preparedness 6 Matsrlals Safety. 
83/06/29. LONO.J.A. General Electric Co. 2pp. 19914:097. 


—8307140330 IE Safeguards Insp Rept 70-1113/83-19 on 830931-0603. No 
noncompliance noted. Major areas inspec t ed: ver 1 f ica tion of 
esport shipment L measurement control program. Details 
withheld (ref 10CFR2.790). 

BATES.J.U. Region 2, Office of Director. MCALPINE, E. J. Dlvielon 
of Emergency Preparedness L Materials Safety. 03/06/28. Ip. 

19914: 099. 


DOCKET 70-1143 WESTINOHOUSE ELECTRIC CORP, , PITTSBURGH, PA 


8307110698 Clarifies safeguards licensing policy re Inventory 
requirements of 5NM contained in liquid L solid uaste metis 
stored at site. Request for esception from 10CFR70. 91 should 
be submitted for storage of holding account uaste discards. 
SMITHiC.N. Fuel Facility Safeguards Licensing Branch. 83/01/13. 
NARDIiA. J. Uestlnghouse Electric Corp. 2pp. 19434:079. 


8307120213 Ack receipt of 830624 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1143/03-01. 

STARDSTECKI. R. Division of Project t, Resident Programs. 83/06/30. 
JACOBI, W.M. Westfnghouse Electric Corp, ip, 19423:269. 


—8307120224 Responds to NRC 830606 Itr re violations noted In IE Insp 
Rept 70-1143/83-01. Corrective act ions: spec ial air 
investigations of Stacks 77,72 (< 76 Initiated Procedures 
CS-IH-0301 L CS-IH-0202 revised. 

JACOBI, W.H. Westlnghouse Electric Corp. 83/06/24. STAROaTECKIi R. 
Division of Project L Resident Programs. 2pp. 19423:870. 


8307130436 Advises that all future applications & fees for licensing 
actions, related correspondence 6 inquiries u/e<ceptlDn of 
safeguards licensing matters should be sent to Region I 
as stated In oncl FR notice. 

ROUSE, L.C. Advanced Fuel i. Spent Fuel Licensing Branch. 83/07/01. 
NAROIiA.J. Westlnghouse Electric Corp. 7pp. 19910:027. 


8307220120 Advises that lead case studies re status U disposition of 
lou level raduaste disposal area at B&W Parks Township site 
will not be transferred to Region 1 ofc as discussed during 
830412 meeting. 

ROUSE, L.C. Advanced Fuel U Spent Fuel Licensing Branch. 83/07/14. 
STARDSTECKI, R. Division of Project 6 Resident Programs. Ip. 

19692; 329. 


DOCKET 70-ltSl WESTINOHOUSE ELECTRIC CORP. , PITTSBURGH, PA 


8307110990 Confirms agreement that 020910 request for one time 
■ lenptlon from requirement of 10CFR70. 91 If ) ( 9) not needed. 

No further action taken. 

SMITHiC.N. Fuel Facility Safeguards Licensing Branch. 83/01/12. 
NARDI.A.J. Westlnghouse Electric Corp. Ip. 19391:311. 


8307110698 Clarifies safeguards licensing policy re inventory 
requirements of SNM contained in liquid (i solid waste matls 
stored at site. Request for iiceptlon from 10CFR70. 91 should 
be subeiltted for storege of holding account uaste discards. 
SMITHiC.N. Fuel Facility Safaguards Licensing Branch. B3/01/13. 
NARDIiA.J. Westlnghouia Electric Corp. 2pp. 19434:079. 


8307110974 Forwards ntu license conditions to Amend MPP-I of License 
aNM-1107i grant ing 020429 request for exemptions from Items 
8i3 & 4 of 10CFR70. 97(b). No exemption needed for Item 1. 
Fundamental nuclear matl control plan needs to be espandsd. 
BURNETTiR.F. Division of Safeguards. 83/01/17. NAR01,A.0. 

Uestlnghouse Electric Corp. 2pp. 19391:307. 


8307110181 Act receipt of 830421 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-1191/83-09. 

STOHRiJ.F. Division of Emergency Preparedness ti Mitsrlals Safety. 
83/09/89. BRITTDNiW.H. Ueetinghouse Electric Corp. Ip. 19374:082. 


— 8307110187 Responds to NRC 830406 Itr re violations noted in IE Insp 
Rept 70-1191/83-05. Corrective actions ulthhtld 
(raf 10CPR2, 790). 

BRITTON.M.H. Wastinghousa Electric Corp. 83/04/21. O'REILLY, J. P. 
Regions, Office of Director. Ip. 19374:083. 


B307140047 Extends invitation to attend 830624 enforcement conference 
at lit# to discuss mgt control L accountabil 1 ty, per 830610 
telcon. 

BTOHRiJ.P. Division of Emtrgancy Preparedness L Materials Safaty. 
83/06/19. BRITTON.U.H. Wastinghauia Electric Corp. Ip. 19914:226. 


8307140496 Forwards IE Insp Rapt 70-1191/83-07 on 830916-20. No 
nonconpllance notad. 

STDHRiJ.P. Division of Emergtncy Prtparadnsst L Mattrlali Safaty. 
83/06/84. BRITTON.M.H. Wastinghousa Elactrlc Corp. 2pp. 

19981: 198. 


— 8307140460 IE Insp Rept 70-1191/83-07 on 830916-20. No noncomp lianca 
notad. Major areas inspec ted: organl lat ion, internal ravlau b 
audit, training, safety commit tees, fee 11 Ity mods, operations tc 
previous insp findings, 

CaRVea..e.P. Raglon 2, Office of Director. MCALPINE, E. J. 
Division of Emergency Preparedness b Materials Safaty. 83/06/23. 
4pp. 19921:200. 


8307140325 Foruards IE Safaguards Insp Rept 70-1191/63-09 on 830923-27. 
No noncamplianca noted. 

STOHRiJ.P. Division of Emergency Preparedness b Materials Safety. 
83/06/». BRITTON.W. H. General Electric Co. 2pp. 19914:094. 


— 8307140327 IE Safeguards Insp Rapt 70-1191/03-09 on 830923-27. No 
noncompliance noted. Major artas tntpectcd:measurafflant 
control b statistical b Inventory (measurement) 
varlflcatlon. Detal Is withheld (ref 10CFR2.790). 

8A8A005,J.H. Region 2, Office of Director. MCALPINE. 6. J. 
Otvielen of Emergency Preparedness b Materials Safaty, 63/06/27. 
Ip. 19914:096. 


DOCKET 70-1193 KERR-MCOEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


8307110634 Clarlflts safaguards licensing pglley rt Invtntory 
roqulromints of SNM contalnad in liquid b solid waste matls 
stored onsite. Appropriate revs to fundamental nuclear matls 
control plan should bt submlttad. 

SMITHiC.N. Fuel Facility Safeguards Llctnslng Branch. 83/01/13. 
SHELLEYiU. J. Kerr-McOle Nueltar Corp. 2pp. 19434:131. 


B307110S93 Advises that Section 9.0 of Matli b Plant frotaction 
Amend HPP-3 to License BNM-lt74 amended, revising License 
Condition 9. 1, incorporating 821111 rtvs to standby physical 
locurtty plan for Cimarron Pu Plant. 

DUBEiR.J. Fuel Facility Safeguards Licensing Branch. 63/01/21. 
ai£LLeY,U.J. Karr-McOae Nuclear Corp. Ip. 19391:322. 


8307140497 Advises that all future applications for lUanslng actloni, 
'related correspondence b Inquiries, exc lud ing safeguards 
Ilconilng matters, should bt sent to Region III ofc, as 
stated in end FR notice. 

ROUSEiL.C. Advanced Fuel b Spent Fuel Licensing Branch. 63/07/01. 
aiELLEYiH.J. Kerr-McOtt Nuclear Corp. app. 19926:036. 
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8307S3007& Notlflt* that official lioctat b NRC uoriing fllo for 
Cieanfi 8NM-I[74 tranlftrrid to Rogion III ofc p*r rtgional 
lieanting prograa. No ponding liconolng octloni in gragroio 
at tlmo of trantfor. 

ROUSE. L.C. Advinctd Fool ti Spont Pool Liconiing Branch. B3/07/i4. 
HINOiJ.A. Dlvtflan of Radiological & Matorlali Safotg Prograat. Ip. 
19491:343. 


DOCKET 70-1201 BABCOCK t( WILCOX CO. . LYNCHBURO. VA 


8307110740 Clarlfiti tafaguardo liconolng polieg ro invontorg 
rotulromantf of SNn eontalnod in liquid (■ tolld waoto aatlo 
itarad onoitt. Approprla to rovo to fundanontal nucloar natlo 
control plan thould ba lubnlttod. 

SfllTHiC.N. Fual Faellltg Safaguardo Liconolng Branch. 83/01/13. 
FORDiiJ.T. Babcock tiUilcoi Co. Spp. 19434:140. 


8307110443 Advicat that Baftguardo Amend MPP-S to Liconoo 8NH-lt46 
Tovlaodi changing Liconoo Conditieno 2. 1 L 3. 1 b adding now 
Condition 4. 12 ai conta inod in and. p or B2il24 1 tr b roquoot 
for partial oranption fron 10CFR70. 97(b) ( 1 1 1. 

8URNETT.R.F. Dlvlilon of Safaguardo. 03/02/07. F(}RD.U.T. Babcock 
(c Ullcoi Co. 2pp. 19391:360. 


8307010003 IE Safoguardt Inop Rapt 70-1201/83-03 on 820228-830304. 
Noneoapllanea notad: fal lura to rtvltu b audit all aopacto 
of •oaouraoitnt pregraoi* on annual baolo.Datallo withhold 
(rof 10CFR2.790). 

CLAYiE.L. Region 2. Office of Director. dCALPINE. E. J. Dlvltien of 
Eaorganev Proparadnooa Ic Hatarialo Safety. B3/04/27. Ip. 

19173:390. 


8307010140 Ferworda notice of violation from IE Safoguardo tnop Ropt 
70-1201/B3-03 an e3022e-0304.Notlea withhold 
(rof lOCFRS. 790). 

BTOHRiJ.P. Dlviaion of Eaorganey Proparodnoit b Moterialo Safatg. 
83/04/27. ALTO.R.A. Babcock bUilcoK Co. 2pp. 19173:348. 


8307010041 Aek racalpt of 830927 Itr informing NRC of otopo takan to 
corraek vlolatlont notad in IE Intp Rapt 70-12OI/S3-03. 

STOHRiJ.F. Dlvlclon of Emargancy Prapartdnttt b Natarialt Safatg. 
83/04/17. ALTO.R.A. Babcock b Hlleoi Co. ip. 19173:344. 


"8307010064 Raipondt to NRC S30427 Itr ra violation! notad in IE Inap 
Rapt 70-1201/B3-03.Corraetlva aetlent wlthhald (raf 
10CFR2. 790). 

ZEFF.D.W, Babcock ti Ulleoi Co. 83/09/87. BTOHR.U.P, Oivialon of 
Emargancy Prtparadnaaa b Hatarialo Safety, ip. 19173:347. 


8307140344 Ferworda IE Safoguardt Inop Rapt 70-1201/93-09 on B30931- 
0403, No nonceppllanco noted, 

BTOHR.J.F. Divlalon of Emarganey Proparidnoaa b Matorlala Safaty. 
83/04/23. ALTO.R.A. Babcock bHllcoiCo. 2pf. 19914:048. 


—8307140377 IE Safaguarda Intp Rapt 70-1201/83-08 on 830931-0603. No 
nonconplianca netod. Hajor aroao Inopoctod; Internal control, 
thlpplng b racalvlng L followup on provloui Intp findlngt, 
OatalU withhold (raf 10CFn2.790). 

UONEB. D. M. . RICHARDS. B.L. Region 2. Off ice of Director. 
HCALPlNEi E. U. Divlalon of Emarganey Praparodnota b Matorlala 
Safaty. 83/04/28. Ip. 19814:090. 


8307140279 Foruorda IE Safoguardt Intp Rapt 70-1201/83-07 on 
830914-20. No noncomp 1 lance netod. 

STOHRiJ-R. Divlalon of Emorgoncy Proparodntoi b Hotorlala Safaty. 
83/04/28. ALTO.R.A. Babcock b Nllcoi Co. 2pp. 19914:091. 


"8307140283 IE Bafoguarda Intp Ropt 70-1201/83-07 on 630914-20. No 
neneonpl lance noted, Major araat lntptctod:MC-e9212B phytical 
Inventory obaorvatlon b MC-e9213B phytical Invantory 
verification. Datalla wlthhald (rof I0CFR2. 790). 

CLAYiE.L. Region 2. Office of Dlroetor. MCALPINE. E. J. Oivialon 
of Emirgoncy Praparodntta L MatoriaU Bafaty. 83/06/26. Ip. 
19914:083. 


8307110043 Ferwarda ranawad Matte Llcanat 8NH-1 148. Roquetti for amend 
ahould ba aubmittad In form of raplacomant pagoa to 
candtttena tact Iona. Llcanta eipirti on 880931. 

PAOe.R.O, Uranium Fual Lletnalng Branch. 83/04/89. FORD.U.T. 
Babcock (. Hllcci Co. Ip. 19384:309, 


"8307110047 Renewed Matla Llcanta 8NM-114B for BbM.authorlilng tboragt 
of U htiafluerlda. fabrication of U dloilda b pottoation b 
uaa of atalad oourcaa (Pu b Ca) b poiieitlen of 
unlrradlatad raacter fual at other altaa in US. 

CROW.W.T, Divlalon of Fual Cycle b Hatarlal Safety. 83/04/29. 

4pp. 19364:304. 


"8307110070 SER aupportlng laauanea of raneutd MatU Lleenai 8NM-U6B. 
K08LA.B.M.. KETZLACH.N.. CROH.M.T. Dlvlilon of Putl Cycle b 
Matarlal Safety. 83/09/10. 9Ipp. 19384:318, 


DOCKET 70-1297 EXXON NUCLEAR CO. . INC.. RICHLAND. WA 


8307110643 Clarifiot tafeguarda lletnalng policy re inventory 
requlromenta of 8NH contained in liquid b aoltd uaite matla 
atorad at lita.Rtquoat for oicoptton from 10CFR70. 91 should 
ba aubmittad for storage of holding account waote dlacarda. 

SHITH.C.N. Fuel Facility Safeguards Licensing Branch. B3/0I/13. 
SCHNEIDER. R. A. Eioon Nuclear Co,. Inc. (subt. of E»«on Corp. ). Spp. 
19434: 121. 


8307110994 Advises that 821208 Rav 4 to Figure 1-2 to physical 
protection plan for matl of low strategic significance 
accaptable.Ravlsed drawing reflects aipanslon of protected 
area boundary to end addl storage lagoon, 

RENTsetEER. R. R. Fuel Facility Safeguards Licensing Branch. 
83/01/28. MALODY.C.W. Exton Nuclear Co,. Inc. (subs, of Exxon 
Corp.). Ip. 19434:097. 


B307110ra2 Dlaapproves request for annual physical inventory due to 
eonfliet of Intereet w/IAEA regulations. Chapters 1.2 b 3 
should be revised to conform ui/comments. Commente re eections 
of Rov 13 draft end. 

8HITH.C.N. Fuel Facility Safeguards Licensing Branch. 83/02/01. 
8CHNE10ER.R. A. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp. ). Ip. 

19391:344. 


8307200913 Rev 12 to XN-NF-32A. "Emergency b Radiological Contingency 
Plan. " Part 1. 

BROfflfC.O.! HILES.R.L,. DAVI8.T.L. Exxon Nuclear Co,. Inc. (subs, of 
Exxon Corp.). 83/08/18. 9pp. 19472:201. 


8307180110 Forwards IE Insp Rept 70-1297/83-02 on 830410-22. No 
nonconpllaneo noted. 

BOOKiRE. Region 9, Office of Director. 83/04/20. KALODY.C.U. 
Exxon Nucloar Co.. Inc. (subs, of Exxon Corp. ). 2pp. 19997:031. 


— 8307180117 IE Intp Rept 70-1297/83-02 on 830418-22. No noncompliance 
noted. Major areas Inspec ted: Par t 21 report Ing. organ! cat ion. 
facility changes b mods. internal review b audit, procedure 
controlimainti rad latlon protection b operation review. 

BROCK.fi.L.. THDMA8.R.D.. BDOK.H.E. Region 9. Office of Director. 
83/04/28. 13pp. 19997:033. 


B3071103B4 Forwards IE Safeguards Insp Rept 70-1297/03-04 on 830423. 

No noncompllance noted. 

NORiraiHAUOi L. R. Region 9. Office of Director. 83/07/01. NILBON.R, 
Exxon Nuclear Co.. Inc. (tubs, of Exxon Corp.). 2pp. 19381:312. 


—8307110391 IE Safeguards Intp Rept 70-1297/83-04 on 830423. No 
nencempliance noted, Mejor areas Inspected: general 
raqulreneitts for 8NM of low itrategie tlgnlficance b 
Indapendant e f fort. Detal 1 1 withheld (ref t0CFR2,790}. 
8CHKAN>C.A.> NORDERHAUO. L. R. Region 9, Office of Director. 
83/07/01. Ip. 19381:314. 


DOCKET 70-1308 GENERAL ELECTRIC CO. . SAN JOSE. CA 


a307110K7 Advieet that changes to physical security plan acceptable. 
Flan format changed by Including contingency plan. guard 
training plan b final transportation security plan per 
10CFR72. Bl. License Conditions 9.1. A b 9.1.B amended. 

8HtTH>C.N. Fuel Facility Safeguards Licensing Branch. 83/01/14. 
DAU80N.0.K General Electric Co. ip. 19391:349. 


8307280038 Advl les that editorial errors found in Rev 7 to NEDO-20776. 
"SFai/OEUMCO QA Plan." New rev being prepared. 

DA)ffi(M.D.M. General Electric Urenlum Menagement Corp. 83/07/08. 
ROU8E1L.C. Advanced Fuel b Spent Fuel Licensing Branch. Ip. 

19824: 014. 


DOCKET 70-1393 DEACONESS HOSP. . HILHAUKEE. MI 


8307210031 Dtecuisas IE insp of Licenses BNK-1347 b 48-00906-04 on 
830912-14. No noncomp 1 lence noted. Major areas Inspected: 
procedures b records, observatl ons> independent measurements 
fc intervlewe w/personnel. Amend to License 6NM-1367 required. 
WIEOEHAN. D. 0. Region 3. Office of Director. 03/09/31. KA6NER.J.R. 
Oead Sanarltln Medical Center. Milwaukee! Ml (formerly Deaconess 
Heap. >. Ip. 19448:347. 


DOCKET 70-1399 IRT CORP. . 8AN DIEOO. CA 


8307120094 Forwards IE Imp Rept 70-1399/83-01 on 830919. No 
noncempllanca noted. 

BOt».H.E. Region 9. Office of Director. 83/07/00. CR08B1E.K.L. 
IRT Corp. Ip. 19423:028. 
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~S307ia0101 IE Insp Rept 70-1339/83-01 on 830519. No none oiop I ianc e noted. 
Major area* Inspec ted : conf irma torij radiolojlcal sorvev 
decon tatolna t ion of facility for release to unrestricted use. 

ORAVSON. W. M. , THOMAS. R.D . BOOK, HE. Region 5. Office of Director. 
83/06/16. 6pp. 19423.029. 


OOCKET 70-1406 VETERANS ADMIN. HOSP.. NEW ORLEANS. LA 


®3’O?26O100 Advises of e»piration of License SNM-1396 & discusses 
actions to be taken by licensee. 

BHOWN.O. 0. Region 4, Office of Director 83/07/20. DILLENKOFEER. R. 
Vet. Admin. Hosp. Neui Or leans. LA. 2pp. 19727:343. 


DOCKET 70-1486 DUTTERUORTH HOSP., GRAND RAPIDS. MI 


^307110043 IE Insp Findings ti Licensee Ack dtd 830630 of License 
SNM'1432. Insp findings:no violations observed. Steps taken 
to correct violations noted In previous Insp verified. 

■» Region 3, Office of Director. 03/06/30. Ip. 19375;23a. 


DOCKET 70-1703 EASTMAN KODAK CO., ROCHESTER, NY 


8307110331 Forwards IE Safeguards Insp Rept 70-1703/33-01 on 830602. No 
noncomp 1 lance noted. 

MARTIN. T.T, Division of Engineering S> Technical Programs. 93/06/22. 
HARTOR.E. S. Eastman Kodak Co. 2pp. 19381:308. 


G30711033S IE Safeguards Insp Rept 70-1703/83-01 on 830602. No 

noncompliance noted. Mejor areas Inspec t ed : phy s 1 cal 
protection measures for SNM of moderate strategic 
• ignlf icance. 

SMITH.O.C., OODYiA.T. Region 1. Office of Director. 83/06/2t. 
2pp. 19381:310. 


DOCKET 70-1779 AMERICAN STEEL FOUNDRIES, EAST CHICAGO, IN 


8307220101 IE Insp Findings 6 Licensee Ack dtd 630714 of License 
SNM-1S09. Insp f ind ings: da te of birth, social security number 
& individual name not provided on eiposure records per 
1OCFR20. 401 <8 ). 

SLAWINSKI, W. U. Region 3, Office of Director. 83/07/14. ip. 

1 <9683: 345. 


DOCKET 70-2204 BLODGETT MEMORIAL MEDICAL CENTER, GRAND RAPIDS, MI 


3307220321 Discusses IE Insp of Licenses 21-01424-03 SNM-I6i4 on 
830629 Si forwards notice of violation. 

8RENIAWSKI. D. J. Region 3. Office of Director. 83/07/19. 
VANLCPIK.W. Blodgett Memorial Hosp. Grand Rapids, MI. 2pp. 

1 9683; 027. 


— — 83 07220524 Notice of violation from Insp on 630629. Noncompi iance noted: 
radiation surveys not made to Indicate that all implants 
had been removed prior to patient discharge & no radiation 
surveys or wipe tests performed on packages received. 

SRENIAWSKI, D. J. Regions, Office of Director. 83/07/i?. 2pp. 

19683: 029, 


DOCKET 70-2319 OUR LADY OF LOURDES HOSP. , CAMDEN, NJ 


S3O72S0U6 Discusses IE Insp Rept 70-2319/83-01 on B30S13. Noncompi lance 
nth ted : possess ton of SNM u/o valid 1 icense. App 1 1 ca t ion for 
nsu license must be submitted. 

MARTIN, T.T. Division of Engineering ti Technical Programs. 83/07/1?. 

RETERS,A. Our Lady of the Lourdes Hosp. Camden, NJ. 2pp. 
l'?706;069. 


DOCKET 70-2609 COMMONWEALTH EDISON CO., CHICAGO, IL 


0307110398 Advises that "Security Plan for SNM for Comm Ed, LaSalle 
County Station,” no longer applicable since station received 
□L. on 620417. Phy s leal security plan submitted per 10CFR73. SS 
replaces physical protection reguirements. 

BROWN, W.B. Fuel Facility Safeguards Licensing Branch. 83/02/09. 
DUKE.W.L, Commonwealth Edison Co. Ip. 19391:348. 


DOCKET 70-2885 CCMMONUEALTH EDISON CO. . CHICAGO, IL 


8307110398 Advises that "Security Plan for SNM for Comm Ed, LaSalle 
County Station," no longer applicable since station received 
OL on SP04I7 Physical security plan submitted per 10CPR73. 55 
replaces physical protection requirements. 

0ROWN.M B Fuel Facility Safeguards Licensing Branch. 83/02/09 
DUKE. M L. Coeunonuealth Edison Co Ip 19391 348. 


DOCKET 70-2926 DETROIT EDISON CO.. DETROIT, MI 


8307190023 Forwards esecuted Amends 24 25 to Indemnity Agreement 

B-20, effective 830531. per 830531 memo 

SCHUERHAN. L. E Detroit Edison Co 83/06/27 PAGE.RO. Uranium 
Fuel Licensing Branch 4pp. 19569:346. 


0307190330 Corrects statement in 5ER for License &NM-I91S. Statement in 
Section V. D that fuel bundles handled by reactor operators 
was taken from FSAR. Statement applies to fuel after 
irradiation, not initial fuel receipt. 

TAUBER.H. Detroit Edison Co. 63/07/07 KETZLACH.N. Division of 
Fuel Cycle 6 Material Safety. Ip 19644:350. 


DOCKET 70-2949 UNION ELECTRIC CO. . ST LOUIS, MO 


8307190024 Advises that Amend 2 to License SNM-1901 issued, author i itng 
use of cranes in vicinity of fuel bldg U use of cask 
handling crane over spent fuel storage pool subj to 
Condition 17, per 830916 application & 830617 suppl. 

PAOEiR.G. Uranium Fuel Licensing Branch. 63/06/30. SCKNELL, D F. 
Union Electric Co. 2pp. 19569:340. 


— 8307190026 %R re licensee 830916 application !< 830617 suppl for amend 
to License 8NM-1901 , request ing use of cranes in vicinity of 
fuel bldg 6 use of cask handling crane over spent fuel pool. 

Issuance of amend recommended. 

KETZLACH.N., CROW, W T. Uranium Fuel Licensing Branch. 83/06/30. 

App. 19969:342. 


DOCKET 70-2946 LOUISIANA POWER U LIGHT CD , NEW ORLEANS, LA 


8307090406 Forwards Endorsements 10 11 to NELIA Policy NF-263. 

DRUMMOND. F. J. Louisiana Power & Light Co. 83/06/19 Office of 
Nuclear Material Safety k Saf eguards, Dl rec tor. 3pp. 19263:307 


8307290302 Advises that no licensing action necessary re 830712 Itr on 
plans to correct orientation of poison assemb I les, as long as 
only one poison assembly removed from fuel racks at any 
given time. 

8ERINI.B.L Uranium Fuel Licensing Branch. 83/07/20. WILKENS.R. 
Loulelana Power 6 Light Co. Ip. 19658' 348. 


DOCKET 70-2947 ILLINOIS POWER 6 LIGHT CO., DECATUR. IL 


8307280134 Responds to □ Serin! verbal request for Info re procedures 
for handling of neutron calibr sources. Info to be used 
in review of 830425 request far amend to License 8NM-I8B6. 

MULLER.O.E, Illinois Power Co. 83/07/08. CUNNINGHAM. R. E. Division 
of Fuel Cycle b Material Safety. 2pp. 19826:033. 


DOCKET 70-2990 WASWINOTON PUBLIC POWER SUPPLY SYSTEM, RICHLAND, WA 


8307110140 Advises that License 8NM-ia90 amended, author 1 1 Ing receipt- 
possession, assembly Into source holders U Installation 
in reactor vessel of total of 14 antimany-barylllum sealed 
sourcss containing mai 3,000 curies/source. 

PACEiR.O. Uranium Fuel Licensing Branch. 63/06/29. BOUCHEY.O.D. 
Washington Public Power Supply System. Ip. 19386:127. 


—8307110147 Safety evaluation supporting issuance of amend to License 
8NH-1690 re recel pt, possess ion, assembly Into source holders 
(■ Installation Into reactor vessel of 14 antimony-beryllium 
sealed sources. 

KETZLACHiN. Uranium Fuel Licensing Branch. 63/06/29. 3pp. 

19:»6: 128. 


8307200498 Responds to Mar 1983 request for addl info re 8ER 
Conflrnatory Issue 7, component suppor t e. Pred I c ted primary 
stress combination u/all support loads resulting frum 
nuratal piping thermal expansion less than allowable stress. 
BOUCHEY.O.D. Washington Public Power Supply System. 83/06/30. 
SCHWENCER.A. Licensing Branch 2. 11pp. 19672:233. 
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□307120559 PciuarB-s IE SafegjarBs Insp 
No noncompj larce noted Pept luitfihela 
NORDERHAUS. I. p Pegion 5, Office of 
BQUCHEV.G D- Washington Public Pouei 
l<f433- 293 


Pcpt 70-2950/63-01 on 830620-22 
I 10CFR2. 790). 

CiT-ectOr 83/07/07. 

Supplij Sgsten. 2pp 


DOCKEr 70-2957 FLORIDA POWER ?■ LIGHT CO . MIAMI, FL 


DOCKET 70-2988 PHILADELPHIA ELECTRIC CO , PHILADELPHIA, PA 


8307290317 Foruards application for SNM, request ing authorization to 
receive, possess ti store fuel assemblies for Initial core 
at facility & certain nuclear Ins trurren ta 1 1 on. 

BRADLEYiE.J. Philadelphia Electric Co. 83/06/01. DAVIS, J 0 
Division of Safeguards. App. 19859:001 


830705033B Requests change in annual indunrnitu fee 
License SNM-1209 License terminated. 


DINirz, I 
83/06/38 


Assistant Director 
PUGLISE, A. S. Divl 


for State t, Liceni 

lion of Act oun t ing. 


' for Amend 10 to 

ee Relations. 

Ip 19263 237. 


DOCKET 70-2960 KANSAS GAS *, ELECTRIC CO.. WICHITA, KS 


Generating Station Interim 

Security Plan for Protection of SNM of Lou Strategic 
Significance," meets requirements of 10CFR73 67(f> 8, lol. 

must be implemented by fuel receipt date. 

Facility Safeguards Licensing Dranch. 

83/01/23. KOESTER, G. L. Kansas Gas *- Electric Co Ip. 19391-303 


DOCKET 70-3973 COMMONWEALTH EDISON CO., CHICAGO, It 


B306230264 Forwards advance revised pages to FSAR necessary to 
reclassiPy spent fuel pool liner from safety Category I 
Structure to Category II. Info uill be incorporated Into 
nert amend to FSAR 

TRAMM.T.R. Commotiuea I th Edison Co. 83/06/20. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 7pp. 18945-076 24X 

Fl c he: 50-000. 83/06/20, 8306230264. 


~03O«9O329 Application for SNM license authorizing ree e ip t, possBSSl on 
storage of fuel assemblies for Initial core at facility t< 
certain nuclear ins trumenta t i on. W/ two oversize figures 
Aperture cards are available In FOR. 

BAUER. E.O., BRADLEY, E.J. Philadelphia Electric Co. 83/06/01 
36pp. 19859:005. 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0004 OEMERAL ELECTRIC CO 


8307290355 Advises of rev to NEDa-20776, "SFSO/OE U Mgt 
Rev 8 uill be foraarded upon completion. 

DAWSDN.D.H. General Electric Co. 03/07/08. ROUSE, L. 
Fuel t Spent Fuel Licensing Branch. 2pp. 19858:102. 


Corp QA Plan. 
C. Advanced 


DOCKET 71-0037 NAVY. DEPT. OF 


B307220020 Foraards Rev 1 to Svc School Command QA program for 
^anspertatlon packaging of radioactive matl per 10CFR71 51 
SJ iwa-lSr'" 33/07/08. Transportation Branch. 


830705028^ Application for amend to License SNM-1917 authorizlna 
rec B Ipt. p ossBssi on i storage of unirradiated fuel assemblies 
for operation of Byron Units 1 !. 2 
TRAMM.T.R Commonwealth Edison Co. 83/06/20. DAVIS.J.O, Office 
Nuclear Material Safety t Safeguards. D1 rec tor. 2pp 19263:127 


-8307220024 Rev 1 to Bvc School Command QA plan 
packaging of radioactive matl per 10CFfl71.51. 
SCHLEICHER. R. J. Navy. Dept. of. 83/06/03. 


for transportation 
lOpp. 19692: 137. 


DOCKET 71-0210 GULF NUCLEAR, INC 


NORTH KANSAS CITV MEMORIAL HDSP. , NORTH KANSAS CITY, HD 


= insp of Licenses 24-18628-01 V SNM-1910 on 

030607 id /orwartfs notice of violation 

® ® ,■ Office of Director. 83/06/28. HAYHDNS.L 

?9t99 054*** Memorial Hosp. North Kansas City, MO. Ip, 






radiography t, oil industry, per 030613 request 
HOPCRAFT. C. P. Oulf Nuclear, Inc. 03/07/08. MACDONALD, C E 
Traniportatlon Branch, Ip, 19672: 18B. 


'^^n^Jtry '"'‘’S''®"' "^9 components used in radiography t oil 

* Gulf Nuclear. Ine. 83/06/15. 19pp. 19672 190. 


- S307050197 Notice of violation from insp on 830607 Noncompllarw 
noted. fal 1 ure to repair dose calibrator during 820601-030607 
fr failure to perform tfally surveys of preparation e. 
injection areae since 800806 

1919 ^ 055 °'® '**9^°'’ 3, Office of Director 03/06/27. 2pp. 


8307230577 Foruards QA program approval for Radioactive Matl 
Package 0210, Rev 1. 

HAC^ALD.C.E, Transportation Branch. 03/07/14. HOPCRAFT. C P 
Oulf Nuclear. Inc. Ip, 19716:345 


DOCKET 70-2982 ROCHESTER, UNHV. OF, ROCHESTER, NY 


^^Rev*i^°^ program approval for Radioactive Matl Package 0210, 
MACDONALD. C. E. Transp or ta 1 1 on Branc h . 83/07/14. Ip. 19716:346. 


8307180006 
for possi 
Cond 1 t ioi 


Advises that submittal of physical security p 
ssion of U-235 under License SNM-1918. per Lie, 


Ian not needed 
ense 


COOL, D. A. Uranium Fuel Licensing Branch. 83/06/30 
Rochester, Univ of,. Ip. 19567:358 


GREGORY. U. 0. 


PENNSYLVANIA POWER t LIGHT CO , ALLENTOWN, PA 


DOCKET 71-0231 CHEM-NUCLEAR SYSTEMS, INC 


0307290381 Procedure TS-DP-005, "Gaske t/8ea 1/0-r Ing 
Procedure for CNSI Cash Fleet, " 

POPPE.L.K. Chen-Nuclear Systems, Inc. 83/07/00. 
Traneportatton Branch. 26pp. 19858:019 


Replaeement/Repalr 
MACDONALD, C, E. 


request for addl info on SNM lltenee 
application for neiu fuel storage t- rece Ip t. Appl 1 ca 1 1 on 
esempt from licensing fees. 

CUHTIS.N^W Pennsylvania Power i. Light Co. 83/06/20 Office o 
Nuclear Material Safety 6 Safeguards, Director. 17Bpp. 19528:123. 


0307180415 Foruards .030620 application for SNM license for 
ftprase of neu fuai.M/o end. 

KETZLACH, N. Uranium Fuel Licensing Branch. 83/07/12 
Office of the Executive Legal Director. Ip. 19566:357, 


receipt & 
CUTCHIN. J. H. 


DOCKET 71-0318 MARATHON OIL CO. 


‘"at request for specific documents should be made 
to PDR In Washington. DC in response to 830718 request for 
Info OP copies of Docket File 71-0318. 

HACDONALO. C. E. Transportation Branch. 83/07/22 OSBORNE, A 
Marathon Oil Co. Ip. 19057:358. 


DOCKET 71-0496 NUS CORP. 


8307180416 Forwards B3&620 application for SNH 
storage of neu fuel.W/o end. 

KETZLACH, N. Uranium Fuel Licensing Branch 
Licensing Branch 2. Ip. 19566.356 


1 i cense for receipt & 
83/07/12. PERCH.R.L. 


8307060359 Foruards QA program per requirements of 10CFR71 . Revised 
program consists of ezpanded version of original submittal 
«d a30S02.Rev addresses shipping cask design «< fabrication. 

”lj i 9299 ”w 7 ‘^“'''’' MACDONALD, C. Transportation Branch. 
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/-83O7060366 Rev A to "QA f’rosram Plan tor De s i gti , Fa b p j c a tiofi. 
Ppocoremont. Use. Maint * Repair of Packaging Used m 
Tranaport of Radioactive Matl. " 

• NU6 Corp. 03/06/17. 52pp. 276 


^307130315 Foruards request for addl info re B30630 application for 
approval o# Rev A to QA Plan QA-OIA. 

HACDONALO. C. E. Tr ansp orta 1 1 on Drancfi 83/07/07 MQTL. C P NUS 
Corp. 2pp. 1^510:022, 


^3{>7a'?0369 Foruards QA-OlA.Rov B, "QA Program Plant for Design. 
Fabri catl on. Prncur emen t. Use. Ma in t Si Repair of Packaging Used 
In Transport of Radioactive Matl. " Plan revised to address 
issues in NHC B30707 Itr. 

MOTt-i 0- P. NUS Corp. a3/07/i2. MACDONAt-D. C . E Transportation 

Branch. ip. 19656:295. 


^-0307290375 Rev Q to "QA Program Plan for Des ign. Fabr ication. 
Procurement. Use. Halnt ti Repair of Packaging Used in 
Transport of Radioactive Matl." 

RlVERlAi J. A. . CASELLI.A. E. . MDTL.G.P. NUS Corp. QA-014 RB 
B3/07/IS. 31pp. 19050:296. 


jjOCKET 71-0499 KOKOMO TUBE CO. 


^307130039 Foruards QA program approval for Radioactive Matl Packase 
0499. Rev 0. * 

MACDONALD. C. E, Trantpor ta 1 1 on Branch. 03/06/29. SMITH. H. Kokomo 
Tube Co. Ip, 19511: 306. 


^-0307130045 QA program approval for Radioactive Matl Package 4499. Rev 0. 
MACDONALD. C. E. Transportation Branch. 03/06/29 Ip. 19511:307. 


pDCKET 71-0300 E. I. OU PONT DE NEMOURS t CO. . INC. 


@307090034 Requests permission to package 6 ship radioactive isatls 
containing more than Type A quant i ty. Approve 1 of encl QA 
program Tci^uested. 

SIMON. A. C. E. r. du Pont de Nemours Co.. Inc. 03/06/09. CORDON. L 
Transportation Branch. ip. 193B4. 103. 


•0307090030 QA program for packaging metis in eicess of Type A 
quant i t ios. 

» E I, du Pont de Nemours {. Co.. Cnc. 03/06/13. 3pp. 193S4. 104. 


B307130030 Foruards QA program approval for Radioactive Matl Packaoe 
0300. Rev 0. 

MACDONALD. C, e. Transpor ta 1 1 on Branch. 03/07/07. SIMON. A.C. E. I 
du Pont de Nemours !<Cd.. Inc. Ip. 19311:312. 


— 8307130036 4A program approval for Radioactive Mat! Package OSDO.Rev O. 
MACDONALD. C. E. Transportation Branch. 03/07/07. Ip. 19511-313. 


Docket 71-0301 scientific inspection TECHNOLaov, rue 


^307190236 Foruards QA prog ram for transp or ta t ion/pac k i ng of 
radioactive ma t 1. Regis tra t ion as user of Gamma rndustrles 
Models iOO. lOOAi Century S 4< BA. Universal S 1. 8A.C-B & 6717B 
ti Tech Ops Models 713.660.600 «. 630 requested. 

COX.D.L. Scientific Insp ec t i on Technolog y . Inc. 83/05/03. 
MACDONALD. C. E. Tra nsp or ta 1 1 0 n Drench. 7pp. 19655:020. 


'■8307190244 OA program for transpor ta t loii/pac k I tig of radioactive matl, 
* Scientific Inspection Technology. Inc. 83/05/03. 9pp. 

19635: 027. 


■'8307190246 Procedure RSPM-l. "Radiographic Safety Procedure Manual. "* 
a Scientific Inspection Technology. Jnc. B3/05/O3. 328po, 

19633: 037. 


^^CKET 71-0302 VERMONT YANKEE NUCLEAR POWER CORP. 

N — — — 

^07230319 Requests eiemption from lOCFfl71 provisions inconsistent 
u/rsvlsed hazardous matls regulations b adoption of recent 
DOT final rules re shipment of radioactive matl. 

HEIDER.L.H. Vermont Yankee Nuclear Power Corp. 03/07/07 

DAVIS. J. G. Office of Nuclear Material Safet-y L Safeg uards. Director . 

2pf. 19740; 177. 


DOCKET 71-4909 MODEL' GE 21PF-1. GENERAL ELECTRIC CO 


8307000374 Summary of 030627 meeting u / Wes 1 1 iig h ouse in Silver Spring. MO 
re stJtr.lese steel overpack for 30-inch U hoafluond# 

cylinders. 

ODECAARDEN. R. H Transportation Branch 83/06/29 I rans p or ta 1 1 .n 
Branch. 2pp 19364:293 


DOCKET 71-3026 MODEL CNS 14-190. CHEM-NUClEAR SYSTEMS, INC 


8307150442 Appl icatjon to amend Certificate of Compliance 5026 for 
Model CNS 14-190 to incorporate use of ABTri-A-516 Grads 70 
or Atcer approved equivalent steel. 

PtPPE.L K Chem-Nutlear Systems, Inc 83/06/17 MACDONALD. C E 
Transp ortatlsn Branch. 5pp 19540:217 


Q3072SOS6? Forwards Rev 8 to Certificate of Compliance 5026 for 
Model CNS 14-190 

HACDONALO. C. E. Trans p or t a t i on Branch 63/07/14. DEAL.R. 
Chen-Nuclear Systems. Inc. 3pp 19715 336. 


— 8307230373 Certificate of Compliance 3026. Rev B for Model CNS 14-190. 
MACOCNALD. C. E Transportation Branch 83/07/14 4pp 19715:339 


DOCKET 71-5450 MODEL. RCC. -1. -2, -3, -4, WES71NGH0USE ELECTRIC COfIP. 


8307180023 Application for amend to Certificate of Compliance 5450 
for Model RCC. Amend permits shipment of higher enrichment 

fuels. 

HARD!. A. J. Hestlnghqusc Electric Corp 83/06/14 MACDONALD. C . E. 
Transportation Branch. 64pp. 19641.130 


B3D7290411 Forwards Rev 16 to Certificate of Compliance 5450 for 
Models RCC. RCC-I , nCC-2, RCC-3 !. RCC-4 

MACDONALD. C. E. Transportation Branch 83/07/22 NARDI.A.J. 
Westingheuse Electric Corp. 2pp 19050 046 


— 8307290422 Certificate of C omp I lane e 54 50, Re v 16. for Models RCC. RCC-l. 
RCC-2. RCC-3 t< RCC-4 

MACDONALD. C. E. Tra n spor ta 1 1 o n Branch 03/07/2? 6pp 19058 04B 


DOCKET 71-5552 MODEL. 0A3 CYLINDER FIRE IMPACT SHIELD. ENERGY. DEPT. 


8307190030 Forwards SAR t: Certificate of Compliaiico 5552, Rev 4, for 
Model ORIilL gas-cylinder fire impact shield 
PRICHARD. R.P. Energy. DepC. of 03/06/29 MACDONALD, C E 
Transportation Branch. ]p 19656:264 


— 0307190032 Certificate of C omp 1 ianc e 3552. Rev 4, for Model ORNL. gas 
cylinder fire impact shield 

TRAVIS. M.H. Energy. Dept, of 03/03/13. 2pp. 19656:265. 


— 8307190035 "SAH for Packaging ORNL Gas-Cylinder Fire t Impact Shield " 
EVANS.U.H. LEVJNE.D.L.. EUERSOLE. R. E. Oak Ridge Na t i anal 
Laboratory. DRNL/ENO-TM-S/R 1 . 03/06/29. llOpp. 19569:171 


8307380218 Advises of inadvertent omission of Procedure l6Ai "Bldg 
3033.Kryptan 6 Tritium Fac i 1 1 ty , Pr nc eilui-e for leak Testing 
Leaded Tr i t lom Cy 1 1 nder s for Shipment," from Bept 
ORNL/ENG/TM-5. Rev t.App C 

TRAVIS. M.H. Energy, Dept. of. 83/0'//06 MACDDflALD.C E. 
Transportation Branch. Ip. I90?6:O7CI 


-—0307280223 Procedure 16A. "Bldg 3033. Krypton ti Tritium Facility 
Procedure for Leak Testing Loaded Tritium Cylinders for 

3h ipment, * 

* Dak Ridge National Laboratory. 76/10/11 2pp. 19826.071. 


8307250557 Forwards Rev 0 to Certificate of Compliance 5552 for 
Model Sas Cylinder Fire Impact Shield 

MACDONALD. C.E. Tra nsp o r ta 1 1 on Branch. 03/07/13. PRICHARD. R. P. 
Energy. Dept. of. Ip. 19716 003. 


——8307250562 Certificate of Compliance 3332. Rev 0 for Model Oas Cylinder 
Fire Impact Shield. 

MACDONALO. C. C. Transportation Branch 03/07/13. 5pp, 19716:004. 
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DOCKET 71-56fll MODEL: UNC-5300. UNITED NUCLEAR CORP 


3307130017 Foruards Rev 5 to CertiFieats cf Compliance 3641 for 
Model UNC-2500 

MACDQNALD.ee Tran » por ta 1 1 on Branc^ 83/06/2? KIRK.WF United 
Nuclear Corp. ip. 19311.357. 


DOCKET 71-607B MODEL; 927A1 t 927C1, COMDUSTION ENQINEERINO, INC. 


8307060623 Notification of registration as user of Models 927A1 ti 62701 
in rasponte to 630325 request. 

nACOONALDi C. e. Transportation Branch. 83/06/27. ANDOONINl.O C 
Arliana Public Service Co. Ip. 19364:226. 


— 6307130022 Certificate of Compliance 
MACDONALD. C E. Transportation Brai 


5641. Rev 5. for Model 
icH 33/06/29. 4pp 


UNC-2SOD 
19^511 3S8. 


DOCKET 71-6272 MODEL; 6272. U. S. ECOLOGY. INC. 


DOCKET 71-S7B7 MODEL: D-2B. ENERGY. DEPT. OF 


0307190275 Requests registration as user of 
MDHRYiH. R. CA Technologies. Inc. /General 
MACDONALD. C. E Transportation Dranch. Ip 


Model ORNL 0-36. 
Atomic Co. 83/06/27. 
19636. 209. 


DOCKET 71-5803 MODEL: CNS-3-55, CHEM-NUCLEAR SYSTEMS. INC. 


83072W273 Ffirwards one oversiie drawing in support of 630415 
application to amend Cert i cafcoi of Compliance ^400 & 627S< 
Ui response to NRC reques t. Aperture card available In PDR. 
riOSERiR H. Energy, Dept. of. 63/07/12, MACDONALD, C E 
Transportation Branch. Ip. 19630: 169 


** *“ Certificate of Compliance 6272 for Model 

tlACDONALO. C. E. Transportation Branch. B3/07/IS MOSER, R M 
Energy. Dept. of. 3pp, 19716:337. 


6307280023 Requests registration as user of Model CNS 3-33 shipping 

NEAL.T.P. Consumers Pouter Co. 83/07/15. MACDONALD.C E 
Transportation Branch. Ip. 19626 020. 


8307290381 Cerblficite of Compliance 6272, Rev 4, for Model 
KACDONALD. C. E. Transportation Branch. 03/07/13. 8pp. 


6272. 

19716:340. 


6307290372 Forwards request for addi info re 820429 request for Bev 0 
to Certificate of Compliance 5809 for Model CNS 3-55. 

MACDONALD, C. E. Transportation Branch. 63/07/22. DEAL, R 
Chem-Nuclear Systems, Inc. 3pp. 19857:359. 


DOCKET 71-5628 MODEL: TREAT, ENERGY, DEPT. OF 


DOCKET 71-6266 MODEL: CMB-II, ENERGY, DEPT. OF. 


° of Compliance 6266, for 

nod«l CHB-ll »ipir*d on 330S31. 

^ODNALD.C.E. Transportation Branch. 63/06/26, BARRACLAUOH, E 
Energy. Dept. of. Ip. 19435:361. 


6307220641 Reques 
Model TREAT. 
WEINTAAUB. A. A. 
Transpor ta tl ore 


ti registration of Union Carbide Corp as user 

Energy. Dept. of. 03/07/07. MACDONALD.C E 
Branch. Ip. 19697' 040. 


of 


DOCKET 71-5674 MODEL: WAPD-40. ENERGY, DEPT. OF 


6307110063 Poruards request for add) info 
supplemented on 830301, reques t Ing amend 
Submittal schedule requested uilthin 30 d 
MACDONALD, C. E. Transpor ta 1 1 on Branch. 
Energy. Dept. of. 3pp. 19306:287. 


re 620420 application, 
bo Model UAPD-40. 
ays of itr receipt. 
63/06/23. ENGEL. H.P. 


DOCKET 71-6346 MODEL; FSV-l. GENERAL ATOMIC CO. 


8307220190 Requests regls tra t lo'n as user of Model F8V-19. 
KAWAN/C. V. Niagara Mohawk Power Corp. 63/07/06. DAVI8, J 0 
««t»rlal Safety 6 Baf eguards, Dirte tor. Ip.' 

IVOte^ 397. 


“I! ‘hipping cask will commence Jul 

^ Certificate of Compliance 6346,dtd 

oQOtfSS. 


HURPKY.W, P. 
of Nuclear 


Vermont Yankee Nuclear Power Corp. 63/07/18 
Material Safety & Safeguards, Director. Ip, r 


Office 
9696; 137, 


MODEL OATTELLE CQLUMDUS LABORATORY 


71-6460 MODEL; 6400, WESTINSHOUBE ELECTRIC CORP. 


B307050326 Application for rev to 
Withdrawing PULSAR fuel from lli 
BURlAMiR.U. Dattelle Memorial 
83/06/13. MACDONALD.C. E. Tran: 


Certificate of Compliance 9957 
fe of contents. 

nstitute, Columbus Laboratories, 
portation Branch. 3pp. 19221: 168. 


8307290361 Forwards "BAR for P. 
•• Adapted for Small Numbers 
Development Program). " 
ENOELiH.F. Energy, Dept. of. 
Transportation Branch. 2pp. 


ickaglng Super Tiger Shipping Container 
of LWHR Type Fuel Rods ILWBR 

B3/07/0a. MACDONALD, C. E. 

19858:054. 


— 8307050327 Rev D to "BAR for Model 
» Battel le Memorial Institute, 
i04pp. 19221.-194, 


BHf“l Shipping Cask.*' 
Columbus Lab orato r 1 e s . 


63/11/23. 


6307130066 Notification of registrati 
response to 830430 request. 

MACDONALD, C. E. Transportation Dranch 83/07/07 
Florida Power h Light Co. ip. 19526:002. 


as user of Model DMI-l in 
WETHV, C.M. 


—8307290367 "BAR for Packaging Super Tiger Shipping Container a 
for Small Mutoberi of UWQR T(|p(i Futl Rods (LMBR Dovalopmtnt 
"rogram}. " 

Dept. of. WAPD-LP(CE1-2S6, 83/09/31, 

iVBSB* 03o. 


Adapted 

2Jpp. 


— 630729(070 Rev 1 to 
LAUDE.L. Energy, 
19858:077. 


"Min Critical Numbers of LMBR Rods b Pellets " 
Dept. of. WAPD-RS(CCI ROl. 72/04/30. 21pp. 


8307190392 Notification of registration 
response to 630513 request. 

MACDONALD. C. E. Transpor tat ion Branch 
A8.M Univ, , College Station, TX. Ip. 


as user of 

63/07/06. 

19644:362. 


Model BMl-1 in 
DEICEL.H. J. 


Texas 


MODEL: OE-200, GENERAL ELECTRIC CO. 


6307130042 Notification of registration 
response to 630308 request. 

MACDONALD, C. E. Trantpo r tat I on Branch 
Sacramento Municipal Utility District 


as user of Model OE-200 

63/07/07. MILLER, R. I 
Ip 19511:303. 


in 


Forwards revised Model 200 certification 
'Q30904 raquast, 

CUNNINGHAM. 0. e. General Electric Co. 83/07/18. 
Transportat Ion Branch lOpp. 19626:286 


drawings per 
MACDONALD. C. E. 


—8307290374 Certificate 
• Energy, Dept. of. 


of Compliance 6400, Rev 3, for Model BAPL 9910 
83/07/08. 2pp. 19838:098. 


83072TO273 Forwards one overtite drawing in support of 830413 
application to amend Certificates of Compliance 6400 b 6272, 
*"'**}!”"** *“ NfiC request. Aperture card available in POR, 
|«aER.R.M. Energy. Dept. of. 83/07/12. MACDONALD, C. E 
Trantportetien Branch. Ip. 19696: 169 


830729^3 Forwards Rev 13 to Certificate of Compliance 6400 for 
no0*l o400. 

MACDONALD. C. E. Transportation Branch. 83/07/14 MOSER, R H 
Energy. Dept. of. 3pp. 19718:097. 


" Compliance 6400, Rev i3, for Model 6400. 

nACDONALD. C. E. Transportation Branch. 83/07/14. 9pp, 19718:060. 


S30729D%6 Discusses 801014 application re repairs to Modal 6400 
paekaglni. Licensing action closed. 

MACDONALD.C. E. Transportation Dranch, 83/07/22. BCOVILLE, J, J. UB 
Ecology. Inc. (formerly Nuclear Engineering). Ip, 19897:397! 
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DOCKET 71-6406 MODEL; NONE, ENERGY. DEPT. OF 


0307000697 Foruards Rev 3 to Certificate of Compl iaiue 6406 for 
ihlpplns unirradlated fuel assemblies 

MACDONALD, C. E, Trans p or ta t i on Branch. 83/06/23 ENGEL. HP 
Energy. Dept, of Ip. 19364 I3I. 


— 8307000669 Certificate of Compliance 6406, Rev 3, for shtpoins 
unirradiated fuel assemblies. 

MACDONALD. C. E. Transportation Branch 83/06/23. 5pp 19364 : 132 . 


DOCKET 71-6499 MODEL; PADUCAH DEMONSTRATION CASK. ENERGY 


0306240489 Advises that NRC 030906 request for addl info re Paducah 
demonstrallon cask has been forwarded to field ofc for 
review. Amended DOE Certificate of Compliance 6495 re fuel 
return encl.W/one oversiie drawing. Aperture card is in PDR. 
PRICHARD. R. P. Energy. Dept. of. 83/06/13 MACDONALD. C E 
Transportation Branch. Ip. 10999:102 


DOCKET 71-6330 MODEL: 6-08-1. ENERGY. DEPT. OF 


03O7SIO367 Forwards LDL-2t6a. "Analysis of Neutron Shipping Container 
6-08-1" seven oversiie drawings. In response to NRC 030608 
request. Prompt recertification of Certificate of Compliance 
6990 requested for Model 6-03-1. 

PRICHARD, R, P. Energy, Dept. of. 83/07/01. MACDONALD. C. E 
Transportation Branch. Ip. 19600:001. 


- 8307210373 "Analysis of Neutron Shipping Container 6-03-1." 

P- S Lawrence Berkeley Laboratory. LB1.-216B. 
74/02/20. Atomic Energy Commission. 91pp. 19680:002. 


0307290993 Forwards Rev 0 to Certificate of Compliance 6690 for Model 
A"0S“1 . 

MACDONALD, C. B. Transp or ta 1 1 on Branch. 03/07/14. JACKSDK.C D 
Energy, Dept. of. 2pp. 19740:181. 


— 8307290979 Certificate of Compliance 6690. Rev 0, for Model 6-a8-l. 

MACDONALD, C. E. Transporta ti on Branch. 83/07/14. 3pp. 19740:183. 


DOCKET 71-6601 MODEL: CNB 0-120, CHEM-NUCLEAR SYSTEMS. INC. 


0307190027 Forwards Rev I to 8AR for Model CNS 8-120. 

POPPE.L.K. Chetn-Nuclear Systems, Inc. 83/06/29. MACDDNALD.Cc 
Transportation Branch. 9pp. 19969:334 


0307280129 Delineates corrective actions to determine cause 6 prevent 
recurrence of defective primary lid bolts found on CNS 8-120 
shipping cask. End procurement spec implemented. 

POPPE.L.K. Chem-Nudear Systems, Inc. 83/07/18. MACDDNALO.C E 
Transportation Branch. I3pp. 19812:332. 


DOCKET 71-6679 MODEL: 6679. U, 9. ECOLOGY. INC. 


8307190033 Forwards application for renewal of Certificate of 
Compliance 6679 authoritlng use of Half Super Tiger overpack 
for Type B quantities of radioactive ma t 1 . Suppor t Ing repti 
• nd.W/o application for Certificate of Compliance 6679, 

WALLER, W.K. US Ecology. Inc. (formerly Nuclear Engineering). 
83/06/30. MACDONALD. C. E. Transpor ta t ion Branch. Ip. {9562:003. 


—8307190039 "SAR for Packaging (SARP) Half Super Tiger." W/tuo oversize 
drawings t> two procedures. Aperture cards are available in 
PDR. 

* US Ecology, Inc. (formerly Nuclear Engineerlnol 83/06/20 
37pp. 19962:004. 


"8307190038 Rev 1 to 0-103, "Operational Insp Procedures for DOT 
Spec Containers 6400 b 6679. 

* US Ecology, Inc. (formerly Nuclear Engineering). 82/01/31 
9pp. 19962:041. 


—0307190040 Rev 0 to 0-113, "Torqulng Procedure for DOT Spec Container 

A679, “ 

6 UB Ecology. Inc. (formerly Nuclear Engineering) 01/11/30 
app. 19562:046. 


— B307I50042 "Engineering Evaluation of Super Tiger Dverpack Designed 
For Shipment of Large Ouantitles of Haiardous Mails." 

HANSEN, L. J. , HAELSIO.R, T, Mechanics Research. Ine. C2378 
70/05/04. 106pp, 19562:048. 


DOCKET 71-6698 MODEL NF5-4. NUCLEAR FUEL SERVICES. INC. 


8307080588 Summary of 830638 meeting w/TMI persotmel in Silver Spring. 
MD re shipment of reactor core fuel mails List of attendees 
meeting agenda end. 

aOEOAARDEN. R. H. Transpor tat I on Branc h . 33/06/29. Transportation 

Branch. 6pp. 19364 233 


8307150391 Requests interpretation of Section 15(a) re cask cavity 
measurements for spent fuel shipments per Certificate of 
Compliance 6698. Rev 19 by 030819 

TUCKER, H B Duke Power Co. 83/06/30. MACDDNALO.C E. 
Transportation Branch, Ip 19540.320. 


DOCKET 71-6708 MODEL: C-6. ENERGY, DEPT OF 


8307130020 Notifies that Rev 0 Co Certificate of Compliance 6708 for 
Model C-6 eiplred on 921031. 

MACDONALD. C. E. Transpor ta t i on Branch 03/06/28 PETERSON. J M 
Energy. Dept. of. Ip 195U 3i5 


DOCKET 71-6771 MODEL SN-I, METROPOLITAN EDISON CO 


8307190017 Requests that 020110 application for amend to Certificate of 
Compliance 6771 for Model SN-1 be withdrawn Shield Insert no 
longer needed due to operational changes within EPICOR 

shipping program. 

KANeA,e.K. Oeneral Public Utilities - GPU Service Corp. 83/06/27 
HACOGNALD, C. E. Transp or ta 1 1 on Branch. ip 19656:047. 


8307250109 At k receipt of 030627 Itr withdrawing B2011S application. 
Application for Model SN-1 deleted from review. per 820118 

request 

MACDONALD. C, E. Tran spur ta C i on Branch. 03/07/12 KANOA. B K 
Oenaral Public Utilities - GPU Service Corp. Ip, 19725:347, 


DOCKET 71-9006 MODEL. 500-SU. AUTOMATION INDUSTRIES. INC. 


8307290290 Forwards one oversiie revised drawing re 830919 request to 
add shielding plates to several Automation Industries Model 
SOO-SU Ip- 192 source changer Aperture card is available In 
PDH- 

MAVBERRV. G. 0. Automation Industries, !nc 03/07/14 MACDONALD, C E 
Transportation Branch. Ip. 19899. 101 


DOCKET 71-9010 IflJOEL: NLI-1/2, NL INDUSTRIES. INC. 


B30719001B Requests registration as user of Model NLI-1/2 

FAY,C.H. Wisconsin Electric Power Co. 83/06/27. MACDDNALO.C E 
Transportation Branch. ip. 19969:360. 


B3070B09BB Summary of 830620 meeting w/TMl personnel In Silver Spring. 
MD re shipment of reactor core fuel matls.List of attendees 
& meeting agenda end. 

ODEOAARDEN, R. H. Transpor ta t Ion Branch. 83/06/29 Transportation 
Branch. 6pp. 19364:283. 


8307280433 Application for amend to Certificate of Compliance 9010, to 
authoriie shipisent of PWR fuel w/mai average burnup to 
40,000 MHD/MTU w/o berated fluid if. iicution shield tank. 

JOHNSON. C. R. Nuclear Assurance Corp 03/06/29. MACDONALD, C. E. 
Transportation Branch. 4pp. 19826:062 


B307I90415 Forwards Rev 11 to Certificate of Compliance 9010 for 
Model NLl-1/2. 

MACDONALD, C. E. Transportation Branch 83/07/12. JOHNSON, C.R 
Nuclear Assurance Corp 3pp. 19656 034. 


■8307190420 Certificate of Compliance 9010. Rev II, for Model NLI-1/2. 
MACDONALD. C. E Transpor ta 1 1 on Branc h 03/07/12. 6pp. 19656:037. 


DOCKET 71-9029 (fflOEL : 676 1. 676E. TECHNICAL OPERATIONS, INC 


83072SOI49 Requests rog is trat i on as user of Models 650. 660. 676. 6B0 t 

PETERSON. D. H. Horrlson-Knudsen Co. . Inc. 83/07/06 MACDONALD, C E 
Transportation Branch. Ip. 19826:038 
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DOCKET 71-9032 MODEL 650. TECHNICAL QPEriAllQNS, INC 


8307190236 Forwards GA program for t ranspa r tat i on/ppc V ing of 
radiopctiva matl Registration as user at Gamma Industries 
Models I 00. lOOA, Century 3 8. 5A, On i ver sa I S 4. SA. C-8 t 6717B 
i Tech Ops Models 71S.660.680 8. 650 requested 
COX.D-L. Scientific Inspection Technology, Inc. 83/03/03. 
MACDONALD. C E. Transportation Branch. 7pp. 19655:020. 


83072301A9 Requests registration as user .af Models 650.660.676.680 b 
771 

PETERSON. 0. H Mornson-Knudsen Co , Inc 83/07/06. MACDONALD. C. E. 
Transportation Branch. Ip. 19026 038 


DOCKET 71-<7033 MODEL' 660 t> 660E, TECHNICAL OPERATIONS. INC. 


6307190236 Forwards QA program for trans p or ta t i on/pac t ing of 
radioactive matl Registration as user of Gamma Industries 
Models 100. lOOA. Century S 5. SA, Universa 1 3 f. SA. C-S fe 67170 
b Tech Ops Models 715.660.660 8. 650 requested. 

COX, D U Scientific Inspection Technology, Inc. 83/03/03. 
HACOaNALD. C E. Transportation Branch. 7pp. 19655 020. 


63072S0149 Requests registration as user of Models 650. 660. 676. 6B0 ti 
771. 

PETERSON, D H. Mornson-Knudsen Co . Inc. 63/07/06. MACDONALD. C. E. 
Transportation Branch. Ip. 19826 030 


8307130034 Notification of registration as user of Models 600 b 600E 
in response to B30526 request. 

MACDONALD, C E. Transportation Branch. 83/07/07. NEAL.T-P- 
Consumers Power Co. Ip. 19311:311. 


DOCKET 71-9035 MODEL: 680 i 680E. TECHNICAL OPERATIONS. INC. 


8307190236 Forwards QA program for transpoi' ta t : on/pac k ing of 
radioactive mat! Registration as user of Gamma Industries 
Models 100, lOOA. Century 5 L SA, Universal S 6 SA, C-e b 6717B 
b Tech Ops Models 715,660,680 5 650 requested. 

COX, D U. Scientific Inspection Technology. Inc. 83/05/03. 
HACDDNALD. C. E T ransp o r ta 1 1 on Branch. 7pp. 19655 020. 


8307280149 Requests registration as user of Models 650.660.676.680 b b 
771. 

PETERSON, D. H. Mo r r i so n- Knud $ en Co , Inc. 03/07/06 MACDONALD. C. E. 
Transportation Branch Ip. 19826 038 


DOCKET 71-9039 MODEL 715. TECHNICAL OPERATIONS, INC 


83-07190236 Forwards QA program for transpor tat lon/pac k ing of 
radioactive ma 1 1 . Re g i s t r a 1 1 on as user of Gamma Industries 
Models 100. lOOA. Century S 5, SA, Un i versa I S b SA, C-S b 6717B 
b Tech Ops Models 715,660,680 b 650 requested 
COX, D. L Scientific Inspection Technology, Inc. 83/05/03. 
MACDONALD. C. E. Transportation Branch. 7pp. 19655:020. 


DOCKET 71-9044 MODEL: GE-I600. GENERAL ELEClftlC CO. 


B307130029 Notification of registration as user of Model &E-I6G0 in 
response to 830331 request. 

MACDONALD. C E. Transportation Branch 83/07/07 UONES.W.C. Omaha 
Public Power District. ip 19511 314 


DOCKET 71-9049 MODEL GE-500, GENERAL ELECTRIC CP 


8307230214 Requests registration as user of Model GE-SQO. 

HEINTRAUB.AA Energy. Dept of 83/07/06. MACDONALD. C. E. 
Transportation Branch. Ip 19826.068, 


DDCKET 71-9070 MODEL. N-55. ENERGY, DEPT. OF 


0307190434 Notification of registration as user of Model N-33 In 
response to 830310 request 

MACDONALD. C. E. Transportation Dranch 83/07/08. ANSELMO.A.A. 
EObS. Inc Ip 19656:045. 


8307220105 Responds to 830408 Itr requesting registration as package 
user. Approved GA program per 10CFR71 must be obtained prior 
fco registration as user 

MACDDNALD, C. E Transportation Dranch 83/07/12. CUTH. J H Kraft. 
Inc Ip 19691 344 


DOCKET 71-9071 MODEL: AP-lOl, ANEFCO, INC. 


8307130431 Application for amend to Certificate of Compliance 9071 
for Model AP-lOl.td Include borosllicate b other silicate 
solid waste forms as contents. 

MUHPHV.J.D Anefco, Inc. 83/04/05. ODEOAAROEN- R . Transportation 
Branch. 2pp. 19340: 189. 


DOCKET 71-9079 MODEL' HN-100. SERIES 2 b 2A, HITTMAN NUCLEAR 


8307130443 Requests registration as user of Model HN-100 Series 2. 
CUNNINGHAM. 6. E. General Electric Co. 03/06/22. MACDONALD. C. e! 
Transportation Branch Ip. 19540:223 


DOCKET 71-9080 MODEL: 9080, HITTMAN NUCLEAR b DEVELOPMENT CORP 


8307130032 Notification of registration as user of Model 9060 in 
response to 830421 request. 

MACDONALD, C. E. Transportation Branch. 83/07/07. MIS,F. J. 
Rochester Gas b Electric Carp. Ip. 19311:300. 


DOCKET 71-9088 MODEL; NL9-RF, 8CHLUMBERGER WELL SERVICES 


8307120030 Advises that Rev 1 to Certificate of Compliance 9068 for 
Models NLS-RF, NLS-LM expired 03OS3I. 

HACOONALD.C.E Transportation Branch, 83/06/20. RAC5TER,C.E. 
Schlumberger Hell Services. ip. 19439:342, 


DOCKET 71-9089 MODEL: HN-IOOS, HITTMAN NUCLEAR b DEVELOP. CORP. 


8307110071 Forwards request for addl info re 830516 application for 
renewal of Certificate of Compliance 9089 for Model HN-IOOS. 

Info required within 60 days of Itr receipt, 

HACOONALD.C.E. Transportation Branch. 83/06/23. MALLOHYiC.W. 
Hittnan Nuclear b Development Corp. (subs. Hittman Corp ) 3pp 
19386: 302. 


8307190428 Informs that Rev 3 to Certificate of Compliance 9009 for 
Model HN-1005 will not eipiro until final determination 
made by NRC. 

HACDQNALO, C. E Transportation Dranch. 83/07/11. ROWE, D. S. Hittman 
Nuclear b Development Corp. <subs. Hittman Corp. I. 3pp. 19636:168. 


DOCKET 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 


8307080404 Forwards Rev 2 to "CNSl 21-300 Type A Raduaste Shipping Cask 
SAR. " App 1, describing b evaluating new load distribution 
pal let. ausiliary sh 1 e Id. therma 1 analysis b revised operating 
procedure. Rev supersedes 830228 version 

PDPPEiLK. Chem-Nuc 1 ear Systems. Inc. 83/06/28. MACDONALD. C. E. 
Transportation Branch. lOpp 19362:243. 


—8307000407 Rev 2 to "CNBI 21-300 Type A Raduaste Shipping Cask SAR," 

App 1. 

* Chem-Nuclear Systems. Inc. 33/06/30. 66pp. 19362:247. 


8307230393 Forwards Rev 5 to Certificate of Compliance 9096 for 
Modal CNS 21-300. 

MACDONALD. C. E. Transportation Branch. 83/07/18 DEAL.R. 
Chem-Nuclear Systems. Inc. 3pp. 19718:073. 


— 8307230603 Certificate of Compliance 9096, Rov S. for Model CNS 21-300. 
MACDONALD. C. E Transportation Dranch 83/07/18. 3pp. 19718:076. 


DOCKET 71-9098 MODEL: UCC-20WC-2 b 2A, UNION CARBIDE CORP. 


B3072S0SS9 Forwards Rev 4 to Certificate of Compliance 9098 for 
Models UCC-B-OMC-2 b UCC-20WC-2A. 

HACOONALD.C.E. Transportation Branch. 83/07/18. MCOOVERN, J. J. 
Union Carbide Corp. Ip. 19715:352 


— B3072SO570 Certificate of Compliance 9090, Rev 4, for Models UCC-20WC-2 b 
UCC-20HC-2A. 

MACDONALD. C. E. Transpor ta t ion Dranch 83/07/18. 3pp. 19715:333. 



DOCKETED ITEMS 


3B1 


DOCKET 71-9107 MODEL: 771, TECHNICAL OPERATIONS. INC 


8307200149 Refluests registration as user of Models ASO. &&0. 676, 680 ti I: 
771. 

PETERSON. B. H. Morr 1 son-Knud s en Co . Inc 03/07/06 MACDONALD. C. E. 
Transportation Branch Ip. 19026 030 


DOCKET 71-9100 MODEL: CNS 6-75. CHEM-NUCLEAR SYSTEMS, INC. 


0307250023 Foruards requests for addl info re 830531 application for 
renewal of Certificate of Compliance 9108 for Model CNS 
6-75. Addl info should be submitted in form of revised pages 
within 60 days from date of Itr. 

MACDONALD. C. E. Transpor ta 1 1 on Branch. 83/07/14 DEAL.R 
Chem-Nuclear Systems. Inc. 3pp. 19721:001. 


DOCKET 71-9111 MODEL: CNS 6-80-2. CHEM-NUCLEAR SYSTEMS, INC. 


8307190266 Forwards responses to 830525 questions re amend request for 
Model CNS 6-80-2 package Q-ring seals will be bonded w/light 
coating of RTU adhesive. Leak test will be performed on task 
prior to acceptance. 

POPPE.L.K, Chem-Nuclear Systems, Inc. 83/06/29. MACDONALD. C. E 
Transportation Branch. Ip. 19656:207. 


B307200364 Application for renewal of Certificate of Compliance 9111 
for Model CNS 6-80-2. 

PQPPE.L. K. Chem-Nuclear Systems. Inc. 83/06/29. MACDQNALD. C. E. 
Transportation Branch. 4pp. 19656:272. 


-8307200365 "BAR for Chem-Nuclear Sys. Inc Model CNS 6-00-2 Type A 
Radwaste Shipping Cask." 

• Chem-Nuclear Systems. Inc. 03/06/29. 37pp. 19636:277. 


0307250091 Requests registration as user of Model CNS 6-80-2 
LUNOVALL. A. E. Baltimore Gas U Electric Co 03/06/30. 

MACDONALD. C, E. Transportation Branch. Ip 19720:333. 


DOCKET 71-9127 MODEL 100. tOOA. 200. 200A, GAMMA INDUSTRIES 


0307190236 Forwards QA program for transpor tat ioii/pac k Ing of 
radioactive ma 1 1 . Reg i s tra t i on as user of Gamma Industries 
Models 100. lOOA. Century B & SA. Universal S & SA> C-B i. 67t7D 
& Tech Ops Models 715.660.600 f, 630 requested. 

COXiD.L. Scientific Inspection Technology. Inc 03/05/03. 
MACDONALD. C. E. Transpor ta t ion Branch 7pp. 19655:020. 


DOCKET 71-9128 MODEL: C-B, GAMMA INDUSTRIES 


8307190236 Forwards QA program for transpor tat ion/pac k I ng of 
radioactive matl Registration as user of Oamma Industries 
Models too. lOOA. Century 5 & SA. Universal S & SA.C-8 U 67I7D 
(i Tech Ops Models 715.660.600 f/ 630 requested. 

COX.D.L. Scientific Inspection Technology. Inc. 83/03/03 
MACDONALD. C. E. Transportation Branch 7pp. 19655:020 


DOCKET 71-9132 MODEL: T-3, ENERGY. DEPT. OF 


8307130048 Summary of 830629 meeting u/NUPAC & Mes t inghouse-Hanford 
In Silver Spring.MD re shipment of sodium contaminated fuel 
& increased heat load In Model T-3 

□DEOAARDEN. R. H. Transportation Branch. 83/07/07 Transportation 

Branch. 2pp. 19511:301. 


0307290340 Forwards addl info in response to NRC 830215 request re 
application for amend to Model T-3 shipping cask. 

HAN5EN.L. J. Nuclear Packaging. Inc. 03/07/19. MACDONALD. C. E. 
Transportation Oranch. 27pp. 19058:109. 


DOCKET 71-9135 MODEL; CENTURY S it SA. CEN. UNIV S t, SA, OAMMMA INO. 


0307190236 Forwards OA program for transportat ion/pac k ing of 
radioactive ma 1 1 . Reg is tra t ion as user of Gamma Industries 
Models 100. lOOA. Century 8 & SA. Universal S it 5A.C-8 6717B 

& Tech Ops Models 715,660.680 tr 650 requested. 

COX.D.L. Scientific Inspection Technology, Inc 83/05/03 
MACDONALD. C. E. Transportation Branch. 7pp. 19655:020 


8307130311 Notification of registration as ..ser of Models Century S. 
Century SA.Century UNIV S. Century UNIV SA. IR-50 K IR-lOO in 
response to 030606 request 

KACDONALO. C. E Transp Orta 1 1 on Branch 03/07/07 CORDESIA. D M 
Cherne Contracting Corp Ip I9S08 362 


DOCKET 71-9151 MOKt HN-100. HERIES 3. HI [THAN NUCLEAR V DEV. CORP 


0306030261 Requests correction to NRC 830509 Itr referencing Model 
CNS 14-170 package instead of 100 Senes 3 

MUSOLF.D Northern States Power Co 03/05/23 MACDONALD. C E 

Transportation Branch Ip 10785 356. 


8307230035 Application for amend to Cerlifiiale nf CompI lance 9151 to 
include NUS 14-170 Senes 1 package for ^nipment of 
radioactive matl. W/four oversiie diawings Aperture cards are 
available In FOR. Four procedures encl 

RUSSELL.T.A. NUS Corp 03/06/29. MACDChJAL D. C T vansp or ta 1 1 on 
Branch 3pp 19724 GO] 


— 8307230040 Rev A to Procedure WM-Oll. "Soap liubhle Leak Test NUS 
Process Sves Shipping Casts " 

• NUS Cnrp 83/06/20 7pp. 19724 005 


— 8307230042 Rev A to Procedure WM-012’. "NUji - 14- 170. Sen es 1 Maint 
* NUS Corp. 03/06/20 epp 19/24 012 


— 8307250045 Rev A to Procedure tJM-013. "Gamma Scanning of Lead Shielding 
for NUB Type Casks. " 

* NUS Corp 83/06/28 6pp IV724 C20 


— 6307250047 Rev A to Procedure WM'*0l4, "Operating Inslvuctlbns for 
Loading & Unloading NUS - 1 4- I 70. Ser les 1 Casts " 

• NUS Corp. 83/06/28. 17pp 19724 026 


8307220639 Advises that actual lequestoi of re, to Certificate of 
Compliance 915! is NUS Process Sves Corp Rev should be 

changed accordingly. 

ANDERSON, H M. NUS Corp 83/07/06 MACDONAl.D.C Transportation 
Branch Ip S9697 042 


8307130037 Notification of registration .is user of Models HN-100 
Series 3 & CNS 14-170 in response to 030224 request 
HAGDONALD.C E. Transp or ta t i on Blanch 83/07/07 MIDURA.H J 
Public Service Electric i Gas Co of New Jersey Ip I951I 308 


DOCKET 71-9156 MODEL IR SO. INDUSTRIAL NUCLEAR CCI 


8307130311 Notification of logi s t la t ion as user uf Models Centuiy S. 
Century SA.Century UNIV S. Century UNIV SA. IR-SO IR-IOO in 
response to 830606 request 

MACDONALD. C E Transpo r ta t ) on Branch 83/07/07 CCIRDESIA.D M 
Cherne Contracting Corp Ip 19508 362 


83072B0034 Requests registration as user of Mudel IH-50 shipping 

package 

BRACKENiK.W. Energy, Dept, of 03/07/12 MACDQNALD.C E 
Transportation Branch Ip. 19026 0|8 


DOCKET 71-9157 MODEL' IR-lOO, INDUGTRIAI. NUCLEAR CO 


0307130311 Notification of vcgislialion .is user of Models Century S. 
Contury SA.Century UNIV S.Century UNIV -MA. lH-50 IR-lOO in 
response to 830606 request 

MACDONALD. C. E Transportation Branch 83'07/OV CaRBE.SlA, D M 
Cherne Contracting Corp Ip 19500 362 


DOCKET 71-9162 MODEL. GNn-20. GULF NUCIKAB, INC 


8307070467 Foruards Rev J to Model GNM-I'O Cer 1 1 f i r a 1 1 on requested 
HOPCRAFT.C P. Gulf Nuclear, Int. 83/06/24 MACDQNALD.C E 
Transpartatien Branch 34pp 19344 291 


DOCKET 71-9163 MODEL' ONG-20. GULF NUCLEAR. INC. 


0307150392 Application for IAEA tertlficato of cumpetent authority 
for GNG-20 source shield. 

HOPCRAFT.C. P. Gulf Oil Corp. 83/06/09 H.MdL.R 
Dept- of Ip. 19540:310. 


T ransporla 1 1 on. 



DOCKETED ITEMS 



-• ?163 for Kaael 

kopcraft.c f 


B3O7tlO093 Approves Automation Indus tr ics. 1 nc S30227 request that 
Model 500SU-t3P ba issued IAEA certificate of competent 
authorltu. u/I isted condition 

HACDCWALDi C. E. Transportation Branch. 83/06/'27. RAUL.H.R. 
Transportation. Dept of. Ip. 19356:396. 


•;* . i i J- . ^ -liJ 


= s. fcr Mas*! 

FD.nt.rv Spp 


CriG-30 
19651 346 


DOCKET 71-9503 HOOEL.. HPC MDD-3 RIO. ENERGY. DEPT. OF 


■•jr c I *■.. iS'ce 9163 meets 

... Aijrr.el s-avl 2 se 

I-.— :»ri'T lead ^.1’* seal i" 

r a * j - I IS 

ire-'- H2'07'07 Oaml.S R 
i; ItS 


S3O7120028 Advises that Rev to Certificate of Compliance 9903. for Model 
HPO KOO-3 RTG expired on S30S31. 

MACDONALD. C. E. Transportation Branch 83/06/30 DARRACLAUOH. E. 
Energy. Dept. of. tp. 19439:343. 


i’a: 11 f. it.'ric.*. r.vruEAR pacpacing. inc. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 



ji . str of Models fPJPAC 14l3tDH 
!'*;.es( 

E-3.0?.'.37 fJU.MC Georyia 


i.rL~A:iCN U.D'_’5TP1ES- INC 


G ta Cert'.fi'ate of 'csrpliatite 91B0 for 


DOCKET 72-0001 MORRIS OPERATIONS. GENERAL ELECTRIC CD. 


8307110597 Advises that changes to physical security plan acceptable. 
Plan foraat changed by Including contingency plan. guard 
training plan 6 final tran sp or ta 1 1 on security plan per 
10CFR72. 81. License Conditions 9. I.A U 9. l.B amended. 

6HITH.C.N. Fuel Facility Safeguards Licensing Branch. 83/01/14. 
DMfSiXf. D M General Electric Co. Ip 19391:343. 


:;rrj-.ir,r. i?3-06/37 KAvEERflY-C B 

I-'. i; l-'ih4 1?5 


=:;o Ke. 0. for Mocel 3O0EU-W* 
JiC-tsCi:- 33'C-6/37 Spp 19364 126 


0307280039 Advises that editorial errors found in Rev 7 to NED0-SO776> 
‘■SFSO/GEUnCO QA Plan. " Nate rev being prepared, 

DAWSON.D-M. General Electric Uranium Management Corp. 93/07/09. 
ROUSEiL C. Advanced Fuel & Spent Fuel Licensing Branch. Ip. 

19826:016. 



IMONDOCKETED ITEMS 


lOCFR COMMISSION MEETINO RECORDS 


8307030423 Transcript of Commission 830628 meeting in Mashington. DC re 
discussion h possible vote on final rule 10CFn50.73 
concerning LER sgs.Pp 1-71 . Supper t i ng documentation end. 

* Commissioners. 83/06/28. 84pp. 19S63.00I. 


8307030440 Transcript of Commission 830620 af f irmation/discossion t, 
vote In Wash ington, DC re 8ECY-83-190A on review of ALAB-6B7 
ti SECV-S3-215A on loiu-pouer OL for Shoreham Pp 1-7. 

* Commissioners. ALAa-6a7. 03/06/20 lOpp. 19262 336 24X 

Flche: 30-322, 83/06/20, 0307030440. 


8307060323 Staff requirements memo re B30617 briefing on impending 
strike by util emp 1 ogees. Commission requested that Region I 
determine If personnel that util intends to use in control 
room meet regulatory requirements. 

CHILKrS. J. Office of the Secretary of the Commission. n8306l7B. 
83/06/27. Office of the Secretary of the Commission. ip. 
19299:276. 24X Flche: 30-247, 83/06/27, 8307060323. 


8307070333 Staff requirements memo on B30615 briefing in Washington, 
DC re NHC certification in restart proceed Ing. Fina I ne 
significant haiardi consideration determination uitll be 
proposed for concurrence by end of June 

CHICK, 8. J. Office of the Secretary of the Commission. HB3Q613A. 
83/06/22. DlRCKSjW. J. Office of the Executive Director for 
Operations. Ip. 19362:226. 24X Flc he. 30-209, B3/06/82, 0307070333. 


8307080338 Transcript of Commission 830621 public meeting in 
Wash Ing ton, DC re completion of restart revieu Pp 1—72. 

» Commissioners. 83/06/21. B7pp. 19364:307. D4X 
Fiche: 30-289, 03/06/21, 8307080333. 


8307080361 Transcript of Commission 830630 aff Irma t Ion, di scuslon 8- vote 
In Washington. DC re SECY-03-253A on low power OL for 
Shoreham 4< ALAB-714. Pp 1-8. 

« Commissioners. ALA0-714. 83/06/30. 12pp. 19364 29S a4X 

Flche: 30-322, 03/06/30, 8307000361 . 


8307070081 Staff requirements memo re 330623 af f 1 rma t 1 on/d t scussian «• 
vote in Wash Ington, DC re gECY-a3-190A, "Commission Review 
of ALAB-637. 

CHICK. 8, J, Office of the Secretary of the Coramt ssi on. MB30628B. 
83/06/30. PLAINE, H. H. E. Office of the General Counsel. Spa. 
19366:310. 24X FI che: 30-413, 83/06/30, 8307090031 


3307090090 Staff requirements memo re 330617 discussion in Mashlngton, 
DC re NRC required resources to fulfill requirements of 
Nuclear Waste Policy Act. 

CHICK, 8. J. Office of the Secretary of the Commlsslan, Ma306l7A 
83/06/29, Office of the Secretary of the Commission. Ig 
19366:331. 


8307090130 Staff requirements memo re 830623 discussion i possible vote 
In Washington. DC on final rule lOCFRSO. 73, "LER Sys " 

CHICK, 8. J. Office of the Secretary of the Commlsslan. n830&28A. 
83/06/30. DIRCKS, W. J, Office of the Executive Director for 
Operations. Ip. 19366:392. 


8307110106 Transcript of Commission 830709 meeting re evaluation of 
Implleatlon of Salem event <Part III in Wash I ng t on. DC. Pp 
1-02. Support 1 ng documentation end. 

• Commissi oners. 83/07/09. 100pp. 19386:137. 24X 

Flche: 90-272. 33/07/09, 8307110106. 


8307110999 Discusses staff requirements memo re B306I5 briefing on 
QA deficiency s te tus. Def Id enc 1 es resulted in sa f e ty-related 
work stoppage on 021203 I, resulted from work performed 
subsequent to Aug 1980 reorgan 1 la 1 1 on. 

DIRCKS, W.O. Office of the Executive Director for Operations. 
83/06/29. CHICK, S.J. Office of the Secretary of the CoMnission 
Ip. 19434:138. 24X Flche: 90-329, 83/06/29, 0307 1 10999. 


— 03O7IIO964 Staff requirements memo to £130619 briefing m Wash l ng t o n, DC 
on OA prob 1 cms. Comm iss 1 oner Sllinsky requested info whether 
deficiencies involved const completed before rir after Aug 
1930 OA dept formation. 

CHICK'S. J. Office of the Secret.sry of the C nm.r. ; s s i on M030613H 
33/06/20 DIRCKS. W.J Office of tlio Eiecutive Director for 
Operations Ip 19434 139 24X Fiche 50-329,33/06/29.8307 110559. 


S307I40924 Transcript of Commission 030707 public hearing in 
Washington, DC re dlscusssoii of Regulatory Reform Tasl 
Force - admin istrativB proposals - baclfit role I’p 1-37 
Supporting documon ta 1 1 on end 

• Commissioners. B3/07/07 55pp 19563 059 


S307ISO449 Transcript of 330511 Commission meeting re review af 
NFS-Erwin se 1 1 leraen t. Ex emp 1 1 ons I f, 10 in Wash mg t on, DC Pp 
1—66 SJChitk 030706 memo releasing ti'aiiscnpt one 1 
* Cgmmissinners 83/09/11 70pp 19540 229 


0307180291 Staff requirements memo re 830705 briefing in Wash i ng ton, DC 
on evaluation af implicatiens of Salem event. C ommi ss ion 
concurred in proposed Itrs to 1 1 c enseos. i e vi seif to include 
rept on status of compliance 

CHlLKiS J- Office of the Secretary of the Conunl ss i on 11830705 
03/07/11. DlnCKS, W. J. Office of the Eiecotive Director for 
Operations ]p 19366:163 24X Fsche SO-272 , 83/07/ I !, 8307 1 30391 . 


S3071B0299 Staff requirements memb re 830700 meeting ui/ACRS in 
Mashlngtnn. DC concerning proposed safely research program, 

FV89 Ci 86 budget t> seismic design margins 

CHICK, 8 J Office of the Secretary of the Cominisaion Ma307t>3 
83/07/11. FRALEY, R.F ACRS - Advisory Committee on Reactor 
Safeguards DIRCKS, W.J. Office of the E i ec i, t i ve Director for 
Operations Ip 19966. 155 


8307190399 Transcript of Commission 030712 briefing m Wash i ,ig t o n, DC re 
severe accident research plan Pp l-lOO Supporting 
decumenla t ion end . 

* Comnisslnners 33/07/1? I6Bpp. 19654 050 


8307200137 Transcript of Commission 030713 public meeting in 
Washingloii. DC re continuation of evaluation of implications 
of Ba I em eveiit. Pp I-??. Suppor 1 1 ng documentation encl 
* Commissioners. BD/07/13 9lpp 19671 251 ?4X 

Fiche: 90-272. 33/07/13, 8307200137 


8307200179 Transcript of Commission 030713 open meeting in Washington, 
DC re regulatory reform task force - administrative 
proposals - revs to Part 2 Pp 1-09 
■» CDiBdiiSSiciners 03/07/13 9app 19671 159 


8307200106 Staff requirements memu re Q;i07n7 discussion of 
admtnistiative proposals of HeguEatory Reform T.isi force 
on badfit rule in Wash mg ton. DC 

CKILKiS J Office of the Socretarg of tl,o Commi.,siun M830707A 
03/07/08 DIKCKS.M.J Office of tho E-xoc„l.ve Director for 
Operations TOURTELLQTTE. J. Regulatbr.i Reform Task Force In 

19670:313. ’ 


B3O7200373 Transcript of Coroimi ss i on 030708 meeting w/ACRS in 
Washington. DC ts FYSS 6 86 RES budget I. soisnic dosign 
nargins Pp t-72 

* Conmiss iuiiers. * ACRS - Advisory Committee on Reactor 
Safeguards B3/07/OB. 75pp 19670 177 


0307220095 Forwards Commission do t ermi na 1 1 1 . ii statement releasing 
portions of H30406 transcript of discussions on rulemaking 
petition 6 entire transcript of 330411 discussions 
CHICK, S J. Office of the Berrctarij of the f.ximmi s s i on B3/07/07 
Public Document Branch Ip. 19712 093 
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NONDOCKETED ITEMS 


B3O7190327 Comments on reactor vessel tnermal stress durins cooldoun. in 
response to S30520 Itr. Concurs w/Taylop Ref 3 that large 
thermal gradients could have developed if no miiing of 
stagnant fluid at lou temps occurred. 

ZUDANSi Z. Franklin Ins 1 1 tu te/Frank 1 1 n Research Center. ZUDANS. Z. 
ACR8 - Advisory Committee on Reactor Safeguards. 83/03/31. 

MCKINLEY, J.C ACRS - Advisory Committee on Reactor Safeguards. Ip 
19656:171 BAX F 1 C h e : 50-333, B3/03/3 1 . B307 1 90327. 


3307190345 Comments on ACRS ECCS Subcommittee 030524-25 meetings 
Significant progress made in pressurized thermal shock (PTS) 
issue. Computer input decks partially completed for- IB plants 
subj to PTS analysis. 

ZUDANS. Z. Franklin Ins 1 1 tu te/Frank 1 in Research Center. ZUOANS. Z. 
ACRS - Advisory Committee on Reactor Safeguards. 83/05/31. 

BOGHNERT, P. A. ACRS - Advisory Committee on Reactor Safeguards 4oo 
19644:352. 


8307200022 Discusses NUREO-OBOB "Mark 11 Containment Program Load 
Evaluation t, Acceptance Criteria." Analysis methods adequate 
to assure structures will survive potential LOCA environ. 

ZUDANS. 2. Franklin Ins 1 1 tu te/Frank 1 in Research Center ZUOANS. Z. 
ACRS - Advisory Committee on Reactor Safeguards. 83/06/15. 

MCKINLEY. J. C. ACRS - Advisory Committee on Reactor Safeguards. 7pp. 
19670:357, 24X F 1 c he : 30-373. 83/06/ 1 5. S307200022. 


8307200026 Comments on ACRS Metal Components Subcommittee 830613 
mee ting. P Ian t operators should be prepared to cope 
u/potentlal pressurized thermal shock or other uneipected 
cond 1 1 ions. Dlagnos t Ic training should be provided. 

DINFORD.F.T. Oak Ridge National Laboratory. DINFORO.F.T. ACRS - 
Advisory Committee on Reactor Safeguards. 83/06/16. ISNEiE.G. ACRS 
- Advisory Committee on Reactor Safeguards. 3pp. 19670r334. 


8307200030 Comments on ACRS Subcommittee on ATWS 830526-27 meetings. 
Reliability assessment program should include discussion of 
reactor scram sys hardware. 

MUELLER, C. J. Argonne National Laboratory. MUELLER. C.J. ACRS - 
Advisory Committee on Reactor Safeguards. 83/06/06. KERR.M. ACRS - 
Advisory Committee on Reactor Safeguards. 3pp. 19670:346. 


8307200033 Comments on Charleston area earthquake workshop. Current 
seismicity of Charleston region it not part of aftershock 
sequence of 1886 event. but Indicative of semiun Iqueness 
of area 

POMEROY. P.W. Rondout Associates. POMEROY, P.W, ACRS - Advisory 
Committee on Reactor Safeguards. 83/06/13. QKRENT, D. ACRS - 
Advisory Committee on Reactor Safeguards 2pp. 19670:344. 


8307200038 Comments on ACRS subcommittee 830527 meeting. Attention to I. 
better unders tand Ing of eilstlng sys by plant personnel 
can accomplish more than equipment add-ons. 

DITTO. 8. U. Affiliation Unknown. DITTO. S J. ACRS - Advisory 
Committee on Reactor Safeguards. 03/06/07. BOEHNERT.P. ACRS - 
Advisory Committee on Reactor Safeguards 2pp 19670:342. 


8307200043 Comments on Pressurited Thermal Shock <PTS) Task Action Plan 
A-49. Gut dance to plant iligt ft improvement In instrumentation 
it control sys offer best method to prevent PTS. 

SINFORD.F.T. Oak Ridge National Laboratory. QINFORD.F. T. ACRS - 
Advisory Committee an Reactor Safeguards. 83/03/31. tONE.E.e. ACRS 
- Advisory Committee on Reactor Safeguards. 4pp. 19670:338. 


G3O72OOO00 Transcript of ACRS Joint Subcommittee on Reactor 
Radiological Effects ft Site Evaluation 830718 meeting in 
Washington. DC. Pp 1-246. Supporting documents t i on enc I 
• ACRS - Advisory Committee on Reactor Safeguards. 83/07/18 
339pp. 19646:063. 


B307200149 Transcript of ACRS Subcommittee on QA During Const 830718 
meeting in Mash Ing ton. DC. Pp 1-144. Support 1 ng documentation 
end. 

a ACRS -■ Advisory Committee on Reactor Safeguards. S3/07/1B. 
175pp, 19650: 194. 


S3072O0342 Comments on NRC licensing guidance for enhancing reitablllty 
of dc power sys ti diesel generators. Info eichange program 
should be implemented for diesel generator reliability. 

LIPINBKI. U. C. Argonne National Laboratory. LIP INSKI , H. C. ACRS - 
Advisory Committee on Reactor Safeguards. S3/06/2S. KERR.ir. ACRS - 
Advisory Committee on Reactor Safeguards. 2pp. 19669:327. 


G307200347 Discusses proposed NRC rule on ATMS. Rule should state that 
reliability analysis should bs performed for original scram 
ays 6 new diverse scram sys. 

L IP INSKI. M. C. Argonne National Laboratory LIP INSKI. H, C. ACRS - 
Advisory Committee on Reactor Safeguards B3/06/22. KERR.W, ACRS - 
Advisory Committee on Reactor Safeguards. 2pp. 19669:329. 


8307200332 Comments of ACRS ECCE Subcommittee 630324-23 meetings 
Limited NRC research having adverse effect NRC iiseds more 
definite plan to clarify issue of sensitivity of BMP 
transient evolution to CCFL correlation 

SCHROCK. V E Cali/orma. Univ of. Berlel.iy. SChRQCK, V. E. ACRS - 
Advisory Committee on Reactor Safeguards 83/06/24 WARD, D. ACRS - 

Advisory CoiiiAittee on Reactor Safeguards 2pp 19669.331. 


8307200373 Transcript of Commission 630703 .nee ti ng w/ACRS in 
Washington. OC re FYBS i. 86 RES budget f, seismic design 

nargins Pp 1-72 

* Coaimiesioners * ACRS - Advisory Committee on Reactor 
Safeguards 33/07/08. 73pp 19670 177 


830 7200474 Comments on a30'327 session of ACRS Joint Metal Components/ 
Reactor Fuels Subcommittee 830526-27 meetings re bolting 
problems. Corrections should be made to underes C i .r.a te of 
strain-to-fai lure at high temp in described in NUREG-O630. 

SDLOMQN.A A Purdue Univ. SOLOMON, A A. ACRS - Advisory Committee 
on Reactor Safeguards. 83/06/01. SHEMMAN, P ACRS - Advisory 
Committee on Reactor Safeguards 2pp 19672.173 


0307200473 Comments favorably on Task Actinn Plan A-49 re pressuriied 
thermal shock (PTS) . Projec ted App K changes, u/po ten 1 1 al for 
reduction of flux seen by reactor vessel ua I Is. represents 
best opportunity for ultimate resolution of PTS 

ZUDANS. Z. Franklin I ns t i tut e /Fra n kl i n Research Center ZUDANS. Z 
ACR8 — Advisory Committee on Reactor Safeguards 83/06/03. 
f CNE, E. G. ACRS — Advisory Cammittee on Reactor Safeguards 2pp 
19672: 175 


830720048? Commeots on ACRS ECCS Subcommittee 830524-23 meetings in 
Denver.CO re LDFT pr ogram, separa t e effects area, data bank 
prograiB.nuclear plant ana 1 y ler. RELAP3 status. TRAC-DMR b 
TflAC-PUR status, code assessmen t. F 1ST ft MIST 
CATTONi I- ACRS - Advisory Committee on Reactor Safeguards 
83/05/31. BDEHNERT.P. ACRS - Advisory Committee on Reactor 
Safeguards. 5pp 19671:336. 


8307200493 Coaunents on technical ma 1 1 presented at ACRS Subcommittee 
on Hunan Factors 830519 meeting. including info re 
pr ion tiia t ion of generic i terns, re seat ch program, edot l< 
training S. nuclear data link. 

0E80NS, A. ACRS - Advisory Committee on Reactor Safeguards 
B3/03/27. WARD. D. ACRS — Advisory Committee on Reactor Safeguards 
3pp. 19672: 276 


8307200306 Connents on ACRS Metal Components Subcommittee 820930 
■■eting re prassuriied thermal shock (Task Action Plan Item 
A— 491. Procedure for screening PWRs acceptable 
CATTON. 1. ACRS - Advisory Committee on Reactor Safeguards. 

83/06/06 lONE.E. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 19672:279 


B3O720O929 Cosnaients on ACRS Joint Metal Compcrien t s Reac t or Fuels 
Subeoanittee 930526 meeting re GMR largo diameter pipe 
cracking. Oetecti on & siding of defects difficult due to 
choice of original design b matl. 

BERGER.II Industrial Guelity. Inc. BERGER. H. ACRS - Advisory 
CoiPAlttee on Reactor Safeguards. 83/03/31 SHEMMDN.P Ghlo State 
Univ. 2pp 19672:232. 


8307200532 Provides addi input re ACRS Human Factors Subcommittee 
meeting, iricluding estimates of elementary probability of 
human error, educational incentives for human factors 
personnel t, mechanism for hu.man factors plan 

BUCK, J. loua. Univ. of BUCK, J. ACRS ■■ Advisory Committee on 
Reactor Safeguards. 83/06/03. MARD. 0. ACRS - Advisory Committee on 
Reactor Safeguards. 2pp. 19672:272. 


8307200548 Comments on Human Factors Subcommittee 030519 meeting in 
Washington, DC re PRA. BUR emergency procedure guidelines (c 
nuclear data link. Human factors areas underfunded 
CATTQIdi 1 ACRS - Advisory Committee on Reactor Safeguards. 
83/0S/3t. FISCHER. D. ACRS - Advisory Committee on Reactor 
Safeguards. Ip 19672:290. 


8307210004 Transcript of ACRS Joint Subcommittee on Reactor 
Radiological Effects 4: Site Evaluation 830719 meeting in 
Washington. DC Pp 247-500. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 83/07/19 
299pp. 19667-246. 


8307220018 Comments on ATMS proposals discussed at Electrical Sys b 
ATMS Subcommittees 830326 U 27. mee tings. Super lor program, 
arresting transient development & terminating trai.sieiits u/o 
plant ihutdooin.must be developed to reduce risk. 

EPLER.EP. Epler. E.P. EPLER.E.P. ACRS - Advisory Committee on 
Reactor Safeguards. 83/06/03. KERR.M. ACRS - Advisory Committee on 
Reactor Safeguards. 22pp. 19692:147. 
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S30722003S CoirmETitj on ACRS Electrical Sijs Subcommetee 830536 neetins 
re diverse scram sy* far Westlnshouae reactors Meu stiedv o** 
sys reliability 6 careful review of operator ability 
rec oeirriende d 

DITTO, S.J. Ditto, S.J, DITTD.S J ACRS - Advisory Caoinsttae on 
Reactor Safeguards. 83/06/07. SAVIO.R. ACRS - Advisory Comalttoe 
on Reactor Safeguards. Spa 196?3. 123 


B307330034 Submits comments on proposed Task Action Plan A-49 re 
pressoriied thermal shoe t. Recommend s procedures contained In 
App E to 3ECy-B2-468 be Included In Reg Ouide 1.99 earlier 
than 1986 

GALLi R <3d!]e W. R. (rAULeVJ. R. ACRS - Advisort/ Con^oittet OH 
Reactor Safeguards. B3/06/03. lONE. E. 0. ACRE - Advisory Comlttee 
on Reactor Safeguards. Ip. 19712:092 


8307230035 Comments on ACRS ATHS Sobc ommi ttee 830327 meetins re 
proposed rule requiring supplementary scram sys fO'r 
Hestinghouse reactors. Improvements tn screm sys t> reducing 
challenge frequencies of reactor protection sys recommended. 
LEE.J.C , UEE, J. C. Michigan. Univ of. 83/06/06 BOEHNERT. P. A. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 196?t;360. 


B307330643 Summariies concerns raised at ACRS Human Factors 
Subcommittee 030719 me# t i ng. Human factors budget should be 
doubled t’ 207. of budget should be appropriated for research 
at unlvs 


SAUyENDY.C. Purdue Unlv. SALVENDY, C. ACRS 
Reactor Safeguards. 03/05/23. FISCHER, D. 
on Reactor Safeguards. Ip. 19697:038. 


- Advisory Committee on 
ACRS - Advisory Conaifetee 


83073500B1 Summanres ACRS ECCS Subcommi it ee S303I0 meating In 
Wash ington. DC re B&U feedueter spray uork.OE adder concept 
in revised ECCS methodology t D6U moltlloop IntBarel sus 
test sealing. 

TIEN.C.L. California. Unlv. of, Berkeley. TIEN.C.L. ACHB - 
Advisory Committee on Reactor Safeguards. B3/03/17. BOEHNERT.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 19720:320. 


0307350535 Forwards comments on ACRS Subcommittee on Human Factors 
830519 mee t 1 ng. Human factors research plan presented at 
meeting was reasonable l< consistent u/prevlous discussions 
KEVSEHLINC, W. M. Keyserllng. M. M. KEVSERLINO. H. H. ACRS - Advisoru 
Committee on Reactor Safeguards. 83/03/25. WARD, □. ACRS - Advisory 
Committee on Reactor Safeguards. 3pp. 19739:234. 


B307270004 Transcript of ACRS Bubcommi t t ee on ECCS 830719 meeting in 
Alllance.OH Pp 1-346. Suppor 1 1 ng documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 83/07/19 
3l4pp, S9'/47 036. 


6307280175 Transcript of ACRS Bubeomnlttee on Transportation of 
Radioactive Matls 930726 meeting in Wa sh ing t on, DC. Pp 1-157, 

• ACRS - Advisory Committee on Reactor Safeguards. 83/07/26 
163pp. 19792: 093. 


COHMISSION NRC COMHI 56 lONERS 


0307060439 Informs that five lists of documents re TMl-2 accident will 
be compiled per 830607 request. 

PALLADIKO. N. J. Coraml s I loner s. CR-a3-l03. 83/06/24. UDALL. M. K. 
House of Rep., Interior & Insular Affairs. 4pp. 19300:153 24X 
Flehe: 50-2B9. 83/06/24. 0307060439. 


— 0307060443 Ack receipt of NRC 830526 Itr responding to 030427 request 
for info re forthcoming decision on TMl-1 restart & B6M vi 
CPU trial record. Commission majority response to 630427 Itr 
inappropriate. 

UDAL.I.,f1 K. House of Rep.. Interior t< Insular Affairs, 03/06/07. 
PALLADIHQ.N. J. Commissioners. Ip. 19300:157 24X 

Flehe: 50-289, 83/06/24, 8307060439. 


0307090092 Ueetly Info rept for uk ending 030617. 

REItt.T.A. Office of the EkBcutive Director for Operations 

03/06/24. 37pp, 19366:061. 


0307090110 Meekly info rept for uk ending 030624. 

REHHiT.A. Office of the Eiecutive Director for Operations 
03/06/30. 47pp, 19366:090, 


0907140121 Responds to 830601 Itr eipressing concerns re NRC decision 
to pormlt facility operation in light of serious incidents 
occurring in Feb 1903, NRC Instituted augmented Insp program 
to aonllor activities. Plant can be operated safely. 

DIRCKS.H.J, Office of the Esecutlve Director for Operations. 
83/07/01. CASTUE, M. N. Oelauarc. State of. 2pp. 19339-354 24X 

Flehe: 30-272, 83/07/01, B307I40121, 


— 0307140127 Submits comments on behalf of concerned citliens re 
operation of f acl 1 1 1 y. P Ian t should be shut down due to 
gross mismanagement causing serious health t, safety risk. 
hBC should carefully scrutinize operations. 

CASTLE.n.N, Delaware, State of. B3/06/OI, PALLADINO, N. J. 
Coflwiss loners. 2 pp. 19339:356. 24X Fiche; 30-272, 83/07/01, 

8307140121. 


8307190037 Responds to 830303 request for NRC views on Nuclear 
Nonproliferation Policy Act of 1903,HH 1417. Titles I, IV 1> Vt 
do not affect NRC activities. 

PALLADINO. N. J. Commissioners. 03/06/20. ZABLOCKI, C. J. House of 
Rep.. Foreign Affairs. 3pp. 19636:223. 


— 0307190039 Requests comments on end H. R. 1417 re promotion of US 
nuclear nonproliferation policies. 

ZABLOCKI. C. J. House of Rep.. Foreign Affairs, 03/05/03. 
PALLADINO. N. J. Commissioners, 18pp. 19636:232. 


8307190403 Weally info rept for uk ending 830701. 

REHH.T.A Office of the Ekscutive Director for Operations 
03/07/08. 64pp 19636:081. 


ADVCM NRC ADVISORY COMMITTEE 


Forwards B (Sard# 830620 Itr requesting revleu, of mi shanif Urn 
of NRC insp/ I nvas t Igallon of allegations of generic welding 
defects at San Qnofre.Ltr discusses prerequisites for 
al 1 agar Interview. 

LEVIiR.P. Rights of Licensee Employees Under Investigation. 

83/06/30. SIl.BERT. E. J. Schuialb, Donnenfeld. Bray 6 Silberl 
RUEBHAUSEN, D. M Debevolse t Plimpton. SCOTT, J. D. Kator, Scott «c 
Heller. ip 19374:318. 


0307190443 Weekly info rept for uk ending 83070B. 

AEHIiT.A. Office of the Esecutlve Director for Bperatlons 
83/07/14. 37pp. 19631:307 


8307200243 Informs that addl resources needed to fulfill requirements 
of Nuclear Masts Mgt Policy Act of 1902, approved by 
Commission. Congrats requested to appropriate addl funds. 

PALLADINO, N. V. Commissioners. 83/06/17. OTTINOER, R. L. House of 
Rep.. Energy & Commerce. 3pp. 19670:260. 


8307130175 Requests Commission review analysis of sarlous misbandl 
Of NRC insp/lnvestlgatlon of allegations raised re both 
specific I. generic welding flaws at Qechtel constructed 
plants. 

OARDE.B P. Govsrnmint Accountability Project. 83/06/20 
PALLADINO.N. J, , ASSELSTINE, J. K. , AHEABNE, J. F. Commissioners. 
27pp, 19S74;319- 


8307200274 Responds to 830325 Ur re investigation proc eifores. NRC 

policy content, 

^ Office of the General Counsel. 83/06/24. 

OREENSPUN. J, S. Justice, Dept. of. ip. 19669:305. 


8307200247 Recommends extension of Commission authority to issue 
temporary OLs to 841231 In response to Subcommittee 830603 
qUBstiene. Author! ty will be exercised sparingly, 

PALLADINO, N. J. Commissioners, 83/06/15. nTTINOERr R. L. House of 
Rep., Energy «, Comraerc#. 2pp. 19670:250. 


0307200248 Responds to inquiry during 830600 hearing re addl resources 
needed to fulfill requirements of Nuclear Waste Mgt Policy 
Act of I9B2. Decls ion on estimate of addl resources 
unresolved. Estimates end. 

PAU.AOINO.N. J. Commissioners. 03/06/16, OTTINOER. fi. L, House of 
Rep.i Energy tc Commerce. 2pp. 19670:256. 


- 8307200275 Confirms agreements reached at 830321 meeting re 
investigative procedures to be employed by NRC * DQJ 
Appointment of advisory panel to provide guideline for NRC 
detracts from revitallring program. 

OREENSPUN. J. S. Justice, Dept, of 83/03/23. HAYES.B B NRC 
Detailed Affiliation Given. app, 19669:306. 


830720025? Advises that il full-time employee positions will be 
reallocated to Ofc of Investigations to investigate 
allegatione of wrongdoing by non-NRC emploijecs or 
contractors. 

PALLADINO, N. J. Commissioners. S3/06/16. BEVILL, T, House of Rep,, 
Appropriations. HATFIELD, M. 0. Senate, Appropriations. 2eD 

19A.nA--anB rr r rr’ 



NONDOCKETED ITEMS 


357 


8307800320 Inforin'9 that Comm i is Ion providing 24 SECV papers, covering 
variety oF regulatory topics over last t-l/2 yrs Access 
to documents should be restricted to subcommittee members & 
staff. 

PALLADINO. N. O. Commissioners. 83/06/24 KARKEY. E. House of Rep.. 
Interior & Insular Affairs. 3pp. 19636.332. 


8307800367 Foruards proposed amend to Section 8 of H. R. 2SiO. enabling 
evaluation program to demonstrate decentralizing concept.to 
assess safety effectsito develop detailed descriptions t: to 
analyze comments. H/o end. 

ROBERTS.! M. Commissioners. 83/06/14. HATFIELD. H. House of Rep.. 
Appropriations. 2pp. 19669 331. 


— 8307200369 Forwards proposed amend to Section S of K. R. 2SIO. enabl ing 
evaluation program to demonstrate decentral 1 1 Ing concept, to 
assess safety effects. to develop detailed descriptions t: to 
analyze commen ts. H/o encl. 

ROBERTS. T.M. Commissioners. 83/06/14. OTTINOER. R. L. House of 
Rep.. Energy & Commerce. 2pp. 19669:353. 


—8307200372 Forwards proposed amend to Section S of H. R. 2510. enabling 
evaluation program to demonstrate decentralizing concept to 
assess safety effects. to develop detailed descriptions t. to 
analyze comments. M/o tncl. 

ROBERTS. T. M. Commissioners. 83/06/14. SIHPSQN.A. House of Rep.. 
Environment b Public Harks. Spp. 19669:335. 


—8307200376 Forwards proposed amend to Section S of H. R. 2510. enabling 
evaluation program to demonstrate decentralizing concept to 
assess safety effects. to develop detailed descriptions b to 
analyze comments. U/o encl. 

ROBERTS.!, n. Commissioners. 83/06/14. GEVILL.T. House of Rep.> 
Appropriations. 2pp. 19669:337. 


— 8307200379 Foruards proposed amend to Section 8 of H. fl. 2310. tnabl ing 
evaluation program to demonstrate decentralizing concept b 
to assess safety effects. to develop detailed descriptions b 
to analyze c omments. Commit s loner Asselstlne views encl. 

R0DERT8.T.M. Commissioners. 83/06/14. UDALL.M.H. House of Rep. . 
Interior b Insular Affairs. Spp. 19669:339. 


8307230513 Meekly info rept for wk ending 830713. 

REHMiT.A. Office of the Executive Director for Operations. 
83/07/20. 46pp. 19721:167. 


8307860111 Responds to FOIA request for documents re recent experiences 
w/illegal export of sensitive items through use of bogus 
Invoices b Commissioner Oilinsky travel schedules b 
itineraries for past 8 yrs. Foruards App A documents. 

FELTQN.J.M, Division of Rules and Records. 83/05/11. KAMENAR.P.D. 
Mashlngton Legal Foundation. 4pp. 19744:100. 


— 8307260123 Speech entitled "First Step In Solving Nuclear Masfce 
Proh lem; Pro vld Ing Adequate Spent Fuel Storage." presented at 
Maste Mgt '03 Symposium In Tucson. AH on 830228. 

OILINSKY. V. Commissioners, 83/02/28. 13pp. 19744:104. 


— 8307260130 Speech entitled "Nuclear 8a f et y : Deal ing U/Conflicts of 
Interest." presented at East-Mest Ct r . Hono lulu. HI on 830121. 
OILINSKY.V. Commissioners. 83/01/21. 17pp. 19744:117. 


— 8307260149 Discusses four repts re recent attempts to circuBvent US 
expert control laws. Supporting documentation encl. 

OILINSKY.V. Commissioners. 83/04/13. RUDB. E. House of Rep. 
24pp. 19744: 133. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8303120347 Notification of contract execut 1 on. Mad 1 to "Safety Aspects 
of Industrial Radiography Courses." Con tree tor : Gamma 
Industries. 

OILDENHOHN. A. J. Administrative Contracts Branch. NRC-0S-B2-a31. 
03/03/09. BLAHA. V. L. Program Support Branch. HA83ECBER0. R. NRC - 
No Detailed Affiliation Given. tp. 18443:122. 


— 8305120531 Mod 1. specifying date of Course 2 b. deleting b substituting 
certain eourss paqulrtmsntsi to "Safety Aspects of Industrial 
Radiography Courses." 

RIDDLE, D.H. Nuclear System, HAGAN. T. F. Division of Contracts. 
NRC-03-B2-2S1. 83/03/09. 2pp. 18443: 123. 


8307090284 Notification of contract axecutlon. Mod 1 to "Purchase b 
Installation of Six Teleprinters." Contractor: Extel 
Corpi'Warner Assoc, Inc. 

DORSEV.M-. SMITH,?. A. Administrative Contracts Branch. 
NRC-lO-aO-693. 83/05/06, DDRIEiW. M. Office of Administration. 
MELVILLEiT. NRC - No Detailed Affiliation Given. Ip. 19863:214. 


— B3070302BS Hod I . d e ab 1 1 ga 1 1 ng balance of funds, to "Purchase b 
Installation of Six Teleprinters. 

COFFEV.EC. Extel Corp /Warner As s 0 c 1 at es, Ir c SMITH.? A. 
Division of Contracts. NnC-10-80-692 83/05/06. Ip. 19263.213. 


8307050317 Noti f 1 c atlon of contract exec ut ion, Mod 3 to "Keypunching 
b Verifying Sve s. " Contractor SBA. Subc on tr actor. Inti 
Business Sves, Inc. 

DORSEYiH. . SMITH.?. A. Administrative Contracts Branch 
(ilHC-10-79-393. 83/04/23. DDHIE.M. M. Office of Administration. 

OLISFER.D. NRC - No Detailed Affiliation Given. Ip 19263:231. 


—0307050321 Mod 3, deob 1 1 g a t In g balance of funds, to "Keypunching b 
Verifying Sves. " 

SERODOLL. T. E. Small Business Administration. • International 
Business Services. Inc. HAGAN. T. Division of Contracts. 
NRC-10-79-393. 83/04/23. 2pp- 19263:252 


8307050324 Notif ication of contract execut i on. Mod 17 to "PDR 
Hlcrographic Storage b Ratrieval Sys. " Contrac t or: Aeces s 
Carp. 

PERUWl.J. Administrative Contracts Branch. FIN 0-8153. 
NBC-17-79-449. 83/06/20. CHILK.S. J. Office of the Secretary of the 

CofflcilBslon. 3CATT0LINI. L, NRC - No Detailed Affiliation Given. Ip. 
19263:234. 


— 8307090328 Hod 17, author I z 1 ng installation of addl equipment, to "PDR 
Hlcrographic Storage b Retrieval 6ys. " 

BfWBl.N. D. Access Corp. SMITH, P. A. Division of Contracts. FIN 
B-ai93. NnC-l7-79-449. 83/06/20 app. 19263:235. 


8307090495 Notif ication of contract e i scu t Ion. Mod 5 to "Licsnslng 
Technical Assistance." Con t rac t or: 9c 1 ence App 1 lea t Ions . Inc 
FLYWI.H. Technical Assistance Contracts Branch. FIN B-7394-3. 
NRC-O2-S3-033. 83/06/03. DAVIS. J- Office of Nuclear Material 

Safety fc Safeg uards. Dlrec t or. LQVSEN.P. NRC - No Detailed 
Affiliation Given. Ip. 19262: 166. 


— 8307050496 Mod 5. issuing fully deflnitiied task order b Increasing 
amount obligated. to "Licensing Technical Assistance." 

PINDLEY.D.E Science Applications. Inc GUSTAVE. R P. Technical 
Assistance Contracts Branch. FIN D- 7394-3. NRC-02-83-035. 

83/06/03 4pp. 19262:167 


8307070480 Nottfleation of contract e i ec u 1 1 on. Mod 1 to "Info Mgt Sys 
for NRC Operation Ctr. '■ Contrac tor : Phoenl x Assoc. 

OILDENKORN. A. U. Administrative Contracts Branch. FIN 8-8709. 
MRC-08-a3-21S. 03/06/24. MUIR, A- P. Program Support Branch. 

HlliES.J. NRC - No Detailed Affiliation Given. Ip. 19300:230. 


— 8307070484 Mod 1. extending period of performance to B30910, to "Info 
Mgt Sys for NRC Optratlon Ctr. " 

* Phoenix Associates, Inc. HAGAN. T.F. Division of Contracts, 
FIN 8-8709. NRC-05-B3-2ia. 83/06/24. Ip. 19300:231. 


8307070488 Notification of contract execut i on. Mod 11 to "Technical 
Assistance In Support of NRC Reactor Licensing Action 
Program 2. " Contrac tor: Frankl 1 n Inst, Frankl in Research Ctr.- 
FLYNNiH. Tecnmcal Assistance Contracts Branch. FIN 0-6891- 
NRC-03-B1-130. 83/06/27. EI9ENHUT.D.G Division of Licensing. 

CARRINGTON. H. NRC - No Detailed Affiliation Given. Ip- 19300:232. 


— 8307070490 Mod 1 1, provld Ing Incremental funding. to "Technical 
Assistance in Support of NRC Reactor Licensing Action 
Program 2. ” 

e Franklin Institute/Franklin Research Center. GUSTAVE. R- P. 
Division of Contracts. FIN D-6S91. NnC-03-8l-130. 83/06/27, 

2pp. 19300:233. 


8307070903 Notification of contract executl on. Mod 1 to "Technical 
Assistance for Design Review." Con tractor : Eng I neers Inti, 

Inc. 

FLEEHOt.C. Technicel Assistance Contracts Branch. FIN B-7320. 
NBC-O2-02-O3O. 83/06/00. DAVIS, J, Office of Nuclear Material 

Safety b Safeguards. 01 rec tor. SEAMANS.!. NRC — No Detailed 
Affiliation Given. Ip. 19300:310. 


•B307070506 Mod 1. providing incremental funds, revl s ing contractor 
address b Incorporating updated version of NRC Manual 
Chapter 3202, to "Technical Assistance for Design Review. " 

» Engineers International. Inc. GUSTAVE, R.P. Division of 
Centracte. FIN B-7328. NRC-02-82-030. 63/06/08. 2pp. 

19300:311. 


0307080947 Notif ication of contract e xec u 1 1 on. Mod 5 to "Seismic 
Qualification of Nuclear Plant Mechanical b Electrical 
Equipment.'' Contractor: BWRI. 

UaLLETT.S. Technical Aselstance Contracts Branch. FIN D-7037. 
NRC-04-el-ie5. 03/06/27. FOREHANOiW. Office of Nuclear Regulatory 
Research. Director. CAMPBELL. W. E. NRC - No Detailed Affiliation 
eiven. Ip. 19363:040. 
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Itiilde PEIIC. Insids N;!C.Nucl»ar Fuel. Nuc leonl cs Uk “ 
Contractor:McGrau-HilI. Inc. ‘«onics Uk 

BEsIw W J D^'«iOF of Contnacts NRC- 1 0-33-321 , 33/06/87 

COnY«GHAM.ll. -“"m: De i uS' A f J ?[ ven." V ' 



Research. Director STEUEh « wnr f ^ Nuclear Resulatory 

Ip. 19364:239 STEOER.N, NRC - No Detailed Affiliation eivin. 

^roua Oeologlcal survey. OUSTAVE.R.P, OlvIHonof 

Ip. 19364:890. 


Contracts. E,N B-63I^."“N;c:04r;3:^2B, " 83%6/87^ 


'‘Word Proceising Svct, 


lofor^atjon . Pocue..nt Control. .ShANS^^N.‘:,‘ '’" c?:, 


®^°Iy 6 oirI ComionUa‘uol,^"n^* ’’'’“”**‘''3 Bvc“ to 

• Koyboard Comirunlcat Ions. Inc HATTIA.M J nt^i i 
Contracts. NRC-10-B3-896. 82 / 12 / 01 . 102 p^: 19923:^2. 

^^As”emint”Ent[tler°Techniri^r\'’t*'^‘'““'’' "Daslc Ordering 
awarded to Ertec Western, Inc. Hydrogeology',- 

Divlllan^f Cont^i“i ^'nrc-OS-m'^Om'o?^’ m/o''’ 

Program Support Branch- JOHNSON^D 0 ?rir. a m ‘t’ ^ROM^.R-S. 
Safety t, Sa Peguard s, D recto™ l^S/ lef 


NRc-oa-ss-osB-o"' 8S;a6/:6. “'3^*^."" 


sta!; HP'^-'‘«n'’sur'v:uf:n“ p”grii°^ 

™Rid?o!^?Ce MeufT^SnaJorJluon'a’ balance, to 

EICHBAUM.W n rtarulana ? Surveillance Program. - 

Vesiel/Cnnta!nmenrtnter^cuJn“- a^a^ded^^’ P^T'"" 

Foundation, Purdue Unlv ' * awarded to Purdue Research 

MATTSDN.n J. Dlvlilon 0 # ^^'’‘=-03-83-093, 93/06/16. 

HARDIN-W, NRC - NO Deta^l^rlin.lSEfni^^n.'^*’?:. "'\tllU,. 

^^[nte?aitions,''-“uardertrpurdu‘‘‘H‘ '^‘"''^'‘'"“'‘■'‘^''Ataiiimenfc 

awarded to Purdue Research Founda t ion. Pordi/e 


Unlv. 
MBNtSCHEL, W. F. 
of Contracts 
19526 04S. 


MSEV S AH *■> Doeing Computer Svcs Co 

N«-3^83-4r‘"^^%:jir rr^- 


in 


®^;?o?^Gr?evance‘SoirH'“"!''*'J "E^^mine Fact. 

InuSding^^Tatln^Testiraonu^/r^' ^"’P'01'’b Or 1 ovanc e. Ho 1 d Hearing 

V 

NRC-IO-83-367. B3/07%1 , “‘''‘s*'"' Contracts. 


"Classified 


^it^Pap^'^D^tru't? ececutlon.Mod 1 to 

Industries. In^ Project." Con trac tor: Slmk Ins 

M/^6/l7!^'DRADY?R‘j‘'’*D{vlsion‘of'a* HRC- 10-82-403. 

Detallad Affiliation' Olvin ??. - No 

S40407.to 

Contracts: NRC-tS-02-4Oa '' ^9396: 3M. 

^E^£:sr"jir 

19940:343. - No Detailed Affiliation Olven tp. 


RPePterly payments, to "State Legislative 


Oaneral Com^it8rs*t,“perlpheral^E5ui^mrr"'’c*^‘’'' “* "H“‘nt of Data 
Conioltantsrine “ Etiulpment. '■ Contractor: Data 




"Maint 


MTi rADm T *-. V . '-«"vraccor. atat# Libraru of PA 

03/06/89* >ELTONryM''**OPflcrof'Ad^^rr''M 

NO Detailed AfflU.Uon Owin ®OU®ER,a NRC - 

malKHE? ""'‘"*"^°P*^-"‘un‘'of‘'LPDHr"'’‘"''"^''"' *“ — ‘ng 

S'"'?”---" 


■”Sr;“r'contr«t'jSr2D?"D;::upL:r"' 4.ard Task 

W/07;07 I? JwSorlsz® NRC-33-83-458. 



NONDOCKETED ITEMS 
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S307150437 Notification of contract aic ecu 1 1 on, Mod I to "Liotlng of High 
Technology 8<a} Firms." Conlrac tor ; Miranda Assoc la t9S> Inc. 

BROMBERO. D. J, Administrative Contracts Branch. NftC-27-B3-44i. 
BS/Ob/O’i. KERRrU. Ofc of Small t> Disadvantaged Bus. Utilisation !■ 
Civil Rights. COLEMAN, H. NRC - No DetalleO Affiliation Given. ip 
19940: IBS. 


— -8307130430 Mod t.allouilng partial payments luhen sample submitted. to 
“Listing of High Technology 8(a) Firms " 

* Miranda Associates. Inc. SMITH.P. A. Division of Contracts 
MRC-37-83-446. 83/06/09. 3pp. 19540:186. 


B3O7150433 Notification of contract o« ecu t i on, Mod 3 to “Provide Eapert 
Technical Consulting Svcs to DCS on Task Order Basis “ 

Contractor: Dept of Air Force. 

BROMBERG. 0. J. Administrative Contracts Branch. NRC-10-B3-4Q4. 
83/07/05. NORRV.P.O., LUNDY. J. Office of Administration. Ip. 

19S40: 199. 


0307150435 Mod S.estendlng period of performance to B31330,to "Provide 

Eipert Technical Consulting Svcs to DCS on Task Order 
Basis. " 

e Air Force. Dept. of. SMITH.P. A. Division of Contracts. 
MRC-I0-a3-404. 83/07/05. Spp. 19.340:300. 


S3071S0433 Notification of contract etecu t Ion. Mod 3 to "Converelon. 
Programming. Imp lamentation. Documentation U Acceptance 
Processing of IFMI8. " Contractor; SDA. Sobcontrac tor: 

Technassoclates. 

OILDENHORN.A. J. Administrative Contracts Branch. FIMB-Bl/3. 
NRC-lO-ei-339. 83/06/lS. DORIE.U. Office of Administration. 
URIOHT.G. NRC - No Detailed Affiliation Given. Ip. 19940:299. 


— 8307190434 Mod 5. producing new program specs, Increas Ing fited fee 
b altering deliverable dates. to "Conversion. Programming. 
Implementat ion. Oocumantatt on b Acceptance Processing of 
IFMI8. " 

HILLiD. Small Businifs Administration. OFFORD. J. C. 
Tachnassoctates. Inc. SMITH. P.H. Division of Contracts. FIN 
B-B173. NRC-10-81-399. 83/06/12. 4pp. 19540:396. 


a307180333 Notification of contract eiecut i on. Mod 1 to “Dioassays Using 
Resonance lonliatlon Spectroscopy." Contractor: 

Atom Sciences, tnc. 

DELOATCH. V. Technical Assistance Contracts Branch. FIN &-Si28. 
NRC-04-B3-031. 83/07/03. FOREHAND. H. orflce of Nuclear Regulatory 

Research. Director. NEEL.R. NRC - No Detailed Affiliation Given, 
ip. 19366:087. 


"8307180338 Mod l.ektending period of performance to 030737 at no Addl 
cost. to "Bloassays Using Resonance lonliatlon Spectroscopy." 
BCHMITT.H.M. AtemSclinces. Inc. GUSTAVE.R.P. Division of 
Contracts. FIN B-B133. NRC-04-B3-021 . 83/07/02. Ip. 19366:089. 


B30718042? Notification of contract ececut ion. Mod I to “Cataloging 
Support Svcs. " Contractor: Informatics. Inc. 

8MITH.P.A. Division of Contracts. NRC-10-79-362. S3/07/09. 

BESAUi U. J. Division of Technical Information b Document Control. 
W18E.R. NRC - No Detallad Affiliation Given. Ip. 17566:346. 


— G3071B043I Hod 1. increasing amount of contract to allow for indiroct 
rate adjustment, to "Cataloging Support Svcs." 

8L0MLY.L. Informatics. Inc. SMITH.P.A. Division of Contracts. 
NRC-10-79-362. B3/07/0S. Ip. 19366:347. 


S307180434 Notification of contract execut i on. Mod 1 to "Eianina Facts 
In Employee Orlevanea. Hold Hearing Including Taking of 
Tastlmony b Acceptance of Evidentiary Matl b Make Final 
Written Rept. " Contractor: DE Matthews. 

MURPHY.L.O. Administrative Contracts Branch. NRC-IO-a3-367. 
83/06/30. BlRDrP.E. Division of Organiiation and Personnel. 
HOHRUINKEL.C. NRC - No Detailed Affiliation Given. Ip. i9966;343. 


— -8307180436 Hod t, extending period of performance to B307Q8> to "Examin* 
Facts in Employaa Or 1 evanc e. Hold Hearing Including Taking of 
Testimony b Acceptance of Evidentiary Matt b Make Final 
Written Rept. " 

MATTHEWS. D. E. Matthews. D. E. REQELLO. J. E. Division of Contracts. 
NRC-10-B3-367. 83/06/30. Ip, 19566:343. 


S3O7190t07 Notification of contract exacu t ion. Mod 11 to "Btruetural 
Integrity of Water Reactor Boundry Components." Contractor: 

ENSA. tnc. 

WQLLETT.S. Technical Assistance Contracts Branch. FIN B-StSS. 
NRC-04-62-013. 83/07/01. PDREHAND. U. Office of Nuclear Regulatory 

Research. Director. VAGINS. M. NRC - No Detailed Affiliation Given. 
Ip. 19636:213. 


--8307190113 Mod II, providing addl work b funding b extending period of 
performance to 831115. to "Structural Integrity of Water 
Reactor Boundry Components." 

HAAS.M.N. ENSA. Inc. GUSTAVE, R.P. Division of Contracts. 
NfiC-O4-0S-O13, 83/07/01. 9pp. 19656’214. 


8307190307 Notification of contract eiecuCior "Monthly Update of NRC 
Rules b Regulations, " awarded to 5BA Sub c ontrac t or. Me trotec. 

JACOBS. A. Administrative Contracts Branch NRC-1 0-63-330 
83/06/10 FELTON. J.M. Office of Administration PHILLIPS. J. NRC - 
Ho Detailed Affiliation Given. Ip 19636*007 


— 8307190313 Contract: "Monthly Update of NRC Rules b Regulations." 
awarded to SB A. Su be on tractor. Metrotec. 

s Sma 11 Business Administration. NELSON. J. E Metrotec, Inc. 
DENNISTON.S F. Division of Contracts NRC - 10-93-350 83/06/10 

33pp. 19656 CDS 


8307190333 Notification of contract e x e cu e i on. Mod 3 to "Shuttle Bus 
Svc. “ Contrac tor: Cap i ta 1 City Coach. Inc. 

D0R8EY.M . PERLMAN. J. Administrative Contracts Qvanen. 
MRC-10-B2-363 03/07/07. CORLEY. J.H. . GRANT, L NRC - No Detailed 

Affiliation Given Ip 19654 047 


"8307190339 Mod 3. es tabi 1 sh i ng termination settlement costs.to 
“Shuttle Bos Svc. " 

RYAN.J.S Capital City Coach. SMITH.P A Division of Contracts. 
NRC-IO-Ba-062. 03/07/07. Spp. 17634 048 


B30719041I Notification of contract e x ecu t i on. Mod 4 to "ADP Sys 
Support. “ Contrac tor: SB A. Subcontractor:Technassociates. 
dlLOENHORNx A. J. Administrative Contracts Branch. FIN D-0664. 
NRC-2S-S3-315 83/06/29. BARRY. L.M. Office of Resource Management. 

Director. BURTON, J. NRC - No Detailed Affiliation Given. Ip 
19656: 145 


— — B3071904IS Mod 4. extending period of performaivce Co 840616. increasing 
ceiling & obligated amount. ad ding op t ion. c hang mg labor 
bourty rates. changi ng security provisions b adding key 
personnel, to "ADP Sys Support." 

HILLiD. Small Business Administration. QFFORD.J C. 

Technassoc lates. Inc. HAGAN. T. p. Division of Contracts. FIN 
B-1664. NRC-2S-S3-315. 83/06/29. 7;p. 17636:146. 


8307190430 Notification of contract e i ecu C i on, Mod 4 to "On Call Halnt 
for NRC Conputer Porlpheral Equipment " Con trac tor. Computer 
Sys Support Corp. 

PENLHAN.J. Administrative Contracts Branch. FIN B-ai74. 
NRC-33-B3-451 . 83/07/14. BASSETT. H.S. Division of Data Automation 

tt Manayemsnt Information. JDHNSDN. C. NRC - No Detailed Affiliation 
Given. tp. 19656:155. 


•8307190435 Mod 4, adding addl equipment, to "On Call Maint for NRC 
Caaputer Peripheral Equipment " 

ROQT.L E. Computer Systems Support Corp. SMITH.P.A. Division of 
Contracts. FIN D-ai74. NRC-33-a3-45l. 33/07/14. 2pp. 

I96S6: 136. 


□307190433 Notification of contract execution "Pho t ogr aph I c 
Reproduction Svc." awarded to SBA. Subcon trac tor : Domus Design 

Studios. Inc . 

DAZINiJ.P. Administrative Contracts Branch, NRC-10-B3-322. 
83/07/07. DESAU.W. J. Division of Technical Information b Document 
Control. OEHN.D. NRC - No Detailed Affiliation Given Ip. 

19643:313 


— 0307190458 Contract: "Photographic Reproduction Svc." awarded to SBA. 
Subcontractor:Domus Design Stud I os. Inc. Sub contrac tor 
contract end. 

« Small Business Administration. DERCDOLL. T. E. Domus Design 
Studios. Inc. MATTIAj M. J. Division of Contracts NRC-tO-83-323. 
83/07/07. 31pp 19643:314. 


8307300153 Notification of contract a lecu t ion. Mod 7 to "Geotechnical 
Engineering Casework Revletu 11 ■' Contractor. US Army Corps of 

Engineers 

FIELDSiJ A. Technical Assistance Contracts Branch. FIN D-0027. 
NRC-03-a2-10S. 83/07/06, VDLLMER.R.H, Division of Engineering. 

LEARpO. NRC - No Detailed Affiliation Given Ip. 19670:333. 


— 8307200157 Mod 7. Increasing funds obligated for technical svcs b 
daobligatlng funds for PYe2 travel, to "Geotechnical 
Engineering Casauo.rk Review II. " 

RVAN.R.H, Army. Dept. of. Corps of Engineers OUSTAVE.R.P. 
Division of Contracts. FIN B-B027. NnC-03-B2-102. 03/07/06. 

2pp. 19670:336. 


0307200139 Notification of contract execut 1 on. Mod 7 to "MCLAMB Mod." 
Contractor : NUSAC. Inc. 

FIELOS.J.A. Technical Assistance Contracts Dranch NRC-02-B2-034. 
83/07/05. DAVIS. J. Office of Nuclear Material Safety b 
Safeguards. Director. MILLER, M. NRC - No Detailed Affiliation Given, 
ip. 19670: 333. 


— 8307200362 Mod 7, modifying statement of work authoriilng use of PL/I. 
to "fffiLAMS Mod, " 

PEVEN5TEIN. J.E. NUSAC, Inc. OUSTAVE.R.P. Division of Contracts. 
f«e-02-aa-034. 03 / 07 / 05 . Ip. 19670:334. 
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— B3O70B0551 Mod S.providing aaol 
prffviovsly oTuchedul 


* attendance at two 

t^NoCear PUnt .an . c I, t ‘ 

St fieiearch Inscitote GJSrAVe.R.P, Division 
G3706/27. 2pp. 


BlffOEL.S. H 
of Contracts 
19363. 0.}1 


FIN D-7087. NRC-0<?-ai-185 


IbsIu.:.: 

COMVNGHAM.M, NRC - No D.tallad ^ i ulViln^ 

8307030583 Notifir^+>n„ . . 

EntitJad -study of fieg lotial^Toc tonic ® "'’»»®aFeh Study 

s?rv,s:n"r*^rrE“'^ 

NRc-04-7e-asB, *''a3/ol^27”‘aATsaN,S‘”"Sfnc%®Ti?- , 

contracts. P,. 

e3l>7i40ll5 Notification of contract siecuti 

NflC-lO-83-396 82/^2/01 ‘sIlEri M'^' Contracts Branch 

information . Oocu.ant Control. oSHANSEN,‘!.‘“"c“:ssl?:n:'.‘ 


"Uoi 


Processing Sves,' 


1952a- 001 . 


Ip- 


rd Processing Svc“ to 


cont^a^'^r^ NRC-rS‘l3-2l2.‘' 82/ 1 2/St”' Ji^pp . ?932 B.‘ SSb,"'' 


8307140481 Notification 


Agroefflint Ent i t led ‘ "rechn 1 cal’'^^ i Brdtrtng 
awarded to Ertec Western, Inc m Hydrogeology'," 

Division of Contracts '^’NRC-02-l2-02a'^o5‘ ‘ Bt-anch. FLEENOR. C. 

NRC-02-S2-02a-07, 83/06/16. 37pp 

^NRr-°No 

^^"RiS?oact?ve m 1 t nspo r ‘ " 's® -n 1 1 4 « 1 da t ed balance, to 

eiCHBAUM.W n. Maryland ILr e SorveilUnce Program. ■■ 
contracts. - - - -27.342. 

VaisewLntaJnlen^l^ta^acuJnt'" :::rded“t 

Foundation. Purdue Univ, ^lons, awarded to Purdue Research 
Division of Contriets. **F}N^B-8634°"*/jor^’ Branch. FIELDS, J. 

zs" £££044, 


Uni" 
MENISCHEL.W, F. 
of Contracts 
19526. 043. 


Foundation. 

FIN B-B634. NftC- 03 -a 3 - 093 . 


MORTON.K.V. Division 
03/06/16. 21pp. 


DOftSEV « AH eiuarded to Boeing Computer Sues L 

NBC-33:83-43a"‘ "aS/S^nr 'daSSE^^ p ^ 

Boeing Computer SverCo ^ys (FACS)," awarded to 

D?w:?on'’:rco;tf®T®®’' P^BP»lngC0,> 

83/06/16. 65pp 19526:067. B-0B4B. NRC-SS-aaldSa. 

liPii'ss-s-s::;:.; 

03/07/01. DIRD?p’’E**''Dwnior*f*n** ®‘'®'’ = ''' NRC- 1 0-83-367. 

H0HR8.NKEL.C. .ync 1 ^ ^ - M ^ I E ‘ “Si ® IpV®’’"r ‘^62: 330, 

Includins Ta tingles tlmonrt-'^AeJeptan^"’'’’f''F®i°''' ^“'"'■‘f'g 
i™C-10-a3-367, 03/07/01 6PP 19562^331 “‘''““’"-Contracts. 

Hdste Paper Dl^”uctiDn%^oject‘^" ‘ "^‘9” — ‘s'! 

fnduatries. Inc. Project. Contrac t or : Slmk ins 

£ra/06/w”'|}RADy'B.'”’'"oivlsion‘orl® HRC- 1 0-82-403. 

Oetall.d Affiliation' Given ?p. 'i9g|i[^‘3- NRC - No 


— 8307150056 Mod i.eite 
‘Classified tie 
RUSSELL. V. Sinkens 
Contracts. MBC-10-B2-403 




Inc. * Contraclor:Publlc Affairs Info. 

WC^ra-266.'‘'"‘a3/07/or* KERrS'i® ^nr®''' 0'1392. 

°-9*ie4 ifMHiturii::®!"'®:®: 

Payments, to "state Legislative 

Contra'!^ ''Ttnl-lUs^'VFlt'loa^ 26 T''^'^'-,’‘- ''' 

19340:344. 06-B3-266. 03/07/01. 2pp, 

B307190374 Noti f 4 r < am 

Jentr^l Comp«t«r» & Ptripherl I* eJui "Maint of Data 

Consul tanta. Inc ^ Contrac tor: Data 

mC-M-8a-3U.'’"'*a3*56/23''® BASBe?®H%®'‘®"'''- B-1863. 

Kon.„ 



Contracts. FIN D-1663 NRC-23-02 of 

19340:333 ^ 23-08-311. 83/06/23. 2pp. 


"Malnt L 


HCLEARPM T AM j , Con trdc tor . sta ta Libraru of pa 

83/06/29.' FeLTOH!‘”H''^*OfflcrorL**i®"®?'''- N'»:-i0-B2-696, 

Nd Detailed Affiliation Given [p “ 


□rder Contract f !lr'’AOP®DevnopLnr"'^ rates, to "Multiple Award Task 

* Boeing Coaputsr Sarvtcea. inj* a » 
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8307150427 Notification of contract e i ecu t ion. Mofl I to "Listins of Hign 
Taehnologv a(a) Firms." Con tr nc t or . Mir anoa Assoc lat es. tnc. 

BBOMBERO. B. J. Administrative Contracts Branch NflC-?7-83-44&. 
03/06/09. KERR.M. Ofc of Small & Disadvantaged Bus Utiliiation b 
Civil Rights- COLEMAN. H. NRC - No Detailod Affiliation Giv«n. Ip. 
17840; 185. 


B307150430 Mod 1. allowing partial payments when sample submitted. to 

"Listing of High Technology a<a) Firms." 

• Miranda Associates, Inc. SMITH. P A Division of Contracts. 
NfiC-27-a3-446. 83/06/09. 3pp. 19540.186. 


8307190307 Notification of contract eiecution "Monthly ypdate of NRC 
Rules b Regulations. ” auarded to BBA Subcontractor Metrotec. 

JACOBS. A Adetinistratlve Contracts Branch NHC- 10-S3-350. 
S3/O6/I0 FELTON. J. M. Office of Administration PHILLIPS. J. NfiC 
No Detailed Affiliation Given Ip I9/.96'C07. 


— S3071903I3 Contract: "Monthly Update of NRC Rules t Regulations," 
awarded to 8QA. Subcontractor. Metrotec. 

e Small Business Administration. NELSON. J E Metrotec. Inc 
OENNISTQN. S. F. Division of Contracts NRC - 1 0-83 -350. 83/06/10 

23pp 19656: 003. 


0307150433 Notification of contract eiecot i on, Mod 2 to ’‘Provide Expert 
Technical Consulting Svcs to DCS on Task Order Basis " 

Contractor; Dept of Air Force. 

SROMBEHO. B. J. Administrative Contracts Branch. NRC-10-S2-404. 
33/07/05- NORHY.P.C. , LUNDY. J. Office of Administration. Ip. 

19540; 199. 


—0307180435 Mod 2. extending period of performanco to 831230. to "Provide 
Expert Technical Consulting Svcs to DCS on Task Order 
Basis. " 

• Air Force. Dept. of. SMITH, P. A. Division of Contracts. 
NRC-10-82-404. 03/07/05. 2pp- 19540:200. 


8307150453 Notification of contract execution. Mod S to "Conversion. 
Programming. Imp lementa 1 1 on. Documentat ion b Ac cep tanc e 
Processing of IFMI8. " Contrac tor: SUA. Suhcontrac tor: 
Technasioclates. 

OILDENHORN, A. J. Administrative Contracts Branch. FIN D-Bl/2. 
MRC-10-81-399. 03/06/12. DORIE.H, Office of Administration. 

HRIOHT.O. NRC - No Detailed Affiliation Given. ip. 19340:295. 


— 8307150454 Mod 5, producing new program epees . Increasing Fixed fee 
b altering deliverable dates, to "Conversion. Programming, 
implementation, Documentation b Acceptance Processing of 
IFMI8. '■ 

HILL.D- Small Business Administration. DFFDRD.J.C. 
Tcchnassociates. Inc. SMITH, P H. Division of Contracts. FIN 
B-BI7a. NRC-lO-81-359. 03/06/12. 4pp. 19340:296. 


8307100325 Notification of contract ex ecut i on. Hod I to "Bioassays Using 
Resonance lonlialion Spectroscopy." Contractor: 

Atom Sciences. Inc. 

DELOATCH.V. Technical Assistance Contracts Branch. FIN 0-8122. 
NRC-04-02-021. 03/07/02. FOREHAND. H. Office of Nuclear Regulatory 

Research, Director. NEEL.R. NRC - No Detailed Affiliation Given, 
ip. 19566:087. 


— 8307180323 Mod 1. extending period of performance to 830727 at no addi 
cost. to "Bioassays Using Resonance Ionization Spectroscopy." 
SCHMITT, H.H. Atom Sciences, Inc. GUSTAVE, R.P. Division of 
Contracts. FIN B-0122. NRC-O4-e2-02l. 83/07/02. ip. 19566:089. 


6307180429 Notification of contract ex ecu t ion. Mod 1 to "Cataloging 
Support Svcs. " Contractor: Informatics. Inc. 

SMITH.P.A, Division of Contracts. NRC-10-79-362. 83/07/05. 

BESAU.U.J. Division of Technical Information b Document Control. 
HISe.R. NRC - No Detailed Affiliation Given. ip. 19566:346. 


B307I90339 Not ificat ion of contract e i ec u C i on. Mod 3 to "Shuttle Bus 
Svc. " Contrac tor:£ap i tal City Coach, Inc 

DORSEV<M.. PERLMAN. J. Admi nl s t re 1 1 ve Contracts Branch 
NRC-IO-B2-362 B3/07/O7. CDRLEY. 0. H. . GRANT, L NRC - No Detailed 

Affiliation Given ip. I96S4 047. 


— 8307190339 Mod 3, e s tab 1 1 s h mg termination settlement costs, to 
"Shuttle Dus Svc. " 

RYAN<U.S Capital City Coach SMITH. P A. Division of Contracts 
HRC-10-B2-362 83/07/07. 2pp. 19654:048. 


B307I90411 Notification of contract e xec ut ion. Mod 4 to "ADP Sys 
Support. " Contrac tor : SB A Su be on t ra c tor: Tech n associates. 

OlLOENHORNi A. J. Administrative Contracts Branch. FIN S-0664. 
NBC-23-B3-315 D3/06/29. BARRY, L W. Office of Resource Management. 

Director. BURTON. J. NRC - No Detailed Affiliation Given. ip. 

19636: 145. 


— B3O7I9041S Hod 4, extending period of performance to 840616. Ine reas ing 
ceiling b obligated amount. adding op t ion. c hang ing labor 
hourly rates . Chany ing security provisions I< adding key 
personnel, to "ADP 3ys Support." 

HILLiD. Small Business Administration. OFFORD. J C 
Taclinassoelatei. Inc. HAGAN. T.F. Division of Contracts. FIN 
B-1664. NRC-25-a2-3i 5. 83/06/29. 7pp. 19636:146. 


8307190430 No tif i cat 1 on of contract eic c ut ion. Mod 4 to "On Call Malnt 
for NHC Computer Peripheral Equipment " Con trac tor . Computer 
Sys Support Corp. 

PERLHAN.J. Administrative Contracts Branch. FIN D-B174. 

NRC -33-83*451. 83/07/14. BASSETT. H.S. Division of Data Automation 

b Hanayeeiant Information. JOHNSON. C. NRC - No Detailed Affiliation 
Given. Ip 19656:155. 


— 8307190435 Mod 4. adding addl equ 1 pment. t a "On Call Malnt for NRC 
Computer Peripheral Equipment. " 

nOOT.L.E. Computep Systems Support Corp. SMITH.P.A. Division of 
Contracts. FiN 0-BT74 NRC-33-S3-451 . Q3/07/14 2pp 

19656' 156. 


8307190453 Notification of contract execution. "Photographic 
fleproduct i on Svc . " awarded to SUA. Subcontractor: Domus Design 
Studios. Inc- 

aAZINiJ.P. Administrative Contracts Branch. NRC- 10-83-322. 
03/07/07 0E3AW, W. J. Division of Technical Information t. Document 
Control DEIiNi 0. NRC - Ns Detailed Affiliation Given ip. 

19643: 313. 


— S307iB043i Hod 1. increasing amount of contract to allow for indirect 
rate adjustment, to "Cataloging Support Svcs." 

SLOULYiL. Informatics. Inc. SMITH.P.A. Division of Contracts. 
NfiC-10-79-362. 03/07/05. ip. 19566:347. 


8307180434 Notification of contract ex ecu t Ion. Mod 1 to "Examine Facts 
In Employee Or 1 evance. Hold Hearing Including Taking of 
Testimony b Acceptance of Evidentiary Matl b Make Final 
Hrltten Rept. " Contractor; DE Matthews. 

MURPHY. L.O- Administrative Contracts Branch. NRC-10-03-367. 
03/06/30, DIRD.P-E, Division of Organiiatton and Personnel. 
MOHRHINKEL. C. NRC - No Detailed Affiliation Given. ip. 19566:342. 


—8307190458 Contract: "Photographic Reproduction Svc." awarded to SDA. 
Suhcontrac tor. Dotnus Design S t ud 1 n s . Inc . Subcontrac tor 
contract end. 

e Bmall Hustness Administration. DERGDOLL.T.E Domus Design 
Studios. Inc MATTIAiM.J. Division of Contracts NRC- 10-03-322. 
83/07/07. 31pp. 19643:314. 


8307200153 Notification of contract a lec u t ion. Mod 7 to "Geelechnical 
Engineering Casework Review II '* Contrac tor : US Army Corps of 

Engineers. 

FIELOS.J.A. Technical Assistance Contracts Branch. FIN 0-0027. 
NRC-03-H2-102 03/07/06. VOLLMER.R.H. Division of Engineering. 

LEMtiG. NRC - No Detailed Affiliation Given. ip 19670: 335. 


—8307100436 Hod 1. extending period of performance to 030708. to "Exaedne 
Faetf In Employee Oriavanc e. Hold Hearing Including Taking of 
Testimony b Acceptance of Evidentiary Mat! b Make Final 
Written Rept. " 

MATTHEWS. D. E. Matthews. D. E. REBELLD.J.E. Division of Contracts. 
NRC-10-B3-367. 83/06/30. Ip. 19566:343. 


— 8307200157 Mod 7. increasing funds obligated for technical svcs U 
deobligating funds for FY82 travel, to "Oeotechnica 1 
Engineering Casework Review Cl " 

RVAN.R.H. Army, Dept. of. Corps of Engineers. GUSTAVE. R.P. 
Division Of Contracts. FIN 6-0027. NnC-03-82-l02, 83/07/06. 

2pp . 19670: 336. 


0307190107 Notification of contract execution. Mod II to "Structural 
Integrity of Water Reactor Doundry Components." Contractor: 

EN9A. Inc. 

W0LLETT.8. Technical Assistance Contracts Branch. FIN B-8i33. 
NfiC-04-82-013. 83/07/01. FOREHAND, U. Office of Nuclear Regulatory 

Research. Director. VAGINS, M. NRC - No Detailed Affiliation Given. 
Ip. 19656:213. 


'B307200139 Notification of contract execu t ion. Hod 7 to "MCLAMS Mod. " 
Contractor. NUSAC. Inc. 

PIELDSiJ.A. Technical Assistance Contracts Branch NRC-02-02-034. 
03/07/05. DAVIS.J- Office of Nuclear Material Safety 1, 

Safeguards. Director. MILLER. M. NRC - No Detailed Af f 1 1 iat Ion Given. 
Ip. 19670:333. 


.0307190112 Mod ll.providlng addl work b funding b extending period of 
performance to 831115. to "Structural Integrity of Mater 
Reactor Boundry Components. " 

HAA8.M.N. ENSA, Inc. OUSTAVE.R.P. Division of Contracts. 
NRC-04-82-013, 83/07/01. 9pp, 19656:214. 


--8307200162 Mad 7, modifying statement of work authoriilng use of PL/I, 
to "HCLAMS Mod. " 

PEVENSTEIN. J. E. NU8AC. Inc OUSTAVE.R.P. Division of Contracts. 
NHC-02-82-034 83/07/05. ip 19670:334. 
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NONDOCKETED ITEMS 


prflvlouily ^ ^ ft tuo 

ifs:^i=?--ssi?-ii:r. 

' slBiiiisHSS— =-“ 

^3/06/27 

CO«V«OHA.,«, - No Detdllod A, E? H "i 

‘™f°w“LE;rLr:dE'’^ -t.criptions to 

Inside Enerpy/N F.7^ll dlT\'?. '^‘”“’“'■''9 P«b 1 ioa t.pns: 

Contracts, NRC-Io-eaEgE r ""Ba/oIEl" " ^p, 033. 

NRC-04-7B-32a. "03/06/27 * * ‘ Ba?sSn w‘’"^^ee?’ Branch. FIN B-63J2. 

contracts: ^ 0U3T.VE,.P. ^ Bi .i s i on^p^^ 

contract* Branch. 

rn.or.aUon . oocy..„, control. :/Snans“^n;:‘°’’c“:pE%::^-.^ ip 


"Word Processinp Svei. ' 


^KEJboiJd CommonEcaE?onrjnc ^‘■“'“'‘ng Svc" to 

Ordering 

awarded to Ertec WestlEmlnc, ‘'**‘®*^"‘* '" Hydrogeology'," 

Dlvision^of ContrlEtl *’NRC-Os"l2fo5B''n7 ‘ FLEENOH.C. 
Program Support DranEh jOHNsoN^n^^^n?!' BROWN, R, s. 

^*■=“9 K r;,rB;r,cto“°- 


Entitled 'Technical 

Y0UN5,C. T. Ertec; ^ niuT ^ H'stdrn. Inc- 

NRC-02-B2-02a-07 M/rtAyii. '’‘Xi!.*®" 


83/06/16. 37pp, 19327:285 


!tai: Pr"gra""'contEac‘?or'''''‘“"“''' 

■3)07;^!'' KE^R\‘l‘r "p.M^‘^:E‘^tat:'p" NRC-a6-aO-679. 

NRC - No Detailed A..I llE t io^of^n. Ip ^'?«27:‘S4*r*'’"- 

-liquidated balance, to 

»a,el/Containmenr?nt^EaEtionrE auaJd*d“t' p^*''®''® ■'"‘dent Core/ 
'undatlon, Purdue Unlv .awarded to Purdue Research 

vii^on^of ContriEti *’Fm*D-8634‘’'‘''NR?‘m-s°''®"‘''- 
iTTSON.R.J Divl ion of Su^tfm? I /''<=-03-a3-093. 83/06/16, 

■rrBiN'W, NRc - NO ir.taiifr:;^iii:EE^;iE:"n,'^";, "'iSo44, 

aS?rr;“- 


Management. Director. WRIOHT.O NRr^ Office of Resource 
erven. Ip 19326:066. - No Deta 1 1 ed Af f i 1 {a 1 1 on 

Hr l,5‘F£Er'-"-'- ---- ^ 

S:,;s:F3-r"S 

contract,. 19396 : 3 m‘* 

^2^B3i26^'"’'s^;^;-^r^ SeSrri* 

P^^-d-t-to "State Legislative 

wHflii: *"‘«"-*"«-"‘’N«C-06-a3-26r'"^^ 

Management. «. C, «/ 

-H S“S-"^^D4S!a24?J^" ^3%6/2“^-*^-. - 

83/06/29. FELT3N"j*K'’**0fflerof*Aj*i '^^=-10-82-696. 

No Detailed AffUiatlin Olvln Ip ISs4o'’tea - 

"lEL'l? ^ tncr.a.ing 

- ‘® Award 

Computer 8vcs Co oavelopment, " Con trac tor : Boeing 

Management. Director, ip. 19S40: 18I ' Office of Resource 


Order Con7rL t' ^Sr^ADp’oevnoinr"'' '’^*® = ' *° "Multiple Award Task 


NONDOCKETED ITEMS 


0307130427 Nottfitation of contract ei ecut ton. Mod 1 to “Listing of High 
Technologu 0(a) Firms.” Contrac tor : Miranda As soc iates> Inc. 

EROMBERO. D. J. Administrative Contracts Branch NRC-BT-QS-d** 
83/06/09. KERR.U. Ofc of Small & Disadvantaged Rub. Utilitatlon h 
Civil Rights. COLEMAN. H. NRC - No Detailed Affiliation Civen. Ip. 
19340: 183. 


8307130430 Mod l.alloulng partial payments uhen sample submitted. to 

"Listing of High Technology 0(a) Firms '' 

e Miranda Associates. Inc. SMITH.P A Division of Contracts 
NnC-27-S3-446. 83/06/09. 3pp. 19S40. 106, 


0307150433 Notification of contract eiecut 1 on. Mod 2 to “Provide Eipert 
Technical Consulting Svcs to DCS on Task Order Oasis “ 

Contractor : Dep t of Air Force. 

BROMDEHGi 0. J. Administrative Contracts Branch NRC-10-B2-404. 
03/07/05. NORRY.P.G.. LUNDY. J. Office of Administration. Ip. 

19340; 199. 


--8307130435 Mod 2. eitendlng period of performance to 831230. to "Provide 
Eipert Technical Consulting Svcs to DCS on Task Order 
Basis. " 

• Air Force. Dept. of. SMITH. P. A. Division ef Contracts. 
NRC-lO-02-404. 83/07/03. 2pp. 19,540:200. 


0307130433 Notification of contract elocution. Mod 5 to "Conversion. 
Programmlns. Imp lementatlon. Documentat ion t. Acceptance 
Processing of IFMI8. " Contractor ; SBA. Subcontract or: 

Technass Delates. 

OILDENHORN. A. J. Administrative Contracts Branch. FIN D-ai/2. 
NRC-10-81-339. 83/06/12. DDRIE.U. Office of Administration. 

URIOHT.O. NRC - No Detailed Affiliation Given. Ip. 1?S40;295. 


— 8307150434 Mod 3. producing neu program specs. Increasing fixed fee 
(■ altering deliverable dates. to "Convor s ion. Pr ogrammlng. 

Imp lementat ion. Doc umentat Ion b Acceptance Processing of 
IFMIS. " 

HILL.D. Small Business Administration- DFFOHD.J.C. 
TeehnasBOclates. Inc. EMITH.P. H. Division of Contracts. FIM 
B-8172. NRC-lO-Sl-339. 03/06/12. 4pp. 19340:296. 


8307100325 Notification of contract execu t i on. Mod 1 to "Dioassags Using 
Resonance lonliatlon Spectroscopiy. " Contractor: 

Atom Scienc es. Inc. 

OELQATCH.V. Technical Assistance Contracts Branch. FIN D-0122 
NRC-04-e2-021. 83/07/02. FOREHAND. M. Office of Nuclear Regulatory 

Research. Director. NEEL.R. NRC - No Detailed Affiliation Given. 

Ip. 19366:087. 


— 8307180328 Hod 1. extending period of performance to 830727 at no addl 
cost. to "Bioassays Using Resonance lonliatlon Spectroscopy '' 
SCKMITTiH.U. Atom Sciences. Inc. GUSTAVE. fl.P. Division of 
Contracts. FIN D-8122. NflC-04-S2-02! . 03/07/02. Ip. 1936*;089. 


0307100429 Notification of contract execu t i on. Mod I to "Cataloging 
Support Svcs." Contractor: Informatics. Inc. 

SMITH. P. A. Division of Contracts. NRC-10-79-362. 03/07/03. 

BE9AU.U.J. Division of Technical Information t Document Control. 
UISEiR. NRC - No Detailed Affiliation Givon. Ip. 19366:346. 


—0307180431 Mod 1. increasing amount of contract to alloui for indirect 
rate ad justmen t. to "Cataloging Support Svcs " 

SLOHLY.L. Informatics, Inc. SMITH.P.A. Division of Contracts. 
NRC-IO-79-362. 83/07/03. Ip, 19566:347. 


8307100434 Notificatlan of contract exe cut i on. Mod 1 to "Examine Facts 
In Employee Gri evance. Hold Hearing Including Taking of 
Testimony & Acceptance of Evidentiary Matl 6 Make Final 
Hrltten Rept. " Contrac tor: DE Mattheus. 

MURPHY. L.O. Administrative Contracts Branch. NRC- 10-03-367. 
03/06/30, BIRDiP.E. Division of Organiiatlon and Personnel. 
HOHRUINKEL, C. NRC - No Detailed Affiliation Given. Ip. 19366:342. 


--8307100436 Hod 1. extending period of performance to 030708. to "Examine 
Facts in Employee Or levanee, Ho Id Hearing Including Taking of 
Tastifflony tt Acceptance of Evidentiary Matl Make Final 
Mr Itten Rept. '• 

MATTHEM8. D. E. Mattheus. D. E. REBELLOiJ.E. Division of Contracts. 
MRC-10-B3-367. 83/06/30. ip. 19366:343. 


8307190107 Notification of contract exe cut ion. hod 11 to "Structural 
Integrity of Hater Reactor Boundry Components. " Contractor: 

ENSA, Inc. 

WQLLETTiS. Technical Assistance Contracts Branch FIN D-SI33. 
NRC-O4-02-O13. 83/07/01- FOHEHAND.M. Office of Nuclear Regulatory 

Research. Director. VAGINS. M. NRC - No Detailed Af ft I la tl on Given. 
Ip. 19656:213. 


— 8307190112 Mod 11. providing addl uork & funding t> extending period of 
performance to 831115. to “Structural Integrity of Mater 
Reactor Boundry Components. " 

HAAS.M.N. ENSA. Inc. GUSTAVE. H.P. Division of Contracts. 
NRC-04-02-013. 83/07/01. 9pp. 19656:214. 


S307I90307 Notification of contract oxecution "Monthly Update of NRC 
Rules & Regulations." awarded to SDA Subcontractor Metrotec 
JACOBS. A Adffli n t stra t i ve Contracts Branch NRC - 10-03-350. 

83/06/10 FELTON. J.M. Office of Adrn i n i s t r a 1 1 o r PHILLIPS. J NRC - 

No Detailed Affiliation Given. tp 19656 007. 


--B307190313 Cuntract: "Monthiy Update uf NRC Rules Regulations," 
awarded to SBA. Subcon trac t or Metrotec. 

• Saiall Business Administration. NELSON. J E Metrotec. Inc 
DENNtSTQN.S F. Division of Contracts NRC - 10-03 -350. 83/06/10 

23pp. 19656 000 


8307190333 Notification of contract e le c u t i on . Mod 3 to "Shuttle Dus 
8vc. " Contrac tor: Cap i ta 1 City Coach. Inc 
DORSEY. M., PERLMAN, J Administrative Contracts Branch 
MRC-lO-02-362 83/07/07. CORLEY- J. H. . GRANT, L NRC - No Detailed 

Affiliation Given. Ip 19654 047. 


—0307190339 Nod 3. es tab I i sh ing termination settlement costs, to 
"Shuttle Bus Sve " 

RYAN. J.S. Capital City Coach SMITH. P A Division of Contracts. 
NRC-10-a2-362. 83/07/07 2pp. 19634 040. 


8307190411 Notification of contract exe c u t i on . Mod 4 to "ADP Si/s 
Support. ” Contractor ' SBA. Subcontractor: Teehnassociatei. 

OILDEMHORN, A. J. Administrative Contracts Branch FIN B-0664. 

NRC -25-83-31 S. 03/06/29, BARRY, L.W. Office of Resource Managemont. 
Director. DURTGN.J. NRC - No Detailed Affiliation Given. Ip. 

19656: 145. 


— 8307190418 Mod 4, extending porlod of performance to 840616, I ncreas ing 
celling 6 obligated amoun t . add i ng op 1 1 on. c hang ing labor 
hourly rates. Chang Ing security provisions U adding key 
personnel ■ to "ADP Sys Support.” 

HILLaO. Small Business Administration. OFFaRO.J.C. 

Technassociates. Inc. HAGAN. T. F Division of Contracts. PIN 
8-1664. MRC-23-a2-31 3. 83/06/29. 7pp 19656:146. 


8307190430 Notificatlan of contract exec uti on. Mod 4 to "On Call Maint 
for NRC Computer Peripheral Eguipnent " Coxitractor Computar 
Syt Support Corp. 

PERLHAH.J. Adminla tra t 1 ve Contracts Branch. FIN n'S174. 
NRC-33-B3-4S1. 03/07/14. BASSETT. H.S. Division of Data Automation 

& Manageaant Information. UaHNSDN. C. NRC - No Detailed Affiliation 
Given. Ip. 19636: 133 


— 8307190435 Mod 4. adding addl equipment, to "On Call Maint for NRC 
Computer Peripheral Egutpment. 

RODT.L.E. Computer Systems Support Coip. SMITH. P A Division of 
Contrects. FIN B-8174. NRC-33-B3-451 83/07/14. 2pp 

19636: 136. 


8307190433 Notification of contract execution "Photographic 
Reproduction Svc." auarded to SRA. Subc ant r ac tor Domus Design 
Studios. Inc. 

DAZIN/J.P. Adaini s tra 1 1 ve Contracts Branch. NRC- 1 0-B3-32S. 
83/07/07. DESAU.U.J. Division of Technical Information Document 
Control IKHN. D. NRC - No Datallod Affiliation Given Ip. 

19643: 313 


— 83D71904S8 Contract: “Photographic Reproduction Svc." auarded to SBA. 
Subcontractor: Dorn us Design Studios. Inc. Subcontractor 
contract and. 

« Small Business Administration RERGDOLL.T E Domus Design 
Studios. Inc. HATTIAiM. J. Division of Contracts. NRC-10-B3-322. 
03/07/07. 3lpp. 19643 314. 


8307200133 Notification of contract e i ecu t i on. Mod 7 to ''Geotechnical 
Engineering Casabiork Revlau [l. " Con t rac t or : US Army Corps of 

Engineers. 

FIELDS, J A. Technical Assistance Contracts Branch. FIN 0-8027. 
NRC-03'B2-iO2 83/07/06. VOLLMER.R.H Division of Engineering. 

LEAR,G. NRC -No Detailed Affiliation Given Ip 19670:333. 


—8307200157 Hod 7, increasing funds obligated for technical svcs & 
deobligating funds for FYa2 travel, to "Oeot ec hn i c al 
Engineering Casework Review El '' 

RYANiR.H. Army. Dept. of. Corps of Engineers. GUSTAVE.R.F. 
Division of Contracts. FIN D-B027. NRC-03-02- 102. 83/07/06. 

2pp. 19670.336. 


8307200139 Notification of contract e xocu 1 1 on. Hod 7 to "HCLAMS Mad." 
Contractor' NUSAC. Inc. 

FIELOS.J.A. Teckbtcal Assistance Contracts Branch. NBC-02-82-034. 
83/07/05. OAVIS.J. Office of Nuclear Material Safety U 
Safeguards. Di rector. MfLLER.M. NRC - Nn Detailed Affiliation Given 
ip. 19670: 333. 


—0307200162 Mod 7, modifying statement of work authonilng use of PL/I 
to "liCLAHS Hod. “ 

PEVENSTEIN. J. E NUSAC. Inc GU0TAVE.R.P. Division of Contracts. 
NRC-02-B2-034. 83/07/03. Ip. 19670' 334, 



NOIMDOCKETED ITEMS 


>6 Notification of contract e leco t i on. Hoa 4 to "Survei; on Snoui 
in NucJrar Pouep Plant Structures. " Con trac tor : NDB. 

^sctnical Attiatance Contracts Branch. FIN 8-I0B7. 
B3/06/87. BATSON.H. Office of Nuclear Resolatory 
NBC -• No DetalleiJ Affiliation 


R M 

•79-009. 

:h. Director. KORNASIEWICZ, R 
Ip 19670.328. 


■"8307200388 Hod 5«eerrecting admlni s trat 1 v# error, to " 
General Conputers & Peripheral Equipment " 

* Data Consultants, Inc. SMITH. P A. Division of 
B-1«|3. NRC-8S-S2-3U. 83/07/13. Ip, 19672-262 


'Maint of Data 
Contracts. FIN 


>170 Mod 4. deobl Igatlng Temalning balance of funds under 
•act. to "Survey on Snoui Loads on Nuclear Pouier Plant 
:tures. " 

Comaieree. Bept. of. National Bureau of Standards. 
iVEi R. D. Division of Contracts. FIM B-1087 NRC-01-79-O0-9 

i/27. Ip. 19670:329. 


B3072200S7 Netlfication oP contract etecution: 


name b uperation of 


iLPBRsl." auarded to Bcottsboro 


Local Public Ooeuaant Rooms 
AL Public Library. 

HURPHY, L. 0. AdalnistratlVB Contracts Branch. NRC-10-03-366- 
n/OS/tl. FELTaNi>I.M. Division of Rules and Records. SOUDER, J. 
NHC - No Detailed Affiliation Given. Ip. 19691:343, 


2 Notification of grant e lecut i on. Mod 2 to "Thorma 1-Hu tf rau 1 ic 
nts Behavior of Coolant in Simulated Reactor Coop. 

Univ of Maryland. 

'TT. 0. Technical Assistance Contracts Branch. FIN 0-1043 
4-a2-0!3. 83/06/30. BATSON, W. Of f 1 CO of Noe I ear Reau 1 a tor u 

NRC - No Detailed Affiliation Given. 


177 Hod B.provlding addi funds i incorporating 330302 propoted 
o Thermal-Hydraulic Transients Behavior of Coolant In 
ated Reactor Coop. " 

AN.D.C. Maryland. Univ. of. MORTON.K.V. Technical 
tanCB Contracts Branch. FIN 0-1043. NRC-G-04-02-013 

/30. Ip, 19670:323. 


1 Notification of grant execution: "Structural Mechanics In 
rachnolagy 7 Pos t-Conf erenc e Seminar on Inelastic 
s I. Life Ppedlctlon in High Temp Environ." auarded to 
ser Polytechnic Inst. 

ft. D. Technical Assistance Contracts Branch. FIN 0-1030 
1-93-006. B3/07/G5. BATSON, H. Office of Nuclear Regulatory 

WALKER. T. NRC - No Detailed Affiliation Given, 


185 Grant: "Structural Mechanics in Reactor Technology 7 
-onPerenc* Seminar on Inelaitic Analysis (, Life 
:tton In High Temp Environ,” auiarded to Rensselaer 
ichnle Inst. 

)ICE,J.M. Rensselaer Polytechnic Inst. MORTON.K.V. 
cal Assistance Contracts Branch, FIN O-IOSO 
-04-83-006. 83/07/05. 2pp. 19670:319. 


t Notification of contract execution. Mod 5 to "Fire Protection 
Rtvleu ft Evaluation V." Con trac tor; Gage-Bahcoclt 

A. Technical Assistance Contracts Branch. FIN B-B0I5. 

VOLLMER. R. H. Division of Engineering, 

• R. NRC No Detaileif Affillaticin Oivan. Jp. I9A70: 30?, 


98 Mod 8. revising statement of word & obligating funds for add 
*'*“ Protection Program: Bevieui 6 Evaluation V, '• 

M. Oage-Babeock Associates. Inc. GUSTAVE, R.P, Division of 
cts. FIN D-B0I5. NRC-03-a!-139. 83/06/20 Spa 

310- 


Notification of contract e xecut i on. Mod 3 to "Licensing 
ce/Oeoloehnical b Hydrological Evaluations. " 
or: Hard Ing-Lauton Assoc. 

A. Technical Assistance Contracts Branch 
3-0M-05. 83/07/05. DAVIS.O, Office Of Nuclear Materl 

safeguards. Director. GARCIAiP. NRC - No Detailed 
Ion Given. Ip. 19670:307. 


al 


3, extending period of performance to 830930 at no addl 
> Licensing Assli tince/Oeotechnica I & Hy drol ogical 
; 1 ans. *' * 

I.R H. Hardlng-Uauson Associates. GUSTAVE.fi, P. Division of 
ts. NRC-02-8G-033-OS. 83/07/03, Ip. 19670:308. 


Notification of contract 
ng (Coastal! Casa Reviau 
A. Technical Aiststanca 
VOLLMER.R.H. Division 
liled Affiliation Given. 


execution. Mad 3 to "Hydrological 
1. " Contrac tor: US Army. 

Contracts Branch. WRC-03-ai-U0. 
of Engineering. JACKOWSKI.R. NRC 
Ip. 19670:290, 


0 Mod 3, extending period performance 
ng requlrementt U changing project of 
ring CCoastall Case Revlcu 1." 

T-B. Army, Dept, of, OUSTAVE.R.P, 
81-110. 83/07/03. 4pp. 19670:291. 


to S30930, revising 
c, to "Hydrologic 

Division of Contracts. 


Notification of contract a « ecut i on. Mod 3 to "Maint of Data 
omputers b Peripheral Equipment. " Contractor; 
ultantsr Inc. 

. Administrative Contracts Branch. FIN B-1663 
-311 83/07/13. DASBETT.H.R, Office of Resource 

t ’JOHNSON, C. R. NRC - No Detailed Affiliation 

p. 1 9672: 261. 


-IMU/220G/3 contract: 


Maint S, Operation of Local Public Document Rooms 


<LPIKis>." awarded to Scot t sboro, AL Public Library” 

REBELLO.J. E. Purchasing Bictlon. 
NHl'“ll^-03~366. 83/03/il. 9pp. 19691:349. 


8307230026 Notification of contract eiecution. Mod S to "Oeoloolc 
Study of Low Level Raduaste Burial Site at West Valleu.NY '• 

Contractor: State Univ of NY. 

SILVIS.fl.N. Tecfinical Assistance Contracts Branch, FIN 0-600B 
WC-04-77-169. 83/07/14. BATSON, W. Office of Nuclear Regulatory 

Resaarch . Director. HELD.E. NRC - No Detailed APflU.tton Given. 

Ip. 19723:307. 24X Flcke : 30-201 . 83/07/ 14, 8307830026. 

— 830p30030 Requests act of Mod 8. deob 1 igatlng funds. to "Oeologlc Study 
of Low Level Radwastc Burial Bite at West Valley, NY '• 

Signed by univ on 830423. 

C^TAVE.R.P. Technical Assistance Contracts Branch. FIM B-6008 
WC-04-77-I69. 83/04/12. THOMPSON, J. New York, Btate Un I v. of, 

(Albany). ip. 19783:308, 24X Flc he: 30-201, 83/07/14, 0307230026. 

B3072S0IOO Nutificatlen of contract ext cut Ion. Mod 2 to "Radiation 
Monitoring Program Requirements." ContractorrStete of MI. 

Technical Assistance Contracts Branch. FIN 6-8431. 
NRC-30-B3-644. 83/07/14. PAPPAS, H. Region 3, Office of Director 

QESTHANN NRC - Mo Detailed Affiliation Given, Ip. 19720:330. 

—8307230104 Hod 2. correcting DbR number, to "Radiation Monitoring 
Program Requiraments. " 

B ?!•. oySTAVE.R.P. Division Of Contracts. FIN 

B 8431. MIC-30-a3-644. 33/07/14. ip. 19720:331, 


8307230111 Notification of contract execution, Hod 1 to "Radiation 
Program Requiraments." Contrac tor : State of CA, 

Techisicai Assistance Contracts Branch. FIN D-SS33. 
NRC-32-83-6B4. 83/07/14. ALEXANDER, I, Region 3, Office Of 

HAHADA.G. NRC - No Detailed Affiliation Olven, Ip. 


— 8307850131 Hod 1, providing CYB3 funding, to 
Program Requirements ‘ 
a Celifornie. State of. GUSTAVE, R.P, 
B-8S33. NRC-38-e3-6e4. e3/0‘7/i4. Ip, 


"Radiation Monitoring 

Division of Contracts. 
19723: 346; 


FIN 


"Studlai of Gae 


3307230113 Notification of contract exacut i on, Mod S 
Liquid Flow Pattarn. ’ Contractor: Univ of Houston, 

Taehnical Assistance Contracts Branch. FIN B-6273 
^0-04-78-213, B3/07/I4. BATSON, W. Office of Nuclear Regulatory 

ir"*ll9ras“343‘“”‘' t>«t«ned Affiliation Given. 


or nou 


I vvuo i iyo cing rui)ot< ta "Studits of Oai 


Liquid Flaw Pattern." Signed by univ on 830209. 

Tochnleal Assistance Contracts Branch. FIN B-6273. 
19«3^344"**^' aiFUeNTES.L, Houston, Univ, of, ip. 


83072SQI43 Netlf leatlen of contract exec utl on. Mod l to "Radiation 
Program Raqsilremints. " ContractorrState of CO. 

Tochnieal Assistance Contracts Drench. FIN B-BSOI 

^5c3S[Si"5a n ” R-Bi®" 4, Office of Director. 

NICHOLAS. J. B. NRC - No Detailed Afflllatlan Given. Ip, 19723:348, 


funding fc changing 8I<R numbtr, to 
Kadiatton Honlturing Program Requiraments. '■ 

» ****■ “'■ OUHTAVE.R.P, Dlvldlon of Contrects FIN 

B-eSOl. NRC-3l-e3-668. 83/07/14. Ip. 19723:349 


B3072»i6S Hatificabton of contract execution. Mod 2 to "Radiation 
* Pregram Requirements," Contractor: State of MO. 

Technical Assistance Contracts Branch. FIN B-B4S4 
OEflTHANM^M^j^’ PAPPAS. H. Region 3, Office Of Director. 

□ESTHANNi N. %). NRC - No Detailed Affiliation Olven. Ip. 19723:357. 


— B307230I71 Mod S.corrdcting Dhfl numb 
Requlrtmonts. * 

a Hlssourl. State of. GUSTAVE, R I 
B-84S4, NRC-30-a3-643. 83/07/14. 


ir, to "Radiation Monitoring 

Division of Contracts. 
Ip. 19723:338. 


Program 

FIN 
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8307230168 Notification of contract eiet ut i on, Mod 2 to “Reanaiysla of 
Eilttlng Data From Survty r« Tfll. " Con trac tor: Ne 1 1 In»fc of 
Hantal Health. 

SILVIS.R.M. Technical Aitlstanee Contract* Branch. FINB-S&Sl. 
NnC-03-B2-l30, 83/07/12. DENTON, H. R Office of Nuclear Reactor 

ReBolatlon, Director, REOAN.W. H. NRC - No Detailed Affiliation 
Olven. Ip. 19723:353. 24X Flche. 30-209,83/07/12,8307250168. 


"Info Mgt Sy* 


B307330623 Notification of contract e loc u 1 1 on, Mod 2 
for NRC Operation Ctr." Contractor Pnoenii Assoc 
OILDENHORN, A. AdJOloi 5 tra 1 1 ve Contracts Branch FIN D-Q709 
NRC -03-83-210. 03/07/18 MUin,A.P Di r ec tor ' s Of f i c e. Office of 

^nepection p®"'' HIMES, J. NHC - No Detailed Affiliation 


"8307230176 Mod 2, oitending period of performance to 830430. to 
"Reanalysls of Eiistlng Data From Survey re TMI " 

* Health t Human Services, Dept. of,. OUSTAVE, R P. Division of 
Contracts. FIN B-B621. NRC-03-82-130 83/07/12. Ip. 19723:336 

24X Flche; 30-289, 83/07/12, 8307230168 


tn training, extending period of performance 

to UJilJO 6 increasing contract amount, to "Info Mot Sus for 
NHC Operation Ctr " a e 

FEN3TERSTOCK. J. Phoenli Associates, Inc HAQAN, T F Technical 
Assistance Contracts Branch FIN n-8709. NRC-05-B3-21S 

83/07/10 29pp. 19717 200, 


8307250226 Corrected notification of contract e xecutton. Mod 9 to 
"Memphis Area Regional Seismic Netuork " Contrac tor ' Memphis 
State Unlv, 

8tLVI0,n.H. Technical Assistance Contracts Branch. FIN B-6276 
NRC-04-7B-200, 83/03/27. BATaON, W. Office of Nuclear Regulatory 

Research. Director. MURPHV.A. NRC - No Detailed AfflUatton Given 
Ip. 19723:334. 


- 8307230640 Nstifies of proposal to provide training 6 hands-on 
Biperience for NRC sys manager to perform facility mgt 
activities 6 manage info mgt sys. Requests period of 
performance be extended to 830130. 

FENSTERSTOCKi J. Phoenix Associates, Inc. FIN U-0709 

NRC -03-83-218, 83/06/00, GILDENHORN, A. Division of Contract' 

7pp. 19717; 191. 


8307230241 Notification of contract eieeution, Mod 1 to "Radiation 
Monitoring Program Requirements." Con trac tor : Dept of 
Health & Human Svcs. 

SIUVIS.R.M, Technical Assistance Contracts Branch. FIN Q-8SSt 
NRC-32-B3-6S2. 83/07/14. ALEXANDER, I. Regions. Office of 

Director, HAMAOA, 0, NHC - No Detailed Affiliation Given. ip 
19721:065, 


--8307230647 Clarifies info in 030606 proposal to provide training I, 
hands-on eiperlence for NRC sys manager for Info mgt sys. 

Lists three training methods I, labor hours by manpower 

categories. 

FENSTERSTOCKi J. Phoenix Associates, Inc. FIN D-8709. 
NHC-03-83-218 03/06/16. HAOAN.T. Division of Contracts 2dd 

19717: 19ft. 


--B3072S023B Mod 1, providing Incremental funding, to "Radiation 
Monitoring Program Requirements. " 

* Health t< Human Services, Dept, of,, GUSTAVE, R, p. Division of 
Contracts. FIN D-B331. NRC-32-a3-6B2. 83/07/14. Ip 19721:066. 


8307230242 Notification of contract eiecu t ion, Mod 4 to “Espsrt 
Consultation & Mltncss Sve for South Texas Project 
Hearings. " Contractor;!! Huhacek. 

PERLMAN, J. Administrative Contracts Branch. FIN B-8S06, 
NRC-31-aa-731. 83/07/14. COLLINS, U. T, , CROSSMAN, W. Region 4. 

Office of Director. Ip. 19721:063. 24X Flche: 30-490, 83/07/14. 

8307230242. 


—0307250250 Mod 4,#itendlng period of performance to 831231 6 adding 
addi funds. to "Expert Consultation & Witness Svc for South 
Tiia* Project Hearings." 

HUBACEK.H.O. Hubacek, W. G. SMITH, P. A, Division of Contracts 
FIN B-B306. NnC-3I-82-731. 83/07/14. Ip. 19721'064 24X 

Flche; 80-498, 83/07/14. 0307250242. 


8307230627 Notification of contract eiecu t ion, Mod I to "Autoprlnter 
'F' Microfiche Printer," Contrac tor : Dybel 1/Ware i, Assoc. 

Inc. 

BMITHiP.A. Administrative Contracts Branch. NRC-IO-03-340. 
83/07/18. DE8AW.W. Division of Technical Information J, Document 
Control. SKOCZLAS. J. NRC - No Detailed Affiliatian Given Ip 

197tf)r 1 J? ^ 


— 8307230630 Hod 1. changing place of delivery, to "Autoprinter 'F' 
Microfiche Printer. " 

MARE.J.T, Dybell/War# t, Associates. Inc SMITH, P.H, Division of 
Contracts NHC-tO-03-340 83/07/10. Ip 19718: 143, 


8307230633 Notification of contract execut 1 on, Mod 2 to "Beginning 
Gregg Shorthand." Con trac tor . Mon tgomery County, MD Public 

Schools. 

BMITHiP.A. Division of Contracts. NHC-10-79-3B4, 83/07/14 

SPRINGER. H. Office Of Adm In 1 B tra 1 1 on. VAN SANTEN.L. NRC - No 
Datailed Affiliation Given. Ip. 19716 331. 


8307230303 Notification of contract e locution, Mod I to "FSARs “ 
Contractor: info Handling Svcs. 

BMITHiP.A. Division of Contracts. NRC-10-B3-34 1 . 03/07/12. 

0' Technical Information t. Document Control, 
SKOCZLAS, J. NRC - No Detailed Affiliation Qlvorv. Ip. 19720:333. 


8307250643 Mod 2, d eob 1 1 ga t i ng total amount remaining under contract, to 
"Beginning Gregg Shorthand. " 

PA8COE.S. Montgomery County. MD. SMITH, P A Division of 
Contracts. Nnc-10-79-3B4. 03/07/14. Ip. 19716 332. 


— 8307230509 Mod 1. Increasing total contract amount «> designatino neu 
project officer. to "FSARs." 

* Information Handling Services, SMITH, P. A. Division of 
Contracts. NRC-10-B3-341 . 83/07/12, Ip. 19720:336, 


8307230308 Notification of contract execution; "Survey of Cocnmcrc ial 
Non-Nuclear Security Programs," awarded to SAS of Texas, 

Ltd . 

REBELLO, J. E. Administrative Contract* Branch. NRC-02-83-04S, 
83/07/12. DROWN, R. 8. Division of Safeguards, KUNZE.O. NHC - No 
Detailed Affiliation Olven. Ip, 19720:343 


— -8307230320 Contract; 
Programs, " awarded 
ISHIMOTO. W. Y. SAB 
Contracts Branch. 


"Survey of Commercial Non-Nuclear Security 
to SAS of Texas, Ltd. 

of Texas, Ltd. REBELLO, J. E, Admlnl s trat Iva 
NRC-02-B3-04S. 83/07/12, 0pp. 19720:344. 


8307230340 Notification of contract execut I on, Mod 4 to "Assessment of 
Watte Retrieval Alternatives." Con trac tor : Ena Ineers 
Inti, Inc. 

PLEENOHiC. Technical Assistance Contracts Branch. FIN D-7327-3 
NRC-02-a2-031. ea/07/14, DAVIS, J. Office of Nuclear Material 

Safety t> Safeguards, Director. CHASE.L. NRC - No Detailed 
Aff II latlon Given, Ip, 19716:012, 


- 8307230530 Mod 4, Incorporating microfiche requ irements. obligating 
funds, extending delivery schedule & changing mailing 


.. .r>9 MisaeeaMV 

address, to "Assessment of Waste Retrieval Alternatives, 
SINOHiM.M. Engineer* International, Inc. GUSTAVE, R P 
of Contracts, FIN D-7327-3. NnC-02-a2-03t 83/07/14 
19716:013. 


Division 

4pp. 


B3072S0637 Notification of contract execution: "Advise ACfiS 
Subeommlttee on External Phenomema on Estimates of Frequency 
of Occurrence of Large Floods at SEP Plant Sites," awarded 
to Colorado State Unlv. 

HOYLE.A. Administrative Contract* Branch. FIN D-1157 
NRC-1 1-83-703, B3/07/1B. FRALEY, R.F. ACRS - Advisory Committee on 

Reactor Safeguards. SAVIO.R. NRC - No Detailed Affiliation Olven 
Ip. 19716:333. 


— 8307230643 Contract: "Advise ACRS Subcommittee on External Phenomena 
Estimates of Frequency of Occurrence of Largo Floods at SEP 
Plant Sites," awarded to Colorado State Unlv 
8HEN.H.H. Colorado State Uiiiv. REBELLO, J. E Administrative 
Contracts Drench. FIND-1357. NRC-1 1 -83-703. 83/07/18 400 

19716 354. 


8307230667 Notification of contract eieeution. "Integral Sys Test 
Program - Once Through Integral Sys I. Multiloop Integral Sys 
Test Components, " awarded to DtiW. 

EDGEWORTH, P. > WOLLETT-S. Technical Assistance Contracts Branch FIN 
8-8909. lfflC-O4-B3-160. G3/O7/O0. BATSON, W. Office of Nuclear 

Regulatory Research, Director. YOUNO,M, NRC - No Detailed 
Affiliation Given. Ip. 19720.194, 


—8307280673 Contract: "Integral Sys Test Program - Once Through Integral 
8ys & Multlloop Integral Sys Tost Components." awarded to 

a&M. 

* Babcock t, Wilcox Co, » Technical Assistance Contracts Branch. 
FIND-8909. NRC-O4-Q3-160. 03/07/03 47pp. 19720 193. 


0307230683 Notification of contract e lecut ion. Mad 2 to "Electrostatic 
Copying & Related Svcs." Con trac tor: Li tcraCure Research 
Co. 

PERLHANiJ. Administrative Contracts Branch NRC-lO-83-318. 
83/07/19, DESAW, U. J. I DAGGETT, M. Division of Technical Information 
(c Document Control. Ip. 19720: 192. 
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— B3072S06B7 Hod 2- adding add I funds, to "El oc Iros ta t ic Coouino & 
ReldtDd Svcs " 

» Literature Research Corp SMITH, P A Division of Contracts 
NnC-10-93-3ia B3/07/19 Ip 19720 193 


8307250605 Notification of contract eiecution ‘‘Incident Response 
Communication Svc," auiarded to Boise Inteiagencg Fire Ctr. 
HAOEY.H Technical Assistance Contracts Branch NSC- 1 0'e3-342. 

S3/07/19 CQRueVi J. H. Division of Facilities I Operations. 
MELVILLE, T , COHEN, S. NRC - No Detailed Affiliation Given la 
19719:30'! 


-0307250691 Ltr Contract NSC- 1 0-03-342, 'Incident Response Conuiunl cat 1> 
Svcs," auarded to Boise tri t eragencg Fire Ctr 

«ATT1A,M J Technical Assistance Contracts Branch NRC-IO-83-342, 
03/06/23 ASTLEY, R. Boise, ID 9pp 19719 305 


3307250690 Notification of contract execution- "Maint L Operation of 
Local Poblic Document Rooms (LPDRs)," auarded to Greenfield. 

HA Commuiiitg College Librarij. 

HOPPER, A. Purchasing Section NRC- 10-03-365. 03/07/18. 

FELTON, J H Division of Rules and Records SQUDER.J NRC - No 
Detailed Affiliation Given. Ip. 19720. 1B3. 


■B3072S0693 Contract "Maint K. Operation of Local Public Oocuaent Rooms 
(LPDRs), " auarded to Or eenf i e Id, MA Community College 
Library 

CARTER, C.E. Greenfield. MA. REQELLQ.J.E Division of Contracts 
NRC-10-S3-365 83/07/10. 9pp. 19720 1B3. 


0307270465 Notification of contract e « ec ut 1 on. Mod 3 to “LA Offshore 
Radiological Licensee Burveg." Con tree tor . State of CA. 

HOPPER, A Administrative Contracts Branch. FIN 0-8703 
NRC-OS-62-352. 82/09/23. DLAHA, J. L. Program Support Branch. 

KARAGIANNlS, H NRC - Mo Detailed Affiliation Given. tp. 19783:334. 


— 8307270480 Mod 3.eitendlng period of performance to 030930.10 “LA 
Offshore Radiological Licensee Survey." 

» Louisiana. State of. HEDELLO, .f E. Division of Contracts FIN 
D-0703 NRC-05-B2-252. 82/09/23. Ip 19700.333. 


8307290030 Notification of contract eiecu t ion. Mod 2 to 
"Qloaccumulatlon Factor for 8-32 in Edible Fish Tissue." 

Contractor OA Tech Research Inst 

FLVNNpM. J. Technical Assistance Contracts Branch FIN 0-7478 
NRC-O4-B1-107. 83/06/17. DATSONi U. Office of Nuclear Regulatory 

Research. Director. HAYES, P. NRC - No Detailed Affiliation Given 
Ip. 19026.357 


— 0307290038 Mod 3, extending period of performance to 03O93Orto 
"Bloaccumulation Factor for P-32 in Edible Fish Tissue." 

FREESTQNiD. Georgia Institute of Technology. OUSTAVErH.F. 
Technical Assistance Contracts Branch. FIN A-7478 DHC-04-ai-IB7 
63/06/17. 2pp. 19B26 358 


Q307290I56 Notification of contract execut i on, Mod 7 to "Technical 
Assistance on Resistance Ductibility of 2-Way Slabs Under 
Qioaxial Tension, Dendi ng U Shear " Con trac tor . BRI Inti. 

SILVIB.R M. Technical Assistance Contracts Branch. FIN S-li36 
NRC-03-77-161. 03/07/19. DENTDN.HR Office of Nuclear Reactor 

Regulation. Director SIHWEIL.I NRC - No Detailed Affiliation 
Given. ip. 19Q2A;360. 


— 8307290158 Mod 7, deob I 1 ga 1 1 ng un 1 i gu i da tod balance remaining as result 
of fixed fee decrease.to "Technical Assistance on Resistance 
Ductibility of 2-Hai; Slabs Under Dioaxial Tens ion, Dend Ing !■ 

Shear " 

FLOYD. S SRI International GUSTAVE, R P Division of Contracts 
FIN S-1156. NRC-03-77-161. 83/07/19. Ip 19826.361. 


Q307290161 Notification of grant execut i on, Mod 3 to "Study of Effects 
of Orld Spacers & Hlackage on Mist Cooling During LOCA 
Reflood of PWR. " Grantee: Research Foundation of State Unlv 
of Neu York at Stony Drook. 

MCDERMQTTiD. Technical Assistance Contracts Branch FIN G-IOOl 
NnC-0-04-ei-0l4. 03 / 07 / 19 . BATEQN.H. office of Nuclear Regulatory 

Research, Director. YOUNG, M. NRC - No Detailed Affiliation Given 
Ip 19057:013 


— 9307290164 Mod 3, inereas ing funding, to "Study of Effects of Grid 
Spacers I. Dlockage on Mist Cooling During LOCA Reflood of 
PWR. " 

TEN8EAU. P. N. Neu York. State Unlv. of. Stony Brook. MORTON. R. V. 
Technical Assistance Contracts Branch. FIN G-lOOI 
NRC-G-04-B1-014. 03/07/19. Ip. 19057.014. 


8307290321 Notification of contract execut I on. Mod 2 to "Evaluation of 
Response of Neutron Doslmetors t, Survey Instruments to 
Moderate Cf-232 Source " Contractor: NBS. 

61LVIS.R M. Technical Assistance Contracts Branch FIN 0-106.50. 
NRC-OI-eo-015. 83/07/20. BATSON, W Office of Nuclear Regulatory 
Research. Director. DENNIS.N. NRC - No Detailed Affiliation Given 
Ip. 19050: 152. 


— 0307290326 Mod 2. deob I i ga t i ng uni Igu (dated balance remaining in 
contract, to "Evaluation of Response of Neutron Dosimeters t. 

Survey Instruments Co Moderated Cf-2S2 Sourco. " 

SHREVE. D. D. Commerce, Dept, of. National Bureau of Standards. 
GUSTAVE, n D. Division of Contracts. FIN B-106S0. NRC-0 1 -80-01 3. 
83/07/20 Ip 19858: 153 


8307290397 Notification of contract execut 1 on. Mod 1 to "Maint li 
Operation of Local Public Document Rooms (LPDRsl. " 

Contractor: Brooks Nemorlal Library. 

TOUNSEND.B. Administrative Contracts Branch. NRC-10-82-421 . 
83/07/21. FELTON. J. H. Division of Rules and Records. SOUDER.J. 
NRC - No Detailed Affiliation Given. ip. I9BS8: 100. 


— 0307290366 Hod 1. extend ing period of performance to 840710 (• increasii 
funding, to "Haint (< Operation of Local Public Document Rooms 
(LPDRs). " 

DRYANT.J. Brattleboro, VT. REDELLO. J. E. Division of Contracts. 
NRC- 1 0-82-421. 03/07/21. ip 19858:101 


8307290420 Corrected notification of contract execution: "BWR Nuclear 
Engineering Courses." auarded to 0£. 

MCDERMOTT. D. Technical Assistance Contracts Branch. FIN 0-8710. 
NRC -09-83-219. 83/03/10. DLAHA. J. L. Director's Office. Office of 
Inspection and Enforcement. HAVENS, 0. H. NRC - No Detailed 
Affiliation Given. tp. 19097:399. 


0307290434 Notification of contract execut ion. Mod 2 to "Radiation 
donltoring Program Requirements." Contractor: State of Wl. 

SILVIS.R.n. Technical Assistance Contracts Branch. FIN □-Q493. 
NRC-30-B3-A47. 83/07/19. PAPPAS.H. Region 3. Office of Director. 

□ESTHANN. M. J. NRC - No Detailed Affiliation Given. Ip. 19897:393. 


— 8307290473 Hod 2. changing BtR number in Block 14, "Accoontlng fc 
Appropriation Data," to 93193002, to "Radiation Monitoring 
Program Requiraments. " 

a Wisconsin. State of. OUSTAVE. R.P. Division of Contracts. FIN 
8-8493. NHC-30-B3-647. 83/07/19. ip. 19897:394. 


B3072704B0 Notification of contract execution. Hod 2 to "Radiation 
Monitoring Program Requirements." Contrac tor: State of OH. 

SILVISiR.H. Technical Assistance Contracts Branch. FIN 0-0450. 
NRC-30-83-646. 83/07/19. PAPPAS.H. Regions. Office of Director. 

□ESTMAN.H.U. hffiC - No Detailed Affiliation Given. ip, 19857:349. 


— 83072904B9 Mod 2. changing DIR number in Block 14. 

"Accounting I. Appropriation Data." to 93193002. to “Radiation 
Monitoring ti Program Requirements." 

e Ohio. State of. OUSTAVE, R.P. Division of Contracts. FIN 
B-8490 NHC-30-e3-646.. 83/07/19. Ip. 19897:346. 


8307290494 Notification of contract execution, Hod 7 to "Licensee 
Performance Evaluation." Contractor: Teknekron Research. Inc. 
SILVISiR.H. Technical Assistance Contracts Branch. FIN D-122B. 
NRC-O9-7a-302. 83/07/14. DLAHA, J. L. Director's Office, Office of 

Inspection and Enforcement ip. 19897:343. 


”8307290303 Mod 7, incorporating final overhead rates, to "Licensee 
Performance Evaluation. " 

HEINRICHS. R. s. Teknekron. Inc. OUSTAVE.R.P. Division of 
Contracts. FIN 8-1223. NRC-05-7a-302, 83/07/14, ip. 19897:344. 


8307290909 Notification of contract execution. Mod 29 to "Downcomer 
Effects Experlmentel Program." Contrac tor: CREARE, Inc, 

HDLLETT. S Technical Assistance Contracts Branch. FIN A-4070 
NRC -04-75-162. 83/07/12. BATSDN.W, Office of Nuclear Regulatory 
Research. Director. REYES, J. NRC - No Detailed Affiliation Given 
Ip 19897:226 


— 8307290513 Hod 29.providing addl funding for wlthin-scope changes. to 
"Downconer Effects Experimental Program." 

• Creare. Inc. OUSTAVE.R.P, Division of Contracts, FIN A-4070 
NRC-04-79-I62. 83/07/12. Ip 19897:227, 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8306O9O3B2 FOIA request for documents released under FDIA Request 
82-319 6 NRC response ti all ends. 

KRONZEK. A L FDl Services. 2993. 83/01/10. FELTON, U.M. Division 

of Rules and Records. Ip. 10815:170. 


8307200010 Addl response to FDIA request fnr repts re inventory 
differences at td^S.App A documents partially withheld (ref 
FOIA Exemptions 1.3 t. 4). Forwards nonexempt portions of 
documents. Review of remaining 13 documents in progress. 

FELTON. J. M. Division of Rules and Records. 93/04/28. DARLETT, D L 
Philadelphia Inquirer. 6pp. 19671:001. 
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8307200014 Forwards detailed rept on current *. planned projects 

designed to Improve facility accountability sys J< associated 
inventory difference resu 1 t s. Sa f eguards info deleted tref 
10CFR2.790). , ^ r. .... 

TAYLOR. C.w. Nuclear Fuel Services. Inc. (subs, of Cetty Oil 
NFE 79-081. 79/10/23. DURNETT. R. F Division of Safeguards 

13pp. 19f>71:00B. 


Co. ). 


—8307200019 Forwards matl balances for inventory period 790512-0610. 
Safeguards Info deleted (ref 10CFR2. 7901 

HENSLEYpK. D Nuclear Fuel Services. Inc. (subs of Oetty Oil Co.). 

NFE 79-1271 79/07/04. KENNA.W. Q. Region 2, Atlanta, Safeguards 

Branch 5pp. 19671:023. 


0307200025 Forwards matl balances for Inventory period 790309-0307 

for highly enriched U t< Pu. Safeguards Info deleted (ref 
10CFR2. 790). 

HENSLEY. K.D. Nuclear Fuel Services. Inc. (subs of Oetty Oil Co.). 

NFE 79-1268. 79/06/26. KENNA, W. Q. Region 2. Atlanta, Safeguards 

Branch. 4pp. 19671:020. 


0307200029 Forwards matl balances for Inventory period 790109-0309 for 

highly enriched U «■ Pu. Safeguards Info deleted 
(ref 10CFR2. 790). 

HENSLEY. K.D. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co.). 

NFE 79-1209, 79/04/09. KENNA.U. D. Region 2, Atlanta. Safeguards 

Branch. 6pp. 19671:032. 


—8307200032 Forwards matl balances for Inventory period 701110-790109 
for highly enriched U & Pu. Safeguards info deleted (ref 
I0CFR2. 7901. 

HENSLEY. K.D. Nuclear Fuel Services. Inc (subs of Getty Oil Co.). 
79/02/09. KENNA.W. B. Region 2. Atlanta. Safeguards Branch. Spp. 
19671 : 038. 


8307200034 Forwards matl balances for Inventory period 790610-0814. 

Safeguards Info deleted (ref 10CFR2.790). 

HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs, of Oetty Oil Co.). 

NFE 79-1333, 79/09/24. KENNA.W. B. Region 2, Atlanta. Safeguards 

Branch. 5pp. 19671:043. 


—0307200039 Forwards matl balances for inventory period 790814-1004. 
Safeguards Info deleted (ref 10CFR3. 790). 

HENSLEY, K.D. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co.). 

NFE 79-1305. 79/12/03. KENNA.W. B. Region 2, Atlanta, Safeguards 

Branch. 5pp. 19671:040 


— 0307200042 Forwards matl balances for inventory period 791004-1212. 
Safeguards Info deleted (ref I0CFR2. 790). 

HENSLEY, K.D. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co.). 

NFE 80-1010. 80/01/31. KENNA.W. B. Region 2. Atlanta. Safeguards 

Branch. 8pp. 19671:053. 


—8307200045 Forwards matl balances for inventory period 7912I2-80032S. 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY. K.D. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co.). 

NFESO-1137. eo/os/os. KENNA.W. B. Region 2. Atlanta, Safeguards 
Branch 3pp. 19671:061. 


—8307200049 Forwards matl balance sheets for inventory period 791212- 
800325 Inedvertently omitted from correspondence. Safeguards 
Info deleted (ref 10CFR2. 790). 

HENSLEY, K.D. Nuclear Fuel Services. Inc (subs of Oetty Oil Co,). 

NFE 00-1141, 80/05/12. KENNA. W. B. Region 2, Atlanta, Safeguards 

Branch. 3pp. 19671:064. 


—8307200051 Forwards matt balances for high enriched U for physical 
inventory period 000325-0527. Safeguards Info deleted 
(ref 10CFR2. 790). 

HENSLEY. K.D Nuclear Fuel Services. Inc. (subs of Oetty Oil Co,). 

NFE 80-1232. 80/07/08. KENNA.W.B. Region 2, Atlanta. Safeguards 
Branch. 4pp. 19671:067. 


— 8307200053 Forwards matl balances for Inventory period Hay-Aug 19S0. 
Safeguards info deleted (ref 10CFR2.790). 

HENSLEY. K. D. Nuclear Fuel Services. Inc (subs, of Oetty Oil Co.). 

NFE 00-1390. 80/09/24. KENNA.W.B. Region 2. Atlanta, Safeguards 

Branch. 5pp. 19671:071. 


—0307200056 Forwards matl balances for inventory period 800801-0926. 
Safeguards Info deleted (ref 10CFR2. 790). 

HENSLEY. K.D. Nuclear Fuel Services. Inc. (subs of Oetty Oil Co.) 

NFC 60-1487. 80/11/10. KENNA.W.B. Region 3. Atlanta. Safeguards 

Branch. 5pp. 19671:076. 


■8307200058 Forwards matl balances for inventory period Sept-Nov 1980. 
Safeguards info deleted (ref IOCFR2.790), 

HENSLEY, K.D. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co.). 
NFE 80-1598. 80/12/23. KENNA.W.B. Region 2, Atlanta. Office of 

the Director (81/03/01). 5pp. 19671:081. 


0007200059 Forwards matl balances for 001120-310121 operating period 

Safeguards info delated (ref lOCFR^ 790) 

HENSLEY. K D Nuclear Fuel Services, Inc isubs of Oetty Oil Co. ) 
NFE 81-1139 81/02/24. LEWIS, R C Division of Resident I. 

Reactor Project Inspection 6pp. 19671:006 


0307200062 Forwards mat) balances for 610121-0325 operating period 

Safeguards Info deleted (ref 10CFR2. 790). 

HENSLEY. K D Nuclear Fuel Services. Inc (subs of Oetty Oil Co. ) 
NFE Bl-1306. 81/05/01. LEWIS, R.C. Division of Resident ti 

Reactor Project Inspection 7pp 19671.092. 


— 8307200069 Forwards matl balance for 010527-0729 operating period. 
Revised sheet for 810325-0527 period for Matl Balance Areas 
5 b 6 contained in 010709 matl balance rept Safeguards Info 
deleted (ref 10CFfl2. 7901 

HENSLEY.K.D. Nuclear Fuel Services. Inc (sobs of Getty Oil Co. ) 
NFE 01-1663 01/09/10. LEWIS, R.C. Division of Resident S. 

Reactor Project Inspection. 6pp. 19671 090. 


— 8307200072 Faryiards matl balances for 010325-0527 operating period 
Safeguards info deleted (ref 10CFR2. 790) 

HENSLEY. K.O. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co. I 
NFE 81-1309 01/07/09. LEWIS, R.C. Division of Resident b 

Reactor Project Inspection 7pp. 19671 105. 


— 8307200075 Foruiardi matl balances for Jul-Sept 1901 operating period. 
Safeguards info deleted (ref 10CFR2. 790). 

HENSLEY.K.D Nuclear Fuel Services, Inc. (sobs of Getty Oil Co.) 

NFE 81-1837 BI/ll/11. LEWIS. R.C. Division of Resident I 

Reactor Project Inspection. 7pp. 19671:112. 


— 8307200077 Forwards matl balances for Sept-Dec 1901 operating period 
Safeguards info deleted (ref 10CFR2 790). 

HENSLEY.K.D. Nuclear Fuel Services. Inc (subs of Oetty Oil Co. ). 
NFE B2- 1037. 82/01/13. O 'RE ILLY, J. P. Region 2, Atlanta, Office 

of the Director (81/03/01) 7pp 19671 119. 


— 8307200080 Forwards matl balances for Dec 1901 - Feb 1982 operating 
period. Safeguards info deleted (ref 10CFR2 790). 

HENSLEY.K.D. Nuclear Fuel Services. Inc (subs of Oetty Oil Co. ) 
NFS 82-1142. B2/D3/03. D'REILLV.J.P Region 2. Office of 

Director. 7pp. 19671:123 


— 8307200083 Forwards mat) balances for Feh-Apr 19S2 operating 
period. Safeguards Info deleted (ref lOCFRB. 7901 

HENSLEY.K.D. Nuclear Fuel Services. Inc (subs, of Oetty Oil Co > 
NFE 82-1277. 82/05/07. (D 'RE ILLY. J. P . Region 2, Office of 

Director. 8pp, 19671:132. 


— 8307200086 Forwards matl balances for Apr-.June 1902 aperatlng period 
Safeguards Info deleted (ref 10CFR2. 790). 

HENSLEY.K.D. Nuclear Fuel Services. Inc. (subs of Oetty Oil Co. ) 
NFE 82-1418. 92/07/13. D’REILLV.J.P. Region 2. Office of 

Director. 7pp. 19671:140 


—8307200091 Forwards Region I! proposed license cornl 1 1 inns to bo 
imposed on NFS if startup approved t. DIv of Sys Intogratlcn 
canaents. Addl insp effort may rasult in more 

recoeiisendationa. 

8TELL0.V. Office of Inspection 6 Enforcement. Office of the 
Director. 79/12/07. mjRNETT.R.F. Division of Safeguards. Ip 

19671: 147. 


— 8307200096 Foruards Region II rccommonda 1 1 ons for license con.lltlons to 
be Idiposed on NFS If startup approved. Spec 1 f 1 c safety 
recommendations having Impart on safeguards sys included 
Safeguards info deleted. 

O'REILLY. J.P Region 2. Atlanta. Office of the Diroetor. 

79/11/21. DURfETT.R.F. Division of Safeguards ilpp. 19671 14E) 


B307200S19 FOIA request for "USAEC Rept Safety Reactor Operating 
Experience 73-8 <Aug 1973). " 

PEDRO.J- NUS Corp. CD-LIS-9116. a3/04/)9. Division of Rules nnd 

Records. Ip. 29672' 177. 


8307200593 Responds to FOIA request for "Safety bpactor Operating 
Frfrri.-nre 71--a l.'ug 1973).'' For'iiards docimen' Dorumnnl 

also available in PDR. 

FELTON.J.H. Division of Rules and Records. 03/05/06 REDRa. J. NUS 
Corp. Ip. 19672:170. 


—8307200526 ROE 73-8 

"Operating Experience Reactor SafetyiStoam Oeiictator 

Problems at PHRs. " 

» Atomic Energy Commission. 73/00/3) 9pp 19672179 


B3072100S4 Add! response to FOIA request for dccimients re Harry Diamond 
Lab, from 1969 to present. Forwards requested documents. Info 
partially withheld (ref FOIA Eiemptlon 6). 

FELTON.J.H. Division of Rules and Records 03/03/07. SIMPSON, C. 
Affiliation Unknown. 2pp 19783.315 



NONDOCKETED ITEMS 


3130693 Foi-uardi requsst Prom Harr^ 
atl License 19-17230-03. 

ARrtS. D. N, Armij, Dept. of. 99331 
Itonslng Branch (Pre 790501). Ip. 


Diamond Labs to amend Qgproduct 

79/04/04. Radioisotopes 
19734: 301. 


--0307310333 Voided Amend 1 to Mat 1 /Bgprod uc t License 19-17330-01 for 
Harry Olamond Labs. 

BAS8IN.N. Radioisotopes Licensing Branch CPre 790301) 0300 

77/08/11. 3pp. 19704:351. 


7310063 "Radioactive Natl 
Neutron ProductSp Inc. 


Co-60 Sources " 
83/03/07 30epp 


19733: 319. 


7210069 Voided Amend 3 to 
arry Diamond Labs. 

Radioisotopes Licensing 
97B4267. 


Matl/Dyppoduct License 19-17250-04 for 
Branch (Pre 7903011. 73/09/29. Ip. 


7310073 Voided Amend 1 to Ma t l/By prod vet License 19-17230-04 for 
srri.| Diamond Labs. 

JtSNiP.R. RadlQl lotopes Licensing Branch IPre 790501) 78/06/07 

2pp. 19784:368. 


Harry Diamond Labs apelication for reneual/amend 
1 Matl Byproduct License 19-1 7330-04. Amend removes Diamond 
•dnanee radiation facility & Wash ing ton, DC site from list 
_44^>'d*5es at which byproduct matls used. 

Rad lolsotopes 


IRAS, D N. Armi;i Dept. of. 94530. 
censing Branch iPre 790301). 3 pp 


7S/01/16. 
19783: 027. 


'210080 Voided Amend 3 to Ma t 1 /Byproduct License 19-17350-OS for 
irry Diamond Labs. 

IMBSi F. C. Radioisotopes Licensing Branch <Pre 7903011, 78/09/39. 


210083 Voided Amend 1 to Hatl/By product License 19-17350-05 fo>r 
rry Diamond Labs. 

'MBS. F. C. Radioisotopes Licensing Branch (Pre 790301). 78/03/13. 

p« 197SS:056. 

210092 Voided Ma t I /B y p r oduc t License 19-17230-05 for Harry Diamond 

S3JN,N.S. Radioisotopes Licensing Branch (Pre 790301) 

/11/14. 3pp. 19785:057. 


” ^Labi*”^^ Voilleil Hatl/Byproduct License 19-17230-01 for Harry Diamond 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790301) 76/11/23 

3pp- 19784:334. 

—8307310330 Insp Repti 70-0378/81-01,30-12435/01-01,30-12436/81-01 & 

30 t 3436/Bt-01 on 810616. No noncompliance noted. 

*’"***'*•1^^119' Office of the Director. 30-12433/81-01 
Bl/06/23. Sp|». i9704: 35S 

—8307310341 Discusses Insp Repts 70-0370/78-01.30-12438/78-01, 
30-13473/78-011 30-12435/78-01 1 30-12436/78-01 8, 

®®“*2B40/7B-01 on 780208. No noncomp 1 lance noted. 

‘ * ^d B I p h 1 a, Office of the Director. 
79/02/37. RAH8DEN/J. Army, Dept. of. 2pp. 19783:006. 


”■*’*'* 70-0378/78-02,30-12435/78-02,30-12436/78-02 1. 
M-12438/78-02 on 78I12B t; 39. No none orap 1 1 ance Issued. 

f**®*®" 1’ Philadelphia, Office of the Director, 
30-13433/78-02. 78/12/07. 7pp. 19703 008 


'"’P 70-0370/78-01,30-12433/78-01,30-12436/70-01, 

30-13430/70-01.30-12340/70-01 S. 30-12475/78-01 on 700208. No 


noncotgpllanee noted. 

C08T6LLO.O. , HCCLINTOCK, R. 0. Region 1, 
Blroctor. 30-1S43S/78-01 , 78/02/13 


Phi ladelphla, Office of the 
9pp, 19705:015. 


-B3072»O37a At k receipt of 770622 Itr informing NRC of steps taken t 
correct violations noted In IB Insp Repts 30-10736/77-01, 
30-18430/77-01. 30-12473/77-01 , 30-12435/77-01 t< 

30-13436/77-01. 

N^W.P.R. Region 1. Philadelphia, Fuel Facility & Materials 
Safety Brench. 7130. 77/07/00. LOWERV.A. Army, Dept. of. Ip, 


210102 Voided Amend 3 to Ma t 1 /Uy product License 19-17350-05 for 
rrv vidjnond Labs. 

rRh'n ** Licensing Management Dranch. 79/03/10. 3pp. 


210106 
»I1AN. P, 
/lt/29. 


IE insp vept for License 19-17250-05 on 781128 t< 29. 
C. Region 1, Philadelphia. Office of the Director 
ISpp, 19705:063. 


210111 Ac k receipt of application for renewal 
:ense 19-17250-05. License will not eiplre unbl 
tton taken by NRC. 

,KEV, J. H. Licensing Management Dranch, 12913 
(A3,D. Army, Dept, of. Headquarters Materiel 
idlness Command. Ip. 19785:001. 


of Hatl/Dyproduc 
I final 

! 82/11/03 

Development & 


t 


application for renewal of Matl/Dyprodu 
i72S0-05, authorijlng possession 4, use of Co-60 In Oamm. 
ilacion facllttu. 


IAS, D. N. Army, Dept. of. 12913. 82/10/19 

lagement Branch. Ip. 19785:082. 


Licensing 


License 


110118 Application for renewal of 
17250-05, authoTlrlng possesslan !< 
latlon facility. 

KE,A.R, Army. Dept. of. 12912. 


Matl /flyproduc t License 
use of Co-60 In Gamma 

82/10/19. 3pp. 19783:083. 


10304 Voided Amend I to Matl/Dyp 
ry Diamond Labs. 

BIN, M. Radioisotopes Licenslno 
08/29. 3pp, 19704:304. 


roduc t 
Branc h 


License 19-17230-03 
(Pre 790301). 0380. 


for 


r n.sponos to ffflc 770606 Ur re violations noted In Insp 
a®**®"*: thtrances to high radiation area 
will be controlled by secuping area eicept when access 
required. 

L^REY.A. Army, Dept. of. DRXDO-ASD. 77/06/32. NELSON, P, R 
Region 1. Philadelphia, Fuel Facility U Materials Safety Dranch. 

3pp. ’ 


J"*® Repts uu-iu/uo///-ui.UlU-l24JB/77-01, 
30-13473/77-01.30-12433/77-01 tc 30-12436/77-01 & forwards 


notice of violation. 

NEL60N.P.R. Region I, Philadelphia, 
Safety Branch. 77/06/06. LOHREY, A. 
19703:034. 


Fuel Facility & Materials 
Army, Dept, of, 2pp. 


nnela'ilst. W rrom insp on //0325-26, Noneompl ianco 

noted. failure to control access to all entrances to high 
radiation ana Inside callbr facility by employment of any 
of described methods. 

* NRC - No Detailed Affiliation Given. 77/06/06. ip, 19783:036. 


‘I ‘"‘f "‘P** 30-‘073*/77-Q1, 30-12430/77-01, 30-12475/77-01, 
30-13433/77-01 I. 30-13436/77-01 on 770333-26. Neneomp 1 lance 
noted: entrance to callbr facility barricaded. 

"•9*0'' *■ Philadelphia, Office of the 
Director. 30-12438/77-01. 77/06/01. 9pp. 19703:036. 




Diamond Labs In Mashlnyton. DC. Results are for wipe tests 
taken at pool irradiator, sea led source storage facilities «. 
labo. No containment detected. 

WCLimOCK.R.o. Office of Inspection «, Enforcement, Office of the 
Director. 9190. 77/09/19, COMBS, F. Radioisotopes Licensing 

Branch (Pro 7909011. 23pp. 197Q5: 104. * 


10307 Voided Matl/Dyproduct Ltcanse 19-17230-03 for Harry Diamond 
Licensing Branch (Pre 790301). 76/11/83. 

'rDlamM^Labr"" ^ » License 19-17230-01 for 

94-346 Licensing Management Branch. SO/07/02, Ip. 


10321 Voided A(nend S to Ma 1 1/Byproduc t Lie 
'V Diamond Labs. 

Licensing Branch (P 


ense 19-17230-01 for 
re 790301). 78/09/29. 


—8307220108 Request* addi info re instrument callbr procedures, rad iat 1 on 
survey program & personnel eiposures per B20312 application 
for renewal of License 19-17230-01, 

PATTERSON, J. U. Licensing Management Branch, 12247, B2/I0/07 

Army. Dipt. of. 2pp. 19783:127, 


— 8307220135 IE insp rept of License 19-17250-05 for Harr 
on 810616 . No noncempl iance noted. 

FRIEDMAN, L. F. Region I, Philadelphia, Office of the 
81/06/23. 9pp. 19703:221. 


y Diamond 
Director. 


Labs 


— 8307260089 Diamond Ordnance Radiation Facility decomml ssi onlna 
final rept. 

HARRIS. J.M. Roekieall International Coro. 80/07/07, 65 dd 


program 


NONDOCKETED ITEMS 


365 


'220044 Add! responsa to FOIA re<tuest for documents re IE Insp Rept 
►-3S0/S1'13- Foruiarda J McCarten f I le. Par t ions of file «. 
ictage addressing concerns raised at Commission meeting re 
Ininal investigation ylthheld (ref FDIA Eiemptions 5 b 7) 

ILTONiJ.M. Division of Rules and Records. 03/05/18. DEVINE. T.. 
ISENTHAL.J. Government Accountability Project 2pp. 19713:397. 

IK Fiehe: 50-350, 03/05/18. 0307220044. 


107220061 J McCarten file on f ac i i t ty . con ta In ing handuritten notes b 
various documents. 

e NRC - No Detailed Affiliation Given. 03/09/10 409pp. 

19714:001. 24X Fi Che : 90-350, 03/05/ 1 0, 0307220044 . 


'220071 Appeals denial of FOIA reciuest for documents re 
itirrogatories b ABLD questions concerning facilities. 

ATT. S. L. Ohio Cltljens for Responsible Energy. 03/04/04. 
RCKSrU.J. Office of the Eiecutlve Director for Operations. 3pp. 
1692; 350. 


'220079 Responds to appeal re denial of FOIA request for documents 
ineerntng interrogatories b ASLD questions re facilities, 
iruards BJ Youngblood 030112 memo. Documents 2-6 uithheld 
af FOIA Esemptlon 5). 

RCK8. H. J. Office of the Eiecutlvc Director for Operations. 
I/OS/12. HIATT, S.L. Ohio Citiiens for Responsible Energy. 2pp. 
'692: 342. 


'220093 FOIA request for proposal submitted by Science Applications. 

ic under Request for Proposal RS-NMB-S2-027. 

iNDBiH. S. Ebasco Services, Inc. (subs, of Enserch Corp. 1. 

1/04/lS. FELTON. J.M. Division of Rules and Records. Ip. 

>690:322. 


'220106 Responds to FOIA request for proposal submitted by Science 
ipilcatlons. Inc under Request for Proposal R8-NMS-S2-027 
iruards nonproprtetary version of technical proposal, 
icument also available in POR. 

'LTON. J, M. Division of Rules and Records. 83/05/06. SANDS.H.S. 
lasco Services. Inc. (tubs, of Enserch Corp. ). Ip. 19698:323. 


107220114 Nonproprietary version of "Proposal for Licensing Technical 
Attif tance. ” 

e Science Applications. Inc. RS-NriS-82-027. 02/03/09. 67pp. 

19698: 324. 


'220119 Responds to appeal re denial of FOIA request for transcript 
' Commission 83010S meeting re remand proceeding on CRDR. 
icument uithheld per Sunshine Act Eiemptlon 10. 

CILK.S. J. Office of the Secretary of the Commission. 03/05/19. 
lEENBERO. E. V. Oallouiay b Oreenberg. 6pp. 19692:277. 24X 

Che; 50-537, 03/09/19, 03072201 19. 


'220126 Appeals denial of FOIA request for transcript of Commissslon 
10109 meeting re eiemptlon request for CRDR transcript. 
lEENBERO. E. V. Galloway b Greenberg. GREENBERG, E. V. Natural 
iteurcet Defense Council. GREENBERG, E. V. Sierra Club. 83/03/21. 
Ifflce of the Secretary of the Commission. 8pp 19692:283. 24X 

Che: 50-937, 03/03/21, 0307220126. 


'290020 Addl response to FOIA request for 22 categories of 
icuments. Forwards App A b D documents. Portions of App D 
icuments uithheld (ref FOIA Eiemptlons 7 b 3). 

iLTON.V.M, Division of Rules and Records. 83/05/05. SHOLLV.S.C. 
lion of Concerned Scientists. 4pp. 19729:100. 24X 

Che: 50-000, 83/09/09i 0307290020. 


>08030682 Forwards rept on chronology of 020420 attempted sabotage. 
No individuals identified as being Involved. Labor problems 
probably caused Incidents. 

DIRCKSiW.J. Office of the Eiecutlve Director for Operattons. 
82/06/08. PALLADINO, N- J. Commissioners. 73pp. 19725:223. 24X 

Fiehe: 90-272, 83/05/09, 8307290020. 


107290029 Sequence of events re ml spos I t loned high-head safety 
injection common suction valve. 

a Duquesne Light Co. Bl/06/09. 3pp. 19725:116. 24X 

Fiehe: 50-000. S3/0S/05. B3072S0020. 


107250027 House Resolution B2 directing House of Representatives 
Committee in Mines b Energy Hgt to conduct investigation 
into incidents that allegedly occurred at facility. 

* Pennsylvania, Commonwealth of,. Bl/06/15. ip 19725:119. 24X 

Fiehe: 50-000, 03/05/05, 0307250020. 


107250033 Notifies of B11112 meeting in Herr I sbur g. PA to hear 
testimony re facility inc Ident. Comml ttee will attempt to 
limit subj matter to nuclear plant security requirements. 
TAYLORiF.R. Pennsylvania, Commonwealth of.. 01/10/21. 

DlRCKSiW.O, Office of the Eiecutlve Director for Operations. 2pp. 
19725:120. 24X Fiehe: 50-000, 83/05/05, 0307250020. 


--B30729003B Requests that specific followup actions Be taken re current 
situation at fac II 1 ty. Ac t ions include reviewing emergency 
notification procedure b listing plant sys that should be 
checked in future instances of suspected sabotage 
DIRCKS.U.J. Office of the Eiecutive Dnectoi for Operations. 
02/09/04 HAVNES.R.C. Region 1. Office of Director. DENTON. H.R 
Office of Nuclear Reactor Regulatioii. Director DEYOUNG, R.O. 
Director's Office, Office of Inspection and Enforcement. Ip 
19729 122. 24X Fiehe: 90-000, 03/05/05. 0307250020. 


— 0307290044 Forwards FBI 020428,0502 b 05 teletypes Ofc of 
Administration should take corrective action re delay in 
teletype distribution. 

CUMMINGS, J. J. Office of Inspector b Auditor 82/05/06. 
PALLADINO. N. J. Commissioners 3pp. 19725 123 24X 

Fiehe. 50-000. 83/09/03, 8307250020 


—0307290049 Forwards info re util response to 010606 possible act of 
sabotage per PA House of Representatives Mines b Energy Mgt 
Committee Resolution 02 conveyed in 011021 b 1104 Itrs. 

DIRCKS.U.J. Office of the Eiecutlve Director for Operations 
01/12/10. TAYLORiF.R. Penney 1 vania. Commonwealth of.. 2pp. 
19729 126. 24X Fiehe: 90-000, 03/05/05, 0307250020 


— 0307290094 “Special Rept to PA House of Representatives Response to 
Apparent Act sf Sabotage." 

e NRC - No Detailed Affiliation Given. 03/05/05. 6pp. 

19729: 134. 24X Fiehe: 50-000. 03/03/05. 0307250020 


— 0307290060 IE Inyastigatlon Rept 50-334/01-16 on 010606-18. 30, 070] . 02. 
09 b to. Nancompl iance noted: fa 1 lure to maintain operable 
high pressure ECC8 during power operation b failure to 
properly administer approved operator training program. 

KVLINiJ.H., BECKMAN. D. A. . REKITO.W.A. Region 1. Ph I lad e I ph i a. 
Office of the Director. 01/12/07. 24pp. 19725- 139 24X 

Fiehe: 90-000. 03/09/09, 0307250020. 


—0307290067 Requests summary rept ro event including fallowrup actions 
by licensee, NRC b other govt agencies by 820510. Rept 
should also indicate corrective actions for any problems 
encountered during response. 

PALLADINO.N. J. Commissioners. 82/04/30 DIRCKS.U.J. Office of 
the Eiecutlve Director for Operations. ip 19729:219. 24X 

Fiehe: 90-000, 83/09/05, 8307250020. 


0307230927 FOIA request for all correspondence between Nuclear 
Assurance Corp.NRC b DOT since June 1902, doeumcii t s re 
Chalk River Lab b proposed b/or approved routes for shipment 
of Irradiated fuel. 

PUNTENNEV.J. Safe Energy Coa 1 1 1 ion 03/02/14. Office of 
Adailnistratien. Ip. 19716:017. 


8307290931 Addl response to FOIA request for all correspondence between 
Nuclear Assurance Corp, NRC b DOT since June 19S? b documents 
re Chalk River Lab, Forwards App A documents. Doc uments 21-27 
withheld (ref FOIA Exemption 31. 

FELTON.J.M. Division of Rules and Records 33/09/11. PJNTENNEViJ. 
Befo Energy Coalition. 3pp 19716: OIS. 


—0307290533 “Spent Fuel Route Survey, Port of Entry Champ lal n. NY to 
Savannah River,BC. " Safeguards Info deleted. 

• Office of Nuclear Material Safety b Saf eguards. D1 rec t or. 
02/10/06. 21pp 19716 031 


—0307290930 Notifies that spent fuel shipments from AECL facility at 
Chalk River to DOE facility will be made under Eiport 
License ISNH-81009i Amends 1 b 2. Schedule b port of entry 
enc I. Safeguards info deleted (ref I0CER73 21). 

DANESEiF.L. Nuclear Assurance Corp. FLD/B3/ 1 4S/ETS. 0S/O9/29. 
GODV.A Region 1, Office of Director 2pp. 19716:093. 


8307290942 Approves S2D914 request for revised route for transport of 

spent reactor fuel, 

SHERR, T. 8. Material Transfer Safeguards Licensing Uranch. 82/10/06. 
DANESE.F.L. Nuclear Assurance Carp. 2pp. 19716.099. 


8307290946 FDIA request for three categories of documents re NRC 
eonsultatlon w/EPA re promulgation of stds for remedial 
actions at inactive U processing sites 

OUNNiK. Beers b Dickson. 83/03/22 Office of Admknl s t ra 1 1 on. 
3pp. 19720:242. 


0307290591 Partial response to FOIA request for three categories of 
documents re NRC consultation w/EPA re promulgation of stds 
for remedial actions at Inactive U processing s 1 tes. Forwards 
documents listed In App A. 

FELTON.J-H. Office of Administration. 03/05/06 DUNN.K. Beers b 
Dickson. 2pp 19720:249 
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— B30725055S Comments on ERA proposes grounSvualer protection stratejv. 
Info focuses an possible interactions betupeen proposed 
grounduiater protection b regulation of raduaste disposal 
Ihigh level) lou level or u recovergJ b in situ minun. 

MARTIN. J.D. Division of Haste Management. Bl/02/lB. SMITHrF.O. 
Office of Standards Development. Director. 2pp 19730:247. 


— G307S50Sli4 Responds to reiuest for revieu U comments on proposed 
disposal cleanup stds for UMTRAP. Concurs u/disposal stds> 
release limit & stds for grounduater protection 
MARTIN. J B Division of Haste Managemetit. S1/07/O1. 

ROSENDAUM. D. M Environmental Protection Agency 4pp- 19720:249. 


—6307250572 Summary of 911221 meeting u/EPA in Uasb 1 ng ton. DC ra 
promulgation of EPA stds concerning mill tailings & EPA 
comments on DES re decomimissl onlng Edgemont milling site 
SCARANO.fl.A Uranium Recovery Licensing Qranch. 93/01/13 

MARTIN. J D Division of Haste Management. 3pp. 19720:266. 


— B307250S74 Discusses status of EPA std development under UHill 
Tailings Control Act re revised stds for inactive U atll 
tailings sites. 

HAMILL.K Uranium Recovery Licensing Branch. 82/01/23. 
SCARANDiR. Uranium Recovery Licensing Branch. 2pp. {9720:26?. 


— B3O7260DO6 "Insp Evaluation. " 
30'330/a2-l7 on 920909-13. 
RINS.H. . ROBINSON. 0. NRC - 
82/08/20. 2pp. 19707:327. 


re IE Insp Repts S0-329/82-I7 4 

No Detailed Affiliation Olven. 

24X Fiche- 50-329, 83/05/ IB, 0307260002. 


— 8307260009 "Insp Evaluation. " re IE Insp Repts 50-329/BS-19 4 
90-330/82-19 on 920920-24. 

ROBIKSON.D., JACK.J.N. NRC - No Detailed Affiliation Oiven. 
82/09/27. 2pp. 19707:329. 24X F i c h e : 50-329, 83/09/ I B. 8307260002. 


—8307260011 Notifies of 820330 meeting u/utll re underpinning activity. 
Principle points to be discussed include practicality of 
requlreaents 4 transition betueen various phases of project. 

HILLIAHS, C. . LITTLE. H.S. NRC - No Detailed Affiliation Olven. 
82/03/24. NORELIUB, C. E. Region 3, Office of Director. Spp. 
19787:331. 24X FI ch B : 90-329. 93/05/ 1 B, 8307260002 . 


—8307260014 Requests list of actions for licensee to correct 
deficiencies noted In underp inning, p ip Ing 4 electrical 
areas. Info needed for meeting preparation. 

N(1RELIUS.C. E. Region 3. Office of Director. 82/05/07. 

LITTLE/H.s. Region 3. Office of Director. Ip. 19787:336. 84X 

Fiehc: 90-329.83/05/18, 6307260002. 


— 83072SOD79 Forwards eicerpts from transcript of NRC 920222 hearings 
before Senate Committee on Environ 4 Public Horks re EPA 
radiological std setting ac t i vi ties. H/o end. 

DAVIS. J.O. Office of Nuclear Material Safety 4 
Safeguards, Director. 82/03/04. BENNETT, K Environmental 
Protection Agency. 2pp. 19720:271. 


— S3072S059S Notifies that end memo will be used as concurrence copy for 
f 1 1 es. c 1 Dsing out Impact of EPA stds on NRC rules Records 
shou that memo ticketed as NMSS 811150 dosed out on 820106. 

BUNTINQ. J. 0. Licensing Process 4 Integration Branch. 82/03/10. 
BRDHN.R.S. Program Support Branch. 2lpp. 19720:274. 


— 3307250593 Forwards summaries from Div of Waste Mgt meeting* w/DOE 4 
EPA re high level waste form 4 packaging. reposl tory siting 4 
design 4 performance assessment. 

MARTIN. J.B. Division of Haste Management. 82/07/14. DAVlS.vl.O. 
Office of Nuclear Material Safety 4 Safeguards. Director. 16pp. 
19720 298. 


— B3072S0601 Notifies that meetings will be scheduled in Jul w/DOE 4 EPA 
of fic ials. Requests summaries re areas of interface problems 
4 issues 4 actions needed from EPA priorities 4 action 
schedules by 820709 

DAVIS.J.O. NRC - No Detailed Affiliation Given. 92/07/01. 

BURNETT. R.F . CUNNINOKAM, R. E. . MARTIN, J.B NRC - No Detailed 
Affiliation Given. !p. 19720:316. 


—8307250606 Forwards EPA proposed final std on inactive nili tailings 
sites 4 previous NRC comments on draft std,U/o end. 

SCARANOiR.A. Uranium Recovery Licensing Branch 82/07/16. 

DAVIS.J G. Office of Nuclear Material Safety 4 
Safeguards. Director. Ip. 19720: 317. 


— 6307250613 Responds to 821022 request for comments on second draft of 
''Potential Health 4 Environ Haiards of U Mine Wastes." Kept 
should Include discussion of existing regulatory authorities 
4 environ controls over mine wastes. 

MARTIN. J.B. Office of Nuclear Material Safety 4 
Safeguards. Director. 02/11/19. SJOBLOM.G.L. Environmental 
Protection Agency. Ip. 19720:318. 


--93072S0619 Submits suggestions for development of rule to establish 
criteria 4 schedules associated u/environ qualification of 
Class IE electrical equipment (SECY 81-406) 

PALLADINQ.N. Commissioners. CDMNP-01-4. 81/09/30. ClLtNEKYiV.. 

BRADFORD. J.. AHEARNE, J. Commissioners. Ip. 19720:319. 


9307260001 FDIA request for all records re NRC insps 4 evaluations of 
util const activities In soils work leading to Spessard 
memo. 

GARDE, B P. Government Accountability Project 83/03/22, TOMS, N. 

□ ffiee of Administration. Ip. 19707:321. 24X Fiche: 50-329. 

83/03/22, 8307260001. 


8307260002 Responds to FOIA request for records re IE insps 4 
evaluations of util const activities in soils work leading 
to Spessard memo. Forwards documents listed in App A. 

FELTON, J.M. Division of Rules and Records, 03/05/10, GARDE.B. 
Government Accountability Project. 2pp. 19787 323 24X 

Flehe: 50-329,83/05/19,8307260002. 


— 3307260004 "Insp Evaluation," re IF. Insp Repts 50-329/92-tt 4 
50-330/82-11 on 820519-0702. 

LANDSMAN. R. a. NRC - No Detailed Affiliation Given. 82/09/02. 
2pp. 19787.325. 24X Fi Che : 50-329, 83/05/18, 8307260002. 


— 8307260019 Discusses participation In 820521 ACRS briefing on facility 
QA program. Statement should be drafted by 820519. 

NORELIUS. C. £. Region 3. Office of Director. 82/05/14. 

LITTLE.U.S. NRC - No Detailed Affiliation Given. Ip. 19787:337. 
24X Fiche: 50-329. 83/05/18, 8307260002. 


—8307260021 Forwards comments on ASLD orders 4 applicant response re 
const activities, 

NORELIUSi C. E. Division of Engineering. 82/05/18. ADENSAM.E. 
Licensing Branch 4. 4pp. 19787:338. 24X Fiche : 50-329, 83/05/ 18, 

8307260002. 


83D72601D4 FOIA request for documents re recent experiences u/lllegal 
■sport of sensitive items through use of bogus destinations 
4 invoices 4 Commissioner Gilinsky travel schedules 4 
Itineraries 4 speeches during travels for past 2 yrs. 

KAHENAR.F.O. Washington Legal Foundation. 83/04/01. Division of 
Rules and Records. 2pp. 19744:098. 


8307260111 Responds to FOIA request for documents re recent expariancet 
le/illegal export of sensitive items through use oP bogus 
invoices 4 Commissioner Gilinsky travel schedules 4 
Itineraries for past 2 yrs. Forwards App A documents. 

FELTON.J.H. Division Of Rules and Records. 83/05/11. KAMENAR.P.D, 
Washington Legal Foundation, 4pp. 19744:100. 


—8210290407 Speech entitled, "Streamlining Nuclear Regulation, 
presented at AIF 820524 meeting in Kansas City, MO. 
01LIN8KY.V. Commissioners. 82.f05/24. 8pp. 19744:177. 


—8307260133 Speech entitled "First Step in Solving Nuclear Waste 
Prablem:Providlng Adequate Spent Fuel Storage," presented at 
Haste Hgt '83 Symposium In Tucson. AZ on 630228, 

OILINSKY.V. Commissioners. 83/02/28. I3pp. 19744:104. 


—8307260130 Speech entitled "Nuclear Saf ety : Deal ing W/Confllcts of 
Interest," presented at East-West Ctr, Honolulu, MI on 830121. 
OILINSKY.V. Commissioners. 83/01/21. 17pp. 19744:117. 


—8307260149 Discusses four repts re recent attempts to circumvent US 
export control laws. Supporting documentation end. 

01LIN8KY,V. Commissioners. 83/04/13. RUDO.E. House of Rep 
24pp. 19744:153 


— 8307260161 Forwards New York Times article entitled "For Draill, 
Embarrassing Tale of Intrigue. " 

SCHECTERiH. Office of International Programs, Director. 81/06/24, 
OOLOSNITHaR. Commissioners. 2pp. 19744:185. 


—8307260167 Forwards Commissioner Gilinsky separate vieue re proposed 
amend to lOCFRllO (SECY-81-653/SECY-B2-55)rB nuclear exports 
for FR publication. Related info end. 

KANNINO.M.J. Commissioners. 83/03/21. CHILK.S J. Office of the 
Secretary of the Commission. 27pp. 19744: 187. 


B307260S99 FOIA request for SECY 82-464. 

BUCKLES.R. NUS Corp. 83/04/06. Division of Rules and Record! 
Ip. 19788:044. 


8307260600 Responds to FOIA request for SECY 82-464. Forwards document 
Info partially withheld (ref FOIA Exemption 5). 

FELTON, J.H. Division of Rules and Records. 83/05/19 BUCKLES.R 
NUS Corp 2pp. 19700:045. 
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—03072604.0 1 0ECY-82-464 

Discusses litigation rept for uh of 82111S Info deleted 
SLAOOIE. 0 L. Office of the General Counsel 02/11/22 2 pp 
19700:047. 


0307290442 Responds to FOIA request for SECYs 02-306 4 82-499. Foruiards 
SECY 02-306 Documents also available In PDR Ltr dtd 83042B 
responded to SECY 02-499. 

FELTON. J. M. Division of Rules and Records 03/05/10 DIBQLE.C.B. 
LeBoeufi Lamb. Lelbq 4 MacRae. Ip. 19030.358 


—0800040324 SECY-82-306 

Recommends that Commission reconsider decision to remove 
Apps D through H from 10CFR140. 

DIRCHS.W.J, Office of the E»ecutive Director for Operations 
02/07/20. 4pp. 19050 360. 


0307290452 Responds to FOIA request for original license application 
submitted by Gamma Corp t> corresponding licenses issued by 
NRC. NRC has no documents responsive to request. Contact u/DOE 
recommended. 

FELTON. J. M. Division of Rules and Records 03/05/19. SULLIVAN. J. M. 
Affiliation Unknouin. Ip. 19030:293. 


0307290457 FOIA request for original Gamma Corp research reactor 
license 4 corresponding licenses Issued by NRC 

8 ULLtVANi J. W. Af fl 1 lat ion Unknouin. 03/04/25. FELTDN.JH. Division 
of Rules and Records. Ip. 19050:294. 


0307290461 FOIA request for NRC 810227 ltr to OE. Date of ltr referenced 
In NUREO-0390, Vol 6 . 

PEDRO. J. NU 8 Corp. CD-LlS-9130. 03/04/26. Division of Rules and 

Records. Ip. 19059:042. 


8307290467 Responds to FOIA request for NRC 810227 ltr to SE. Foruards 
document. Document also available In PDR. 

FELTON. J.M. Division of Rules and Records 83/05/18. PEDRO. J. NUS 
Corp. Ip. 19859:043. 


‘9103300500 Foruards summary of evaluation of GE topical rept NEI)a~2l983 
"Functional Capability Criteria for Essential Mark II 
Piping." Rept acceptable. 

TEDESCOiH.L. Assistant Director for Licensing 81/02/27. 

SHERWOOD. G. G. General Electric Co. 2 pp. 19039:044. 


— 0307290470 Topical rept evaluation of NED0-219B3. "Functional 
Capability Criteria for Essential Mark 11 Piping." Highest 
loading conditions re various ASHE Code svc stress levels 
should be specified In functional capability assessment, 
a Mechanical Engineering Branch. 80/05/31 14pp. 19899:046. 


0307070170 Submits partial response to 821203 request re Generic 
Item B-24 4 NunEO-0737 1 I toil) 11 E 4 2 for proposed Tech Specs 
incorporating seal leakage test of containment oui'ge 4 vent 
valves Rev to license will be submitted by 830031 
CROUSE. R P. Toledo Edison Co 963. 03.'06/30. STQLZ.'J F 

Operating Reactors Branch 4 Ip. 19269 335 24/ 

Ftche 50-346.83/06/30.8307070178 


8307070232 Foruards synopsis of Issues assnciated ui/NUREG-0612 re 
control of heavy loads. as discussed in 030617 telccrn. 

Responses to open issues must be provided uithln 30 days of 

ltr date 

VAROA. S A. Operating Reactors Branch 1 03/06/21 OIESLER, C W 

Wisconsin Public Service Corp. 13pp. 19362 22 V 24X 

Flche: 90-305. 03/06/21. 0307070232. 


8307080000 Foruards Rev 3 to polar crane functional description for use 
in evaluating refurbishment of polar crane 
KANOA. 8 . K. General Public Utilities - GPU Service Corp 
4410-a3-L-0120 03/06/30 BARRETT, L h TMI Progr am Of f 1 c e. 2 pp. 

19391:244. 24X F 1 c h e : 50-320. 03/06/30. 03O7OSOOOS 


0307000646 Foruards "Control of Heavy Loads. St Lucie Plant. Unit 2 
(Phase D." technical evaluation rept 

KNIGHTON. G. U. Licensing Branch 3. TAC 47019 03/06/17. UHHIO.H.E 

Florida Power 4 Light Co. 2 pp. 19364 100 24/ 

Flche; 90-309, 03/06/17, 0307000646 


8307110093 Responds to 830531 ltr transmitting draft technical 
evaluation rept re control of heavy load s. Compar i son of 
Uastinghouse spec for manipulator cranes u/AMSI fiClO 2 
raleaved devices meet both specs. 

TUCKER. H.O. Duke Power Co. 03/06/20 DENTON, H H Office of 
Nuclear Reactor Regulation. Director 2 pp 19375 245 24X 

Flche: 90-413.83/06/28, 0307110093. 


8307110290 Forwards WCAP-10230, "Evaluation of Acceptability of React, 
Vessel Head Lift Rig. Reactor Vessel Intorrals Lift Rig. Load 
Cell 4 Load Cell Linkage to Requirements of NLIREO-0612" 1 - 
responses to NRC recommendations 

ALEXICH.n.P Indiana 4 Michigan Electric Co AEP NRC 09140. 
83/07/09. DENTONiH.R. Office Of Nuclear Reactor Regulation. 
Dlraetor. 2 pp. 19370:332. 24X Fl c he. 50-31 5, 83/07/09, 03071 1 0290. 


—8307110295 HCAP-10230 

"Evaluation of Acceptability of Reactor Vessel Hoad Lift 
Rig. Reactor Vessel Internals Lift Rig. load Cell 8 . Load Cell 
Lintage to Requirements of NUREO-0612. " 

8 ANDNER. K. H. , MARSHALL. J R. Wcstinghouse Electi'ic Corp. 
AEP:NRC;0914G. 03/04/30. 150pp. 19370.334. 24X 

Flche: 90-319.83/07/05. 8307110290 


GEN TEC IS GENERIC TECHNICAL ISSUES 


0307010044 Forwards □AW-1791, "D4W Owners Group Probabilistic 
Evaluation of Presiurlied Thermal Shock:Phase I Rept." 

Findings of FRA study 4 related evaluations documented NRC 
proposed screening limits valid 4 conservative 
COOBURN.T.H. Babcock 4 Wilcoi Operating Plants Owners Group. 
COOBURN. T. H. Sacramento Municipal Utility District 83/06/30. 
BCHROBDEH.F. Division of Safety Technology Ip. 19173:108. 


—0307010051 BAH-1791 

"B4W Owners Group Probabilistic Evaluation of Pressurljed 
Thermal Shock:Phase 1 Rept. " W/ton overslie drawings. 
Aperture cards are available In PDR. 

» Babcock 4 Wilcox Co. 77-1142462-00. 03/06/30, 172op 

19173: 110. 


83070S0016 Informs that intake structure crane folly compiles 
u/Ouideline 7 of NUREO-0612, "Crane Design," based on 
Franklin Research Ctr 4 Dresser Industries studies. 

UHRIO.R.E. Florida Power 4 Light Co. L-03-374. 03/06/20. 

CLARK. R. A. Operating Reactors Branch 3. Ip, 19193 005 24X 

Flche; 90-339. 83/06/20, 0307090016. 


8307090333 Forwards draft technical evaluation rept. "Control of Heavy 
Loads at Nuclear Power Plan ts, LaSa 1 1 e Units 1 4 2 
(Phase 111." based on response to Section 5,1 of NUREO-0612. 
aCHWENCER.A. Licensing Branch 2 . 03/06/21, FARRAR. D.L. 

Commonwealth Edison Co. 2pp. 19262:007. 24X FI che: 50-373. 83/06/21. 

8307090333. 


B307070103 Submits supporting Info on lifting devices to be used 
transporting activated reactor components to licensed 
dlspoal site, Design of proposed lifting device adequate to 
“J*^»**'“* «lynamic loads Imposed by overhead handling sys. 
SINCLAIR, J, B. Vermont Yankee Nuclear Power Corp. EVYB3-67 
83/07/09. VABBALLOi D. B, Operating Reactors Branch 2, 2pp 
19294:115. 24X FI che: 90-271 , 83/07/05, 8307070103. 


8307120146 Forwards synopsis of issues associatad iii/NUREO-0612, 
"Control of Heavy Loads." to resolve open Items 4 draft 
final technical evaluation rep t. Response shtiuld be provided 

within 60 days. 

VAS9ALL0.0. D Operating Reactors Branch 2. 03/06/23 LIU, L. I 

Electric Light 4 Power Co. I3pp. 19435 134. 24X 

Flche; 30-331 , 03/06/23. 8307120146 


—8307120149 TER~C5506-352 DRFT 

"Control of Heavy Loads (C-IO), Duane Arnold Energy Ctr." 
draft technical evaluation rept. 

VOSBURV.F-W. Franklin Ins 1 1 tute/Frank 1 in Research Center 
NRC-03-ai-130. TAC 07900. 83/04/08 CLEMENSUN, F NRC - No 

Detailed Affiliation Given 32pp. 19435 l«7. r4X 

Flche: 90-331.83/06/23. 0307120146. 


8307120469 Requests meeting to discuss future submittal of Tech Gpces 
& supporting safety analysis to resolve pi essuv t led thermal 
shock issues for Cycle 9 licensing Update meeting 
requested first uk in Aug 

UHRIG.R E. Florida Power f. Light Co L-B3-393 83/07/06. 

EISENHUT, D. G. Division of Licensing. 3pp, 19424 i9i 24X 
Flche: 90-290. 83/07/06, 8307120469. 


8307130248 Discusses evaluation of lift rigs for reactor cO'Olant pump 
motors 4 equipment hatches per NUnEO-0612. Eva 1 ua t Ion 
complete. Rigs will be constructed by Ues t i nghouse. 

BABKINiK.P. Southern California Edison Co. 03/07/06. 

CRUTCHFIELD. D. Operating Reactors Branch 5. ip 19474 361 24x 

Flche. 90-206.83/07/06. 8307130240 


8307130303 Forwards safety evaluation 4 Franklin Research Ctr technical 
■valuation rept re Phase I of response to NUnEG-0612. 

"Control of Heavy Loads at Nuclear Plants." Phase I 

acceptable. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 1-SD5-03-O7-O 16. 

83/07/11. FARRAR, D.L. Commonwealth Edison Co 2pp. 19505' 001 
a4X Flche 90-237,03/07/11,8307130303. 
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--8307130'03 Safety evaluation accepting utii Phase I responte to 
f.'JSEO-OslC. "Control of Heavy Loads at Nuclear Plants." 

• "ofKce'of Nuclear Reactor Regulatior., Director. 83/07/11. Bpp. 
003 24X Fiche 50-337, B3/07/I I. 6307130303. 


--B30blCfOI4S! TER-C5506-350/35I RI 

•■Control of Heavy Loads. Comn Ed Dresden Nuclear Polibp 
S tation, uni ts 2 i 3." revised technical evaluation rept. 

EGH'EPuEP.C PranUln I ns 1 1 1 u t e /Frant 1 1 n Research Center. 
NBC-03-BI-130 TAC 46736 03/06/08 StNOH.A NRC - No Detailed 

Affiliation liven 33pp 66826 0V9 24X F i ch». 50-337. 83/07/ 1 1> 

Q307I30303 


C307l4032j Notification of 830706 meeting u/Stean Oeneratop Ouners 
Croup in Geti’etda. MD to discuss findings from ffftC generic 
Steen generator program for resolution of Unresolved Safety 
Issues A-3. A-4 6 A-5 

IFPOLITO. T A Operating Reactors Assessment Branch. 83/07/01. 
filRAuLlA.F j Assistant Director for Safety Assessment. Ip 
19529 3.13 


83Q7150I62 Pcguests response to three unresolved items in Section 3.1 
0 * NL'R£<;-0bI2. "Control of Heavy Loads at Nuclear Power 
Plants '• TeR-C5506-379 I guidelines for NUREG-06i3 
cc.rpllance foriuarded 

CRUTCHFIELD. D Operating Reactors Branch 5. LS05-B3-07-O28. 

B3/07/14 VANCEWALLE. D. J. Consumers Power Co 3pp. 19531:013. 
841 Fiche 50-255.83/07/14,0307150163 


63.37150391 Fcruards for review (■ coBcnents. "Control of Heavy Loads 
(C-lOi. Paint Death Units I 1. 2." updated draft technical 
evaluaSiar. rept 

ClAP'.R a Operating Reactors Branch 3 83/06/30 FAV.C-H. 

Uiscaniin Electric Power Co 2pp 19540 103 24X 

Ft Che t-l-Gfcft. 83/06/30. 8307150395 


--D30707C5C-2 TER-C5506-3B2/3S3 OR 

"Cantrol of Heavy Loads (C-101. Point Beach Nuclear Plants 
Units 1 I. P. " draft final technical evaluation rept 
E3H3ERIER.C Franilin Insli tut e/Frank 1 in Research Center 
NRC-0j-8l-I30 TAC 00074 S3/06/17 SIN5H.A NSC - Wo Detailed 

Affiliation Olven S6pp 19540' 105 24 * F 1 c h e , 50-366. 83/06/30. 

flBCTlTOuJS 


BjOMSMJ.s Forwards SER re NL'RE5-0613. "Control of Heavy Loads’ b 
tecnncal i.aluaticn rept Phase 1 acceptable. 

VASEAiLO.D 0 Operating Reactors Branch 2 B3/06/37 FARRAR. D. L. 

Ccnmshwralth Edison Co 2;p 19567 301 24J F tche SD-2S4. 83/06/27. 

630718.002; 


--e3.:;iI8C(; jv Safety evaluation of util 001222 responses to NUREC-0612. 
'•Cchtriil Rf H»avy Loads " Phase I acceptaPle 
« NPC - No Cttalled Affiliation Given 03/06/27. 2pp. 
l»567 '03 241 Fiche 50-254,03/06/27.0307180026 


-9'.106Df.0r-;5 Tfe'B-c 5506-386/387 

"ucnt'ol uf Heavy Loads iC-10).Quad Cities Station Units 1 b 
" technical evaluation rept 

S3h‘D;ng!R,c . SARGENT. I H Frenliin I ns 1 1 1 ute/Frant 1 in Research 
Center 1^0-03-01-120 TAC0S077 S3.'06/0t SINCH.A, CHAN. T. 
MR'I - No Detailed Affiliation Given 31pp J9567-305 24X 

Fiche 50-254, 83/06/27. B3071 £0026 


ajO’ieoi';..'! ^.b.mts #inal resolution of open items identified in draft 
technical evaL.-atldn rept dtd 630222 d em pns t ra 1 1 nj 
CO'hf f « cj N'/RE2-C612. "Control of Heavy Loads at 
N',iclea- r-Ruer pij-,|,,- Phase I 

D’tUART W 1 . 'Uirginia Elettnc 6 Power Co 323 
of Nuclear Reactor Regulation. 

IV55’ 0.5 L'4« Fiche 50-338.83/07/12.8307160100 


S3/07/13. 

Director. 


4pp. 


0.>3"i9:;.m:- 

p-sf ipi. 
P’Pjresi 
Jrtera:* 
OAwsiiN. ;. 
HiOPR IS n 
HPP 


rcrwa'ds HR Denton B307ii memo resolving JH Conran differing 
re potinliat safety iignifnance of lack of 
m reiolving Unresolved Safety Issue A-17. “Sys 


■I Hearing Branch 3 
A . ‘A.RPENTER.J L 
l9o25 C36 24J Fiche 


ISSUANCES QL B3/07/14. BRENNER. L. . 
Atonic Safety and Licensing Board Panel 
50-322. 03/07/14, 0307190002. 


^^ra;i 'espcnses to Franilin Research Clr B20212 draft 
f-r ae«« ''•4‘V *«4^' «■ response to 601222 reguest 

iteia-.^.r. ' devices Mods b procedure 

WR'iW--. • n‘ * tC’fieted by 841231 
Sl.isi'- 'nf E9ii0h Co. 83-101 63/07/13. ElSENHOTiD. 

03 « 9633 054 24* Fiche 50-293. 


6>/u7:9Cl^^-:,c.p..,^rcund^of^i.terrcgator.e, re pressurii.d thermal 

of the Eiecutive Legal 

v I 636 051 t4l Fiche 50-352,83/07/15.8307190127. 


LfvlG 


8307190345 Comments on ACfiS ECCS Subcommittee 030524-23 meetings. 
Significant progress made in pre«»urtiDd thermal shock (PT8I 
issue. Computer input decks partially completed for 18 plants 
subj to PTS analysis. 

ZU0ANS.2. Franklin Institute/Franklin Research Center. ZUDANS, Z. 
ACRB - Advisory Committee on Reactor Safeguards. 03/03/31. 
BDEHNEBT.P. A. ACRS - Advisory Committee on Reactor Safeguards. 4pp. 
19644:332. 


8307200026 Comments on ACRS Metal Components Subcommittee 830613 
meeting. Plant operators should be prepared to cope 
u/potential pressuriied thermal shock or ether unexpected 
conditions. Diagnofti c training should be provided. 

giNFORO.F.T. Oak Ridge National Laboratory. BINFORD.F.T. ACRB - 
Advisory Committee on Reactor Safeguards. 03/06/16. lONE.E. 0. ACRS 
- Advisory Committee on Reactor -Bafeguarris. 3pp. 19670:334, 


8307200043 Comments on Pressuriied Thermal Shock (PTS) Task Action Plan 
A-49. Suidance to plant mgt b improvement in instrumentation 
b control sys offer best method to prevent PTS, 

giNFORD.F-T. Oak Ridge National Laboratory. BINFORD.F.T, ACRS - 
Advisory Committee on Reactor Safeguards. 83/03/31. lONE.E.O. ACRB 
- Advisory Committee on Reactor Safeguards. 4pp, 19670:338. 


8307200073 Responds to Generic Ltr Sl~07 dtd SI0701 re control of heavy 
loads. Original submittal did not distinguish "load" Prom 
’heavy load." Page 4 of Attachment 1 to 810701 submittal 
should be replaced u/encl.U/o cnc 1 

SORDINE. T C. Consumers Power Co. GL-01-07. 83/07/13. 

CRI/TCKFIELD. D Operating Reactors Branch 3. Ip. 19647: Its. 24X 
Fiche; 30-133. 83/07/15. 8307200073. 


8307200142 Forwards response to Phase II of NUnEO-0612i "Control of 
Heavy Loads at Nuclear Power Plants." Items discussed 
Include step plugs, vessel cavity plugs, dryer separator pool 
Stap plugs, fueling slot plugs b auxiliary hoist. 

80AEN3EN. 9. C. Uashlngton Public Power Supply System. 002-83-614. 
83/07/13. SCHHENCER.A. Licensing Branch S. 9pp. 19631:011. 24X 

Fiche; SO-397. 83/07/13, 8307200142. 


8307200179 Comments on listed docif/nents on Unresolved Safety Issue A-1. 
’Hater Hammer." including for comment issues of NUREO-0927 b 
NURE0-O993 re evaluation of water hammer occurrence b value 
inpact analysis of water hammer. r aspect Ively. 

BRADBURV.R. fi. Stone b Hebster Engineering Carp. 83/07/13. KNIEL.K. 
Division of Safety Technology. 3pp. 19631:166. 


830720D344 Sumfliary of 83060{ meeting w/Ucensee b C-E in Dethesda.MD re 
resolution of Unresolved Safety Issue A-47i "Safety 
laplications of Control Sys." 

SZUKIEMHICZ. A. Generic Issues Rranch. 83/06/14. KNIEL.K, Generic 
Issues Dranch. 4pp. 19670:007. 24X FI che: 30-317. 83/06/14. 

8307200344 


•S30S2S8364 Confirms proposed rec omraenda t i ons f or improving NRC task 
action plan for Unresolved Safaty Issue A-47, "Safety 
Implications of Control Sys." Approach would minlmiie 
adverse Impact on engineering rasources. Meeting requested. 
POINDEXTER, C. H. Baltimore Gas it Electric Co. B3/04/14, 

OIRCKS.W.vJ. Office of the Executive Director for Operations, 4 dp. 

19670 011 . 24X Fiche: 30-317. 33/06/14. 8307200344. 


wwvviwwwwj Hsaponos CO OJUAIU i,o.u.i.i|.. 

CDncarning Unresolved Safety Issue A-47. "Safety 
Implications of Control Sys." Proposal mer I tor lous. Moo t Ing 
to discuss proposal planned for 830323 in Dethesda. MD. 
DIRCKS.M.J. Office of the Eiecutive Director for Operations 
83/05/16. POINDEXTER, C.H. Baltimore Gas b Electric Co, 00pp 
19670. 015, 24X F 1 c h B ; 50-31 7. 83/06/14. S307200344. 




8307200475 Comments favorably on Task Action Plan A-49 re pressuriied 
theraal shock iPTSl . Pro jec ted App K changes. w/potent lal for 
reduction of flux seen by reactor vessel wa 1 1 t, represent s 
test opportunity for ultimate resolution of PTS 

Ihstitute/Franklln Research Center. ZUDANS, Z 
Z Committee on Reactor Safeguards. 83/06/03 

!w 2^75 Committee on Reactor Safeguards. 2pp. 


8307200906 Comments on ACRS Metal Components Subcommittee 820930 

‘^ask Action Plan Item 
^ “Teening PWRs acceptable, 

truf m ‘ ^ ee on Reactor Safeguards. 

2?^ 19672:271 ■ Committee on Reactor Safeguards. 


AjrE“to'sECY'‘l"'"4i5*S‘'‘r'’rrr"'” PT<icedu^es‘’contrined In' 

thSn ITO6 included m Reg Guide 1.99 earlier 


CALU.K.R Gall, M.R. GALL.W.R. ACRS- 
fleaetor Safeguards, 83/06/03, ZONE, EG 
on Reactor Safeguards. Ip. 19712-092 


Advisory Committee on 

ACRB - Advisory Committee 
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S307Z20174 Foruards page Inad ver t enC 1 ij oiTiitted from B3071S subnlttal 
of rev to response on control of heavy loads (Qenerie Ltr 
Sl-07).Page 4 of Attachment 1 to GIO701 submittal should he 
rep laced u/enc 1 . 

BORDIhlE. T. C. Consumers Pouer Co. GU-Bl-07. B3/07/IB. 

CRUTCHFIELD. 0. Operating Reactors Branch Opp I?aS4'033. 24X 

FI Che: 30-155. 03/07/18. Q307220174. 


8307220376 Foruiards Teledyne Flept S310--9. "Responses to NRC Request for 
In#o:Marli 1 Torus Program Plant-Unique Ropt." in response 
to 2S questions from 830414 ltr. 

HARRINGTON. U. D. Boston Edison Co. 83-191. 83/07/19. VA86ALLO. D. B. 

Operating Reactors Branch 2 Ip. 19686 188 24X 

FIChe: 50-293. 83/07/19. 0307220376 


—8307220378 5310-9 

"Responses to NRC Request for Info. Hark I Torus Program 
Plant-Unique Rept. " VJ/tuio overslie draul ngs. Aperture cards 
are aval lab le In PDR. 

• Teledyne Engineering Services. 83/07/13. SSpp. 19666:189. 
24X Flche: 50-293. 83/07/19. 8307220376- 


8307250114 Summary of 830706 meeting u/Steam Generator Qurners Oroup 
In OethBsda.MD re recommendations for now generic steam 
generator requirements, based on Integrated program for 
resolution of Unresolved Safety Issues A-3, A-4 1. A-S. 

HIRAOLIA. F. U. Assistant Director for Safety Asscssirient. 63/07/13. 
EI8ENKUT. D. 0. Division of Licensing. 20pp. 19737:200. 


0307250120 Responds to NRC 830620 request for par t i c i pation in NRC 
research program addressing Unresolved Safety Issue A-47a 
"Safety Implications of Control Sys. '' Par 1 1 c ipa 1 1 on 
declined due to lack of resources. 

EURYiL.W. Carolina Pouier b Light Co. LAP-a3-192. 83/07/19. 

EI8ENHUT. D. 0. Division of Licensing. 2pp. 19706:072. 24X 

Flche: 50-261. 83/07/19. 0307250120. 


8307250528 Requests that design info used by Ebasco In performing 
sys Interaction methodology studies be provided directly to 
BNL t> LLL. Effort Important to resolution of Unresolved 
Safety Issue A-17. 

VAROA.S. A. Operating Reactors Branch 1. 83/06/29. BAVNE. J. P. 

Pouiar Authority of the State of New York. 3pp. 19739.272. 24X 

Flche: 50-286. 83/06/29, B3072S0S2S. 


8307260300 Forwards 6-month response to NURE0-0613> "Control of Heavy 
Loads at Nuclear Power Plants." Procedures for overhead 
handling sys Include precautions t< guidelines to be observed 
while operating sys. 

CURTI8.N.W- Pennsylvania Power t Light Co. PLA-1752, 83/07/22. 

BCHWENCERi A. Licensing Branch 2. 17pp- 19726:092. 24X 

Flche: 50-308, 83/07/22, 8307260300. 


8307260320 Forwards BbM info re non-nuclear i ns t rumen tat ion/Integra ted 
control sys failures for generic pressurited thermal shock 
s tud y. OAN-1743. Tab 1 e B revised to reflect Failure 4 
deter Ip t ion. 

COOK.J.U. Consumers Power Co. 23860. 83/07/18. DENTON.H.R. 

Office of Nuclear Reactor Regulation. Director. 4pp. 19726:302. 

24X Flche: 50-329, 63/07/18.8307260320, 


8307260516 Forwards memo describing actions taken to resolve JK Conran 
differing prof opinion re sys Interaction (Unresolved Safety 
Iseue A-17) b safety classification. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 

63/07/11. CONRAN. J. H. Reliability b Risk Assessmpnt Branch, 2pp. 
19762:241. 24X Flche: 50-000. 83/07/1 1 , 03072605 16, 


--6307260S25 Forwards UT Russell 830622 memo providing independent 
assessment b recommendations to resolve JH Conran differing 
prof opinion re sys Interaction (Unresolved Safety Issue 
A-17) b safety c la tsl fleet ton. Recommendat 1 ons adopted. 
DENTON.H.R, Office of Nuclear Reactor Regulation. Director. 
B3/07/11. 8PE18.T.P, Division of Safety Technology. 4pp. 

19782:243. 24X Flche; 50-000, 83/07/U . 0307260516. 


— 83O7110S0S Informs that Independent assessment of issues raised In 
JK Conran differing prof opinion conducted. per B30415 
request. Issues A b B essentially same fundamental Issue — 

(ngt of unresolved Safety Issue A-17. 

RUSSELL. U.T. Systematic Evaluation Program Branch. S3/06/22. 
DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 7pp. 
19782:247. 24X Flche; 50-000, 83/07/11 . 8307260516. 


—8306080379 Submits statement of differing prof opinion re certain 
aspects of existing policy b practice in areas of sys 
Interaction b safety c lass 1 fl cat Ion. Excerpt from statement 
of mgt views to Shoreham board and. 

CONRAN. J. H. Reliability U Risk Assessment Branch. 83/03/31. 
COFFMANiF.D. Reliability b Risk Assessment Branch, SSpp. 
19782:254. 24X Flche; 50-000. 83/07/1 1 , 8307260516. 


—8307260540 Forwards transcript of presenla t i or to American Stds Assoc 
ad hoc cORiinittee on nuclear research re NRC statistics. 

RUBINSTEIN. D Applied Statistics Branch 81/02/04 ABRAMSON. L . 
BASSETT. H.. ABELL. T. NRC - No Detailed Affiliation Given. Bfp. 
19782 317 . 24X F i ctic . 50-000. 03 /07/ 1 I . B307260 51 6. 


—8307260545 Draft "Random Thoughts on Uiic rr t a i n 1 1 es. R i s k Analysis b 
Nuclear Regulation. " 

RUBINBTEIN.O. NRC - No Detailed Affiliation Given 81/10/26 
(2pp 19782.325. 24X F 1 c h e . 50-000, 83/07/ 11 . B307260S16 . 


— 8304140030 Forwards JH Conran 830331 memo b attachments re differing 
prof opinion. Memo forwarded to ASLD hearing Contention 70 
Differing prof opinion should be expedited per Manual 
Chapter 412S.U/0 end 

SPEIS.r.P. Division of Safety Technology. 63/04/05 DENTON. H R 
Office of Nuclear Reactor Regulation, Director ip. 19763:014. 
24X Fie he: 50-000. S3/07/ 1 1 , 030726(5516 


— B3042000B4 Concurs u/b soppls F Coffman comments on OH Conran 0303211 
differing prof opinion re Unresolved Safety Issue A-17. New 
A-17 program plan adequate basis for proceeding ui/sys 
Intcrac cion Issue. 

SPEIB.r. P. Division of Safety Technology. RDUSOME.F. H. Assistant 
Director for Technology Review THADANl.A. Reiiablllty b Risk 
Assessment Drench. B3/04/I4. DENTON.H.R Office of Nuclear 
Reactor Regulation. Director. 4pp. 19783. OIS. 24X 
Flche: 50-000. 83/07/1 E. 8307260516. 


**—8305030085 Comments on JH Cenran B30331 differing prof opinion (DPD) 
re sys interaction p rogram, lop ic of Unresolved Safety Issue 
A-t7. 

COFFMAN. F. 0. Reliability b Risk Assessment Branch. 83/04/13. 
THADANl.A. C. Reliability b Risk Assessment Dranch. 4pp. 

19783 019. 24X F i cha: 50-00D, 33/07/ 1 1 , 03072603 16. 


— 8305060653 Comments on JH Conran differing prof opinion on Issue C. 
"Insufficient Priority Given to Resolulloti of Known Safety 
Classification Problems. " Addl action needed lo resolve 
issue genericatly. 

MATTSON.R.J. Division of Systems Integration (post BblOOSI 
VOLLHEft.R-H Division of Engineering. 83/04/13 OENTON.H.R 
Office of Nuclear Reactor Regulation. Director. 3pp. 19783:023. 
24X Flche: 50-000. 83/07/1 I. 8307260516. 


—8307260563 Designates DT Russell responsible managoi for Independently 
assessing issues raised by JH Conran differing prof opinion. 
Assessnsnt should be completed by 030304. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 

83/04/13. RUSSELL. M. T. Systematic Evaluation Program Branch. Ip 
19783:026. 24X F 1 c h e : 50-000, 03/07/ 1 1 . 83072603 1 6. 


--8304270394 Requests written comments on manager views expressed in 
830413 & 14 memos re 830331 differing prof opinion by 
830425. Re ] event documents also requested 

RUBSEU..H. T. Systematic Evaluation Program Branch. 83/04/18. 
CONRAN.J.H. Reactor Risk Branch. Ip. 19763.027. 24X 

Flche- 50-000. 83/07/11. 8307260516. 


—8306080303 Recommends board notification be Issued re JH Conran written 
statement of differing prof opinion on sys Interaction 

issue. 

PUNCHES. J. L. Planning & Program Analysis Staff. 83/04/21. 
EiaEWUr.O.G. Division of Licensing. Ip. 19783 028. 24X 

Flche. 50-000.83/07/1 I, 0307260516, 


— B307260S73 Foruardi JH Conran differing prof opinion re sys interaction 
Issue b related Info. CognI lant boards will be notified 
through board notification proc edure. N/o eucl. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director 
83/04/26. COTTER. D.P. Atomic Safety and Licensing Board Panel. 
ROSENTHAL. A. S. Atomic Safety and Licensing Appeal Panel. Ip 
19783.029 24X Fl che: 30-000. B3/07/1 1 , 8307260516. 


— B30SOS033B Forwards relevant documents per 830418 request re differing 
prof opinion of JH Conran re Unresolved Safety Issue 
A-17 b NUREO/CR-1321, 

COFFMAN. F.O. Reliability b Risk Assessment Branch. 83/04/28. 
RUSS&L. H, T. Systematic Evaluation Program Branch. 2pp. 

19783:030. 24X Fl che; 30-000. 83/07/1 1 . 8307260516. 


——8305260333 Comments on status of differing prof opinion. NRR decided to 
provide Boards, via usual notification process, of J Conran b 
NRR views. 

RUSSELL. H.T. Standard 1 ia t ion b Special Projects Dranch. 63/05/05. 
CONRAN.J.H. Reliability bRisk Assessment Branch. ip. 

19783.032. 24X F I c h B : 50-000. 83/07/ 1 1 , 8307260 51 6. 


——8304290048 Requests that Commission b recipients of Board Notifications 
83-17 t. 83-44 be provided w/Suffotk County 830323 testimony 
on Contention 7Q. 

LETSCHE.K. J. Kirkpatrick. Lockhart. Hill. Christopher b Phillips. 
LET8CHE.K. J. Suffolk County. NY. 83/04/21. RAHSON.R.J. Hearing 
Branch 4. app. 19783:295. 24X Flche 50-000,83/07/11,8307260516. 
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— aaoaosoati’’ Poruaras commentl on fngl views ?. positions on sys 

interaction per differing prof opinion, in response to 830418 
(i 0305 rnenos EioerptS from Suffoli Couiitg 830509 submittal «. 
proposed request for sddl info re Dgron/Braidwood end. 
COfJRAN, J H Seliabilltg \ Risk Assessment Branch. 83/OS/2S 
RUSSELL, W T Systematic Evaluation Program Branch 74pp 
19783 033 34X Fiche 50-000,03/07/11.8307260514,. 


--8306020373 Comments on prediction intervals per J Ahearne B3I10S memo. 
Prediction intervals do not provide panacea to risk analuils 
problems. yei merit eiploralion as tool in limited arsenal of 
risk assessment methodologies Related info end 
RUBINSTEIN, 0 Reliability t. Risk Assessment Branch 83/03/07. 
BUoLlr.A Reliability t. Risk Assessment Branch. 39pp. 17783 203 

2R« Fici.e 30-000.83/07/11.8307260516 


-8306080337 Discusses 830421 Ur based on belief that Board Notification 
83-44 constituted violation of 10CFR2 700 re ex parte 
communications NRC does not consifler board notificatton to 
be in violation 

RAHSQ'i^R j Office of the General Counsel 83/05/11. 

LETSO'O.MU Kirkpatrick. Lockhart. Hill, Chr i s topher fr Ph i 1 1 ips 
Ip. 19. u3 297 24X Flche 50-000. 83/07/ 1 1 . 8307260516. 

-8306080373 Responds to 830421 request for explanation of ttao sentences 
contained in Board Notification 83-44 re Unresolved Issue 
A-17 re sys interactions. 

EISpluUT.DG Division of Licensing. 83/03/06 LETSCHE.K.U, 
'-9'‘''4''t. Hill. Christopher 8, Phillips. 3pp 
19783 301 24X Fi ch# : 30-000. 83/07/ 1 1 . 3307260516 

-8306080.394 States reason for declining to concur u./CangressB.an Doieneiy 
itr re schedules t. resource allocation to Unresolved Issue 
A-17 significant differences exist between personal views 
i views of Reliability t< Risk Assessment Branch. 

«■ Risk Assessment Branch. 83/04/28. 

COFFMAN. e D. Reliability 6 Risk Assessment Branch Ip 
19783 304 P4X Fit h B • 50-000. 83/07/ 1 1 , 3307260516 

Containing history of resources assigned 
to Unresolved Bafety Issue A-17. inciud ing organi lat ional & 
personnel changes, per B30616 Ur Historical summaru of 
program planning also end 

Office of the Eiecutive Director for Operations 
DOUNEY. T J. House of Rep Spp 19783:303 24X 

Flche 50-000. Q3/07/I 1. 8307260516 


-B3072605S1 Discusses Board Notification 83-44 differing prof opinior 
concerning safety interaction (Unresolved Safety Issue * 

ann-r,? llx''?*'"'’! *" considered concerns raised in 

830^09 affidavit resolved 

cnfFnir'^c Affiliation Given 83/04/20 

mav c "i. « Detailed Affiliation Given ip 17783 294 

24X Fiche 50-000.03/07/11. B3072605I6 ^ UJ- -!74 


-8^05260339 Requests 30-working day extension to 830707 to eoaplete 
independent assessment of issues raised in JH Conran 

add(*t!me “> JH Conran request for 

addl time to prepare written response 

’’cENTON H R n)J i '* SP*cia! Projects Branch. B3/0S/23. 
19783 310 ^ Cellar Reactor Regulation. Director. Ip 

19/83 jlO 24X Fiche. 50-000. 83/07/11. 8307260516 


83/03-27 ” Rl-SELlVJ '"J''****"''- Director 

^ Syitewatic Evalt^ation Prosrsn Branch Id 
1978j 211 s^x Ftcha 50-000.83/07/11.8307560516 


Nuclear oL i n B3.'07/IS DENTON. H H Office of 

contain, rent emergency sump performance He^s to NUREQ-0a97 

S dz’rr '■ — Ktionw^queHed. 

Uaboraun'es DALgSreN.D, 


Sandia 


-8307270028 Forwards comments on NOREO-OB97. "Conta , e 

-B3O.S70033 „„ e„„ 1 BS 


— 8306230604 Forwards rev to Table A-3 in NUREG-0S69. Rev corrects 
discrepancies noticed in values of variables for vertical 
outlets. Corrections also applicable to NUREO-0097. 

PADflANABHAN Alden Research Laboratory. 83/06/82 aEHKIZ.A. 
Generic Issues Branch. 4pp. 19S1!;23I. 


uau/w/uwoui Approves request for withholding Hept 83-155, 

Hechanlcs Analysis of Indian Point 3 Nuclear Generating 
Station Steam Generator Girth Weld Cracks Under Pressurljed 
Thermal Shod Conditions,” iref 10CFR8. 790), 

VAROAiS.A. Operating Reactors Branch I. 83/06/27. BAYNE, J.P, 
Power Authority of the State of New York. 4pp 19811- 167. 24X 

Fiche- 50-286. 83/06/27, B307270S43. 




response to Open Item isi. 

MCDUFFIE. H. A. Carolina Power t< Light Co. LAP-83-306 B3/07/1S. 

Nuclear Reactor Regulation, Director. 346pp. 
19768:001. B4X F 1 c h e : 50-400, 83/07/ 1 5, 0307270340 


8307280080 Discusses G Hocker concerns about Figure 3.6 In NUREO-OB97 
re containment emergency sump p erf ormance. Figure 3.6 
replacement corrected copy end. Concern re uncertainties In 
Merry data needs attention. 

03/06/13. STROM, P. Sandia Laboratories, 


8307280289 Forwards comments on draft NUREG-0927, "Evaluation of Water 
Msmer Experience in Nuclear Power Plants.” Water hammer 
cansiderations should apply to entire feed sus. 

UestinghousB Electric Corp. NS-EPR-279e. 83/07/20. 
KNIEL.K. Division of Safety Technology. Spp. 19796:322. 




oju/wvuk/e rrovides status of program re pressuriied thermal 
Issue would be resolved If NRC screening criteria 
conservative !, if critical weld will not reach criteria 
prior to OL expiration. 

Power t, Light Co. LAP-B3-283. 83/07/26. 

0^ Nuclear Reactor Regulation, Director. 8pp 
19821.158 24X F 1 c h e : 50-26 1 . 83/07/26, S3072901 74 




generic Itr re control of heavy loads. Phase I of Issue 
resolved. Technical evaluation rept end. 

CLARK. R A Operating Reactors Branch 3 83/07/18. WITHeRS,D D 

Portland General Electric Co. 2pp. 19859 060 24X 

Fiche. 50-344. 83/07/18, 8307290466 


r . evaluation of util responses to generic 


’Control of Heavy Loads Near Spent Fuel 
(Phase I) acceptable. 

• Operating Reactors Branch S. 03/07/10 
Fiche 50-344, 83/07/18. 8307290466 




First response 

Spp. 19859 062. 24X 


Loads, Portland GE Co, Trojan Nuclear 
PiDntf technical evaluation rept. 

I ns 1 1 tu te/Frank 1 1 n Research Center. 
Affiliation m 63/06/10. SINGH.A, NRC - No Detailed 

raS7«WW 2AX RiChe: 50-344, 83“o7/{ef 


IbE 


INSPECTION AND ENFORCEMENT 




*40.000 re fain.rl / ‘ of 

condition for opera^iS; ^-tainment integrity 

8306100099 *6802.225. e.4X Fi c h c ; 50-277, 33 /06/0B. 


j™S1m:e.l end.**”’” 

Response (Post 830103) ^ L/ 07 /u'^ ^*Con® if ‘ "9 

..c i54pp. = 

Response (Post 830103 ) SS/nr/io'^ Preparedness i Exig ineor Ing 
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e30£i270406 IE Info Notice G3-4B. "Gaseous Effluent Releases of 
Radioactive I-I2S i. 1-131 In Ezcess of NRC Limits. " 8vc list 
end . 

TAYLORi J. M. Division of <34i Safeguards l> Inspection Prografns (Post 
B3O103). 93/07/14. Consolidated Edison Co. of Neu York. Inc 

I14pp. 19715:270. 24X Fi c h e : SO-000. 03/07/ 1 4. G306270406. 


03O&26O432 EN-83-005A: on 83012G< not 1 c e of violation t< proposed 
Imposition of civil penaltg in amount of SlOO-000 issued. 

Violation based on failure to implement adequate QA program 
for saf a tg-re la ted equipment. 

KLINOLER-C. I AXELRADj J. Director's Office. Office of Inspection and 
Enforcement. B3/06/27. Ip. 19020:327. 24X F 1 c h e : S0-4S&. 83/06/27. 

B3O62G0432. 


8307010011 PNa-I-83-071: on 830627 . 1 1 c en s e e began shutting doun to 
Inspect for unidentified RCS leakage. Licensee Identified tue 
pactlng leaks on G3062G. Outage estimated to last 3-4 dags. 
vlOHNSON. J. . HUDS0N.8. . ELSASSER.T Region 1. Office of Director. 
B3/06/28. Ip. 19169:087. 24X FI c h c : SO-293, 83/06/28, 830701001 1. 


8307010049 PN0-I-G3-068: on 830624. mb i le performing ecams per IE 
Bulletin 83-02 i> NURE0-0313> stress corrosion cracking found 
In recirculation t. RHR piping sgs. Crack uc Ided. Fac 1 1 1 tg In 
cold shutdoun while evaluation continues. 

EBNETER.S.. DURR. J. Region 1. Office of Director. IEG-83-02. 
83/06/24. Ip. 19160;3O9. 24X Flche: 50-278. 83/06/24. 8307010049. 


8307010079 PNO-I-83-069: on 830624. high reactor water level Scran 
resulted from loss of offsite power. Caused bg extensive 
damage to primarg t< secondarg windings of startup 
transformer C phase. Evaluat ion underwag. 

RHDADSiQ. . MCCABE.E. Region t. Office of Director. 83/06/27. Ip. 
19169:217. 24X P 1 c h e: SO-387. 83/06/27. 8307010079. 


830 7010158 PNO-1-83-070: on 830605-09. aeria 1 surveg of central Long 
Island revealed spot that appeared to be contaminated 
u/Co-60 near Moriches. Long Island. Area identified as 
private propertg. 

CAKPBELL.M. Region 1. Office of Director. 83/06/27. 2pp. 
19124: 337. 


830 7010164 PNO-I-B3-070A: during 830605-09 aerial surveg. Co-60 
contamination discovered on residential propertg. GNL 
performed onsite measurement on 830624. Highest radiation 
found near picnic table. Hell water not contaminated. 
CAKPBELL.M. Region 1. Office of Director. 83/06/28. ip. 
19170; 085. 


8307050112 PNO-I-83-072: on 830629. 1 ea k i ng shipment of radiolMUnoassag 
(RIAJ kits received. T-3 reagent u/less than 10 uCl 1-125 in 
420 milliter battle found nearlg emptg.No detectable 
radtoactivitg found, 

DAVIS. J. KINNEMAN.J.. JDYNER.J. Region 1. Office of Director. 
83/06/29. Ip. 19299:109- 


S3O7OS0I14 EN-83-01SA: on 830630. order Imposing civil penaltg In amount 
at 440.000 Issued. based on licensee failure to ensure 
complete QA sgs turnover. Licensee mag pag civil penaltg 
ulthln 30 dags or request hearing. 

KC-INOLER. 0. . AXELRAD. J. Director's Office. Office of Inipeetlon and 
Enforcement. 83/06/30. Ip. 19199:362. 24X Flche: 50-482.83/06/30. 

8307050114. 


8307050201 PNS-I-83-017: on 830628. 8S.U craft worker discovered 20 
severed cables in unfinished control bldg between control 
bldg 6 intake structure. Cause under investigation. 

MCKEOUN. GODY. MARTIN.!. Region 1. Offlco of Director. 83/06/29. 
Ip. 19199:220. 24X Flche: 50-423. 83/06/29, 8307050201. 


8307060007 PND-V-83-026: on 830627. util notified Region V of intention 
to decommission f acl 1 1 tg. Dec 1 s ion based on restart costs. 

Licensee expected to applg for "possession onlg" license. 

Facllltg shut down since Jul 1976. 

KJHSCH.D.F.. MORRILL, P.J. Region 5. Office of Director. 83/06/87. 
ip. 19251:014. 24X Fi e h B : 50- 133. 83/06/27, 8307060007. 


8307060027 PN8-I-03-O1SA: updates 830616 marijuana cigarette dlscoverg 
raported on 830617. Seven contract securltg personnel 
terminated because of accusations or admissions of usagi- 
DUNLOP.J. , GODY. A. Region 1, Office of Director. 83/06/30. Ip. 
19251:349. 24X FI c h t ; 50-245, 83/06/30. 8307060027. 


8307060052 PNa-V-a3-027 : on 830627. State of UA notified that shipment 
of low level waste received from Palisades power plant w/one 
drum leaking due to hole caused bg corros ion. Ut i 1 banned 
from using site & burial permit suspended, ef fee tive 830621. 
TMOMAS.R.D, Region 5. Office of Director. 03/07/01. ip. 
19851:330. 


8307060055 Corrected PN8'V-B3-008: on 830620. OC inspector discovered 
three nonsafetg-related cables cut near termination & two 
asters smashed. Poss lb Ig caused bg termination of emplogees. 
CAMTER.H. . YOUNG, T. Region 5. Office of Director. 83/06/22. Ip. 
192S0:2B5 24X F 1 C h e : 50-312. 83/06/22, 8307060055. 


a307O6<Xffi6 PNO-V-83-025: on 830623. Co-60 contamination found in soil 
taapla taken near controlled area of Allied Consul t Ing. Ine 
Agreement State licensee In Yak Ima. MA. Mg t conference between 
state t> licensee scheduled for 830627. 

HORNOR.J.H. Region 5, Office of Director. 83/06/27. Ip. 

19851 ; 877. 


B307060iK PNQ-l</-a3-021: through-wall crack discovered In hea t-af f ec ted 
area of weld connecting reactor water cleanup igs to RHR 
sgs. GE will perform lOOX ultrasonic test Insp of reactor 
water cleanup sgs welds. 

HESTERHAN. T. F. . MADSEN, G.L. Region 4, Office ofOiractor. 83/06/30. 
ip. 19252:223. 24X Fi Che: 50-298. 83/06/30. 83070601 22. 


8307060149 PNO-I-83-073: on 830629; fol lowing dlscoverg of RHR logic 
rclag. spurious signal generated resulting in closure of 
recirculation pump discharge va Ives. causing racircul at ion 
pump trip. Reactor manuallg scrammed. Logic relag repaired. 

RAYMOND. H. U. • HUDSON, 8., KISTER.H. Region 1. Office of Director. 
83/06/30. 2pp. 19249:228. 24X Fi chc: 50-271. 83/06/30, 8307060149. 


8307060225 PN0-Ill-a3-054: on 830627,50 mCl Cs-137 seed used in short- 
term treatment of cervical cancer discovered mi sslng . Seed 
last seen on 830514 when removed from patient. inventoried U 
placed in storage safe. Search conducted. 

SRENIAHSKI.D. , MILLER. J. Region 3. Office of Director. 83/06/29. 
Ip. 19239:362. 


8307060310 PNO-llI-e3-OSS:Rs9ion III authorlied resumption of 
safatg-related welding on HVAC sgs at const site. lack Co 
welding procedures & observations of welding performance 
demonstrations reviewed. 

OARDNER.R.. HARRISON.J. Region 3. Office of Director. 83/06/29. 
Ip. 19238:331. 24X Fiche: 50-329. 83/06/29, 8307060310. 


8307060334 PNO-1! 1-03-056: on 830629. secur i tg personnel found several 
rolled cigarette butts believed to be marl juana. VI si tors 
danlad access to site 6 alleged controlled substances turned 
over to police for ana Ige is. Ut i I awaiting results. 

CREED.J.. MILLER. U. Region 3. Office of Director. 83/06/30. Ip. 
19334:141. 34X Flche: 50-295. 83/06/30. 8307060334. 


8307060340 PNQ-II1-83-OS7: on 830629. Dechtel fired lead welding engineer 
for allegedly instructing rod room attendant to falsifg 
number of weld rod withdrawal slips. No safatg significance 
rosultad from incident. 

LANDSMANiR., HARRIBON.J, Region 3. Office of Director. 83/06/30. 
ip. 19836:254. 24X Flche: 50-329. 83/06/30. friOTOhnnan 


8307(^0020 PN0-III-G3-05B: on 830701. bomb threat received from unknown 
female stating that bomb would go off in 10 mlnutei. 

Ulcansae securltg force put on alert stetus.No explosion 
occurred. State police not nptlfled due to lack of time. 

HAlSDAiT., CREED, J. Region 3, Office of Director. 83/07/01. tp. 
19351:816. 24X Fiche: 50-295. 83/07/01, 8307080020. 


8307110160 PNO-V-83-025A; UA state inspectors continuing investigation 
re offsite contamination associated w/decontamlnatlon work 
by Allied Consulting. Inc. Of 12 soil samples, nine found w/ 
less than detectable limit of 0. 1 pCi/gm. 

HORNORiJ.H. Region 5, Office of Director. 83/07/01. Ip. 

19375:031. 


8307110183 PN0-II-B3-051: on 030705. Region 11 notified of Am-241 
discovered in reclaimed gold obtained on 830330 bg Richmond. 

VA gold refiner. High dose retes could result from attempts 
to reclaim smoke detector foil mfg scrap. 

POTTER, J.P.. COLLINS, D.M. Region 2. Office of Director. 03/07/05. 
tp. 19380:219. 


8307110858 PND-n-B3-0S3: on 830705. workers removed concrete black 
■hleldlng to perform maint on valve, leaving unguarded access 
path to reactor containment. Guard observed sleeping at torus 
post. Security evaluated incidents during 830706 & 07 inspi. 

CLARK, K.M.> GILLILAND, J. T. Region 2. Office of Director. 83/07/08. 
8pp. 19374:270. 24X Flche; 50-859. 83/07/08, B3071 10252. 


6307110274 PNO-I-03-075; on 830705, reactor tripped from 95X power when 
H31V closed. Caused by steam line isolation spike due to 
Increase in condensabt demtncral 1 ter resin. Hater sample sent 
to Peach Bottom for analysis. RCIC being reevaluated. 

RHOADS, 0.,' MCCABE.E. Region 1. Office of Director. 83/07/06. 2pp. 
19379:158. 24X Flche; 50-387. 83/07/06. 83071 10374. 
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‘"‘P* Pir le BuUftIn 83-02. crack* 
IdtntIPiid In 33 o# 91 pip* uiidi in rtc Ircol* t ion «vs »■ 14 
Of 32 pip* utid* in RHR tyi.Cauttd bg intergranular itr*** 
eorrotlgn cracking. Evaluation ongoing 

' ''^"RELLI.D.M. Raglon 2, Office of Director 
8307110307. 24X Flche; 50-239. B3/-07/OB. 


to llll il t. , . '*'’“*•“'‘9 '“«'=»’■ pumps. Pumps tripped due 
floi o Caused bij failed gasket on 

floy tndicdfcor. Reactor In cold shutdown 

Director. 83/07/18. Ip. 

19689.001. 24X Fiche: OO-dO?. 83/07/18. 8307220901. 


®^^di}®2nF *“ 05. unit voluntarily ,hut down for 

addl NDE of recirculation & RHR piping yelds.Addl eiaos 
being aiide by NDE item from separitt vendor orgeni lation. 

Buoseduent llceniet actions being discussed. 

loaao’Vfli '***‘'’" *' of Director. 83/07/05. ip. 

19380.184. 24X FI che: 50-277. 83/07/03. 83071 10473. ^ 


oJ^ci S307l4.durlng monthly surveillance testing 

««lfch!. raV? ^ 7 circuitry. one of tyo reactor yater level 
-ire. 7n “y Improperly connected 

panel. Panels ylll be sealed. 

l«e?O0a' lafp^'h' Director. 83/07/18, Ip. 

iy6B9.00B. 24X Fiche: 30-373. 83/07/18.8307220531. 


PN0-IV-B3-023:6n 830708, reactor shut doyn folioylng 
Indications that tube leak in steam generator A increased. 
Preparations for steam generator tub* Intp made. Outage of 
2 uts cipectid. 

JQHNSm. H_D. , CALLAN, L. J. Region 4, Office of Director. 83/07/08. 
Ip. 19423.147. 24X Flc he : 50-313. 83/07/08. 8307120074. 


”?It””f 330707. gold nuggets measured. Dos. 

0. 3 milllrads per h rather than 30 6 190 
0 s i 0.9 •arH»r.Am-241 content estimated to be 

" R«9“>n 2. Office of Director. 83/07/08. 


“f!J2°?nItruS7^f'"^’®®1-®" 030700' I'akage occurred from letdoyn sy. 
flow instrument uhen. w/ont reactor coolant pump in ® 

P®"® *“ *''** «"• PU»P uat 

running ‘n “thjj; RCS loop. Caused by loose fittings. 

liLs'aa? L O''*'* o' Dirtctor. 83/07/08, tp. 

19463.337. S4X Flcht: 30-289. 83/07/08, 8307130007. ^ 

°^ramoiJit^of®«a°nftl5'’?" 03O7p,order imposing civil monttary penalty 
In amount of *4,000 istuid to llcensie for failure to * 

conduct adaguate survay , raiul t ing in worker receiving 4 27 
rims tipesurt. 

FLACK. E.. AXELRAD, J. Director's Office. Office of Inspection and 
Enforcement, 83/07/13. Ip. 19323:308. ^ * 

8307180159 PN0-in-a3.060: on 830713, licensee abandoned effort* to 
retrieve 3 Cl Aa-24I 6 2 Ci C*-137 lources from well north 
of Biverely.OH.Cement cap will be placed intid* well V 
plague describing abandoned sources will be affind tis 

perforied “** "* '‘"“•'•''•ntm Detallid Insp being 

2a, “‘’'•'‘O'-. B3/07/U. ip. 

19633.037. 24X Flch*:50-29B,B3/07/ll. 8307190000. 

B30719M39 PNO-III-0a-O59; 1 icen*** euthoriied to resume remaintno 

rc 

8307190321 eN-B3-023A; notice of vtelatien 6 proposed iasosltion sP 
baild 0^11*'' "' •40,000 issued to 1 Icensee^Ac t Ion 

SvI^ lhou!J Pi-tdpdtatlonal test results 

- - 

- -?,^::r'‘83/o7/.a. 

i*ir ^ 

19668:361 =4X F. ch 

LAZARUS. W, J. , KISTER.h'b'* ^Rellir^'nlJl?'' corrosion. 

83/07/18 ip, l«8; o?2 2l ®‘’‘*“®® *88-83-02. 

w»a. d4X riche. 30-333, 83/07/18. 8307220179 


! ? ?i°" 030722. notice of violation fc propos.d 

iTaS iii LL H ‘ P*n*ltles yill be issued in amount of 

^ '!* “*5mlttal of matl false statemant fc 

^ operator rtqual i f icatlon program 

? In Bldg 300 complai.No internal personnel 
“*■ ‘o •nviron detected. 

2™)^9734;il0 0’ °"“=* 0' Director 83/07/21. 

”2Ittl’b^ll^°"”''®^7®*‘‘'”" 830719, l/S-inch diameter hole found in 
metal betloys tn primary containment dryyel 1-to-topus 

“**‘“'‘9 strike during Mark I torus 
aodf.Unlt placed In cold shutdoyn 

®' Director, 03/07/20, Ip. 
19732.027. 24X Fiche: 50-237, 83/07/20, 8307260541, ® 

”c”t?minat^""r®^7°*f'‘i.‘’" 330716,13,000 gallon, radloac t Iv.ly 
llMltni V i 'I'®'" *®®‘ injection sy, into 

du! ‘''‘■basement, caused by gasket failure. 

W32 c. K ®' Director. 83/07/20. Ip. 

IV/J2.090. 24X Fiche: 30-409, 83/07/20, S307260574. 

020^10' I'-ring preparation for repairs on 
*■ l^'^ftr** bolts which hold 

IM of rmrlTT® '' ® ■“‘'overed missing 6 all bolts loose 6 

IM of Impeller vanes missing. 

T!:“irFriF 

£s?''«Sirr r-r-”"-— ” 

.WTO,™. =« fL, 


ip- 


BARRETT.L,*" TKi press announcements. 

Ftchm; 90 - 320 ,S 3 / 07 /l 7 ,e 3072 BD 3 ai. 'P* 19 ? 96 : 099 . 24 X 

™°iing*’™tlg6^or83012rzlro'nyer'’h“r*'''®‘' '“““'“1''9 'Irst 

be conducted for 2Vdauf Corr^ J? Physics testing will 
Prd.r re ATMS events '’®’- 

^^a2"''ipf‘^®f|797:244®^®24x'Fi”h®‘n" ‘‘ ®' Director. 

P. 19797,244. 24X PIthe:30-311, 83/07/22,0307280438. 



NONDOCKETED ITEMS 


3307290313 PNA-SS-0O4A> on 820S10. State of WA informed NRC of conploted 
cloonup of contaminated area from 920307 spill Caused tay 
clarifier tank rupture. Slml lar tank in use at flear Creek 
Mill in MV. Region IV notified. 

BOLLms, L. A. . KENDIOiJ. NRC - No Detailed AffiUation Given. 
ea/OS/ll. 2pp. 19938:159. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


9307090421 Foruiards eummarg of nonreactor event rept CNRER) database 
for Uul-DEc 1982. Rept supple AEOO 920111 rept on NRER 
database. 

HELTEKES. C. J. Director's Office 83/06/14. DAVIS.J.G. Office of 
Nuclear Material Safetij f< Saf eguard s. D I rcc tor. DEYOUNG. R.C. 

Director's Office. Office of Inspection and Enforcement. KERR. G. M. 
Office of State Programs. Director Ip. 19263.066. 


— Q307090427 "Suirmarg of Nonreactor Event Rept Database for Period 
Jul-Dec 1982. " 

BLACK. K. Director's Office. AEOD/N209n. 93/06/14. iSpp. 
17263: 087. 


9307060147 Informs that end rnemo advising that licensees sfiauld be 
cited for failure to meet license application commt toen ts. 
sent to regional ofcsi In response to 830314 memo re HE Book 
821124 memo. U/o end. 

AXELRAD. J. A. Enforcement Staff. 83/06/30. Division of Fuol Cycle 
& Material Safety. Ip. 19249:204. 


9307060194 Concurs ui/RE Cunningham position that licensees should be 
cltad for failure to meet license application commi tmen tsi 
■van if commitments mare restrictive than min reg guide 
req.ulr emen t s. Li cent a amend request needed for e<emption. 

AXELRAD. J. A. En fore tmen t S ta ff. 83/06/30 BOOK. H. E. Regions. 
Office of Director. Ip. 19249:293. 


9307030344 Reiterates Tube-Line Corp opinion that addl written 
notification by NRC to utils using carbon t- stainless steel 
matls for nuclear applications unnecessary h will serve no 
useful purpose. 

HALLMAN, R. M. Cahill. Gordon t> Relndel. HALLMAN. R. M. Tube-Line 
Corp. 93/07/03. DEYOUNO.R.C. Director's Office. Office of 
Inspection and Enforcement. 6pp. 19390:315. 


— 8307080349 Forwards four heat treat charts from Monntnghoff eonfirining 
matls have been heat treated at 1.030 C b water quenched. 

Ltrs also being forwarded to end users. 

BHARKEy.J. J. Tube-Line Corp. 83/06/09, COLLINS.J. Region 4. 
Office of Director. 6pp. 19390:321. 


9307110993 Forwards comments on S30I28 draft overall project rept for 
FIN A-0429.Rept satisfactory b schedule for final rept 
publication accep tab la. U/o end. 

BEARD.O. T. Operating Reactors Assessmenl Branch. FIN A-0429. 
83/06/29. LUi 3. Lawrence Livermore Laboratory. Ip. 19434:096. 


8307140146 Forwards draft info notice. "Potential for Tampering 
W/Personnol Dosimetry Devices." 

□ 'REILLY. J. P. Region 2. Office of Director. 83/06/i6. JORDAN.E.L. 
Division of Emergency Preparedness b Engineering Response iPost 
930103). 3pp. 19914:229. 


8307180391 Delegates L assigns certain operator reactor licensing 
functions to Region I. Region should consult w/Operator 
Licensing Branch on licensing functions having policy 
Imp 1 1 ca t lens. 

DIRCKSilf. J. Offlca of the Eiecutlve Director for Operations. 
83/07/01. MURLBY. T. E. Region 1. Office of Director, Spp. 
19641:292. 


8307200377 Informs that 930309 recommendation for changes to STS 
8urvelllance Requirement 4.8.1 1.2 re diesel fuel impurity 
level tests should be pursued per NRR Ofe Ltr 40 rather than 
Ofc Ltr 38. Actions requested in 830503 memo completed. 
EISENHUT. D. 0. Division of Licensing. 83/07/05. MATTaON.R.J. 
Division of Systems Integration (post SHOOS). Ip. 19656:361. 


0307250497 Responds to 830613 ltr expressing concern re NRC issuance of 
civil penalties t< affects on ultimate cost of electricity 
to consumers. Civl 1 penalties Increase compliance u/ 
requ 1 raments. 

DBYOUNOj H, C. Director's Office. Office of Inspection and 
Enforcement. 83/07/11. COOK, L. 0. L. 0. Cook Associates, Inc. ip. 
19729: 107. 


8307260101 Responds to 630705 ltr re issuance of bulletin on matl 
supplied by Tube-Line Corp. Due to substantial safety 
questions raised by company produelsiNRC cannot rely on 
voluntary licensee compliance. 

DEVDUNOr R. Director's Office, Office of Inspection and Enforcement. 
83/07/20. HALLMAN, R.M. Cahill, Gordon b Relndel . HALLMAM.R.M. 
Tube-Line Corp. 2pp, 19727:293, 


—0307260113 Expresses displeasure w/dra#! wiitLei. notification given to 
KIRC licensees re Tube-Line Corp matl supplied for nuclear 
appl kCd t ions 

HALLMAN. R M Cahill. Gordon b Relndel. HALLMAN, fi.M Tube-Line 
Corp. 33/07/09. DEYOUNG. H. Director's Office, Office of 
Inspection and Enforcement 6pp. 19727.293 


B307280068 Requests all correspondence Le addressed to RT Lally in lieu 
of DC Gibbs 

KERNOIH.E.C Middle South Services, Inc 83/07/22 HOUSTON. D. 
Licensing Branch 2 Ip. 19791 205 


HUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


9309100108 Application to amend Licenses DI’R-32 U DPR-37, re vis I ng 
radiological effluent Tech Specs in accordance u/Rev 3 to 
NUREG-0472. "Offsite Dose Calculatinn Manual" also end. 
STEMART.U-L Virginia Electric t Power Co 179. 83/09/04. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
VARGA.S. A. Operating Reactors Dranch I 3pp. 19527.026. 24X 

Flc he: 90-290. 83/09/04. 0305100108. 


—6303100111 Proposed revs to radiological effluent Tech Specs, in 
accordance w/Rev 3 to NUREG-0472. 

* Virginia Electric i. Power Co. 83/09/04 87pp 19927:029. 24X 

Flche: 50-280, 83/0 3/04, 9303100109. 


9306090249 Forwards draft SER ( NUREO-O9a9), f or review Detailed agenda 
to rasolve SER open Itams reques ted. Draft responses 
requested prior to recommended util I, NRC meeting. 

NOVAK. T M Assistant Director for Licensing 93/06/01. CAHILL, H.J, 
Gulf States Utilities Co. 6Q3pp. 18799.201. 24X 

Flche: 50-459. 83/06/01. 8306090249. 


9306100D04 Forwards DETR rept. "Effect on Population of Etposure to Lou 
Levels of lonliing Radlatlor." in response to 830411 request 
for info re health Impact es t Ima t e. W/o encl. 

SNYDER.B.J. TH< Pr 0 g ram Of f 1 c e 83/06/06 HURST, j Affiliation 
Unknown. 3pp. 18815:324 24X F I cho ; 50-320, 83/06/06, 8306100004. 


9306100021 Forwards safety evaluation re NUREa-0737- 1 t em 11. B. 2. 
"Design Review of Plant Shielding. " Item resolved 

VASSALLU.D 0. Operating Reactors Dranch 2. 83/03/23. DAVNE. J. P. 

Power Authority of the State of New York Spp 18815:309 24X 

Flche: 30-333, 93/03/2 3, 8306100021. 


9306270393 Generic Ltr 83-24 to all QHR applicants for OL b holders of 
□Ls for Grand Gulf, LaSalle (• Susquehanna re TKl Task Action 
Plan Item I.G. 1. "Special Low Power Testing 2, Training 
b Recommendations for DNRs. " Sve list encl. 

EISENHUT, D Q Division of Licensing. GL-83-24 63/03/29. Long 

Island Lighting Co. 26pp. 19384.115. 24X F I c he: 50-000. 83/06/29, 

8306270395. 


B307010009 Informs that during 1982. there were no challenges to primary 
coolant sys safety L relief valvesiper NUREO-0737, I t em 
II . K. 3. 3. 

DALTROFF, S. L. P h i ia d B 1 p h i a £ I ec t r i c Co. 93/06/27. EISENHUT, D. 0. 
Division of Licensing. Ip. 19169.205. 24X Pichc 90-277,93/06/27, 

8307010009 


B307O1DO14 Forwards IE tnsp Rept 50-322/83-15 on 930516-19. No 
noncomp 1 ianc e no ted . 

HARTINtT. T Division of Engineering L Technical Programs. 83/06/15. 

POLLDCH.M S. Long Island Lighting Co. 2pp. 19124.320. 24X 

Flche: 50-322. 03/06/13, 8307010014. 


— B3G7O10O21 IE Insp Rept 50-322/83-15 on 830516-19 No non c amp 1 I anc e 
noted. Major areas 1 nsp ec ted . 1 i censee action on previous insp 
f indlng s, praupera t Iona 1 test p rogram. Inc 1 ud ing test program 
status 4, implementation 3. tost procedure review 
NICHOLAS.H. H. , QET TENHAUSEN, L. Region 1, Office of Director. 
93/06/15. 11pp. 19124:322 24X P I c he SO-322, 83/06/ i 5, 93070100 1 4. 


8307010019 Requests that SER, Section 7. S. 4 be amended to reflect 
current MRC I'equ I rements t, util commitments for proposed 
plant computer-based safety parameter display sys, per NUREG- 
0696 3 NUREG-0737.Suppl 1. 

DRUNhnND, F. J. Louisiana Power 3 Light Co. H3ia3-0?04. 93/06/27. 

KNIGHTON, 0. M. Licensing Branch 3. Ip. 19169:107 24X 

Flche; 50-382. 63/06/27, 8307010019. 


9307010039 Forwards IE Insp Rept 50-309/83-08 on 830303-05. No 
nancaispllani c noted. 

BTAROBTECKI.R Division of Project 3 Resident Programs. 83/06/17 
RAMDAZZA. J. B Maine Yankee Atomic Power Co. 2pp. 19169:017. 24X 

Flche: 30-309. 83/06/17. 9307010039, 
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— a3070100«7 IE Insp Rept 50-309/B3-OB on 830503-05 No none omp i iance 
noted tidjor aredo Inspected licensee actions taVen to comply 
iu/NtJREQ-0737, Item 11. D. 2i "Desijn Revieu of Plant 
Sn i« 1 if ing. " 

LAZARUS. U J , KEULV.E. Region 1. Office of Director. GALLO. R.H. 
Division of Project fc Resident Programs. B3/06/13. 7pp- 
191*9 0I9 S4X Fiche. 30-309, 83/06/17, 8307010C3B. 


830-7010049 PNO * 1 --63-068; on 830624* uih i 1 e performing etams per IE 
Bulletin 83-02 t- NUREO-O313i s tree s carrosion cracVing found 
in recirculation L RHR piping sijs Crack uelded . Fac i 1 i ty in 
cold sNutdoun uhlle evaluation continues 

EBNETER.S. , DURR.J- Region I, Office of Btrector. IEB-83-02. 
83/06/24 Ip 19168.309 24X F i ctie . 50-278, 83/06/24, 8307010049. 


6307010104 Application to amend License DPfl-22. chang ing Tech Specs to 
coirp Ig u/NUREG-0737. Items II. F 1.1 - IlF. I.6reaccldent 
monitoring ins trunen tat Ion* p or Generic Ltr 83-02. 

HUeOLF, D. Northern States Power Co GL-83-02. 83/06/24. Office 

of Nuclear Reactor Regulation. Director. 3pp. 19168:211. 24X 

Flche: 30-263.83/06/24, 8307010104. 


--8307010123 Proposed Tech Spec changes, res trie ting emplogee overtime* 
requiring safety/relief valve failures & challenges to be 
reported (< adding limiting condition for operation & 
surveillance renolrements for HCIC sys suction transfer, 
a Northern States Power Co. OL-02-12 83/06/24. 44pp. 

19168:214. 24X Flche: 50-263. 83/06/24, 8307010104. 


8307010143 Submits info identifying electrical equipment important to 
safety par lOCFRSO. 49(g >. A1 s o submits schedules for 
qualification or replacement of remaining electrical 
equl pment. 

FIEDLER, P. B General Public Utilities - GPU Service Carp. 
IBD-79-01D 83/06/23, CRUTCHF lELD. D. Operating Reactors Branch 5. 

I3pp. 19169 259. 24X FI c h e : 50-21 9. 33/06/23. 8307010143. 


8307050016 Informs that Intake structure crane fully complies 
w/Culdeline 7 of NUREG-06iS. "Crane Design." based on 
Franklin Research Ctr & Dresser Industries studies. 

UHRIO.R.E. Florida Power 4< Light Co. L-e3-374. 83/06/28. 

CLARK. R. A. Operating Reactors Branch 3. Ip 19193:065. 34X 

Flche: 50-335, 83/06/20, B3070S0016. 


3307050023 Forwards response to Generic Ltr 82-33. Suppl t to 
NUREQ-0737. "Requirements for Emergency Response 
Capab 1 1 1 1 y . " 

BAYNE, J P. Power Authority of the State of New Vori. UPN-a3-60. 
83/06/30. YASSALLO. D. Q. Operating Reactors Branch S. 2pp. 
19220:310. 24* F i c h e ; 50-333, S3/O6/30. 6307050023. 


— 8307050029 Rev 0 to "Technical Guidelines for Emergency Operating 
Procedures " 

LI3EN0.R , CHILDS, H.N. Power Authority of the State of New York. 
0L-B2-33. 83/06/15, 52pp. 19220:320. 24X Ft che: 50-333, 83/06/30. 

8307050023 


— 6307050034 Rev 3 to AP 2.2 "PTOcedure for Emergency Operating 
Procedures." M/flve oversile drawi ngs. Aperture cards ara 
available in PDR. 

POEuer Authority nf the State of New York 0U-B2-33. 83/06/03. 

53pp. 19221 010. 24X Flche 50-333, 83/06/30,8307050023. 


8307050064 Advises that environ qualification program for safety- 
related electrical equipment will be completed prior to 
fuel load. Util in compliance w/lOCFRSO. 49 It committed to 
remain so even though design grandfathered. 

SCHMIDT. H.C Tejas Utilities Services. Inc. TXX-3997. 83/06/28. 

YaUNGBLOOO. D J. Licensing Branch 1. 3pp, 19192 149. 24X 

Flche: 50-445. 83/06/28, 6307050064 


3307050136 Forwards procedures for post-accident sample analysis & core 
damage eva lua 1 1 on, p »r NUREG-0fl92 ISERJ.Item 1 1. H. 3 !■ Sect Ion 
9.3.2.4.GE Interim dissolved gas analysis u/o krypton tracer 
expected by end of June 1933. 

DOUCHEY.G D. Washington Public Power Supply System. G02-B3-5S7. 
83/06/23. SCHWENCER.A. Licensing Branch 2. 2pp. 19199:080. 24X 

Flche: 50-397. 83/06/23,8307050136. 


3307050189 Forwards "IntegTated Plant Safety Assessment Rept.“ for 
Sections 4. 9, 4. 10. 2 & 4. 16. I re effects on pipe break on 
components inside containment ti jet impingement criteria 
outside c ontal nment. ftequas ts Tech Spec amend within 90 days. 

SHEA, J. Operating Reactors Branch 5. UBO5-03-O6-O64 83/06/29. 

-- I o Northeast Nuclear Energy Co, Isubs. of Northeast 

) app 19199’ 197 24X Flche’ 50-248. 83/06/29, 03O7O5OIB9. 


-Toposed commitment re turbine Hint 
I will be submitted for 
nlng DL SER Outstanding 
i sue 

,Uer Supply System. 002-83-521. 

,g Branch 2. Ip. 19199:238. 24X 


8307050211 Responds to Nov 1901 SER. sub sequent suppl t correspondence 
h Generic Ltr 82-33. Suppl I to NURE0-0737 requirements for 
emergency response capab 1 1 1 ties. Human factors study & status 
rapt re htsterlcal earthquake data end. 

VAN BRUNT. E.E. Arijona Public Service Co. GL-S2-33. 83/06/30. 

KNIOHTON.G. Licensing Branch 3. 5pp. 19194:183. 24X 

Flche: 50-528. 83/06/30. 83070502 1 1 . 


8307050224 Responds to approval request for Info collection re 
NUREG-0737 concerning clarification of TMI action plan 
requirements 6 related orders. Reques t approved through 
850930 under OMO Number 3150-0065. 

8CURRY.N. Office of Management l< Budget. DMD 3150-0065. 83/06/17. 

SCOTT. S. Document Management Branch. 2pp. 19261:029. 


B3070S0226 Responds to Generic Ltrs 82-28 «■ 82-33 i> NUREO-0737. 1 1 em 
II. F. 2 re detection on Inadequate core cool ing. Reac tor 
vessel level instrumentation sys will be Installed before 
fuel lead. for operator training 6 familiarization. 

NILLS.L-M. Tennessee Valley Authority. 0L-S2-33. 03/06/29. 

ADEKSAH.E. Licensing Branch 4. 2pp. 19i90:333. 24X 

Flche: 50-390. 83/06/29. 8307050226. 


8307050263 Discusses evaluation of emergency plan against requirements 
of App E to lOCFRSO. Plan aceeplab le. Forwards Suppl 1 to SER 
(NURE0-08SS). U/o end. 

TKOHA9.C.O. Standardization «i Special Projects Branch. 03/06/14. 
AI>CaCK.B. Defense. Dept, of, Defense Nuclear Agency. 2pp. 

19261:021. a4X Flche; 50-170. 33/06/14, 8307050263. 


8307050270 Forwards marked-up FSAR pages for incorporation Into amend 
to show conformance w/SRP (NUREO-OBOO). 

BOUCHEYiO.D. Washington Public Power Supply System. 003-83-481. 
83/06/16. KNIGHTON, O.W. Licensing Branch 3, llpp. 19199:282. 24X 

Flche: 30-5(^.83/06/16, 8307050270. 


B3070S02BS Responds to 830512 ltr Informing NRC that License Condition 
2. CiailliXlv) re containment hlgh-range radiation monitors, 
satisfied per NUREG-0737. Item 1 1. F. 1. In-s i tu cal ibr of 
containment hlgh-range monitors verified. 

CLARK.R.A- Operating Reactors Branch 3. 83/06/15. STEWART. W.L. 

Virginia Electric ti Power Co. 2pp. 19263:219. 24X 

Flche; 30-339. 83/06/15, 8307050288. 


8307050333 Forwards draft technical evaluation rapt, "Control of Haavy 
Loads at Nuclear Power Plants, LaSalle Units 1 t, 2 
(Phase 111." based on response to Section S. 1 of NURE0-06i2, 
SCHWENCER.A. Licensing Branch S, 83/06/21. FARRAR, D.L. 

CoMbonwealth Edison Co. 2pp. 19262:007. 24X Flche: 50-373, 83/06/21, 

8307050333. 


— 8306240037 "Control of Heavy Loads at Nuclear Power Plan ts, LaSa 1 le 
Units 1 b 2 (Phase ID," draft technical evaluation rept. 
JENSEN.S.A.. STICKLEY.T.H. EObO. Inc. PINA-6457. 83/05/31. 

NRC - No Detailed Affiliation Given. 21pp. 19262:009. 24X 

Flche: 50-373. 83/06/21, 8307050333. 


8307050432 Forwards SER on review of 801215,820514 t> 0615 submittals re 
TMI Action Plan Items II. F. 1.4, "Containment Pressure 
Monitor,” II. F. 1.5, "Containment Water Level Monitor" b 
II. F. 1.6 "Containment Hydrogen Monitor." 

CLARK.R.A. Operating Reactors Branch 3. 63/06/17. GARRITY.J.H, 

Maine Yankee Atomic Power Co. 8pp. 19262:346. 24X 

Flche; 50-309. 83/06/17, 8307050432. 


8307050450 Forwards safety evaluation re NUREO-0737, TKl Items II. F. 1.4, 
"Contalnnent Pressure Monitor, " 1 1. F. 1 . S, "Containment Water 
Level Monitor " & II. F, 1.6, "Containment Hydrogen Monitor." 

Items resolved. 

VARGA, 8.A, Operating Reactors Branch 1. 83/06/14. BAYNE. J.P. 

Power Authority of the State of New York. 8pp. 19262:281. 24X 

Flche: 50-286.83/06/14, 83070504 50. 


B3070S046S NUREG/CR-2883 VOl 

STUDY OF THE VALUE AND IMPACT OF ALTERNATIVE DECAY HEAT 
REMOVAL CONCEPTS FOR LIGHT WATER REACTORS. 

BERRY.DL.. SANDERS, 0. A. Sandla Laboratories. FIN A-1226. 
aANDB2-1796. 83/06/30. Division of Risk Analysis. lOOpp. 

19264:016. 


8307050471 NUREG-0938 

INPORHATION FOR ESTABLISHING D10AS8AY MEASUREMENTS AND 
EVALUATIONS OF TRITIUM EXPOSURE. 

BRODSKYiA. Division of Facility Operations. 83/06/30. 34pp. 

Available at 1«C. 3.75. 19263:341. 


8307050479 NUREO-0974 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
LIMERICK GENERATING STATION. UNITS 1 AND 2. Docket Nos. 50-352 
And 50-353. (Philadelphia Electric Company! 

e Division of Licensing. 83/06/30. 331pp. 19261:035. 24X 

Flche: 50-352, 83/06/30. 8307050479. 
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0307030483 NUREG-04S3 VOS NOS 

SYSTEMATIC EVALUATION PROGRAM STATUS SUMMARY REPORT Data As 
□ r May 31, 1983. <DuFf Book) 

» Division of Data Automation t. Managemont Information. • Office 
of Muclear Reactor Regulation. Director 83/06/30 67pp 
19S64: 200 


8307030490 NUREG-0994 

ENVIRONMENTAL IMPACT APPRAISAL RELATED TO SPECIAL NUCLEAR 
MATERIALS LICENSE NO. SNM-696. Doe k e t No. 74-734 
(GA Technologies, Inc. ) 

• Division of Fuel Cycle t. Material Safety B3/0f>/30. 69pp 
19264: 1S2. 


8307030522 Notifies of CRGR Meeting 41 on 830706 in Ua sh 1 ng ton. DC to 
review final rulemaking re fitness for duty for personnel 
u/unescorted access to protected areas t- NUREO-0849. "SRP 
for Review & Eva luatlon of Emergency Plans for Research...." 
STELLQiV. Committee to Review Generic Regul remen ts. B3/06/24. 
MATTSON, R.J. Division of Systems Integration (post SllOOSl. 
JORDAN, E.L Division of Emergency Preparedness t, Engineering 
Response (Post S30I03). CUNNINGHAM, R. E. Division of Fuel Cycle ti 
Material Safety. 8?pp. 19262: 172. 


8307060021 Discusses review of results of Rev IS to emergency plan 
submitted by 021217 Itr per App E of lOCFRSO, Sec t ion 30.47 6 
Reg Guide 1. 101, Rev 2 which endorses NUREG-06S4. Deficiencies 
still etlst In emergency plan. 

NORDERHAUG. L. R. Region 3. Office of Director. 83/06/20. 
RODAIOUEZ. R. U. Sacramento Municipal Utility District. Spp. 
19231:042. 24X F 1 c h e : 50-312. 83/06/20, 830706002 1 


0307060034 Requests determination of NRC ofc responsible for review 
of Tech Spec Section 6.0 re administrative controls, per 
6TS (NUREG-04S2 ) • by 830715. Jul meeting w/rovteusrs requested 
to effect tentative agreement by 030813. 

BCHNELL.O.F, Union Electric Co. ULNRC-641. 83/06/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director ip 19231:148. 24X 

Flche: 30-483. 83/06/30, 8307060034. 


8307060045 Responds to SER Suppl 2 (NUREG-0Q92) t- THl Action Item 
II. K. 3. 28 re surveillance requirements to ensure operability 
of back-up air supply sy s. Rsqu iremsn t on calibr of bottle 
gauges contested ti not Included In Tech Specs. 

BOUCHEYiO. D. Uashington Public Power Supply System. 002-83-392. 
83/06/32. SCHMENCER.A. Licensing Branch 2 2pp. 19290:338 24X 

Flche: 30-397, 83/06/22, 8307060045. 


G30706007S Submits schedule changes for NUREG-0737, I t em II. D. 3. 
"Post-Accident Sampling Capability." Pos t-ac c Idont sampling 
sys will not be fully operational by 830701 . C I ar 1 f i cat 1 ont 
of util 021217 responses sncl. 

BROEHL.D.J. Portland General Electric Co. 83/06/28. EI8ENHUT< D. G. 
Division of Licensing. 3pp. 19238:241. 24X F i c h e . 30-344. e3/06/2e. 

8307060078. 


8307060001 Suppls 810121 Ur re implementation of NUREG-0619 "DUR 
Feedwater Noiile t< Control Rod Drive Return Line (CRDRL) 

Nojile Cracking." Feedwater low flow controller installed on 
both uni t s. De ta i 1 ed rept scheduled for 830930. 

DALTROFF. S. L. Ph 1 1 ad e 1 p h 1 a El c c tr i c Co GL-Sl-ll 83/06/30. 
EISENHUT, D. 0. Division of Licensing. 2pp. 19231.334. 24X 

Flche: 30-277, 83/06/30- 8307060081. 


8307060090 Responds to Suppl 1 to SER S> Generic Ltr 82-33. Suppl 1 to 
NUREO-0737 re emergency e 1 a s s 1 f 1 c a 1 1 on sys. Enel Section S. O 
will be incorporated in Amend 49 to QL application. 

DEVINCENTIS. J Yankee Atomic Electric Co. GL-82-33 83/06/27. 

KNIGHTON, G. H. Licensing Dranch 3. IBpp 19251:149. 24X 

Fiche; 30-443, 83/06/27. 8307060090. 


8307060093 Responds to Containment Sys Branch draft SER Open Item 68. 
Addl failure alarm located within control room unnecessary. 
Continuous indication will be functioning within 30 minutes 
of safety injection initiation per TMt Item II. F I. 

MCDUFFIE, M. A. Carolina Power fc Light Co. LAP 83-230 03/07/01. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. Spp 
19232:003. 24X F1 c h e : 30-400, 83/07/0 1 , 8307060093. 


8307060111 Forwards responses to draft Chemical Engineering Branch 
SER Open Items 146 & 147 re schematics of sample lines & 
panels (per TMI Item II. B. 3) re post-accident sampling sys. 
MCDUFFIE, M. A. Carolina Power Light Co. LAP-83-233. 83/06/30. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 4pp 
19232:214. 24X F I c h e : 30-400, 83/06/30, 6307060 1 1 1 


8307060139 Forwards addl Info on mild environ, per NUREG-0737. Items 
1 1. F 1.4 re containment pressure monitor, III. 3 re 
containment water level monitor & II, F. 1.6 re containment 
hydrogen monitor, in response to 830601 telecopy Itr. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 83/06/30. 

CRUTCHFIELD. 0. Operating Reactors Branch 3. 5pp. 19230:193. 24X 

Flche: 50-219, 83/06/30, 8307060139. 


8307060177 Forwards response to 830511 request for addl info re 
NUREO-0737. Item II K. 3. 28. "Qualification of Automatic 
Depreasnrl lation Sys (ADS) Accumulators " Current sys 
provides sufficient capacity to meet FSAR requirements 
MC6AUGHV.R H Iowa Electric Light 6 Power Co NG-e3-2223. 

83/06/30 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 12pp 19249 234 24X Fi c he 50-331 . 83/06/30. 8307060177. 


8307060178 Forwards "Procedures Generation Package. ' in response to 
Generic Ltr 82-33,6uppl 1 to NLinEC-0737 re emergency 

response capabi 1 i ty. 

SCHUYLER. JO Pacific Gas ?- Electric Cn. GL-B2-33 83/07/01. 

EtSENHUT.DG Division of Licensing. Ip 19249.246 24X 

Flche - 30-275. 83/07/01 . 8307060 1 78. 


—8307060180 "Procedures Generation Package ' 

SEXTON, J A. Pacific Gas U Electric Co 01-82-33 03/06/24 

37pp. 19249:247- 24XFiche 50-275,33/07/01.0307060178 


8307060184 Forwards SER accepting corrective actions proposed in 
830316 6 0422 submittals for resolving leakage detection sys 
issues raised in Integrated plant safety assessment rapt 
(NUREO-OB21I, Section 4 13 

CRUTCHFIELD. D. Operating Reactors Branch 3 LS05-a3-06-062 

83/06/20. (lAI^.J.E. Rochester Gas 6 Electric Corp 3pp 
19236.036 24X Fi ch e 30-244. 83/06/28. 83070601 84. 


— 8307060187 SER accepting licensee actions proposed in 630316 6 0422 
submittals to resolve leakage detection sys Issues raised in 
integrated plant safety assessment rept (NURE0-0B2] ) , Sec t i on 
4 . 13. 

• Office of Nuclear Reactor Regulation, Director. 03/06/28 3pp. 
19236-099. 24X Fic he : 50-244, 83/06/28, 8307060 1 84 


B307O6O21B Inforeis that NUTECH analysis indicated that low-flow control 
mod h reactor water cleanup sys crosstie mod detailed in 
NUREG-0619. not required at facility Vendor rept will be 
submitted by 830816. 

MILLS.L.M Tennessee Valley Autherity 83/07/01 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 19248:361 
24X Fiche. 30-259. 83/07/01 , 8307060218. 


8307060227 Notifies that submittal of generic program w/DLH Owners 
Group. in support of revised manual reactor coolant pump trip 
criteria per NUREO-0737. I tern 1 1 . K. 3. 5, dc 1 ay ed until 830930 
UE8TAFER.G R. Florida Power Corp 3F-O703-O2 03/07/01. 

EISENHUT.DO. Division of Licensing. Ip 19249:034 24X 

Flche: 90-302. 03/07/01. 8307060227 


8307060234 Forwards responses to Procedures V Sys Review Branch draft 
SER Open iteais 194,195 U 217 Responses cover NSS5 review of 
low-power test I ng, power ascension ^ emergency operating 
procedures per NUftEG-0737 

MCDUFFie.M-A Carolina Power V Light Co LAP-03-234 03/07/01. 

DENTON, H.R. Office of Nuclear Reactnr Regulation, Director 4pp. 
19239: 336 24X Fiche. 50-400, 83/07/0 1 . 8307060234 . 


8307060297 Forwards "Detailed Control Room Design Review Program Plan 
for SNUPPS. " in response to Generic Ltr 82-33, Suppl 1 to 
NURE6-0737. "Requirements for Emergency Response 
Capability. " 

PETRICK.N A Standardiled Nuclear Unit Power Plant System. 

OL-82-33. 83/06/30. DENTON, H. R Dfflce Of Nuclear Reactor 

Regulation. Director. Ip. 1 9238 263 24X Fiche 50-000.83/06/30. 

8307060257. 


— 8307060264 "Detailed Control Room Design Review Program Plan for 
SNUPPS. " 

• Standardised Nuclear Unit Power Plant System OL-82-33. 

83/06/30 17pp. 19238:264. 24X Flche 30-000,83/06/30,8307060237. 


8307060298 Cniements on DES (NUREG-09721 re plant opera t i on. Reques ting 
public comments after decision supporting issuance of OL 
made inappropriate. 

LOTCHIN.P Affiliation Unknown. 83/07/01 Division of Licensing. 

3pp- 19239:303 24X F 1 c h e • SO-400, 83/07/0 1 , 83070602 58. 


8307060263 Forwards safety evaluation of SEP Topic Ill-l re integrated 
plant SAR INtR!E0-0321 ), Section 4.7, "Classification of 
Structures. Sys 6 Components. " Info supplied 830124 
acceptable to resolve open items in Section 4 7 
CRUTCHFIELD. D. Operating Reactors Branch 5. LSas-S3-06-061 . 

83/06/28. NAIER.J, E. Rochester Gas 6 Electric Corp 9pp. 

19239:294. 24X Flche: 30-244, 83/06/28, 8307060263 


8307060265 Forwards "St Lucie Units 1 t. 2, Turkey Point Units 3 4 

Detailed Control Room Design Reviews Program PI, in," per util 
830413 commitment re Suppl I to NUREG-0737. 

UHRIO.R E. Florida Power I, Light Co. L-Q3-3B3 03/06/30 

EI6ENHUT.D G Division of Licensing Ip. 19239:184 24X 

Flche: 90-389. 83/06/30, 0307060263 
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03%7% MAiER j*e“ S" B’-®""' 5 LSa5-B3-07-OOi. 

i«^o Tb^ ^ Rochest.r Od s i Electric Carp Zpp 

J9239. le^. SAX FtcAe: 50-2fl4. 03/07/01,030706026?. 


9307070110 COiiunents on NRC policii statement on safety goals re 
evaluation plan b proposed rule lOCFRSO re policy statement 
nn severe accidents & related views on nuclear reactor 
regulation. M/respect to value of PRA studies. 

8IAL1K.E. I. New Yort. State of. 40FR16O14. B3/06/30. Docketing 

It Services Branch. Ip. 19294: 092. 


tZAZl:^r.^V20^oV ■' 0 ■■P?.l-.CCident 

Flcte: 30-321, B3/06/2B, 0307060270 . 


8307070110 Comments on NRC policy statement on safety goals re 
evaluation plan S< proposed rule lOCFRSO re policy statement 
on severe accidents S< related views on nuclear reactor 
regulation w/respect to value of PRA studies. 
aiALlK.E. I. New York, State of. 48FR10772 023. B3/0A/3O. 

Doclatlng t< Services Branch, Ip. 19294:092. 


0307060275 Responds Co 030602 Itr re violations 4, proposed imposition 
penalties noted In IE Insp Repts 50-269/33-11. 
t =°->-«*'‘ve'act.on proc.dirU 

per THE Item I,C. 6 reviewed. 

TUCKER, H.C Duke Power Co. 03/07/01. Director's Office. Office 
of Inspection and Enf or c etrent, 2lep J923S'353 SAt 
Fiche:50-269, 03/07/01.0307060275 '^238,352. 24X 


SeS providing addl info in response to 

‘“PP^'^ssio'’ pool temp limits 

m!.e * Plant-speclf 1C info, analyses t assumptions to 

=Plte''>4 given In NUREG-07a3. 

03/06/29 ”YQiiSmSr''Xnn'’S I* 1 umi na t i ng Co. PY-CEt/NRR-0057. 

olv ? YQJNOBLflOD. B. J Licensing Branch I. I5pp 19234- 191 
24X Flehe: 30-440,83/06/29, 0307060277. iv.iJ4.lYI. 


0307060368 Forwards responses to NRC finding, 
conducted on 030406-07. p er BER. NURE8-0aS7 
VAN BRUNT, E.E Arliona Public Service Co. 
83/07/01. KNIGHTON, 0. Licensing Branch 3 
FI Che: 30-520, 63/07/0 1 . 0307060360. 


of Power Sys site audit 

ANPP 24226-WFQ/. 
llpp. 19236:220. 24X 


= of emergency plan against 

App E to lOCFRSO requirements b Rev I to Reg Guide 2 6 
*■ implemented within 120 days. 

Iebb w P ° *" ®P«P‘«l Projects Branch. 03/06/24 

nchKiW. r, nlchtgan* Univ. of. 4pp. 1929V 351 3AX 
Flehe; SO-002, B3/06/24. 0307060413, 


0307060481 Advises that onsite & offsite emergency preparedness 
adequate 6 plans upgraded per NUREG-0737. Item III A 2 1 Item 
COlTip 1 € te. 

BTOLZ.JF Operating Reactore Branch 4 03/06/17. CRDUSE.RP 

0307060481“”' Flehe 50-346, 03/06/17. 


8307070006 Forwards revised Vo 1 s 1-3 to 
Guallf Icatlan Rept for Safety-Related 
provides response to concerns raised 
(NUREG-OBREl. 

BQUCHEY.G. D. Uashlngton Public Power 
S3/06/30. SCHWENCEH.A. Licensing Hr 
Fi Che: 30-397, 83/06/30, e30'7070006. 


"Environ Equipment 
Equipment. " Rev 
in SuppI 3 to SER 

Supply System. IEa-79-OlB. 
anch 2 3pp, 19295:133. 24X 


-8307070013 Revised Vols 1-3 to "Environ Equipment Qualification Rent 
for Bafaty-nelated Equipment. " 

* ''•^''hlngton Public Power Supply System. IED-79-01B. 83/07/31 

1220pp. 19293:141. 24X F 1 C h e: 30-397, 83/06/30, 8307070006. 


0307070021 Advises that Installation b calibr of SA-ll raoniters 
complete b monitors folly operational per TNI Item Il.F. l.l. 
Integration of instruments Into other plant operating i 
emergency procedures b operator training incomplete. 

FAY.C.W Wisconsin Electric Power Co. 83/06/29 DENTON.H.B. 
Office of Nuclear Reactor Regulation, Director CLARK, R. A 
Operating Reactors Branch 3, 2pp. i9293 232 24x 

Flehe; 30-266, 03/06/29, 030707002 1 . 


0307070034 Forwards comments on DE5 re operation of facilities 
(NUnEG-0972) . Opin ions fc calculations presented do not 
necessarily reflect Pennsylvania State Unlv position. 

LOCHSTET, W. A. Pennsylvania State Unlv. 03/06/30. Division of 
Licensing. Spp 19293:861. 24X Flc h e: 50-400. 03/06/30, 0307070054. 


8307070033 Forwards comments on DEE, NUnEO-0972 Marked-up DES pages 
correcting t ypograp hlcal errors & containing mlnnr comments 
cnc 1. 

HURFDRD, tJ. J- Carolina Power b Light Co. LAP-83-290. 03/07/03. 

ElSENHUr.D 0. Division of Licensing. 20pp. 19293 130 24X 

FI Che • 50-400. 03/07/03, 8307070083. 


8307070114 Comments on proposed rule lOCFRSO re policy statement on 
severe accidents b related views on nuclear reactor 
regulation. Opposes use of PRA studies. 

BIALIK. E.l. New York, State of. 48FR16014 006. 83/06/30. 

Docketing b Services Branch. Ip. 19293:343. 


8307070113 Forwards "Preisurl ler Safety b Relief Line Eva luation 
Summary Rept." per TMI Item II.D. 1 containing results of 
second iteration of thermal hydraulic evaluation b 
structural analysis on piping b supports. 

CAREY.J.J. Ouquesne Light Co. 83/06/24. VAROA.S.A. Oper4tlng 
*■ ^‘‘P- 19267:263. 24X FI eh e ; 50-334, 83/06/24, 

83070701 1 9. 


— 8307070119 “Pressurlier Safety b Relief 
NOaC.K. Weitinghouse Electric Corp. 
Duquesne Light Co. 83/06/30 7Ipp 
Flehe; 50-334, 03/06/24, B3O707OI 1 5. 


Line Evaluation Summary 
SMITH, L.C., CHANO, K. C, 
19267:267. 24X 


Rept. 


Ohju/v/viM rorwaro 


0737j I tefl) IJ. K. 3, 20i "Qualification of Automatic 
Ooprtosur iiation Sgs <ADS) Accumulator Sijs. " Accumulator 
Ifdkaga Is of negligible concern. 

ZtHHERHAN, S. R. Caroline Power b Light Co. 

VASSALLQi 0. D. Operating Reactors Branch 2 
Flehe: 30-324,83/07/05. B307070128. 


LAP-B3-2B2. 83/07/05. 

ISpp, 19294:138. 24X 


8307070143 Cwnments on proposed rule re NRC policy statement on 
safety goal development program. Opposes rule, 

FREY.D.G. Sassafras Audubon Society. 4eFRI0772 024. 83/07/03. 

Secretary of the Commiision. Ip. 19SV4: 160. 




priaary containment sys design adequacy b restoration of 
original design safety margins per NUREO-0661. 

RVBAK,S. Commonwealth Edison Co. 6846N. 83/06/27. DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 2pp 19290001 
24X Flehe. 50-000, 83/06/27, 8307070176 


8307070178 Submits partial response to 021203 request re Generic 
Item 0-24 b NUREO-0737, Item II. E. 4. 2 for proposed Tech Specs 
incorporating seal leakage test of containment purge b vent 
XuAXm' license will be submitted by 030831. 

CROUSE, R.P Toledo Edison Co. 963. 83/06/30. 3T0LZ,0 F 

Operating Reactors Branch 4. Ip. 19269' 335 24X 

Flehe; 50-346.83/06/30, 0307070178. 

83070702^ Forwards synopsis of issues associated w/NUREO-0612 re 
control of heavy loads, as discussed In 830617 telcon. 

Itr^date* *"* issues must be provided within 30 days of 

VAR6A,S A. Operating Reactors Branch 1. 83/06/21. 0IE8LER,C.M. 

Wisconsin Public Qtrvlcs Corp. I3pp« 19362*227 24X 

Flehs: 90-309* 83/06/21 r 8307070232. 

smergency plan per requirements 
of App E to 1OCFR50 b Rev 1 to Reg Guide 2. 6. Plan 
acceptable. Implementation should be accomplished within 120 
onif s. 

S^AD^^Fdiiatlon b Special Projects Branch. 93/06/24. 
.. Institute of Technology. Spp. 19300:339 

24X Flcbe: 30-020. 03/06/24, 8307070515. ^ 


''•<l«*‘ting addl Info r 

TMI Item Il.K.3.28, "Qualification of Automatic 
Depressurization Sys IADS)." Designated allowable leakage 
criteria for ADS Is tero. “ 

HUBOLF.D. Northern States Power Co. 83/06/28. affiee of Nuclea, 
Reactor Regulation, Director. 6pp. 19331:316 24X 

Flehe; 50-263. 03/06/20. 8307000030. 


B307070103 Submits supporting Info on lifting devices to be used In 
transporting activated reactor components to licensed 
dispoal site. Design of proposed lifting device adequate to 
ulthsta],d dynamic loads Imposed by overhead handling sys. 
SINCLAIR, J. 0. Vermont Yankee Nuclear Power Corp EVY63-67 
83/07/05 VASSALLO, D. B. Operating Reactors Branch 2. 2 pp 
19294-115. 24X Pi c h e : 30-27 1 . 83/07/05, 0307070 1 03 


0307000169 Generic Ltr 03-28 to all licensees of operating reactors, 
applicants for OL b holders of CPs re required actions based 
on generic Impllcetions of Salem ATW9 events. Sve list end. 
EtEENHUT. D. 0. Division of Licensing. GL-B3-2a. 83/07/08! 

CansBlidated Edison Co. of New York, Inc. 38pp 19669' 269 

Flehe:30-000.a3/O7/OB, 8307080169, iTooT.rfov. 


24X 
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9 Foruardi backfit Cbst figures For a^dl sev«n uttls per 
1 B3020B request. Coat figures for 20 utils 
tted 8304 11. 

LDTTEiJ Rejulatorq Reform Task Force. B3/0&/32. 

NO. N. Commissioners 2pp. 19363 313. 34X 

3-000.83/06/22. 830708023? 


321 Fortiiards backfit cost Info for facilltg.per NRC D3020B 
St. Category 1 Imposed by NRC regu la t i ons/ordsrs> 
ory 2 imposed by NRC bulletins i< NURE0-07a7 
rementi & Category 3 Initiated by util. 

■JO. Consumers Power Co 83/04/14 TOURTEtUOTTE. J. 
story Reform Task Force. Spp. 17363: 315. 24X 

. 50-000. 83/06/22. 8307080259 


3 Forwards safety evaluatson re util responses to NLIRE0-0737> 
I F.1.4i "Con tain me nt Pressure flonltor." II FIS. 
men t Uater Leve 1 Mon itor." U II. F. 1.6. "Conte Inmen t 
1 Monitor." Items resolved. 

A Operating Reactors Oranch 1. 83/06/08. DaLAN> g. 

& Michigan Electric Co. 9pp. 19363:304. 24X 

3-31 5. 83/06/08. 8307080288 


’ Interim deficiency rept. Item 11-87, re design control process 

ite to assure design output documents contain 

) erection & Insp criteria. Initially reported on 

lepor tab i 1 i ty per iOCFRSO. SS( a 1 not yet determined 

3. J. Cincinnati Oas & Electric Co. lOCFR OSO. SSE. 83/06/30. 

i.J.O. Regions. Office of Director. 2pp. I?a50: 147. 24X 

1-350. 83/06/30. 8307080327. 


3 Forwards program description b schedule for resolving 
'37. Item II.K.3.3. "Automatic Trip oF Reactor Coolant 
Program completion scheduled for ond of 1983. Results 
Isis tc training dates will be communicated by 831231. 

W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
»sl. COUNSrUrW, 0. Northeast Utilities A03074. 83/07/01. 

r. 0. 0. Division oF Licensing. 7pp. 19350:306. 34X 

J-336. 83/07/01, 8307000353. 


) Fo.rwards response bo 830610 request for addl info re 
ogy used to perform safety analyses supporting Cycle 
:lon. Analytes performed based on C-E Owners Oroup 
1-199 in response to NUnE0-0737. I ten 11.14,2,17, 

W. 0. Northeast Nuclear Energy Co (subs. oF Northeast 
KS). COUNSIL.M.O. Northeast Utilities A03323. 83/07/01. 

A. Operating Reactors Branch 3. 9pp. 19349:318. 24X 

J-336. 83/07/01. 8307000400. 


I Forwards "Program Plan For Conbi-ol Room Human Factors Review 
r Creek Nuclear Generating Station." per emergency 
! capabilities. 

P.D. General Public Utilities - (3PU Sopvlca Corp. 03/07/01- 
IT.D.O. Division oF Licensing. 2pp. 19347:288. 24X 

1-219. 83/07/01,8307080424. 


i26 "Program Plan For Control Room Human Factors Review at 
Creek Nuclear Oenoratlng Station. " 
leral Public Utilities - GPU Service Carp. 83/06/30. ?6pp 
290. 24X Flehe: 50-219. 83/07/01, 8307080424. 


. Forwards safety evaluation oF util 821203 response to 
ed plant safety assessment rept ( NUREO-0a24)'i Sec 1 1 on 
I ventilation sy s, Los t— of-ven 1 1 la t Ion tests t> 
procedural b design mods acceptable. 

Operating Reactors Branch 5. LSQ5-B3-07-002. 83/07/05. 

M. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
5). 2pg. 19346: 152. 24X FI che . 50-245, 83 / 07/08. 8 3070004 34. 


39 Safety evaluation accepting util 821203 response to 
ated plant safety assessment rept (NUREO-0824 I , Sec t t on 
re ventilation sys, based on listed procedural b. 
re mods. 

ice of Nuclear Reactor Regulation, Director. Q3/O7/08. 9pp. 
:134. 24X Flch a: 50-245, 83/07/08, 0307080434, 


Forwards response to Reg Guide I 97, Rev 2 "Ins trumenta tt on 
t-l4ater Cooled Nuclear Power Plants to Assess Plant 
ns During b Following Accident," per NUREO-0737, 
re emergency response capability. 

',F.J. Louisiana Power b Light Co. 83/07/06. DENTON.H.R. 
f Nuclear Reactor Regulation. Director. 47pp. 19347: 138. 

e: 30-302, 03/07/06. 8307080442. 


Comments on NRC policy statement on evaluation plan for 
oal development program. 

Yakima Indian Nation. 4aFR10772 025, 83/06/30. CHILK.a. J. 

f the Secretary of the Commission. 2pp. 19347:205. 24X 

-322, 03/06/30, 8307090443. 


— 8307080452 Comments on DEE for Sk ag 1 1 /Henf or d Nuclear Plant CIS flawed 
In scope b content b Fails to recognlie eilsterce of 
Yakima Indian Nation. No significant adverse impact 
addressed. Comment may not be used in proceedings 

JIM. R Yakima Indian Nation 4SFni0772 025 G3/06/30. BLACK. R. 

hnc - No Detailed Affiliation Given Ip. 19347 221 24X 

Ficha 50-522, 83/06/30, B3O708O445 


83070B04S6 HemoraniluM t order denying State of NH 830526 objections to 
ASLB 830511 reenoranduni 6 Order granting summary disposition 
of Stato of I'M Contentions 9 b 13. 

HOYT.H.F. Atomic Safety and Licensing Board Panel ISSUANCES OL. 
83/07/06 New Hampshire. State of 9pp. 19347.228. 24X 

Ficha: 30-443.83/07/06. 8307000456 


B307000300 Forwards FR nstlce of availability of DE3 (NUREG-0974). 
SCHHENCER.A- Licensing Branch 2 83/06/24. CHERRY. H Cherry, 

M.n. /Cherry. Flynn bKanter. 4pp. 19365 051. 241 

Ficha; 50-352. 83/06/24.8307080300 


— B3070G05I0 Notice of availability of DEE <NUREG-09V4 1 . 

SCHMENCER.A. Licensing Branch 2 83/06/24. 3pp 19365:055. 34X 

FI Che: 50-332. 83/06/24. 8307080500 


— B3D7O80522 Forwards notice of availability of DES (NUREO-0974 1 . Request 
for comnents being sent to appropriate agencies FES will be 
prepared after receipt of comments. 

SCHUENCER. A. Licensing Branch 2 83/06/24. UILSON.K. 

EnvlTOiUDental Protection Agency. Ip. 19365:038. 24X 

Flehe: 30-352,83/06/24, B3O708OSOO 


— B3070B0S23 Advises that DES i ssued . No t I ce of availability ancl.N/o 
0E8. 

SCHHENCER.A Licensing Branch 2. 83/06/24. BAuER.E. 0 

Philadelphia Electric Co 4pp. 19363 059 24X 

Fiche: 50-352.83/06/24. 8307080500 


— B307080527 Forwards DEE INURE0-0974i for review b tomments Comments are 
due within 45 days after FR pub 1 1 ca C i on. U/o end. 

SCHHENCER.A. Licensing Drench 2 83/06/24. HOOD. J M. Commerce. 

Dept. of. Natl. Oceanographic b Atmospheric Administration Spp 
19365:063. 24X Fiche: 50-352, 63/06/24. 8307080500. 


6307080543 Forwards Equipment Oual i f l ca t i on Branch request for addl 
info re NUREa-0737. Item II.D. 1 re review of NEDE -24908-8. 

For specific saf ety/r al i i f valves employed at plant. 
appi tcabi Ilty of generic test results must be justified. 
SCHUENCER. A. Licensing Branch 2. 83/06/27 BAUER.E. G. 

Phlladalphia Electric Co. 4pp 19365:043 24X 

Fiche; 50-352. 83/06/27. 8307080543 


8307080590 NUnEO/CR-3236 

REPORT ON TRACE 0A8 MEASUREMENT DY LASER IONIZATION UITH 
APPLICATION TO ELECTRICAL INSULATOR AGING STUDIES 
8MITH.A.V. Sandla Laboratories. FIN A-SOSl SAND83-063S. 
83/06/30. Division of Engineering Technology I9pp 19365:301, 


6307080592 NURE0/CR-33D4 

NECHANISTIC MODELING AND CORRELATIONS FOR POOL ENTRAINMENT 
FHENOHENON. 

KATAOKA. I. . ISH1I.M. Argbnns Nat 1 onal Laboratory FIN 4-2026 
ANL-a3-37. 03/06/30. Division of Accident Evaluation. a4pp 

19365: 323. 


8307080396 NUREO/CR-3007 

INVESTIOATICN INTO THE FEASIDILITV OF ALTERNATIVE PLUTGNIUI1 
SHIPPING FORMS 

Ht8HIKA.J.. LINDSEY.C.O. Battetle Memorial Institute. Pacific 
Northwest Lehoratory. FIN 0-2424. PNL-4307. 83/06/30. Division 

of Risk Analysis. 166pp. Available at NRC. »6. 00 19365:135 


8307080602 MUREO/CR-3338 

FLOW REGIME TRANSITION CRITERIA CONSISTENT WITH TWO-FLUID 
MODEL FOR VERTICAL TUO-FHASE FLOW. 

NI8HIHA.K, . ISHlIiH Argonne National Laboratory FIN A-2026. 
ANL-B3-42 83/06/30. Division of Accident Evaluation. SSpp 

19365: 073. 


8307080605 Requests end comments b responses re NURE0-O933. 
'‘Prlaritiration of Generic Safety Issues" be placed in PDR. 
8PEIS. T. P. Division of Safety Technology 83/06/21. Public 
Document Branch, Ip. 19364.242. 


-—83070B0609 Comments on draft NVREG-0933. "Pr i or 1 1 1 lat 1 on af Generic 
Safety Issues." NRR has taken important first step In 
resolving large number of safety b licensing matters 
ConSBi'vative estimates unnecessary for ranking. 

REULAND, □. Electric Power Research Institute 83/04/19 
KINNERS.M- Office of Nuclear Reactor Regulation. Director t5pp 
19364; 243. 
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G33;'u.- -c'-irii 'Ccntrcl c' L04Js-St Lutie FlantiUnlt 3 

IF*. *«t '■ • terirical c.aluati;-; rapt 

i-’iluMTi.:-. J t/ Lira-^nnj Sra-ir 3 Ta: 470!5 S3/06/I7 iTHRIG.R-E. 

Fls-m ;••;.?* >, LljM Cl TfS !5*t4 IS'3 24* 

FlC^• -j3.0ftM7. 5;3 37;s0i.4i 


f,'.'-F';,;p-;;70 '.32 

MATEBjA'.-i !:cie>-:e 4 TECiiiiCLc:- division ligmt-water- 

FcArTfJf' •f-*FET> hESEAF'm P4C'ji*-'n OuartaFl)^ Progress Report* 

Apr 1 1 -J. I'd I V.;2 

Sn42«,w , kf;. 7 ,j , ha?.2‘.£P.t f Arjonre National Laboratory. FIN 

A-I'IIS A'.L-52-4; '.CL S S3<’0t!/3'3 Division of Accident 
E.alviticn ll'jp IPatt 143 


a.l ;71 1 C'.-J ■ nasppp.ji to NnC rti'jtit for aflo! info r» SEB Csnf t rnatory 
Itsut 7 'Conpcna-it Svsports " Rasults of evaluation in 
Priata II injicata coat 173 supports f. Ic ancfiors acceptable 
DC'.":nE« 5 D washtnjtcn Puclic Pouer Supply System G02-S3-aB4. 
e3/Oi/3'-' SCHUENCS4.A Licensing Brancn. 2 llpp t?374. 214. a4X 
Picne 3v-.'<5;, e3/0S/33. 03071 ICOC? 


G30711C-Q12 ForuarOs response to S£R Section 7 7 2, Question 222 03 re 
<5ual 1 f ic a 1 1 BP of control sys Response closes open item in 
Section 7 7 2 I uill be mcorparateo into upcosmg 
PEAR anenc 

VAN SS'JNI.E E Aniona Putlic Service Co ANPP-24225-HFQ/. 
e3/07/.ul FNIGHTON.C Licensing Srancfi 3 6pp. 19374 205 24X 

Ficne 30-323. £3/07/0 1 . Q3u71 10012 


0307110053 Responds to 830331 Itr transmitting Oraft technical 
evaluation rapt re ccntrol of heavy laads Comparison of 
Westinjnc.se spec for manipulator cranes v/ANSI B30 2 
releavej Oevi-es meet both specs 

TVCKER.M D Dole Peujr Co £3/06/23 DENTON, H B Office of 
M'uclear Feaptor Regulation. Director ADENSAM.EC Licensing Branch 
4 »FP 19375 245 241 Ficde 50-413.83/06/23,3307110033 


B307110143 Forwards list of post-accident sampling sys items Identified 
during functional testing requiring reso lu t ion> per 
NUREG-0737. Item II. B. 3 Other aspects of sys acceptable. 

BR0EHL>0 J. Portland General Electric Co. B3/07/0!. EISENHUTi D. O. 
Division of Licensing. 3pp. 1 9373 ■ 028. 24 X Fiche: SO-344* S3/07/01i 

83O7II0I43 


83071 10228 Forwards revised emergency response capability 
Implementation plan schedule & submittals to reflect new 
fubmlttal dates of SSOlOi for control room review program 
plan & 830701 for summary rept per Supp 1 to NUREO-0737. 
HULLER.GE. Illinois Power Co. U-0647. B3/07/0S. SCHWENCER.A. 

Licensing Branch 2. Spp. 19376:107. 24X FI che : 30-461. 83/07/05- 

83071 10228 


8307110232 Forwards response to request for addl Info re MJBEO-O737i 
Items II F. 1.4.1I.F. 1. 3 St II. F. 1.6. re containment pressure, 
water level & hydrogen monitors to complete 
post-implementation revl ew. 

BASKIN.K P. Southern California Edison Co. 83/07/07. 

CRUTCHFIELD. 0. Operating Reactors Branch 3. 13pp. 19380:018 24X 

Fiche; 30-206. 03/07/07. 8307110232. 


0307110237 Submits proposed schedule for completing Tech Spec revietu 
ti issuance. Issuance of Tech Spec Sections i-3 eipected 
prior to fuel load date of 840402. 

SCHNELL. 0 F. Union Electric Co. ULNRC-642. 83/06/30. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director 2pp. 19374- 26Q 
24X Fiche: 30-483. 83/06/30. 83071 10257. 


8307110273 NUREG-0340 V/OS NOS 

TITLE LIST OF DOCUMENTS MADE PUDLICLT AVAILABLE. March 
1-31. 1983. 

* Division of Technical Information it Document Control. 83/06/30 
600pp. 19388-239. 


G207li0'Q!S Susmiti updated schedule for com 
NL'R£G-0737 Suppl 1 cr emergency response 
safety parameter display sys Update based 
f ue 1 1 oa 1 sc hedulc 

DRUMMOND, F j Louisiana Paver b Light Co 
KNIGHTON. Q u Ltciniing Branch 3 2pp. 
Fiche 50 -j82, 33/07/05. 8307110055 


iplation of responses to 
capability re 
on reevaluation of 

UjPS3-3215. 83/07/03. 

19375 243 24X 


8307110290 Forwards WCAP-I0230i ‘'Evaluation of Accop tab i 1 1 1 u of Reactor 
Vessel Head Lift Rlg.Heactor Vessel Internals Lift Rig, Load 
Call $t Load Cell Linkage to Requirements of NUREO-0612" & 
responses to NRC recommendations. 

ALEXtCH.H-P. Indiana & Michigan Electric Co. AEP: NRC: 03140. 

83/07/03. DENTON-H.R. Office of Nuclear Reactor Regulation, 

Director. 2pp. 19378:332. 24X Fiche: 30-315. 83/07/03, 83071 10290. 


®307IIOQ'’6 Foruards tvB copies of 
W/a end 

T CUNGBLOvC-. 0 J Licensing Bran 
EUctr i: Co 3pB 19396 297 


Suppl 2 to SER INUReo-OB30.Suppl 21. 

ch 1. 93/06/28 SCHNELL. D.F. Union 

24» Fiche. 5Q-4S3. 83/06/2818307110076. 


Bj 07U0':92 '•'JfiEG/CH-2843 V03 N4 

THERMAL/H.CRALLIC ANALYSIS RESEARCH PROGRAM QuARTERLV 
REPORT, j'.'LV-SEPTEmDER 1982 


THOMPSON. S L Sandis 
83/06/30 Division 


Laporatories FIN A-1205. SANDB2-17eS. 
of Accident Evaluatian eipp 19398099. 


0307110037 NL'flEG/CR-2915 

INITIAL Guidance of digraph-matrii 
INTESAOTICN STUDIES 
ALESSO.H P . SACHS. I J , SMITH, C F 
FJN A-0403 UCID-19437. 83/03/31 

38dp Available at NRC t4 75 


ANALYSIS FDR SYSTEMS 

Laurence Livermore Laboratory. 
Division of Safety Technologu 
1930B 013. 


S307I IOCS'- 
NBC CLA-; 
• Divis 


NUR£.i/ER-C’069 

SIFICATION GUIDE FOR SAFEGUARDS INFORMATION 
dc cf Security 63/05/31 22pp I93SS 074 


'•* ewR Duners Group response to 

Sus ^ °»f>'‘»*»''Tl,atlon 

bypass a ?ir ,ida?n.d'?'' Pressure permissive «. 

sustained lou uater level acceptable 

Fiche 5 3-..63. 63/06/03. 63071 10099 


6307110124 NUHeo/Cfi-3313 

FAS!oN'r;\D°|%“'irPr! EVALUATIONS FOR AIRBORNE 

,962 Progress Report. July l,19Sl-June 30. 

FIN A-ICBI LMF-lo; M/orMQ E^vircnmenta 1 Research Institute 
-.T. Management "bSpp^'^^^?. 1 e ^ 


B3C7 1 lO t M'R£u/Cfi-29| 3 
TWG-PHA^fc ,>£7 tCADS. 

WE1GA.\0.3 G , THOMPSON, S L , TOMASKO 
A-U05 6AND82-1935 83/03/31 

Tathnolcgy 294pp 19337 0l2 


Sand la 

.ion of 


Laboratories 

Engineering 


FIN 


-auwv < «v«TU wumr— lUaJJO 


"Evaluation of Acceptability of Reactor Vessel Head Lift 
Rig. Reactor Vessel Internals Lift Rig, Load Cell 6 Load Cell 
Linkage to Requirements of NUREG-0612. " 

SANDbEH.H-H. Weitlnghouse Electric Corp. AEP: NRC- 05140 
^34. 24X F 1 c h o : 50-3 1 5, 03/07/05. 

B^U71 IO&tO 


OUARTERLV 

83/06^’* Laboratories. FIN A-1205. SANDB2-17e0. 

B3/06/30. Division of Accident Evaluation. 75pp. 19388:181. 


^ETV EVALUATION REPORT RELATED TO THE RENEWAL OF THE 

RESEARCH REACTOrArTHfuN I VERS I TY 
OF pAS.Docket No, 50-192. (University of Texas/^ al 1 

NUHeo-0619 moSr" " l-rplementatlan schedule for all 

VAllALuS^DT^One' ‘^^^-83-64, 

19381 264 Sav c. V ' L °P8rating Reactors Branch 2. llpp, 
19381.264. 24X Fiche: 50-333, 83/07/07, 0307110314. 


«nureo-o 797. open 


Nl«LMH^PIPIw’^Q?''£XPEflIMENTATIQN DEGRADED 

^SU“»AN1C8 ANALYsfs^Alpend^ces'^'”"'’ INSTABILITY 

Columbus Laborator^^s^'''F?N”Ql7027''^ 83%6/3o‘* Memorial Institute, 
Eng^e^ing Technology, sLJp N,C, 
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8307ia001S NUREO/Cn-3142 VOl 

THE DE'/ELDPMENT OF ft PLAN FOR THE ASSESSMENT OF DEGRADEB 
NUCLEAR PIPING BY EXPERIMENTATION AND TEARING INSTABILITY 
FRACTURE MECHANICS ANALYSIS. Ma i n Report. 

KANNINEN. M. F. , WILKOW6K 1 . 0. H. , PAN. U Dattelle Memorial Institute. 
Columbus Laboratories. FIN B-7027. B3/06/30 Division of 

Engineering Technologg. SOpp Available at NRC »4. SO. 19436-210. 


8307120014 Advises that return piping lor reactor uater cleanup sys on 
both units rerouted via fceduater piping to feedwater 
notiles.per Section 4.2 of NUREO-0619. Frac tur e mechanic 
analysis per Generic Ltr 81-11 eipected by 030729 

BECKHAM. J. T. Georgia Power Co NED-83-373. 83/06/30 STOLZ.J.F 

□perating Reactors Branch 4. 2pp. 19423.133. 24X 

Flche: 30-321. 83/06/30. 8307120014. 


8307120016 NUnEO/CR-3160 

PARAMETERS AND VARIABLES APPEARING IN RADIOLOGICAL 
ASSESSMENT CODES. 

MILLS. M. , VOGT. D. . MANN. B. Teknekron Research. Inc FIN 8-6985. 
03/06/30. Division of Haste Management 63pp. Available at NRC 
*3.30. 19436:044. 


0307120018 NUnE0/CR-32S0 

ATMOSPHERIC TRANSPORT AND DIFFUSION MECHANISMS IN COASTAL 
CIRCULATION SYSTEMS. 

KALEEL.R.J.. SHEARER. D. L. . MACRAE. D, L. TRC Environmental 
Consultants. Inc. FIN 0-2384. PNL-4700. 83/06/30. Division of 

Health. Siting 4. Maste Management. 40pp. Available at NRC. *3.79. 
19436; 001. 


8307120021 NUREO/CR-2000 V02 NS 

LICENSEE EVENT REPORT (LER> COMPILATION For Month of May 
1963. 

• Oak Ridge National Laboratory. FIN A-913S. 0RNL/NSrC-20O. 
83/06/30. Director's Office. 73pp. 19435:274 


8307120026 NURE6/CR-2eSl 

EXPERIMENT OPERATIONS PLAN FOR MT-4 EXPERIMENT IN THE NHU 
REACTOR. 

RUSBCHER. 0. E. > U1L80N.C.L.. PARCHEN.L.J. Oattelle Memorial 
Institute. Pacific Northwest Laboratory FIN n-2277. PNL-4293. 

B3/06/30. Division of Accident Evaluation. 34pp. Available at 
NRC. *4.30. 19437:299, 


8307120029 Discusses continued problems in making control room 
ventilation sys operational per TMl Action Plan Item 
111.0.3.4 Only one area radiation monitor necessary. per TUI 
Action Plan Item III. A. 1.2. 

BROEHL. D. J. Portland Oeneral Electric Co 83/07/08 EISEWftiT. D. 6. 
Division of Licensing. Spp 19423.142. 24X Fi che 30-344. 83/07 /OB. 

8307120029. 


8307120036 NUREG-OSei S02 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF WOLF 
CREEK GENERATING STATION.UNIT NO. 1. Docket No. 30-402. 

(Kansas Gas And Electric Company et al. ) 

* Division of Licensing. 83/06/30. 41pp. Available at NRC. 

*4.00. 19437:334. 24X F I c he : 30-482. 83/06/30. 8307 120036. 


8307120041 Requests util choose one of two acceptable alternative* in 
BUR Owners Group study re NUREO-0737 Item II. K. 3. 18. 

"Automatic Depressurization Sys Logic Mods." Schedule for 
implementing mods should be provided within 43 days. 

VABBALLO. D. B. Operating Reactors Branch 2. 83/06/03. BAYNE. J. P. 

Power Authority of the State of New York. 3pp. 19433:330. 84X 

Flche: 30-333. 83/06/03. 8307120041. 


8307120112 Forwards response to BUR Owners Group study of alternatives 
to NUREO-0737. 1 tern II, K. 3. 18. "Automatic Depressurization 
Sys Logic Mod." Two of seven alternatives acceptable. 

Implementation schedule should be provided within 43 days. 

VASBALLO. D. □. Operating Reactors Branch 2. 83/06/03. LtU.L. Iowa 

Elactrlc Light & Power Co. 9pp. 19435: 199. 24X 

Flche; 30-331. 63/06/03. 8307120112. 


8307120117 Ack receipt of 830420 ltr providing response to NRC request 
for approved design In Implementing THI Action Plan Item 
II.K, 3. 13. "HPCl/RCIC Initiation Level." Requirements met. 

Item closed. 

VASSALLO. D. D. Operating Reactors Branch 2 83/06/17. LTU.L. loua 

Electric Light 4< Power Co. 2pp. 19433: 197. 24X 

Flche; 30-331, 83/06/17. 0307120117. 


8307120146 Forwards synopsis of Issues associated u/NUREG-06t2. 
"Control of Heavy Loads." to resolve open Items 6 draft 
final technical evaluation rept. Response should be provided 
within 60 days. 

VASSALLO, D. B. Operating Reactors Branch 2. 83/06/23. LtU.L. loua 

Electric Light 6 Power Co, t3pp. 19433: 134, 24X 

Flche: 30-331, 83/06/83. 0307120146. 


— 8307120149 IER-C5506-352 DRFT 

“Control of Heavy Loads CC-10). Duane Arnold Energy Ctr," 
draft technical evaluation rept 

VQSOURi.F U Franklin I ns 1 1 to t e /Fi an 1 1 1 n RcsearcN Center 
NBC-03-81-130. TAC 079eQ 83/04/0(1 CLEMENSQN, F. NRC - No 

Detailed Affiliation Given 32pp 19435. 147. 34X 

Flche 30-331.03/06/23.0307120146 


8307120152 Forwards response to BUR Owners Graup study of alternatives 
to NURE6-C737. Item II.K. 3 IB, "Automatic Pep r es s u r i ra t i on 
Sys Logic Mod Two of seven alternatives acceptable 
Implementation schedule should be provided within 43 days 
VASSALLO. 0. D. Operating Reactors Branch 2 83/06/03 FARRAR. D L. 

Codimonuealth Edison Co 9pp 19435 179 24X F ic he . 50-254 . 83/06/03. 

8307120152. 


B307120185 Comments on proposed rule re safety goal development program 
evaluation plan. Safety goal criteria appear to envision 
future regulatory regime in both generic t, p 1 anc-spec i f i c 
safety decision on cost-benefits 

CURRAN.D. . SHQLLY.S S. Union of Concerned Scientists. 4aFRl0772 
Oil. 83/07/08 NRC - No Detailed Affiliation Given. 17pp 
19423:337. 


8307120194 Comments on proposed rule I0CFR50 re NRC policy statement 
on severe accidents 6 related views on nuclear reactor 
regulation. Severe accident criteria apply only if safety 
goals established assessed 

CURRAN.D . »iQLLV.S.S. Union of Cuncerned Scientists. 4eFR160i4 
Oil. 83/07/08. NRC - No Detailed Affiliation Given 17pp. 

19423:317. 


8307120249 Forwards Core Damage Assessment Procedure Station 991S. I. 
"Estimation of Eitent of Core Damage." Enel changes to 
NUREG-0737. Item II. B. 3 re post-accident analytical 
accuracies will be incorporated into FSAR rev. 

COOK. J. U. Consumers Power Co. 23220 03/07/01 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 7pp 19422 300 
24X Flche- 90-329. 83/07/01. 0307120245. 


8307120266 Forwards IE Insp Repts SO-315/a3'O0 L 50-316/03-09 on 
830427-29 li 0503-06 t, notice of violation 

PAPERIELLO.C. J. Region 3, Office of Director. 83/06/20. DOLAN, J.E. 

American Electric Power Service Corp. DOLAN, J E I-ndlana !< 
Michigan Electric Co. 2pp. 19424 136 24X Fiche 50-31 5. 03/O6/2B, 

8307 130266. 


— 8307120200 IE Insp Repts 50-313/03-00 L S0-316/G3-O9 on 030-427-29 t 
0903-06. Noncorapl lance noted failure to perform evaluation 
when whole body vivo count data Indicated eiposure to 
greater than 40 h contrdl measure 

HUETER.L. J.. CBEGER.L R Region 3. Office of Director. 
90-316/83-09. 83/06/23 13pp. 19424 139. 24X 

Flche- 50-319.63/06/20, 8307120266 


8307120278 Forwards Rev 0 tu "Enn c o Fermi Atomic Power Plant, Unit 3: 
Evaluation of Safety Relief Valve Piping 1, Torus - 
Attachment Piping for Effects of Si te-Sp er I f i c Earthquake," 
in response to SER. NUREQ-0798. 

TAUBER. H. Detroit Edison Co. BF2-63.927. 03/07/00. 

YOUNGBLOOD. D. J. Licensing Branch 1 Ip 19424.006. 24X 

Flche: 50-341.83/07/08, 8307120270 


— 8307120202 EF3-63927 ROO 

Rev 0 to "Enrico Fermi Atomic Power Plant. Unit 2 Evaluation 
of Safety Relief Valve Piping b Torus-Attached Piping 
for Effects of SI tc-Spec 1 f i c Earthquake " 

* Detroit Edison Co. 03/06/30, 27pp 19424 007. 34X 

Flche 50-34 1 , 03/07/00, 0307 1 20270. 


8307120294 Informs that review of 811231 shielding design concluding 
that NUREC-0737. Item II. B. 2 requirements met erroneous. 

Reesam In process. 

HANOAN.C.V. Niagara Mohawk Power Corp 83/07/01 VASSALLO. U B. 
Operating Reactors Branch 2 Ip. 19424 070 ?4i 

Fiche 30-220. 03/07/01, 0307120294 


830712030? Forwards "UPPSS 2 Purge b Vent Valves Seismic b Hydrodynamic 
Analysis." per SER Outstanding Issue 26 

SOUCHEV.G D. Washington Public Power Supply System G02-S3-S50. 
83/06/22. SCHUENCER.A. Licensing Branch 2 2pp 19427. 163 24X 

Fiche 90-397. 83/06/22, 8307120309 


— 8307120313 “HPP8S 2 Purge b Vent V.ilvos Seismic b Hydrodynamic 

Ana lysis. " 

e Washington Public Power Supply System 83/06/30. SS9pp 
19427 169. 24X FlCh e : 90- 397. 83/06/22. 8307 120309. 
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NUReo-0737”u*fl'^J Station Conor ol Room Desijn Review.- 

82-331 rn ll J I> » S' Suppl l to NUREG-0737 tCenerU Ltr 

KmOHTON,'’GV Lic"innrGrln ^>--^2-33 33/07/07. 

FlcNe =0-.a3. 83/^5/07, B 5 o 7 ^|S 3^2 


r^enc^ 


03071^0306 Forwards dtac ariciT- a< 

tOene^o^t^GS-Mr «SreS-o537%Jp; I ' i 

OEN^^i^R^ 

“"ou^^eLnll'arr '^?''f'‘°‘ rapt, per 

MANOAnTv’*’m''° eaiergenoy response cipaS.Utles 

operating <^e.c 3 ^“"% VASSALLO. 0 . 8 . 

Flche: 50-220.83/07/07. 8307130338. 

NURE<J- 0 BO 2 °cpitsrii^t^comp 3 ^i'*'’'''^f^'*i il otumen tat 1 on per 

Ucen"in/Bra",l‘r'’2o;p" ^■ 

3307120396. 19430 196. ,.4X F I e he : 50-46 1 , B3/07/0B. 

=«>-«='>3-.o - b3o»=, 

6 CHNELl''d°f*’ '^Lj OF Director. 33/06/22 

BtMNtLL. D. F. Union Electric Co. 2 dd I 9433 -=in o«v 

Flche;30-4S3.83/06/22,B307120502. 2 «X 



UOUENDALE.^P.r. CR£OER?'LT‘'’Sea1o‘' r'oJ/i* 

™o'cSl.a:™:e;^ - 330430-0608. «o 

RODR?0UEz'r ^ R OfFice of Director. 83/06/20 

19433 227 Utiliti, District. 2 pp 

19433.227. 24X FI che ; 50-312, 83/06/20. 33071 205 1 1 . 


30-263/83-09 on 830516-20 6 notice of 

CA^iSi^^'?' N Director. 03/06/28. 

CARSCM.C.E. Nortnern States Pouier Co. 2 pp 19434 011 nay 
Flche; 30-263.83/06/28.8307120530. ^ 19434.011. 24X 

nltlsTn PPrFPrm5rrfo^*tUn'’rfC“^Vbirtn‘'FSAR 

Reactor. Branch 5. LS0S-B3-O7-0i4. 

19474:204. 2«'’p^che: 52-^5^ 

“Sounm^mTT*'*. ‘NUnEO-oa30).W/a end. 

te rfeFerred. CertlflcatJ'oF Svrincl"* «■ 137 should 

l.XXrolr “^ 947 ?"^??^"= 4 X 

Flc6e;SO-400, 83/07/11. 8307130067. 19474.217. 24X 

Office of NiclM? R.fd'‘''n' ^3/07/06. DENTON, H.R, 

« Tice or nuclear Reactor Regulation. Director CLabk a a 
Operatlnj Reactors Drench 3. 2 pp. 19473 paS ^av ^ 

Ficho: 90-266, 83/07/06. 8307130226. 


CANTE^H I n'Sn.L'' *.’"’!)'* feiioestt S, maile contacts. 

B3/o*/"i 7 ^ I B° DRIEN.U.. YDUNO. T. Region 3 , Office of Director 

pp. 19433:229. 24X Fit h e: 50-31 2, 83/06/20. 83071 2051 1 . 


°”“;E F'-"-- 


" =‘>-:>==r=^-'= » 

°,‘;; 5 S”;.a "sr"' 

FlcJie. 50-275. 83/06/24, 8307120512. 

® Region 5, Office of Director. 30-3S-t/m-in 

4 . 7 pp. 19433:220. 24 X F I c h *. 50-275. 83/06/24. 8307 120312. 

noiSJ.ancndef p" 630501-31, No 

'>»9‘9'' 4. Office of Director, 83/06/14 JONES UC 

Omaha Public Power District. 2 pp. 19433 202 24* 

Flche: 50-285,83/06/14, 8307120514^ 

50-285/33-13 on 830501-31. No non c Q*p 1 lane e 
stlrt.n Inepettedroperatlonal safetv ver l picatiSi.^ 

dartup testing. suTveillanee tes t Ing, nia int activltlert 
iaiic.T’’. “U ’'“■14“®'’* *■ NOREO-0737 items. 

■^; '^aHNSON. W. 0. Region 4, Office of Director. 

I 2 pp, 19433:204. 24X F I the : 50-285, 83/06/1 4 , B3071 2091 4, 

iunlo^l 7 'i 7 r""'-’/f!'"’"“ *“ '-tr S3-33 (Suppl 1 to 

^aerLnr^^i- < 1 * t a 1 1 ed coit 1 1 0 1 room design review based on 
kna r t 9 f*’PO'’*e tapabl litii. Response supersedes Section C. 
ipp C to Suppl I to SER (NUREG-OSIY). "i^tion t. 

JCHRDEDERi C W, Comnonueal th Edison Co 0L-82-D3 m/n' 7 /n.. 

9433'^264’* ««9ulatlon, Dlrecto^ 14pp 

9433.264. 24 X FI c h e . 50-374. 83/07/06. 0307120524 . 


iVLKERiH- D. Dukt Powtr Co. 03/06/99 DPWTOW. u o nc^f.. « 

/' ^^^""MS?:^ 2 i"'■ 8 {^Fic^” 30 -^. 3 ,B^/of?S;^ 30 ^ 

tS "« ■'pp A of NUREO-0661 

a3%7d!°^r«fiA»'’S7“"® =• 1-S03-83-07-0I7. 

a«F.ch.:«H237.83/07/nr8507"02«,^'’'“" ‘ ««■ 

““?n;ta"?tlt7:^ TXXV /-P-UPn -d. to SOOYRB fo 

PtmPLE.R A nLf.t ^ mod required hg App A to NURE0-O661, 

BdlsliS Co 90^ UmS 23 Co-n^onw.alth 

PP- 19508.231. 24X Fiche:S0-237,83/07/ll, 8307130265. 

'®'‘ T»vleu, 

a 3 : 5 ^:”Si,/o 7 /Sa""S^^jSN!'"R*"oV?l* 

24XF:d.:;;!5^S, 83/07/08, 

completion of analgsls using TAC 02 fuel 
*■ 9f NUREe-0630 lUSe 


NOIMDOCKETED ITEMS 


6307130883 Foruards evaluation re response to integrated plant SAH 
Section A 30p "Containment Isolation Sgs " Design mod 
accep tab I e. 

SHEA. J. J. Operating Reactors Branch 3. LSCI5-03-O7-OI 1 . S3/O7/07 

CQUNSILpW.Q. Northeast Nuclear Energy Co. Isubs. of Northeast 
Utilities). 3pp. 19508:309. 24)( Fl c h e : 30-343. 33707/07, 6307130382. 


B307J40133 Forwards safety evaluation concluding requirements of TMI 
Items II F. 1. 4, “Containment Pressure Monitor," II F. l 5, 
"Containment Mater Level Monitor" U II. F 1 6. "Containment 
Hydrogen Monitor. " met Items resolved. 

VASSALLQ.OO. Operating Reactors Branch 3. 63/06/16. PARRIS, H.Q 

Tennessee Valley Authority. 7pp. 19340 04t. a4X 
Flche 50-239.03/06/16,6307140153 


•8307130239 Evaluation concluding info t, proposed corrective action re 
integrated plan SAR Section 4.20, "Containment Isolation 
Sys" acceptable. 

• Operating Reactors Branch 5. 83/07/07. 3pp. 195O0;2H. 24X 

Flche: 50-343, 83/07/07, 8307130282, 


0307130303 Forwards safety evaluation U Franklin Research Ctr technical 
evaluation rept re Phase 1 of response to NUREG-0612. 

"Control of Heavy Loads at Nuclear Plants. " Phase I 
acceptab le. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS0S-S3-07-016. 

83/07/11. FARRAR, D, L. Commonwealth Edison Co. 3pp. 19305 001 
24X Flche: 50-237, 83/07/1 1, 8307130303. 


■8307130308 Safety evaluation accepting util Phase I response to 
NUHEO-0612, "Control of Heavy Loads at Nuclear Plants," 
acceptable. 

* Office of Nuclear Reactor Regulation, Director, 03/07/11 2pp 
19505:003. 24X FI c h e ; 30-237. 83/07/ 1 1 , 83071 30303. 


—8306100146 TER-C3506-350/331 Rl 

"Control of Heavy LoadSiComm Ed Dresden Nuclear Power 
Stat Ion, Uni ts 2 J, 3, " revised technical evaluation rept. 
BOMHERGER.C, Franklin Institute/Franklin Research Center 
NRC-03-8J-130. TAC 46736. 83/06/08. SINSH.A NRC - No Detailed 

Affiliation Given. 33pp. 19303:003. 24X Fiche- 50-237. S3/07/1 1. 

8307130303. 


0307130306 Responds to 830505 notice of violation t, proposed imposition 
of civil penalties re 830222 t, 23 ATMS even t s. Magnl tude of 
civil penalty disputed. Events were Isolated occurrences. 

SELPVEfl.R.E, Public Service Electric t, Gas Co. of New Jersey 
EA-83-024. 83/07/06. DEVOUNG.R.C. 0 1 r ec tor ' s Of f I c 0 , Office of 

Inspection and Enforcement. 44pp. 19474:106 24X 

Fiche: 50-272, 83/07/06, 8307130306. 


0307130437 Forwards NUREO-0969, "Rept of NRC Evaluation Team on Quality 
of Const at Zimmer Nuclear Power Station" for proprietary 
review. 

SNIEZEK-J.H. Director's Office, Office of Inspection and 
Enforcement. 83/04/18. BORGMANN, E. A, Cincinnati Gas i Electric Co 
39Bpp. 19510:047, 24X Flche: 50-330, 83/04/18, 8307130437, 


8307140130 Forwards safety evaluation of BWR Owners Group response to 
NUREG-0737, Item II. K. 3. 18, "Mod of Automatic 
Depresiuriiatlon Sys Logic..." Two acceptable options 
include elimination of high drywell pressure permissive. 

VAS8ALL0, 0. D. Operating Reactors Branch 2. 83/06/03, PILANT.J.M. 

Nebraska Public Power District. 2pp 1932S 347 24X 

Flche: 50-298, 03/06/03, 8307140130. 


8307140160 Forwards safety evaluation of UnH Owners Group response to 
KUREC-0737, Item 11. R. 3. 18, "Mod of Automatic 
Dopressuriiation Sys Logic. . " Two acceptable options 

Include elimination of high drywell pressure permissive. 

VASSALLO.DB. Operating Reactors Branch 2 03/06/03. SI NCLA IR , J. B . 

Vereiont Vankee Nuclear Power Corp. 2pp 19S40 032 24X 

Fiche: 30-271.83/06/03, 0307140160. 


8307140275 Advises that abbreviated operator training program for 
mitigating core damage satisfies intent of NUREG-0737, 

Item II B 4. Training will b# given to managers '/ technicians 
in health physics, p lent chemistry 6 instrumentation. 

HILLSiL.M. Tennessee Valley Authority. 83/07/08. ADENSAM, E 
Licensing Branch 4. 2pp. 19322 325 24X Fiche . 50-327, 83/07/08. 

B30714027S. 






o.>u/iHuwve roruards request for addl inl_ , 

Ltr 82-33 INUREO-0737, Sup p 1 1) re emergency response 
capability requirements. Response requested within 30 days. 
CRUTCHFIELD. 0. Operating Reactors Branch 5. 1.505-03-07-022. 

83/07/12. LINTCH.F. Dairyland Power Cooperative. 4pp. 19523 311 
24X Flche: 30-409.83/07/12, 0307140296. 


0307140374 Responds to Mar 1903 SER (NUREO-0857) request for addl info 
re emergency plan. Ei ternal Itrs of agreement end Info 
adequately responds to request 

VAN BRUNT. E.E. Arliona Public Service Co. ANPP-24271-ACR/. 

83/07/12. KNIGHTON, G. Licensing Branch 3. 19pp. 19523 335 yax 

Flche; 30-326, 83/07/12, 8307140374. 


8307140394 Ack receipt of 830615 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-333/03-12. 

DANCE, H.C. Division of Project 6 Resident Programs 03/06/27 
UHRIO.R-E. Florida Power J, Light Co. Ip. 19320 166 24X 

Fiche; 30-333. 83/06/27, 0307140394 


■8307140411 IE Insp Repts 30-333/03-12 J, 50-369/83-32 on 830411-13. 
Noncoispl lance no ted : f al lur e to post specified documents per 
10CFRI9.il. 

HRAY. J. R. Region 2. Office of Director. BARR, R p. Division of 
Engineering i, Rad tolog leal Safety Programs. 50-3B9/B3-32. 
83/03/11. 9pp. 19320:172. 24X F i c he . 50-333, 33/06/27. 8307 1 40394. 


B30714O4I4 Forwards lE Insp Rept 50-302/83-04 on 830214-18 & notice 
of violation. 

LEHI8.R.C. Division of Project 6 Resident Programs. 03/03/23 
HANCOCK.J.A Florida Power Corp 2pp. 19521 118 24X 

Fiche: 30-302. 83/03/23, 8307140414. 


0307140138 Forwards safety evaluation of OMR Owners Group response to 
NUREO-0737 .Item II, K. 3. 10, "Mod of Automatic 
Depreisur I Jat Ion Sys Logic. ..." Two acceptable options 
include elimination of high drywell pressure permissive. 

VA88AUL0, D. D. Operating Reactors Branch 2. 83/06/03. UTLEY. E E 

Carolina Power (, Light Co. 2pp, 19320.338 24X 

Flche: 30-324. 03/06/03, 0307140130. 


0307140144 Forwards safety evaluation of DMR Owners Group 
NUREO-0737, Item II.K. 3. 10. "Mod of Automatic 
Daprissurliatlon Sys Logic,..." Two acceptable options 
include elimination of high drywell preesure permissive. 
VASSALLD, D. D, Operating Reactors Branch 2. 83/06/03, 

Niagara Mohawk Power Corp. 2pp. 19540:001. 24X 

Flche: 50-220, 03/06/03, 0307140144 


response to 


RHODE. B. K. 


B307I40148 Ack receipt of util 811231,020416,0625.1229,030308 i, 0323 
submittals on TMI Action Plan I terns H.F.I.4,ll.F.I.5S, 

1 1. F. 1. 6 re containment monitors. Items resolved Safety 
evaluation end. 

CLARK, R, A. Operating Reactors Branch 3, 03/06/27. CQUNSIL.M.O, 

Northeast Nuclear Energy Co. (subs, of Northeast Utlittlesf. Boo 
19529:351, 84X Flche: 50-336. 83/06/27, 0307140140. 


0307140150 Forwards safety evaluation of DMR Owners Orouo rtsoonse tt 
NUHEO-0737, Item II.K. 3. 10, "Mod of Automatic 
Dopressuriiation Sys Logic...." Two acceptable options 
Include elimination of high drywell pressure permissive. 

VASSALLO, D. B. Operating Reactors Branch 2. 03/06/03. PARRlSiH.O. 

Tennessee Valley Authority, 2pp. 19529334 24X 

Flche: 80-259, 83/06/03. 8307140130. 


—8307140421 IE Insp Rept 50-302/03-04 on 030214-18 Noncompliance noted 
failure of licensed personnel to read abnormal t< emergency 

procedures. 

BELISLE. 0. A. . DEBBAOE, A. G. , SKINNER, P.H. Region 2, Office of 
Director. 83/03/18. ISpp. 19321 121. 24X Fi c he, 50-302, 83/03/23, 

8307140414. 


8307140466 Forwards Commission 830701 order on Issue of lata filed 
contentions 6 NUREO-0794, "Protection of Unclassified 
Safeguards Info. * U/o NUREG. 

BARTH, C.A. Hearing Branch 1. 93/07/12. FLYNN, S Carolina Power t 

Light Co. Ip. 19321:134. 24X Flche, 30-400, 93/07/12, 8307140466. 


8307140518 Forwards Suppl 2 to SER lNUREG-0a8l ). M/o end. 

YaUNGDLOOO. B. J. Licensing Branch 1. 83/06/27 KOESTER.O, L Kansas 

04S <I Electric Co. 3pp. 19S27 347, 24X Fi c he : 50-402, 83/06/27, 

B3O7140SIB. 


8307I3004S Forwards Amend 2 to License NPF-16. Suppl 4 to SER 
{NUREO-oa43> 8, notice of Issuance !< ava i lab 1 1 1 ty. Amend 
authorlies operation at power levels up to 1007. of full 
rated power. H/o SER. 

KNIGHTON, e. H. Licensing Branch 3. 83/06/10. UHRIG.R E Florida 

Power & Light Co. 2pp. 19562:313. 24X Flche. 50-389. 03/06/10. 

8307130043. 


B307130091 Forwards schedule for completion of Suppl I to NVnE0-O737 
requlreeients for emergency response capability Date of 
safety paraneter display sys delayed 60 days. All other 
activities consistent w/orginal plan. 

CROUSE. R.P Toledo Edison Co. 968. 83/07/11. EIBENHUT. D. G. 

Division of Licensing. 2pp. 19336:111 24X Fi che . 50-346. 83/07/1 1. 

8307130091. 
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B30713013I HLIHEG/CR-2SB3 V02 

STUDy Or THE VALUE AND IJIPACr OF ALTERNATIVE DECAY HEAT 
BEKOVAL CONCEPTS FOR LIGHT WATEfi REACTORS 

8ERRV.D L . SANDERS. G A Sandia LaboratoM«t. FIN A~1326. 
SAN0a2'l7?6 83/06/30 Division Risi Analysis 947FP 

19541 001 


8307130136 NUREG/CR-33 1 1 

NEUTRON SPECTRAL CHARACTERIZATION CALCULATIONS FOR THE 
FOURTH NUCLEAR REGULATORY COMMISSION HEAVY SECTION STEEL 
TECHNOLOGY IT-CT IRRADIATION EXPERIMENTS 
EALDUIN. C.A. Oak Ridgs National Labdratorg FIN B-0415. 
ORNL/TM-07B2. 03/06/30. Division of EnginaBring Taehnolagy 
36pp. 19362:244 


0307150137 NUREG/CR-3356 

GEOTECHNICAL QUALITY CONTROL LOH-LEVEL RADIOACTIVE WASTE 
AND URANIUM MILL TAILINGS DISPOSAL FACILITIES 
UOHNSON.HV,. SP ! COLON, S. J. . LUTTON. R. J Army. Dept- of. 
Headquarters Materiel Development i- Readiness Comniantf. FIN D*-7386. 
83/06/30 Division of Waste Management. I66pp. 19542:108 


8307150137 NUREG-07a7 SOS 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
WATERFORD STEAM ELECTRIC STATION. UNIT 3. Docket No. 50-382. 
(Louisiana Pouer And Light Company) 

» Division of Licensing 83/06/30. 120pp. 19596' 131. 24X 

FUhe 30-303.83/06/30.8307150139, 


8307130141 NUREG-0B30 502 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
CALLAWAY PLANT. UNIT NO. 1. Docket No, 30-483. (Union Electric 
Company I 

• Division Of Licensing. 83/06/30. 63pp 19962:133. 24X 

FI Che: 30-483. 83/06/30. 0307130141. 


B307130147 NUREG/CR-3061 

SURVIVABILITY OF ANCIENT MAN-MADE EARTHEN MOUNDS. 

IMPLICATIONS FOR URANIUM MILL TAILINGS IMPOUNDMENTS 
LINDSEY.C G.. HlNG.S E.. MISHIMA.J. Battelle Memartal Institute. 
Pacific Narthuest Laboratory. FIN B-2370 PNL-4541. 03/06/30. 

Division of Health. Siting i Waste Management. 40pp. 19962:203. 


B307J50149 NUREC/CR-3357 

IDENTIFICATION OF SEISMICALLY RISK SENSITIVE SYSTEMS AND 
COMPONENTS IN NUCLEAR POWER PLANTS. Feas i b 1 1 1 ty Study. 

AZARM.M . BOCCIOiU. , FARAHZAD, P. Brookhaven National Laboratory 
FIN A-3397 BNL-NUHEG-516S3. 03/06/30 Division of Enalneerlno 
120pp. 19596:001. 


8307150165 NURE0/BR-0O2S V09 N6 

INFORMATION REPORT ON STATE LEGISLATION. 

LANDAU. M I KERRiO.W. Office of State Programs. Director. 83/07/31 
lOpp. 19674:346 


8307I90I82 Requests response to three unresolved items in Section 3. 1 
of NUReG-0612. '-Control of Heavy Loads at Nuclear Pouer 
Plants." TER-C3306-a79 $. guidelines for NUREO-0612 
CDflipllance foruarded. 

CRUTCHFIELD. D. Operating Reactors Branch 5. L30S-a3-07-02B. 

03/07/14. VANDEWALLE, D. U. Consumers Pouer Co. 3pp. 19331:013. 
24X Flehe: SO-253. 03/07/14. 8307130182. 


B3071S02I6 Rev to 820910 application for amend to Licenses DPR-SI & 
OPR-41. revising proposed radiological effluent Tech Specs in 
response to NRC commen t s. L1 s C of exemptions from NUREO-0472 
requirements end. 

UHRI6.R.E. Florida Pouer J. Light Co. L-03-402. 83/07/11. 

EISEWiUT. D. O. Division of Licensing. 3pp. 19330:274. 24X 

Fiche; 50-230. 03/07/11, 0307130216. 


8307130235 Comments on NRC policy statement on safety goals tc 
evaluation plan. Opposes policy. 

LEUIS.K. I. Leuls, M. 4eFR1077r 030. 33/07/11. Office of the 

Secretary of the Commission. Ip. 19530.209. 


8307190279 Comments on proposed rule re NRC safety goal development 
program fa evaluation plan. Opposes rule 

OOUGHTY.J. Seacaast Ant 1-Pol !u t Ion League. 83/07/06. Office of 
the Secretary of the Commission. 7pp. 19330:091. 


0307190297 Comments on proposed rule re NRC policy statement on safety 
goals for operation of nuclear pouer p Ian ts. Pol ley statement 
li EPA guidelines should be consistent. 

DIXON.O.H. Sooth Carolina Electric fa Gas Co. 48FR10772 028. 
83707/00. CHILKiS.J, Office of tho Secretary of the Commission. 

2pp. 19932:206. 


B307190307 Forwards IE Insp Repts 30-307/03-15 fa 30-388/03-07 on 
B30608-27- No none omp 1 1 anc e noted. 

STAROSTECKIi R. Division of Project fa Resident Programs. 83/07/01. 
KENYQN.D.O. Pennsylvania Pouer fa Light Co. 2pp. 19532 312. 24X 
Fiche: 90-307, 83/07/01, 8307150307. 


— 8307190313 IE Imp Repts 50-387/83-15 fa 50-388/83-07 on 030600-27. No 
noncomp 1 lance noted. Major areas lnspeetod;proopBratlQnal 
test review, opera t Iona 1 ver I f lea 1 1 on, mal nt observation, 
surveillance observation fa preopera t 1 onal tost witnessing 
RHOADS, e., MCCANN. J., NICHOLAS, H. Region I, Office of Director 
90-308/83-07. 03/06/30. 14pp. 19932:314 24X 

Fiche: 90-387, 83/07/01, 83071 50307. 


8307190310 Forwards "Control Room Design Review Program Plan for WPPBB 
Nuelaar Project 3." per Oenerlc Ltr 82-33 (NUREG-0737, Supp 1 
l> re emergency response capab 1 1 1 ty , NUREO-0700 fa NUREO-0801. 
0OUCHEY>C. 0. Washington Public Power Supply System. 003-83-0941. 
83/07/12. KNIGHTON, 0. W. Licensing Branch 3. Ip. 19330'181 24X 

Fiche; 90-300, 03/07/12, 0307150310. 


830713016? Forwards mod of 810113 order. revi sed by 3II12S fa 020114 
orders. Order continues eiemption fa extends completion date 
for initallatlon/mod of support to torus piping of Hark I 
containment to not later 90 days after Fuel Cycle 10. 

VASSALLO.O.B Operating Reactors Branch 2. 83/06/17. StNCLAIR.JB 

Vermonc Yankee Nuclear Power Corp. 2pp. 19342-356 24X 

Fiche: 50-271.83/06/17, 8307150162. 


--B307150169 Mod 
to net later 
ins tal la tion 
containment r 
PURPLE, R. A. 
Nuclear Pouer 
8307150162 


of 810113.1125 fa 820114 orders extending cempletien date 
than 90 days after start of Fuel Cycle !0 for 
of support to torus piping of Mark I 
squired by App A of NUfiEG-0661. 

Division of Licensing. 03/06/17. Vermont Yankee 
Corp. 3pp. 19542.330. 24 X Fiche: 50-271. 83 / 06 / 17 , 


response to 

NUREO 0737, Item U.K.S.IS 'Automatic Dep res SUM lati on Sys 
Logic Mods. ' Two acceptable options include elimination of 
high dryuell pressure permissive. 

^ ® Operating Reactors Branch 2. 83/06/03 

HARRINGTON, W. D. Boston Edison Co. 2po. 19562 304 MY 
Fiche: 50-293. 83/06/03, 8307130163 


--83071S0318 Procedure WMM-025 "Control Room Design Revleu Prooram Plan 
for MPPS8 Nuclear Project 3. " 

» Washington Public Pouer Supply System. 0L-a2-33. 83/07/12. 

117pp. 19538:122. 84X F 1 Ch e : 50-308, 83/07/ 12, 830 7 1 30310. 


Hovises that Heg Guide 1.97, Rev 3, supersedes Rev 2 
referenced in Generic Ltr 82-33 (NUREO-0737. Supp 1 t) re 
emergency response capability. 

HESTAFER. 0. R. Florida Power Corp. 3F-07a3-10. 03/07/12. 

STOLZ/J.R. Operating Reactors Branch 4. Ip. 1933B 334 24X 

Fiche: 90-302, 83/07/12, 9307150333. 


0307190342 Forwards SER Suppl 5. NURE0-07a7. W/o end 

TURK.S.E. Hearing Branch I. 83/07/12. KOHL.C.N.. JOHNSON. W. H. , 
WILBER, H.A. Atomic Safety and Licensing Appeal Panel Id 
19938:327. 24X Ft c h e ; 30-302. 63/07/ 1 2, B307 1 50342. 


UWV/IVU.4VO Ixvntu.UK-iiUHJ VOa 


STUDY OF THE VALUE AND IMPACT OF ALTERNATIVE DECAY HEAT 
REMOVAL CONCEPTS FOR LIGHT WATER REACTORS. 

BERRY.D.L., SANDERS, 0. A. Sandia Laboratories. FIN A-1226 
?9974^200^* Division of Risk Analysis. 100pp. 


on safely goals fa proposed 

evaluation plan. Supports efforts, however. opposes use*of ^ 

PRAi due to uncertainty of PRA methodology 

®03/O7%a "" Nuclear Pollution. 48FR10772 029. 

19531 007 * * Secretary of the Commission. app. 


8307190359 NURE0/CR-22a4 

STEEL STRUCTURES BY HIGH TEMPERATURE MELTS. 

F. E. Sandia Laboratories. FIN A-1247 
19974*Oo”^' Division of Accident Evaluation. I99pp, 


0307150178 NUREG/CR-2Sa4 

DECONTWINATION AS A PRECURSOR TO DECOMMISSONING STATUS 
RfePT. Task 2 - Process Evaluation 

- NCPARTLAND.B.A Battelle Memorial 

SS/OVOl*' dI B-2303. PNL-4343 

83/05/31. Division of Engineering Technology. A3pp. 19396:297. 


oov/tsKMOP NU«ttO/CR-3246 

^ EFFECT OF SOME OPERATIONS AND CONTROL ROOM IMPROVEMENTS 
MW^PLANT^^ ARKANSAS NUCLEAR ONE, UNIT ONE, NUCLEAR 

Snho'S "!■ Memorial Institute, Columbus Laboratories 

Laboratories. FIN A-1241. SANDa3-0710 03/06/30 

Division of Risk Analysis. 4Ipp, 19996:316. HAX 
Ficho: 90-313. 83/06/30, 8307130365. 
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8307190371 NUREG/CR-275 1 V04 

HEAVY-SECTtON STEEL TECHNOLOGY PROGRAM QUARTERLY PROGRESS 
REPORT FOR OCTODER-DECEMBER 1982 

UHlTMANi C. D. . PUGH.C.E.. BRYANT. R H. Oak Ridge National Laborakorv 
FIN Q-Oll?. ORNL/TM-a369/U4. 83/06/30. Division of Engineering 
Technologg. lB4pp. 19939:163. 


8307190395 Forwards for review J. comments. "Control of Heavy Loads 
(C-10). Point Beach Units 1 t> 2." updated draft technical 
evaluation ropt. 

CLARK. R. A. Operating Reactors Branch 3. 83/06/30. FAY.C.H, 

Ulsconsln Electric Power Co. 2pp. 19940 103 24X 

FI Che; 30-366. 83/06/30. 8307190393. 


—830707030a TER-C9306-3a2/383 DR 

''Control of Heavy Loads <C-I0). Point Beach Nuclear Plants 
Units 1 u 2, " draft final technical evaluation rept. 

□OHDERGER, C. . AHMED. N. Franklin I n s 1 1 tu te/Fran k 1 1 n Research 
Center. NnC-03-81-13D. TAC 07727 B3/06/17. SINGH. A.. CHAN. T. 

NRC - hfit Detailed Affiliation Given. 56pp. 19340.103. S4X 

Flche: SO-266. 83/06/30. 8307130393. 


8307190411 Forwards request for addl Info to complete NRC review of 
util submittal addressing NUREG-0737. 1 tem It.D 1. 

"Performance Testing of Relief t Safety Valves." Response 
requested uithin 30 days. 

KNIGHTON. O. W. Licensing Branch 3. 83/06/27. DIETCH.R. Southern 

California Edison Co. 10pp. 19940:166. 24>! Fi che: 90-361. 83/06/27. 

830719041 1 . 


8307180026 Forwards BER re NUREO-0612. "Control of Heavy Loads" 6 
technical evaluation rept. Phase I accept.sble. 

VABBALLO. D. B. Operating Reactors Branch 2. 83/06/27. FARRAR. D.L. 

Coeifflonwaal th Edison Co. 2pp. 19967:301. 34X FI cho: 90-254. 83/06/27. 

B3071800S6. 


— 8307180030 Safety evaluation of util 801222 responses to NUREO-0612. 
"Control of Heavy Loads." Phase I acceptable 
• NRC - No Detailed Affiliation Given. 83/06/27 2pp. 

19967.303. 24X F 1 c he : 90-294, 83/06/27. 8307 180026. 


— 8306060295 TER-C5506-3a6/3B7 

"Control of Heavy Loads (C-10), Quad Cities Station Units I & 

2." technical evaluation rept. 

BOMBEROER.C. Franldin Ins 1 1 tute/Frank I in Research Center. 
NRC-03-B1-130 TAC 08078. 83/06/01 SINGH.A NRC - No Detailed 

Affiliation Given. 31pp. 66817.300. 24X F Iche: 50-234, 83/06/27. 
8307180026. 


8307180044 Forwards IE Insp Repts 90-266/83-08 t, 90-301/83-08 on 
830909-1 1 & 0609 S< notice of violation. 

PAPERIELLO. C. J. Region 3, Office of Director. 83/07/01, 
BURSTEIM. S. Hlsconsln Electric Power Co. 2pp. t9360.’234. 24X 

Flche: 90-266. 83/07/01 . 8307180044. 


— B3071QOOA7 IE Insp Repts 50-266/83-08 90-301/83-08 on 830909-11 6 

0609. Nancomp 1 lance noted : fa 1 lure to collect air samples on 
830331 during reactor vessel head removal 6 cavity flood 
operations t. to install SA-11 main steam line monitors. 

LOVENDALE. P. C. . OREGER.L.R. Region 3. Office of Director. 
90-301/03-08. 83/06/30. 8pp. 19960:238. 24X 

Flche: 50-266. 83/07/01 . 0307180044. 


8307180081 Part 21 rept clarifying position re equipment failures 
during C— E qualification testing of Target Rock solenoid 
activated valves per T Lee 830620 reques t. Va I ve design 
conforms to NUREG-0960. Relrof 1 t program supported 

PATTARINI . D. M. Target Rock Corp E-16673 83/07/11. DEYOUNG. R. C. 

Director's Office. Office of Inspection and Enforcement. Ip, 
19960:007. 24X Flche 50-328, 83/07/1 1 , 8307 180081 . 


8307180090 Forwards clarification to 830413 integrated Implementation 
schedule for completing NUREG-0737i Supp 1 I items re 
emerganeg response capab 1 1 i t ios. per Generic Ltr 82-33. Items 
not dependent on fuel cycle identified. 

HUKILL.H. O. General Public Utilities - GPU Service Corp. 
3211-83-197. 83/07/12. EISENHUT. 0. G. Division of Licensing. 2pp. 

19997:001. 24X Flche: 90-209. 83/07/12, 8307180098. 


8307180100 Submits final resolution of open items identified in draft 
technical evaluation rept (ltd 630222 demonstrating 
conformance to NURE0-06t2. "Control of Heavy Loads at 
Nuclear Power Plants," Phase I. 

BTEHART. M. L. Virginia Electric & Power Co 323. 83/07/12. 

DENTON.H. R. Office of Nuclear Reactor Regulation. Director. 

CLARK.R. A. Operating Reactors Branch 3. 4pp. 19357-005. 24X 

Flche; 90-338. 83/07/12, 8307180100. 


8307IQO1O8 Forwards rev to 830623 response to NRC 830202 request for 
addl info re NUREG-0737. I terns II. F 1 4. "Containment 
Pressure Monitor" 4. II F 1 3. "Containment Water level 
Monitor." to correct Inaccuracies in original data 
BAYNE. J P Power Authority of the State of New York JPN-Q3-66 
83/07/12. VASSALLO.D B Operating Reactors Branch 2 3pp 
19557 022 24X Ft ch e 50-333. 83/07/ 1 2. 8307 1801 Od 


8307100119 NUREG-07SO VI6 N02 

NUCLEAR REGULATGRY COMMISSION ISSUANCES August 1982 Pages 

401-863 

a Commissioners. 52/06/31. 462pp 19564 082. 


8307180124 NURE&-0e37 V02 N03ER 

NRC TLO DIRECT RADIATION MONITORING NETWORK Progress Report. 

July - September 1902. 

COSTELLO.F., THOMPSON. T. . COHEN. L Region 1. Office of Director 
83/07/09. 3pp. 19641 136 


8307180139 NLnE6/CR-2937 

MEASUREMENT OF GAMMA RAY DOSE FROM A MODERATED CF -252 

8CX1RCE 

MCDONALD. J. C. Battelle Memorial Institute, Pacific Northwest 
Laberatory. GRIFFITH. R. V. Lawrence Livermore Laboratory PLATO. P 
Michigan. Univ. of. FIN B-2460-2 PNL-4590. 83/06/30. Division 

of Facility Operations 22pp 19567:276 


8307180143 HUREO/CR-2599 

EXPERIMENT OPERATIONS PLAN FOR THE MT-3 EXPERIMENT IN THE 

NRU REACTOR 

RUSSCHER. G. E. . UILeQN.C.L . PARCHEN.L J Battelle Memorial 
Institute. Pacific Northwest Laboratory. FIN D-2277. PNL'4190. 

83/06/30 nivlslon of Accident Evaluation. 40pp 19367:239 


8307180148 NUREG/CR-2595 

A GENERAL APPROACH TO ASSURE COMPLIANCE WITH ALARA 
GUIDELINES ON DIRECT RADIATION FROM A NUCLEAR POWER PLANT 
January 1979 - January 1982. 

HARDING. H . SILVER, C Oreie) Univ 83/06/30 Safeguards Branch 

139pp. 19567.001 


8307180165 NUftEG/CR-2963 

PLANNING GUIDANCE FOR NUCLEAR POWER PLANT DECDNT AM 1 NAT I DN 
HUNSON.L.F,. DIVINE. JR.. MARTIN. JO Battelle Memiinal Institute. 
Pacific Northwest Laboratory FIN D-2342. 83/06/30 Oivisioii of 

Engineering. 104pp. 19567 136 


8307190016 Forwards responses to Franklin Research Ctr 820212 draft 
rept on handling of heavy loads & response to S01222 request 
for addl info re lifting devices Mods 6 procedure 
eap lacenents will be completed by 841231 

HARRIN010N.M. D. Boston Edison Co. Q3-1BI 83/07/13. EISENHUT. OG 
Division of Licensing. 49pp 19633.084 24X Fiche 50-293. 

83/07/13. 8307190016. 


8307190100 Advises of completion of Mark I containment mod program per 
820118 order Plant mods t. structural < ea s se 5 sm e n t s meet 
NUREO-0661 acceptance criteria 

HCOAUGHV.R.U Iowa Electric Light 6 Power Co. NC-a3-2357 
83/07/12 DENTON.H Office of Nuclear Reactor Regulation, Director 
Ip. 19634:255. 24X F I c h e . 50-331 . 83/07 / 1 2. 8307 1 90100 


8307190106 Caiiments on changes to Tech Specs (NUREC-0926) proposed by 
util an 830629 Requirement for noble gas activity monitor 
H/alara to be continuously operable at either offgas 
post-treatment or radwaste ventilation point recommended 
CDBB.A.B Hississippl. State of 83/07/14. DENTDN.H. R Office of 
Nuclear Reactor Regulation. Director. 2pp 19634 248 24X 

Flche: 90-416. 83/07/ 14. 8307190106 


8307190133 Supplemental appllc.ition for amend to License DFR-3e> 
proposing Tech Spec changes to support full-rated power 
during Cycle S 4. revising BAW-1774. "Cycle G Reload Rept." 
to roflect implementation of NUflEO-0630 in LOCA analysis. 

TUCKER. H.B. Dute Power Co. 03/07/13 OFNION H H Office of 

Nuclear Reactor Regulation. Director 5T0LZ.J F Operating Reactors 

Branch 4. 3pp. 19636 075. 24X Fiche 50-269,83/07/13.0307190135 


— 8307190139 DAH-1774 ERR 

Revised pages to "Oconee Unit 1 Cycle 0 Reload Ropt " Util 
description of work scope for justification of use of 
FLEC^r end 

» Babcock &t uilcoi Co. 83/07/13 7pp 19636 098 24X 

Flche- 90-269. 83/07/13, 8307190135 


83071901 56 Discusses status of facility licensing acli on s. Considerable 
amount of time devoted to SuppI I to MUREQ-0737 during 
last reporting period 

HAONER.P.C. Region 4. Office of Director 83/07/11 MADSEN, 0 1. 
Region 4. Office of Director. 2pp 19636 256 24X 

Fiche • 50-267. 83/07/ 1 1 , 8307 190156 
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6307190209 For.,ards 

requir. merit, of <3er.eri c 'ut r'ea^ns’ I'Ugn p«r 

B«quiT»ment« for Enerje^cy fiesoonlo ' *“ MUREG-0737 

^’7 Implemencation rept uj 1 I P *®. ‘ 1 > ty . “ Reg Gul4e 

SHIELDS, S W PuSllt tubmittea by B3U01 

a3/'07/l5. EISENHUT Do n* ’'"flar'a, Inc SVP-OIOB-B^ 

24X 50-546, B3/o7/'l3,SD07l4S20r ‘■'“""'’S 19M8:32?. 

8307190219 Poruards "S.lemi, ■ 

"fi«nabf]:;g 

BROEHL.D j Portland Oeneral Eleci‘r “'’*‘''•'••‘3 closed. 


—5307190224 POE-1039 

"Sol.mlc I, oynan.b Qualification of Pr 


9211-B3-\94, '^B3'S7il4‘''“N0VAr|'“®V ServUe Corp, 

^PP. .9630^033. 

rt^sessirent of NUfiEG-0630 Hodels on 

available. ^ assessment rept «NJRE0-0S2l ) 

S'D^'^erprfLrTiafi!"" P9r.tiooed 

c 7 a^.i. 5 T‘‘' 5 ;" 

Baltimore Oas t El ec tr i ^ 33/05703. LUNDVALL.A E" 

Flche: 50-317, a3705/S3.6307?9037r 

5207190386 Torudrirte «a<-6 

p,'i-.r» l.'^; ‘""•■""•i •p.'.non ,, 

6387190333 FQi'ijaril4 p 

^^Uf^E0-04^2,Sev a/Lisl.d rnfd*“ ' '‘SHo u se PWR,. 

TH0HAB,C 0. StandardM^iiy. '^^^-asted by 030902 

6307190446 Nl)REG-0896 S03 

SoofsTA^[roMt?r[ OPERATION DP 

SO-444. (PubVu serv t! Comnf.^ 

» Qivi.ion of Licensing ^^'’''=’*''‘''®' at al. » 

«.2=. 19569 265. -4X V i c6e : 

0307190437 NUBEO/Ca-3363 VOG 

CflnKAr-HEAT-FL5J'SmLINo’’Ii"'A vpot?c 

EVANS.D.G., WeBB,S.W.. CHEN J C <''ppendlj E). 

TS-831-n 83/06/30 „ ^ Lehigh Vniv. FIND-6794 

Available at NRC. *7. 50. wlfi^oor ^^«J‘^atlon. 


essuriier Rel tef 


NUREG/CR-3363 VOl 

CRITp™EAT-FLCx*BOILINf NONEQUILIBr lUH m POSr- 
AniJ ARpendices A-DI. VERTICAL TWaE. <Maln Report 

TB-SSl-I. 'aa/Ofi/lo^" '^Division ^"^'^^-6794. 

Available at NRC. *6. 00 irsIb.- aL Evaluation. I94pp, 


should ir^PpiaceS ^/eoM ^ ‘ 1 0701 ‘ sub„i ^ 


ontrol of heavy 


d«sJ 2 e*? 

CHUrcHFIEi.D: D SJeTIun^r’’ V' 
Flch,: 50 -, 35 .a 3 / 0 ?/IS,*^S 5 ,”*”*"* ^• 


63/07/13. 

ip- 19647:113. 


"Control of 


6307200133 Confirms current use of r 6 n 

hi’"--'- LARK R A 

Meav, i-oadrat''NStlBlS'’poi^e^%C''“!' " NUREO-O6ia. ^,on,i, 

include step p lugs. vJ, discussed 

83/07/13. SCHMENCEr I* 1 ®“PP‘V System 002 -staia 

8307300179 Coeiments on l<ci-a,i j 

‘ i -' 

^H-a?.Tr‘%?:nr "S 

division OP safety TechnaJ^g J. 63/07/13. KNIEL, K, 

6307800167 NURE0-096B VOl ERR 

MAIttOEKENT CORPORATION), ALLEY AUTHORITY AND PROJECT 

19647:306. '3«'F(*^\";0-«;,B3/oJ/n"e307iSSia7.'’- =PP- 

a^^flves‘‘p"ropoi“rf^"5 HWR^S^ni^; T df seven 

0AUTB^P.S.L. PhllaS 1 »***«•- 

□derating Reactors Breneh 4 3n* .2 63/07/15. STOLZ.S F 

Fieh.:SO-a77.a3/O7/?S,e3S7a0O2?g"' a4x 

Summarijes B3061 s >>i 

SA,!ESV“"‘.‘f,’;„l; 

^.P. .p«.3P. ...n.p , 

^9X Piche.SO-361, 03/07/06.0007200473. 

3 a .^. Xt ^'^ Z ‘ dV , DnW 

snbm.tta. re 

--pntisonitarin, i =n%'j 

H/o end 


332pp. 
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0S24 Forward* order modifyinj 810113 V B20119 order* re 
allation of plant mods in compliance w/acceptance 
aria of NiJREO-0661 . Comp letlon date estension to Spring 
out eg ei reque* ted In 830615 Itr.grantod 
ALLO. D D. Operating Reactors Drancli 2 B3/06/30. FARRAR. 0. L. 

onwealth EdUon Co. 2pp 19671:344 24X Ficlie SO-234. 83/'06/’30. 

S009S4. 


200S31 Order modifying B10113 Sc 020119 orders re Installation of 
ant (nods in compliance w/NOREO-0661 requirements, 
mplatlon date extended to Spring 1904 refueling outage. 
f’PI-e. R.A. Division of Licensing. 03/06/30. Commonuoalfch 
Ison Co. 4pp. 19671:346. S4 X F 1 c he 50-334. 03/06/30. B307200524. 


3007 Forward* IE Insp Kept 50-247/83-14 on 030523-27. No 
onpllance noted. 

3STFCKIiR. Division of Project ii Resident Programs. 83/07/03. 

vl. D. Consolidated Edison Co. of New Vorli. Inc. 3pp. 

9:S31 24X Flche: 50-247, 83/07/03. 8307210007. 


210014 IE Insp Rept 50-247/83-14 on 830523-27. No noncompliance 
tad. Major areas Inspec ted: i 1 censee actions toion to comply 
-oquirements described in NUREQ-0737, 1 1 era II B. 2 re 
sign of plant shielding tc vital area assessment. 

JNACK.H.H.. EAPEN.P.K., KISTER.H.D. Region 1. Office of 
•eetor. 83/06/30. 8pp. 19669:223. 24X F i c h o : 50-347. S3/O7/0S< 

57810007. 


>130 Forwards proposed rev to Oeneric Licensing Topical Rept 
L <P>-A. “Ederers Nuclear Safety-Related Extra-Safety 1; 
:orlng (X-SAMl Cranes." Changes describe hooi X-3AM 
»■ Implemented per NUREO-0554. Approve 1 requested. 
l.C.U. Ederer. Inc. 03/07/18. THOMAS.C. Standard t latl on 6 
:al Projects Branch. 2pp. 19666:110. 


1145 Forwards safety evaluation of util 821101 analysis 
••t-mccldent sampling sys par NURE0-0737 p I tem II. 8. 3. 
ution of three remaining criteria requested within 90 

:HFIELD.D. Operating Reactors Branch 3. LS05-83-07-031 . 

’/IB. COUNSIL. U. 0. Connecticut Yankee Atomic Power Co. 9pp 
180 . 24X Flche: 50-213. 03/07/18. B3072I014S 


•20S Informs that post-accident sampling sys operational 
dures approved & installed at plant by 830701 per TMI 
>n Item II. 0.3. Due to recent sys malfunctions, 
natives Investigated to Improve rollablllty. 

.RT. W. L- Virginia Electric {• Power Co. 393, 83/07/18. 

IN. H. R. Office of Nuclear Reactor Regulation. Director. 
IHUT<D.O. Division of Licensing, ip. 19665:111. 24X 

; S0-2B0. 83/07/18. 8307210205, 


'209 Forwards conceptual des Ign. overal 1 schedule for engineering! 
rement !< installation i NRC checklist for compliance w/ 

-0737< Item 1 1. F. 2. Approval of conceptual design It NRC 
list requested by B30902. 

FERi O. R. Florida Power Corp. 3F-O703-t5, 83/07/10. 

N.H. R. Office of Nuclear Reactor Regulation. Director. 43pp. 

; 06S- 24X Flche; 50-308. 83/07/18. 8307210209. 


233 NUREO/CR-8926 

AND eaCA STUDIES OF POBBIDLE SODIUM URANATE PHECURBDRa 
LATED TO AEROSOL CHARACTERIZATION FROM A SIMULATED 

ELLI^M.A., MILLER. O.D.I CRAVEN.S.M, Mound Fac 1 1 1 tg/Monsanto 
Tch Corp. FIN A-I17I. MLM-29B3. 02/10/31. Division of 

ent Evaluation. IBpp. 19683:297. 


297 NUHEO/CR-8932 V02 

MENT QUALIFICATION RESEARCH TEST OF ELECTRIC CABLE WITH 
RY SPLICES AND INSULATION REWORK TEST NO. 2. REPORT NO. 

• E. E. 1 FUROAL. D. r. Sandia Laboratories. FIN A-1355, 

1-2027. 82/11/30. Division of Engineering Technologu. 65 bp 

8 : 222 . ^ 


260 NURE0/CR-2B1O 

TIONS IN ZIRCALOY-4 CLADDING DEFORMATION IN REPLICATE 
SIMULATION TESTS. 

STiA. U.. CROWLEY. J. L. . CHAPMAN,R.H. Oak Ridge National 
■ torg. FIN B-0120, ORNL/TM-3413, 02/10/31. Division of 

ent Evaluation. 94pp. 19680: 167. 


262 NUREO-0748 V03 NOS 

riNQ REACTORS LICENSING ACTIONS SUMMARY. Data As Of May 
33, (Orange Book) 

nagement Information Branch. 83/06/30. 324pp. 19688:323. 


269 NUREO/CR-2339 

rs OF THE 8EM1SCALE MQD-2A NATURAL CIRCULATION 
IMEMTS. 

3iO. O. • BODAiK. EOLOi Inc. FINA-603B. EOO-2200, 82/10/3i 

lion of Accident Evaluation. 74pp. 19688.093. 


8307210268 NUREG/CR-2e24 VOI 

EUUY-CURNENT INSPECTION FOR STEAM UtNERAlOR TUHINS PROSRAM 
QUARTERLY PROGRESS REPORT FOR PERIOD ENDING MARCH 31, 1902 
OODD. C V , DEEDS. H. 6. . MCCLUNG. R-W Oak Ridge Ma taonal Laboratory 
FIN B-0417. ORNL/TH-BAIB/VI 82/10/31. Office Of Nuclear 
Regulatory Research. Director 9pp 19672.304. 


8307820110 Responds to 030304 FH notice soliciting tomments or issues 
to be Included in environ assessment supporting nomination 
of DOE Hanford site as potentially acceptable repository 
s 1 t e . NUR E6-0960 analysts should considered In rept 
DRBUNING, R. E. Division of Waste Management. 00458. 33/05/02. 

BENNETTiU.U. Energy. Dept. of. 2pp 19699.035 


83D728012B Foruards 6ER re util 811116 response to Generic Ltr 81-21. 
^Natural Circulation Coo Idown. " Mods xecommeiided by 
West Inghouse study demonstrate sufficient condensate supply 
consistent u/procedures . Resp arise acceptable 

VAROA. 8. A. Operating Reactors Branch 1. GL-SI-21. B3/07/0S 

BAYNEiJ.P. Power AutherSty of the State of New York 2pp 
■ 9692:294 . 84X F Iche: 50-286. B3/O7/0 5. 8307220 1 20 


8307220139 Foruards NBC F.R notices of availability of NRC draft 
analysis of DOE sits charac tei'l i a t lor rept for Rasalt Waste 
Isalatinn Project (NUflEO-0960> 

BROMNINGrR. E. Division of Waste Management. 00412 83/04/18. 

HOROAN.R L. Energyi Dept. of. ip. 19699.033 


8307220174 Forwards paga inadvertently oniilted from S307I5 submittal 
of rev to response on control of heavy loads (Generic Ltr 
01-07). Page 4 af Attachment 1 to 810701 submittal should be 
replaced u/encl. 

BOADINEiT.C. Consumers Power Co. GL-ai-07. 83/07/18. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 2pp 19684:033. 24X 

Fi Che: 30-133. 83/07/18. 83072201 74. 


8307220222 ‘LACUUR Annual Rept 1982 " 14/030217 Hr 

LINDER.F. Datryland Power Cooperative. LAC-BB03 83/02/17. 

KEPPLER. J. 8. Region 3. Office of Director lipp 19674:005 34X 

Flche: 30-409. 83/02/17. 8307220222 


B3072203S6 Forwards "Nuclear Environ Qualification Tost Program on 
Foshoro N-EIO Series Pressure Vransml t t ers. " Vols I-III. 

Results should be reviewed per qualification requirements of 
NURE0-03ae & lOCFRSO. 49. 

FAYiC.H. Wisconsin Electric Power Co. 83/07/15 DENTON. K R 
Office of Nuclear Reactor Regulation. Director. NOONAN, V.S. 
Equipment Quail flcatlon Branch. 2pp 19676: 120 24X 

Flche: 30-266. B3/07/IS. 8307220356. 


03O722O49S Discusses status of proposed mods to automatic 
depressurliation sys. per NUREO-0737, I ten II K 3 13 Option 
4 re timer installation described In OE UWR Owners Group 
respense. selected for I mp I emen ta 1 1 nn. Mod s listed 

RVBAK.6. Camaiofliirsalth Edison Co. 6960N 83/07/10 DENTDN. H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp 19685 t81 
34X Flche: 30-000. 83/07/18. 0307220495. 


8307220301 Supple response to Generic Ltr 32-33 re emergency response 
capability.clarifylng position re schedule for 
inplBAentation of guidance in Reg Guide I 97. Rev F Schedule 
will ha developed per lAJREG-0737, Supp I 1 

BECKHAK. J. T. Georgia Power Co. GL-82-33. 83/07/18. STOLZ.J. F. 

Operating Reactors Branch 4 Ip. 19605:149. 24x 

Ficha: 30-321, 83/07/18. 0307220501 


8307220308 Forwards Rev S to "Equipment Oy i»l i f i cal i on Radiation Dose 
Hap Developnent. '■ per NRC 830617 request 

UHRIO.R.E. Florida Power U Light Co. L-B3-40V. 83/07/15. 

CLARK. R. A Operating Reactors Branch 3. 2pp 19605.104. 24x 

Flche: 30-333. 83/07/13.8307220508 


"8307220314 Rev I to "Equipment Qualification nadi.stion Dose Map 
Development. " 

* Florida Power & Light Co. 83/06/24 16pp. 19685: 106. 24X 

Flche: 90-335. 83/07/ SB. 8307220508- 


8307220364 Submits evaluation of SPING— 4 as Iodine sampler per 
NDRE0~'0737. Item It. F. 1.2. 8.2. Me thodology 6 details of 
deterninatinn re use of 6P1NG~4 found in Technical Rept 
LA£-TR-tl6. 

SHAFER. P.U. Dalryland Power Cooperative. LAC-9173. 83/06/30. 

PAUL.R. Region 3. Office of Director ?pp. 19605:360 84X 

Fi Che : 3D-409. 83/06/30. 8307220364 


8307220626 NUREG-099a 

U S. NUCLEAR REGULATORY COMMISSION 1982 ANNUAL BEPORT- 
DICKSOH.J. H. Office of Resource Management. Director 83/D7/31 
224pp. 19697:293. 
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S30725005^ Forjdrds Human Factors Engineering Branch avdit rept of 
eortro! raom aecign revitu from 630404-03 per Ceneric Hr 
22-33 Pe$Dcnce« to uniatiefied conditions eiiould Oe providod 
60 dagi prior to gipected licensing date 

VDWODLODO, □ j Licensing Branch I 0L-e:-33 63707/06. OARYiR.J. 

Teias Utilities Generating Co 3<lpp IF723 309 34X 

Fjche SO-445. 03/07/05, S3073S0G59 


830739(S19 Advises that util eraergencg operating instruction being 
revised to manually encrglie permanent hydrogen mitigation 
sysidue to deJag in completion of Uestinghouse Ouiners Group 
emergency response guidelines. 

HILLS. L n. Tennessee Valley Authority. 83/07/19. ADENSAMi E. 
Licensing Branch 4. 2pp. 19706:030. 24X F 1 ch e: 90-327* 03/07/ 19. 

8307SS02I9. 


0307250075 Respnnds to 630622 request for consents on first draft of 
NRR safety goal evaluation work plan Div cf Lzcansing 
should fie involved u/sufitasks dealing w/possible effects of 
safety goals on regulatory requirements 

ElSEKH'Jl.D G Division of Licensing 83/07/14. SPEIS.T-P. 
Djviilan of Safety Technology Ip 19724 0B5 


8307250077 NUREG-0797 S03 

SAFETY fc'.'ALUATIDN REPORT BELATED TO THE OPERATION OF 
COhtANCHt PEAK STEAfI ELECTRIC ST AT lO.N. UNI TS t AND 2. Doclet 
Hoi 90-445 And 50-446 (Tecas Utilities Generatina Coapanu. 

• t al ) 

• Office of Nuclear Reactor Regulation. Director. 83/03/31. 6Spp. 

Available at NRC S5 00 19739:050 241 F Ic he 50-449. 83/03/31. 

8307250079 


6307230060 NUREG/CR-3068 

CONCEPTUAL DESIGN OF ALTERNATIVE CORE HEL T MITIGATIOM 
SVSTEHS FOR A FUR WITH AN ICE-CONDENSER CONTAINMENT 
REILLY.K J . Ca».N D . POLK INGHQRNE. S EGtC. Inc FIN A-&391. 
EGG-2r33 83/01/31 Division of Accident Evaluation. 29pp 
19739 007 


8307290095 NVREG/CR-281 4 V02 
WJCLEAH REACTOR SAFETY April I 
STEVENEQn.H 0 Los Alamos 5ci 
LA-9596-PR 63/01/31 Divl 

19721 12V 


- June 30. 1982 

ntific Laboratory FINA-70t4-2. 
lion of Accident Evaluation. 34pp. 


B3O72S0Q9& Forwards Suppl 2 to SER <NUREG-0896) re application for O. 
M/^o •ncl. 

KNICHTON.O W Licensing Branch 3 83/07/13. HARR ISONi R. J. Public 

Service Co of New Hampshire 4pp 19738 055 24* 

FI Che 5':-443. 63/07/ 13, 0307250098. 


B307390S31 Responds to Osnerlc Ltr 82-33 <NUREG-0737, Bup p 1 1) ro 
emergency response capab 1 1 i ties. Opera t ions support ctr 
approved by Region I.Addl time required for safety parameter 
display sys completion. 

FIEDLBI.P B. General Public Utilities - GPU Service Corp. 0L-B2-33. 

83/07/18. EISENHUT. D. G. Division of Licensing. 3pp. 19709:360. 
24X Ftche; 50-219. B3/O7/10, 8307290231. 


8307290233 Suppl 1 to 830217 proposed Amend B3 to License DPR-S4 re 
NUR60— 0737 items & fire protection. 

ROOIIOUEZ. R. J. Sacramento Municipal Utility District. RJR 83-230. 
83/07/12. EISENHUT. D, 0. Division of Licensing. Ip 19706:045. 
24* Flche: 90-312. 83/07/12. 0307290233. 


8307290240 Proposed Tech Specs re nuclear sve bus oitensloni It fire 
protection. 

* Sacramento Municipal Utility District. 83/07/12. 7pp. 
19706:046. 24* FI c he: 90-312, 03/07/ 12, 8307290233. 


8307890239 Forwards safety evaluation of util 800111,020107 t 0487 
responses to NUREG-0737, Item Il.B. 2. 2. "Plant Shielding Mods 
for Vital Area Access." Guidance & criteria met. 

VARCAiS.A. Operating Reactors Branch 1. 83/06/30. L/HPfXG.R.E. 

Florida Poaier t< Light Co. 4pp. 19725:350. 24* 

Fiehe: 50-250. 83/06/30. B30725023S 




ACOOBTICALUV MEASURED PENETRATION PROFILES FDR A MOLTEN 
METALLIC POOL INTO RIVER-STONE CONCRETE, 

SirnCRLANOi H. J. . HAGEN. 8. Sandia Laboratories. FIN A-1218 

®3/0I/3I. Division of Accident Evaluation. 34pp. 

It/ b4 . 048- 


CPR-49. proposing Tech Spei 

Chang* HTS-154 r* fiCIC automatic reset 5 automatic suction 
condensate storage tank to suppression pool, 
per NUREG-0737, Items II. K 3 13b 6 II. K 3 32 
MCGAUGHV.B M low# Electric Light 1 Power Co 1(0-83-2294 

®aor^^?97Q6^nI?^'”-Ta,°r‘'® Reactor Regulation. Dlrectoi 

Spp I97G6.061 24* Fsche 50-33 1 , 03/07/20. B3D72301 08 


8307290109 Nt'REO/CH-2849 

= COMPARE AND DEACON SUBCOMPAHTMENT ANALYSES OF 

BATTELLE-FBANKFURT CONTAINMENT TESTS 

Integration (post 811005) 70pp. 19739 154 


^ discharge pipsn. 

1 *'' during neit refueling outage scheduled * ' 

for early 1985,p*r 830121 ltr re NUB6G-0737, I tem 11 D I, 
TUCKErTS'^ «*4Ctor Relief i Safety Valves " 

lUCKER.H g. But# Power Co 83/07/19 DENTON. H H, Office Of 
Nuclear Reactor Regulation, Director. ip 19706 071 
Fieh* 50-269.83/07/19.8307250117, ‘ 


83072S0159 NUfiEO/CR-2397 

RYfWN.J C , HERMANN, 0 H. , HEBBTER.C.C Oak Ridoe National 
Laboratory PINA-9047. OHNL/CSD-90 a2/lo)3r D^vliinn n* 
Engineering Technology. 144p9 19730 280 


B3Q72502I3 Application for amend to 
RTS-IS3. revising Tech Specs re anr 
relief valve chal lenges. mal f unc t ic 

Ac tion Item li K 3 3. 

^ W lOUS linkfc t a 

83/07/20 DENTOn“h DfMcl n ’n t ^ '^«'S3-2aW 

3pp 19706 032 24 * Fiche 50 vt? "® 87*«tton, Oireetc 

rr vw ujt W4* riche 50-331.03/07/20,8307250215 


se DPR-49, consisting af Chani 
cporting of safety/ 
procedures. per TMI 


Co B3/07r20 

24* FiChe:50-331. 83/07/20, 8307250213 


■’PP 19706:035 


DRAFT ENVIRONMENTAL STATEMENT RELATED TO STEAM GENERATOR 
REPAIR AT THE POINT BEACH NUCLEAR PLANT UNIT NO. I. 

Docket No. 30-266. iWisconsln Electric Power Company) 
COLBURN. T 6. Division of Licensing. 03/07/31 43pp 
24X Flche; 50-266. 83/07/31, 0307250323, 


19789: 204. 


8307350332 NUflEG-OSSO V12 N06 

REOULATORY LICENSING STATUS SUMMARY REPORT Data As Of 
June 30.1983 (Blue Boob) 

a Henagement Information Branch. 83/07/31. 69pp. 19737:221 


uuwaii.Bu CD oace K oepocted completion i 

w!rJ#« PORV block valves per TMI Item II.D. 1, 

bj 83*001 " Anchor/Darling assumptions will be submitted 

California Edison Co. 83/07/13. 
CRUTCiFIE^. D. Operating Reactors Branch 5 . 4 pp 19703 064 
Fiche:30-206.B3/07/I3,B3073S0490. v/u.y.U64. 


24* 




VARIABLES ON ULTRASONIC RESPONSE 
® ' MCCLUNO.R.H. Oak Ridge Natloni 
FIN B-0tO3. 0RNL/TM-a919. 83/01/31. DlvlslororE 

Technology. 20pp. 19721:214 vision of Er 


Laboratory, 

Ineerlng 


ACCID™is*^°”°^®^'°^ characteristics RELATED TO REACTOR 

FI^A-ais:* BNL-N!lREG-9l49r'83/07/3r““'‘''"^::,^^ 
wSirilr ‘"’P"- Available at NRC 


MBUF* # lew Aatcenses & NPF-A & Drat 

rsrfFv-""*"""'"""’*--!"-:":::'’*' 

□serakin 'a Reactors Branch 4. 83/07/13 

Operating Reactors Branch 3. 2 pp 19715 aaoiay 
Flche: 50-313. 83/07/ 13,0307250944 ‘’^‘•>330- 24* 


CLARK. R, A, 


8307250595 NUHEO-0790 V16 N03 

^L^lREBULATORV COMMISSION ISSUANCEB September 
* Cemoilssioners. 82/09/30. 363pp, 19701:239. 


1982, Pp 


9ion 4. Office of Director. 03/07/31, 279pp, 19716:097. 
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8307230663 Foruards draft tafetg evaluation concluding that util neetc 
Criteria 1 t. 3-9 In Item II. B. 3 of NunEO-0737. "Post- 
Accident Sampling Sgi." Addl Info rei^ussted ulthln 60 dags 
on Criteria 2 . 10 b 11 to complete evaluation. 

CLARK>R.A. Operating Reactors Branch 3. STOLZ.J.F. Operating 
Reactors Branch 4. 83/07/14. GRIFFIN. J.M. Arkansas Pouer (i Light 

Co. 19pp. 19718.291. 24X Flche: 90-313. 83/07/14, B3072S0663. 


830726001S Foruards estimated completion dates for emergency response 
capabllitg upgrade Items ti revised dates for Reg Guide 1.97 
position & justification repts. In response to NURE0-0737i 
Suppl 1 & Generic Ltr 82-33. 

RODRIGUEZ. R. J Sacramento Municipal Utllltg District. RJR 83-939. 
83/07/20. STOLZ.J. F. Operating Reactors Branch 4. 3pp. 19727:174. 
24X Flche- 30-312, 83/07/20, 8307260015. 


8307260019 Submits supplemental response to NUREO-0737, Supp 1 1 (Oeneric 
Ltr 82-33). Description of parameter selection criteria to be 
submitted bg 831231. Human factors Si safetg parameter display 
sgs verification to be performed ui/ver 1 f 1 ca 1 1 on program. 

8HARTZ.E.D. Commonwealth Edison Co. OL-82-33. 83/07/20. 

DENTON, H R. Office of Nuclear Reactor Regulation. Director. Spp. 
19727:177. 24X F 1 c h e : 30-000, 83/07/20. 8307260010. 


@307260034 Reviews Chapters 8. "C 1 Ima tologg, Me t eorologg Si Air Guallty" 
ti 13, "Site Issues ti Plans," of site charac ter 1 tat ion rept 
for Basalt Haste Isolation Project. Rept mag be supplemented 
ii(/NUREG/CR-2636 Info re snow 8, Ice. 

HILLER. H.J. Earth Sclinces Branch. 00126. 82/12/02. 

KORNASIEHICZ, R. High Level Haste Technical Development Branch, 8pp. 
19786: 311. 


S307260044 Forwards DOE site characterization rept for Basalt Haste 
Isolation Project. Comments on draft site charac ter 1 lat ion 
analgtls <D8CA), designated NURE0-0960i reguested within 14 
dags of dellverg in Jan 1983. H/o encl. 

BROHNINO, R. E. Division of Haste Management. 00403. 82/12/02. 

CUNNINGHAM, R. Divlslan of Fuel Cgcle 8i Material Safety. 2pp. 
19786: 313. 


8307260057 Foruards DOE site charac tor 1 lat Ion ropt for Basalt Haste 
Isolation Pro jec t. Common tf on draft site charac tor 1 latten 
analgsls, deal gnated NUREO-0960, roguosted within 14 dags of 
dellverg In Jan 1983. U/o encl. 

BROHNINO, R. E. Division of Haste Management. 00129. 82/12/02. 

ARSENAULT, F. Division of Health, Siting t, Haste Management. 2pp. 
19786; 313. 


8307260143 Advises of completed actions re NUREG-0737, I terns II. F. 1.6 St 
Itt.D. 3. 4 concerning containment hgdrogen monitors & control 
room hab 1 tab 1 1 1 tg, respect Ive Ig, per 830308 & 14 itrs. Final 
action to be completed bg 840630. 

JONES, H.C. Omaha Public Power District. LIC-e3-174. 83/07/22. 

CLARK, R. A. Operating Reactors Branch 3, 2pp. 19727:286. 24X 

Flche: 50-283. 83/07/22, 8307260143. 


8307260178 Provides addl info re NUREO-0737, I tern I1.K.2. lOre 
anticipatorg reactor trip sgs, In support of request for 
eiemption from NRC 830314 order. Request applies onlg to lost 
of main feedwater. 

RODRIGUEZ, R. J. Sacrament o Mun Ic Ipal Utllltg District. RJR 83-349. 
83/07/20, STOLZ.J. F, Operating Reactors Branch 4. 2pp. 19727:100. 
24X Flche: 50-312. 83/07/20, 8307260178. 


8307260300 Forwards 6-month response to NUnE0-0612i "Control of Heavy 
Loads at Nuclear Power Plants." Procedures for overhead 
handling sgs Include precautions & guidelines to be observed 
while operating sgs. 

CURTIS.N.H, Penniglvania Power & Light Co. PLA-1732. 83/07/22. 

SCHHENCER.A. Licensing Branch 2. 17pp. 19726:092, 24X 

Flche: 30-388. 83/07/22. 8307260300. 


8307260340 Updates 830419 response to Generic Ltr 82-33 <NUREQ-0737i 
Suppl 1) re emergeneg response capab 1 1 1 tg. Summarg repts re 
control room design review, post-acc ident monitoring b 
emergeneg operating procedures will be submitted bg 841230. 
DIXON.O.H. South Carolina Electric b Oas Co, GL -82-33. 83/07/21. 
DENTONiH.R. Office of Nuclear Reactor Regulation, Director. 8pp. 
19726:330. 24X FI c he ; 50-399, 83/07/2 1 , 8307260340. 


8307260402 Advises that design gas concentration of two compressed gas 
bottles In callbr gas subsystem modified from 4X hydrogen b 
7Z oiggen to 19. 9X b 20. 9Z respect Ive ly, per 830609 ltr re 
NUREO-0737, Item II. F. 1,6. 

HARRINGTON, H, D, Boston Edison Co. 83-193. 83/07/22. VASBALLOt D. B. 

Operating Reactors Branch 2. Ip. 19733:118, 24X 
Flche: 90-293, 83/07/22, 8307260402. 


8307260445 Proposes mod to commitment made in NUREG-082I per SEP Topic 
in-3. B to protect main steam safety b relief valves from 
effects of block wall failures. Mod would ensure structural 
Integrity. 

HAIER.J.E. Rochester Oat b Electric Corp. 83/07/20. CRUTCHFIELD. D. 
Operating Reactors Branch 5, 2pp. 19734:207, 24X 

Flche; 50-244, 83/07/20, 8307260449. 


8307260493 Notifies that gas turbine preventative malnt program will be 
revised to require callbr of control circuit timers during 
each refueling outage, per SEP Topic VIII-2i "Onsite 
Emergency Power Sgs. " 

COUNSIL.U.O. Northeast Nuclear Energy Co. (subs, of Northcatt 
Utilities). COUNSIL.HO. Nor theast Ut i 1 1 1 lei. 410840. 83/07/20. 

CRUTCHFIELD. D. Operating Reactors Branch 9. Ip. 19734:049. 24X 

Flche: 90-249, 83/07/20, 8307260493. 


8307260476 Documents understanding that either Rev 2 or Rev 3 to Reg 
Oulda I 97 acceptable to NRC for addressing guidelines of 
NUREO-0737, Suppl 1 (Oeneric Ltr 88-33) re emergency rasponse 
capability. 

SARRITY.J.H. Maine Yanicee Atomic Power Co. MN-83-191. 83/07/21. 

CLARK.R-A. Operating Reactors Branch 3. Ip. 19734:163. 24X 

Flcha: 90-309. 83/07/21. 8307260476. 


B30726049B Application to amend License DPR-63, revl sing Tech Specs re 
•upraasion chamber water level monitoring Instrumentation 
par NUREe-0737. Item 1 1. F. 1.3. 

HOHE.P.W. Carolina Power b Light Co. LAP-a3-217. 83/07/22. 

VA88ALLO. 0. B. Operating Reactors Branch 2. 3pp. 19731:329. 24X 

Flche; 90-324. 63/07/22, 8307260498. 


— 83072609D4 Tech Spec Tables 3. 3. 3. 3-1 b 4. 3. 9. 3-1 re post-acc Idant 
nonltorlng instrumentation b post-accident monitoring 
Instrumentation survol 1 lance requirements, respectively, 

• Carolina Power b Light Co. 83/07/22. 2pp. 19731:332 . 24X 
Flcho: 90-324, 83/07/22. B30726049B. 


8307260326 Responds to unrasolved items In EO Adensam 830610 ltr re 
control of heavy loads. Visual aids will be provided to 
assist crane operator In ensuring that designated safe load 
paths fol lowed. Listed lifting devices under evaluation. 

TUCKER.HD. Duke Power Co. 83/07/19. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 19731:269. 24X 

Flche: 90-369,83/07/13, 8307260926. 


8307270022 Forwards request for addl info needed for EObO to review 
util 821203 response to NUREO-0737, I tern II.D. 1 re relief b 
safety valve testing. Jul 1983 meeting proposed to receive b 
discuss response since Item Is to be resolved bg 830830. 

STOLZ.U.F. Operating Reactors Branch 4. 83/07/03. HUKILLiH, 0. 

Oeneral Public Utilities - GPU Service Corp. Bpp 19811:234. 24X 

Flche: 90-289. 83/07/09, 8307270022. 


8307270023 Forwards comments received re technical findings b 
resolution positions for Unresolved Bafetg Issue A-43 re 
containment emergency sump performance. Revs to NURE0-0B97 
racoemended. Technical /safety Issues b resolutions requested. 
8ERKIZ.A.H. Generic Isiues Branch. 83/07/12. BALGHnEN.O. Sandla 
Laboratories. 2pp. 19011:209. 


■8307270028 Forwards comments on NUREO-O897i "Containment Emergency Bump 
Performance" b NUREO-0669, "Unresolved Safety Issue A-43 
Resolution Positions. " 

HART.O.H. Owens-Cornlng Flborglas Corp. 83/06/23. SERKlZiA.H. 
Division of Bafetg Technology. Upp. 19811:211. 


— 8307270033 Coomants on draft NURE0-D897 b NUREO-OB69 (Reg Guide 1.82 
rev). 

PADHANABHAN, H. Alden Research Laboratory. 83/06/13. 8ERKIZ.A.H. 
Oeneric Issues Branch. 7pp. 19811:222. 


—0306280604 Forwards rev to Table A-3 In NUREO-0069. Rev corrects 
discrepancies noticed In values of variables for vertical 
outlots. Corrections also applicable to NURE{}-0B97. 

PADHANABHAN Alden Research Laboratory. 83/06/22. SERKIZ.A. 
Oeneric Issues Branch. 4pp. 19811:231. 


8307270027 Forwards DES (NUREO-1011) re steam generator repair b notice 
of availability. Comments due within 43 dags following FR 
publication. U/o DES. 

CLARKiR.A. Operating Reactors Branch 3. 83/07/15. Hlsconsln, 

Unlv. of. Green Dag. ip. 19811:201. 24X Flc he: 30-866, 83/07/1 9. 

0307270027. 


— 8307270030 Notice of availability of DES (NUREO-lOll) rt steam 
gonsrator repair. 

CLARKiR.A. Operating Reactors Branch 3. 83/07/19. 7pp. 

19811:202. 24X Flche: 90-266. 83/07/13, 8307270027. 


8307270170 Forwards revised 830330 order re commitments to implomsnt 
NURE9-0737 1 terns, e> tend Ing completion date for Item 11.8.3, 
"Post-Accident Sampling." to 830901. 

STOLZ.J.F. Operating Reactors Branch 4, 83/07/01. BECKHAM. J. T, 

Osorgla Power Co. 3pp. 19811:146. 24X Flche: 30-321 , 83/07/01. 

8307270170. 
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■■ -( ar3»r lictr.sfct c e^isii tisents on post-THI- 

1 4, »j 'tnainj cc^;l«ticr Sate For Iteir. 

.ila-'t Sa^plirg. to Ejj'OI 

FI=iEf.i'.' :■ i utvijisn :f i.icemir.} 33/07/01 Georjia Power 
•;j ':.i :-.SU :<? ;:4« Fit«r iC-32l. 23/07/0l. 0307370170 


6307370319 NUR£e7CR-3l33 

THE SENSITIVITY OF ADULTi EMBRYONIC AND LARVAL CRAYFISH 
PROCAHSARUS CLARKII TO COPPER 

RICEiD. H. • HARRISON. F. L. Laiurenee Livermore Laboratory. FIN A-0119, 
UCRL-9394S. S3/07/31. Division of Health. Siting t< Maite 

nanageaent. 39pp. Ava 1 1 ab 1 e a t NRC. »3. 73. 19eil:3'II. 


S20’«7:M3' -i,r^4r34 SuPSl I t'j 3tR Fnr 0F3qAR-lI ( NVR£C-0979>. W/o end. 
T.fC.lAS. ■ ar-aat 3 I ta 1 1 on > Specie] Fr.jjrcts Branch. 63/07/30 

SHSKicOt/]. ■. C ileneral Electric Co Cpo 19311 155. 24X 

Fiere 5 44 S 1, 07/30. 3307; 701 gB 


B307;76;':'." ro.«jrpj "En.ircrr O^a 1 i f i ca 1 1 on of Saf » Cy-Rel atetf 
Electncjl E^i'.ipaient Far Harjr, Envirof-. ' volJ 1-3. in 
reipcr.n t; !.V=£5-Clges NFC tile . e r t F i c a 1 1 on visit eipectetf 
|ri late .j1 nr Reipcnse ta 10CFH5G 49 uill be provided 
TAIJ2EB.H tetrcil Edison Co EF2 - 63.95713 83/07/19. 

'.CWCSL a ,) Licensing Branon 1 Ip 19770' 14S 24* 

Fiche .■’41 , 33/07/ 19, 3307270207 


--9 307270.: ;C Eci.iran Qua 1 I F i c at i on of Safety-Related Electrical 
ETulpne-t fci Harin En/iron.' Vols I - 3. i nc 1 ud inj program 
descripticr •, action p 1 at, $ . s ..mmar y sr.eets h justification 
far It.renc, aperatian.ir response to NVRE0-0;S3 
« Oeticit fdissn Co 83/07/3: |915pp 19770 149 24* 

Ficlt t ?■;- j4l . H3/07/19- 8307270207 


030'.';7(’22’ ‘arutaras final NL4!E0.'CH-3224 urich will be offered Into 
i.identu 5y tiBC No Substantive mod s . add 1 1 1 ons or deletions 
eiedt W/o end 

TUHA.S t _ .-earing Branch 1 eS/O’/SS HILLER, HAND. C. H. . 
LINESBEFCKR. C Atomic Safety and Licensing Board Panel. Ip. 
19749 315 ;4i Kicbe 30-537,83/07/25.0307270227. 


-aruarii DE5 1NUSE5-1C11I ?- re repair of steam generators fc 
notice .if e.ailatility D£3 not end 

ClABh.R Operating Reactors Branch 3, S3/07/15 FAY. C H. 

Wisconsin Eieccric Po»er Co 3pp 19S12 Q13 24* 

Fiche 3,. -2Sft 33/07/13,3307270245 


a30727C243 Requests copy of NUHEG/CR-29S3. "Selected Hydrologic «■ 
Ctachemicjl Issues In Site Charac t er i la t icn for Nuclear 
Waste Diipt.sal Flood Baialts at Hanford Reservation " 

FRei.MH Energ.g, Dept of 00321 83/03/14. BHOWNINS.R.E 

Dlvisio' jf Waste Management Ip 19809.216 


0307270261 Informs that 911123 evaluation 
reiponse facilities Based on NUREC-0ai4 
issuance :f Suppl 1 to NI.F!Ei;-0737 
CLAPe.H a Operating Reactors Branch 3 S3/07/11 

Omaha PjbU: =ouer District 2pp 1981! 166 24X 

Fiche 5:.-2S5. 33 '07/ u . 030 7270261 


design plan for cnergency 
applicable per 

JONES. H. C. 


8307270267 Info-ns that 311203 evaluati 
reiponse facilities based on NVREC-oa 
Itfuance of Suppl I to WREi;-0737 
CLARK. R A Operating Reactors Branch 
Portland Central Electric Co 2pp 
Fiche 50 •344, 83/07/11, 3307270267 


an of design plan for emergency 
14 not applicable per 

2 83/07/11 WITHERS. B 0. 

19811 132 247 


of Ff NUREC-Q630 On facility 

ECCS analysis Administratively Imposed temporary ^ 

operating limit, identified in 
ST^7°. r APddpriatB 1 necessary pending NRC approval. 

5 ^Z/ v r Dj»f4tjn9 Rfitkors Bran:h 4 83/07/13 ORIPFru i m 

Artan.as Pcu.r I. u.ght Co Tpp ,9802 35 “ 24X " 

Fiche 5G -313, 03/07/13, B3072702S1 


* Office Of RfACtor fl.gdation. Director 83/07/13 

a4X Fiche SO-313. B3/Q7/I3, 8307270281 . 


I980: 3bC 


3gp. 


a3Y-«70294 Requests identification of 
iBCkad rpen as distuised in 830120 
Item 11 E I 1. 'Auiiliary Peeduiater 
Response requested By B30812 
ST0L2.J F Operating Reactors Brer, 

8M?27o!:d“" 


specific valves which will be 
response to NVHEC-0737. 

Sys Evaluation “ 

Ch 4 83/07/15. CROUSE. R.P. 

24X Fiche 50-346,83/07/15. 


8307270299 I 
I. correct 
net lies closed 

.■u... or,. r,„, 




5pp. 


8307370333 Foriesrds DES (NUnS<?-101 1 1 re steam generator ropa 1 r. no 1 1 ce 
of availability 4: request fOT comments by Interested 
persons. Notice of availability only encl. 

CLARK.R A. Operating Reactors Branch 3. 03/07/15. PERRIN. 0. 

Envlrosiinental Protection Agency. 2pp. 19012:000 24X 

Fiche: S0-26A. 83/07/15. 0307270333 


6307270335 Advises that high dryuell pressure permissive will be 
eliffllnated b manual Inhibit switch added by 830430, per 
NURE6-0737> Item II, K. 3. 18. "Hod of Automatic 
Oepressuriiat Ion Sys Logic, '' 

BAYNE.J.P. Power Authority of the State of New York. JPN-a3-70. 
83/07/25. VASSALLO. D. B. Operating Reactors Branch 2, 2pp. 
19767:239 24* F i Che : 90-333- B3/07/25, 0307270333. 


8307270340 Forwards responses to draft SER open Items & rev to 030701 
respetisa to Open Item iSi. 

MCDUFFIE. (1. A. Carolina Pouier & Light Co. IEO-79-21. 03/07/15. 

OENTONiH.R. Office of Nuclear Reactor Regulation. Director. 346pp. 
19768:001. 24X FI che: 50-400. 03/07/15, 0307270340. 


8307270348 Advises that proposal to separate In-containment hlgh-range 
radiation monitors by approx 30 ft t. to maintain conduit 
separation acceptable. Des i g n meets criteria of NUREO-0737. 

Item II. F. I. 3. 

8TDLZ.JF. Operating Reactors Branch 4, 03/07/13. HUKILL.H.D, 

Oeneral Public Utilities — •CPU Service Corp. 3pp, 19802:345 24* 

Fiche: 50-289. 83/07/33, B307 2 7034B. 


8307270350 Forwards corrected order confirming commitments on poit-TMI- 
relatad Issues in Item Ilt.D. 3. 4. "Control Room 
Hahitability. “ 

VAROA.S.A. Operating Reactori Branch 1. 03/06/21, UTLEY. E.E. 

Carolina Power b Light Co. 2pp. 19700:356, 24* 

Fiche; 50-261. 83/06/21, 03O7S7O39O. 


8307270336 Corrected order confirming licensee commitments on post-THI- 
related issues per Item 111.0.3. 4. "Control Room 
Habitability. " 

EIBEWIUT. D. C. Division of Licensing, 83/06/21, Carolina Power 
I. Light Co. Ip. 19780:356, 24* Fiche: 30-261, 83/06/21 . 6307270390. 


8307270359 Forwards draft SER re NUREO-0737, I tem II, D. 3, "Post-Accident 
Sampling Sys.” Five of II criteria met, Mooting proposed to 
discuss compliance w/slt crlterle. 

STOLZ.J.F, Operating Reactors Branch 4. 83/07/13, HUKILL.H.D. 

Oeneral Public Utilities - OPU Service Corp. I3pp. 19002' 332 24* 

Fieha: 80-269. 83/07/13,0307270359. ^ ivuuw.jdrf. S4X 


8307270360 flOREO/CR-2930 

TAILINGS TREATMENT TECHNIQUES FOR URANIUM MILL WASTE 
A Review Of Existing Information. 

Battelle Memorial Institute. Peclfie 
of iinth B-2370, PNL-4453. 83/07/31. Division 

•4.50 ' 19802*244 ^ “ Management. 02pp. Available et NRC, 


Booh?''" «"''°''T,Data A. 

* Office of Resource Management, Director # Office of Nuclear 

Reactor Regulation, Director. 03 / 07 / 3 ], 74 pp. 198 ??: 2 ^ 


Si!.;-,. c.„. 

Fiche: 50-303.83/07/07. 0307370443 


-sp"irto‘^si:^: 

ResponsrcfMbillty*°"^^'’^‘^“°^^^' "'”"1“ ' “"""R t» far Emergency 

D^HCT.O. B^^WasMngton ^ ‘ « P<»d«r Supply System. OL-82-33, 

Fiehe:3O-397.83/O7/Slf03O727O452"" 24* 


83/07/26 LINDEfifF'’“*Dalrgiand“r 3' 1-809-83-07-050, 

84* Flqhe:30-409,83/07/26rB3S5270«3 
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B307S900SO Poruards comtnsnts on FES re deca>rmi 1 on ing of Rare Earths 
Fad 1 1 tg. Uest Chicago. IL (NUREO-0904) . FES deficient (< 
unresponllve to EPA DE8 concerni.Rept does not substantiate 
that onsite uiaste disposal uill be accomplished acceptablg. 

ALBER tCO. P. A. Environmental Protection Agencg. 2S940. S3/07/19. 

DAVIS, J. 0. Office of Nuclear Material Bafetg b Saf eguards. OIroc tor. 
9pp. 19SSf>:023. 


8307SSOOB0 Discusses 0 Hecker concerns about Figure 3. f> in NURE0-0B97 
re containment emergencg sump per formance. Figure 3.6 
replacement corrected copg end. Concern re uncertainties in 
Marrg data needs attention. 

8MIFT, U. L. Creare. Inc. 83/06/13. STROM. P. Bandla Laboratortee. 
Spp. 19826:011. 


8307280098 Forwards addl Info to util 630419 response to NUREO-0737. 
Suppl 1 re safetg parameter display sgs. detailed control 
room design review b Reg Oulde 1.97. 

UHRIO.R.E. Florida Power b Light Co. L-03-421. 83/07/29. 

VAROA, 8. A. Operating Reactors Branch 1. 4pp. 19791:179. 24X 

FI Che: 90-290. 83/07/29. 8307280098. 


8307SB0231 Forwards NUREO-0960. “Draft Site Charac ter 1 la t Ion Analysis. 
Itr of transmittal to RL Morgan b FR notice of aval lab 1 11 by. 

U/o ends. 

DAVIS. J.O. Office of Nuclear Material Safety b Ba f eguards, Director. 
00374. 83/03/31. SPELLMAN, J. Washington, State of. 4pp. 

19826: 088. 


8307280286 Responds to unresolved IE Insp Rept Items 277/02-23-01 & 
278/82-22-01 re TMI Item II. D. 2. "Design Review of Plant 
Shielding. ” 

DALTROFF. 8. L. Philadelphia Electric Co. 83/09/13. STAROSTECKI. R. 
Region 1. Office of Director. 33pp. 19790:176. 24X 

Flche: 90-277, 83/09/13, 0307200286. 


8307280289 Forwards comments on draft NUHEO-0927, "Evaluation of Hater 
Hammer Experience in Nuclear Power Plants." Water hammer 
design considerations should apply to entire feed sys. 

RAHEiE.P. Westlnghouse Electric Corp. NS-EPR-279a. 83/07/20. 
KNIEL.K. Division of Safety Technology. 3pp. 19796:322. 


8307280390 Forwards response to NRC 830628 b 0707 requests for addl 
Info re NUREO-0737, I t#m 11.0.2, "Plant Shielding." 

RODRIQUEIiR. J. Sacraminto Municipal Utility District. RJR 83-993. 
83/07/14. MARTIN, J.B. Region 9, Office of Director, 6pp. 
19790:111. 24X Flche: 90-312, 83/07/14, 8307280390. 


0307280367 Forwards responses to 830904 acceptance review questions 
re safety-related structures, sgs b components, QA program, 
fracture prevention of containment pressure boundary b 
Inadequate core cooling. 

MOOLEVER, E. J. Duquesne Light Co. 2NRC-3-044. 83/07/14. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. Itpp. 
19796:107. 24X Flche: 90-412, 03/67/14, 8307280367. 


8307290026 Forwards QA Program tnsp Rept 99900802/83-01 on 830411-19 b 
notices of nonconformance b violation, 

POTAPQVS,U. Region 4. Office of Director. 83/07/03. PIRAIHQiD. 
Kaman Co. 3pp. 19821:090. 


—8307290040 QA Program Insp Rept 99900802/63-01 on B304U-iS. 

Noncomp llancs noted: design requirements not incorporated 
into mod procedures b smergency operating procedures manual, 
Section 6 Incorrectly identified. 

PARKER, L.B. Region 4, Office of Director. BARNES,!. Divltion of 
Vendor b Technical Programs. 83/07/01. 9pp. 19821:099, 


8307290090 Requests review of util 830317 subml tta 1, NRC 830603 Itr b 
clarification re whether NRC request concsrnlng TMI Item 
II.K. 3. 18, ’'Automatic Depressurization Sgs Logic Mods," 
appropriate. 

Z!hNERMAN,B. R. Caroline Power b Light Co. LAP-S3-323. 83/07/26. 

VAS8ALL0, D. B. Operating Reactors Branch 2. 2pp. 19822:149. 24X 

Ficha: 90-324, 83/07/26. 8307290090. 


8307290148 Forwards final rasponsa to NUREO-0737, Item II. D. I, 
"Performance Testing of PWR Relief b Sefetg Valves.'* 

KAHMER.D.S, Tennessee Valley Authority. 83/07/22. ADEN8AM, E. 
Licensing Branch 4. 8pp. 19821:093. 24X Flchi : 50-390, 83/07/22, 

8307290148. 


8307290190 Forwards FR notice of consideration of issuance of amend to 
Llcania DPR-76 b proposed NSHC determination b opportunity 
for hearing re Tech Spec changes on installation of two niw 
Inverters b associated buses. NSHC determination withheld. 

BOCKLEY.B, Licensing Branch 3. 83/07/10, SCHUYLER, U. 0. Pacific 

Oas b Electric Co. 4pp, 19897:037. 24X Flche: 90-279, 83/07/19, 

8307290190. 


—8307290192 Notice of consideration of issuance of amend to License 
DPR-76 b proposed NEHC determination b opportunity for 
hearing re Tech Spec changes on Installation of two new 
Inverter* b associated buses to satisfy NUREO-0737. 

KNIGHTON>O.M. Licensing Branch 3. 03/07/12. Bpp. 19097:041. 

24X Flche: 90-273, 83/07/19. 8307290190. 


8307290193 Forwards discussion of implementation of NURE9-0737, Item 
II.K. 3. 18, "Automatic Depressuri lat Ion Sys Logic Mods," per 
830603 request. High dryuell pressure permissive will be 
eliminated b manual inhibit switch added. 

PILANTiU-M. Nebraska Public Power District. LQA8300013. 83/07/22. 

VASSALLOi D. B. Operating Reactors Drench 2. 2pp. 19821:146. 24X 

Flche: 90-298. 83/07/22. 8307290193. 


B307290204 Forwards safety evaluation resolving NUREO-0737, Items 
1 1. F. 1.4, "Conta Inmen t Pressure Monitor, " 1 1 . F. 1 . S, 

"Containment Hater Level Monitor" b II. F. 1.6, "Contalnraent 
Hydrogen Monitor. " 

VAS8AU.D, D. 8 . Operating Reactors Branch 2 03/07/18. RHODE, O.K. 

Niagara Mohawk Power Corp. 2pp. 19897:049. 24X 

Flche; 90-220. 83/07/18, 8307290204. 


B307290206 Forwards response to 830603 request for addl info re 
NUREQ-0737> Item II.K. 3. 18, "Automatic Depressurization Sys 
Logic Mod." Proposed changes can be accomplished w/no lost 
of plant safety factor. Existing sys adequate. 

KAHMER.D.S. Tennessee Valley Authority. 83/07/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Dlrectar, 2pp. 19021:144. 
24X Flche: 90-299, 83/07/22, 8307290206. 


8307290461 FOIA request for NRC 810227 Ur to GE. Date of Ur referenced 
in NUREe-0390, Vol 6. 

PEDRO. J. NU8 Corp. CD-LIS-9130. 63/04/26. Division of Rules and 

Rocordl. Ip. 19899:042. 


8307290466 Forwards safety evaluation of uttl responses to 801222 
generic Itr re control of heavy loads. Phase I of Issue 
reeolvad. Tocbnical evaluation rept end. 

CLARK, R. A. Operating Reactors Branch 3. 83/07/16. WITHERS, B.D. 
Portland Seneral Electric Co. 2pp. 19899:060. 24X 

Fleho: 90-344. 83/07/18. 8307290466. 


— 8307290479 Safety evaluation of util responsos to generic Issue, 
"Control of Heovy Loads Near Spent Fuel." First response 
{phase II acceptatle. 

• Operating Reactors Branch 9, 83/07/16. 2pp. 19899.062, 24X 

Fiche: 90-344,83/07/18,8307290466. 


•8306140436 TER-C9906-39e 

"Control of Heavy Loads, Portland QE Co, Trojan Nuclear 
Plant," technical evaluation rept. 

BOMSEROER.C. Franklin Ins 1 1 tute/Frank 1 in Research Centsr. 
NHC-03-81-130. TAC 07716. 83/06/10. SINOH.A. NRC - No Detailed 
Affiliation Given. 29pp. 19839:064. 24X Flc he: 90-344, 83/07/18, 

B307290466. 


8307290948 Forwards safety evaluation re demonstration of purge b vent 
valve gpiraiiility <0-241, Operabi 1 i ty of 8-inch pressure 
relief valve not yet demonstrated. Long-term option of 
blocking 42-inch purge/vent valves acceptable. 

CLARK.R.A. Operating Reactors Branch 3. 03/07/19. OARRITYrJ.H. 

Maine Yankee Atomic Power Co. 2pp, 19857:075. 24X 

Fleho: 90-309, 83/07/19, 8307290948. 


ORO CORRESPONDENCE UlTH OTHER ORGANIZATIONS 


8306240439 Responds to NRC request re disposition of three unresolved 
areas based on FEMA testimony at A8LB 820917 hearing In 
Forth Horth.TX. 

KRIHM.R.W. Federal Emergency Management Agency. 83/03/22. 

JORDAN, E.L. Division of Emergency Preparedness b Enginotring 
Ritpanse (Post 830103). Ip. 19930:252. 24X Flche: 90-449. 83/03/22, 

8306240439. 


8306270401 IE Info Notice 83-46, "Common Mode Valve Failures Degrade 
Burry Ractrculatlon Spray Subsystem." 8vc list end. 

JOROAN.E.L. Division of Emergency Preparedness b Engineering 
Rospontt (Post 830103), 83/07/11. Consolidated Edison Co. of New 

York, Inc. 194pp. 19963:293. 24X Fiche: 90-000, 83/07/ 1 1, 8306270401. 


B306270404 IE Info Notice 83-47, “Failure of Hydraulic Snubbers as 
Result of Contaminated Hydraulic Fluid. " 8ve list and. 

JORDANiE.L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). 03/07/12. Consolidated Edison Co. of New 

York, Inc. !41pp. 19963:193. 24X FI che: 90-000. 03/07/12, 8306270404. 



390 


IMONDOCKETED ITEMS 


'’*’*^”* O' 

«nel. *■ * Ejc«»» of NRC Limit*. " 9vc H»t 

030103)!^' ^33/07/14*°" i f h ^ *■ '"*P ‘ ‘ o" Pi-ogram* iPost 

U4pp 19773 5 ,; ConiolldatBtf Edl*on Co. ofNiuYork. Inc. 

‘•••pp. 1V/13.S70, 54X Flcha: 30-000.03/07/14, B306270406, 

8CQTt!^S^' D?cuiBnt“M *< Budget. OHB 3150-0014- 03/06/17. 

Bocument Managpoicnt Branch. 3pp. 19361:027. 

®^2urI”o737'co“"‘'' ’■•lue.t for Info coll.ction r, 

rpaulremfnt! ^ ? I!® ' ‘ '^“on ef TMI action plan 

.cpTT.s. ■ Do:;:"t“^a::":^::r^ran^r“'^pp,™? 9 ^ir;^?“' 


8307140420 Forwards FEMA evaluation rapt of 030120-21 emeroencg 
sxarctsa per IE In*p Rept* 80-333/03-04 & 50-309/03-12. 

5‘vlalon of Project %. Resident Programs. 03/03/30. 
UHRIOiR.E. Florida Power t, Light Co. Ip. 19520- 213 24X 

Fleho; 90-339. 83/03/30. 0307140420. 

“St Lucie Nuclear Power Plant Full-Scale Local Exercise 
Conducted on 330120," final evaluation rept. 

• Federal Emergency Management Agency. 03/03/00. 36 dp 
19920 : 214 . 24X Fich e: 90-335, 03/03/30. 0307140420. 

8307190167 Forward* memo supplementing 030322 findings on adeouacy of 
reaedtal actions taken by util resulting from 020914 order. 

Order required applicant to demonstrate that sli deficient 
uotuZ emergency planning t- preparedness remedied. 

t^nn.K. H. Federal Emergency Management Agency. 83/06/17 
^OAN.E.L. Blvlslon of Emergency Preparedness U Engineering 
83071 »r 67 a4X Flche: 50-189,13/06/17. 


SCOTT, s. ■ «..um:^°^a:::y:::;:rLi:nch‘'^'^pp,r9^i^^^^^^ 

;^u‘Eer^t5s:so;2"-“"‘ — 

s^^^Trs^- 

^drafritT-!’’?’ '‘xli-’Se based on review of end FEMA 

Ranrhn'm ^ 'Valuation of emergency response plan for 
3S"3?s/an no Station 4 on IE insp Rept 

HAB??N ® = requested within 4 months. 

Sai?r,i;«r,s' m”*?*?" Director. 03/06/18. RODRIQUEZ, R J 

Sacramento Municipal Utility District. 4pp. 19236-250 24X 

Flcha:50-312. 03/06/15, 030-7060376. irajo. .lOH. 24X 

''®^Nud«rn^n®‘"fJ‘°''o;' '-rergency response plan for Rancho Seco 
Nuclear Oenerating Stat 1 on. Ma jor deflcleneie* identified 

IPSal^lIs* «a’>agement Agency. 02/06/23. 72pp. 

19236.262, 24X F t c h B : 80-312. 33/06/ 1 5. B307060376, 

1 ^®^“®:“' supporting statement re 

revs to 10CFR40,70 & 73 providing advance notification b 

sMpmtn^r ” *"'■ c'rt'in types of nuclear matl 

NORRYi P. 0 . Office of Administration. 83/07/01. SCURRY, N Office 
of Menagemont t, Budget. ip. 19305 : 330 . *** 

*■ ‘“PPurting statem.nt for 

final rule to I0CFR5O. Requirements for Licensee Actions re 
Dteposltton of Spent Fuel Upon Expiration of Reactor 
Operating Licenses." 

NDRRY.P.Q. Office of Administration. 03/07/01. SCURRY. N Office 
of Management J. Budget. Ip. 19305:330. '-unnY.rx, uffiee 

Pouter 

1903, from site evaluation conducted during 

830 l 1 o'~b 3 » 

?2YLnr',V' = * ‘ R»*ident Programs. 83/07/00. 

nW. , t>lvlilon of Reactor Programs (Pre 830103), CASE, E e 

Nuclear Reactor Regulation. Director, Ip. 19429-108 ’ 24 X 

Flche: 80-309. 83/07/08, 830712031 1 , ® 7 . JUB, a 4 X 

-0307120314 "Evaluation of Maine Yankee Atomic Power Plant for 1983 '■ 
°* Nuclear Power Operations. 83/05/31, 39 po 
19429:109. 24X FI eh a; 50-309. 33/07/09. 830712031 1 . 


'’®''‘®“' *■ supporting statement re 
final rule lOCFRSO. 62 concerning reduction of risk from ATWB 
lll)[2Du®D®n'' *i#''®“‘44*®r-cooled nuclear power plants. 

N^y.F.B. Office of Admtnlstretlon. 03/07/03. SCURRY.N- Office 
of Management b Budget. Ip. 19567:339. 

8307I90tn Forwards evaluation rept of radiological emergency exercise 
conducted on 830323. Deficiencies cited in fo2r arearthat *‘®'^“*® 
will require schedule of corrective ac t Ions. Ex tension until 
end of June to furnish schedule granted. 

^•‘**r®* ^"'•rgency Management Agency. 03/06/13. 

UORDAN.E.L. Blvlslon of Emergency Preparedness b Englneerlna 
830719017a 24X Flche%0-3B7, 13 /O 6 / 13. 

FA. Columbia b Luxern. Counties b participating 
at»lm*Ff"J‘? emergency preperedntss plan for Susquehanna 
Steam Electric Station. 

Emargeney Management Agency. 83/03/23. 66pp 
19634:179. 24X Flch B : 50-307, 03/06/ 1 3, 8307 1 901 73. 

of B30406 proposed stipulation of 
contentions. No agreement reached amongst counsel at 830427 
conference call. FEMA cannot commit resource* to preparing 
testimony for 830030 prefiling. "paring 

Emergency Management Agency. 83/07/11. 

SinPsONd J. n. Simpioni J. M. 2pp. 19630 ' 001 a4x 
FI c h •: 90-4BS» 03/07/1 1 1 8307 1 90S37. 

Discusses status of 830406 proposed stipulation of 
contentions. No agreement reached amongst counsel at 830427 
conference call. FEMA cannot commit resources to preparing 
tastlmony for 830030 prefiling, eparing 

Emergency Management Agency. 83/07/11. 

SILBERG.J.E. Shaw. Pittman, Pott* b Trowbridge. 2pp 19629-279 
a4X Flche: 50-402,83/07/11, 0307190240. vewv. 2 /v. 

”?!«««! Forwards FEMA p0617 comment, on intervener comments re 
licensee response to deficiencies identified in ABLE 820914 
emergency preparedness order, FEMA original position that 
licensee comments adequate unchanged 

33/07/15, BLOCH, P, B. , 8H0N.F.J., 
ToaIa'S^jJ!’ Sis*"*' ®"<i Licensing Boerd Panel. ispp, 

19646.030. 24X Flche: 50-185, 83/07/18. 8307200108. ^ 

^‘*'u»*lons at 030713 prehearing conference re 
providing Town af Southhampton b other emergency planning 
SI .*1?J “'foFFespondance between NRC b FEMA on FEMA review 
. ofttltt emergency response plan. 

BQHD^ifu ‘•f*'’*"’ ‘‘ Shea. ISSUANCES OL-3. 83/07/14. 

V' ”•“’‘‘"9 Branch 3. PERRY, 8. Federal Emergency 

SsStIoOEIO 2*’!' Flche: 80-322. 03/07/14, 


1307130217 Advises that Interim findings re offsite radiolooleal 
response plans will be sent to FEMA headquarters Rslattd 
correspondence. 

Federal Emergency Management Agency. 83/07/06 
LAVRENS0N. vl.A, . ANDERSON, 0. C . , PAXTON.H C. Atomic Safety and 
8307130217°”'''’ “*■ 24X Flche: 80-402, 83/07/06, 

Forwards FEMA Region IV rept of observation results from 
821808-09 emergency exercise b Georgia Emergency Mot Agency 
response. Encourages continued work w/offsite agencies as 
necessary to resolve open. Issues. 

□ 'REILLY, J. P. Region 2. Office of Director. 03/03/28 KELLY R J 

186. 84X FI c he : 80-321 i 03/03/25/ ‘ 

04071 40229. 


830720^9 Responds to approval request for Info collection re 
questionnaire to NRC licensees. Request approved“hrough 
Wt03X under OHB Number 31 90-0099, per Paperwork Reduction 

of Management b Budget. OM0 3180-0099 
HLUiT.B. Docunent Management Branch. 2pp, 19670.-001, 


83/07/09. 


“lOCF 2 t?’ 7 wl?“'"'* *“ fPP''®val request for Info collection re 
10CFR90.71(A) concerning domestic licensing of production b 

OMB*HiJblr"aii^imJ**' aPProved through 880430 under 
stmubU i at^OOlI.per Paperwork Reduction Act. 

Scott a n ^ ‘“."i '^®"®®®'"®"‘ *■ 0«B 3180-0011. 03/07/06 

8COTT.8. Document Minegement Branch. 2pp, 19787 : 347 , 

“ln#t®^Mi«Ji^i:''* ’••1''®!* '■•v‘®u- ». supporting statement for 

info collection re reactor operator b senior operator 
Heanslng b requallflcatlon exams, 

N0RRY.F.6. Offlca of Administration, 83/07/20. SCURRY.N Office 
of Management b Budget. Ip. 19787:361. auvrtnr.n. uffics 
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83031906BS Faruiards response Co 8302(3 Itr re (mpacC of 
daeen tral 1 la t i on on safety of nuclear facilities Positive 
effect on plant safety ecpcctod. 

DlflCKS.W.J Office of the Executive Director for Operations. 
03/03/09. FRALEY. R.F. ACRS - Advisory Carririttee on Reactor 
Safeguards. 7pp. 19434:030 

0304090500 Forwards comments on i resolution of proposed iOCFR20 
rewrite re controlled areas 4 site boundaries. 

ANDERSON. F. D. Standar d 1 1 a t i on U Special Projects Qranch. 03/03/31. 
CLEVELAND, n. S. Research «■ Standards Coordination Branch. 3pp. 
1BBI2: 064. 


0306290396 Comments on NRC policy statement on re g i ona 1 i lat i on. QppciSBa 
s ta temen t. 

HEAVERi J D. Ncbraslia Public Power District. 4aFR126t9 063. 

03/03/23 HALE.C.J. Region 4. Office of Director. Ilpp. 

19434: 036. 


8307010030 Advises recipients of comments cm proposed rules 10CFR30 6 
Si. re reRUlroments for licensee actions on disposition of 
spent fuel upon expiration of reactor OUs. that Comment 3 
miscoded. Number 3 will not be used again. 

» Docketing t» Services Branch. 4BFR22730 83/06/30. Docketing 6 

Services Branch. Ip. 19168:310. 

0307030035 Comments on proposed role 10CFfi40 re stds for disposal of 
U mill ta 1 1 Ings. Opposes rule. 

ANDRUS. N.J. Federal American Partners. 40FR33649 009. 83/06/27. 

Docketing 6 Services Branch. 81pp. 19220:284. 


8307070108 Forwards ANS comments on NRC draft decision t. proposed rule 
re storage !• disposal of nuclear waste 

CURRIN.E C Pacific Legal Foundation CURRIN.E C American Nuclear 
Society 83/06/30 CHILA. S J Office of the Secretary of tne 
Coemission. MILLER. M E. Atomic Safety and Liceifing Board Panel 
ip 19293 001 


— 8307070117 Comments on NRC draft decision K proposed rule re storage b 
disposal of high level nuclear waste NRC should eipedlte 
final decision 2> findings of confidence Certificate of Sve 

one 1 . 

CURRIN.E C. Pacific Legal Foundation CURflIN.E.C. American 
Nuclear Society 01/12/21 17pp 19295 002 


B307070110 Comments on NRC policy statement on safety goals re 
■valsiation plan b proposed rule 10CFR30 re policy statement 
on severe accidents b related views on nuclear reactor 
regulation ui/respect to value of PRA studies. 

BIALIK.E. I. New York. State of 4eFRl0772 023 83/06/30. 

Docketing L Services Branch. Ip 19294 092 

030707011? Comments on proposed rule l0CFn03 re criteria 6 procedures 
for determining adequacy of available spent fuel storage 
capability Util will need to develop comprehensive spent 
fuel mgt plan to determine IP storage problem exists 
l«]OK.K.A. Dechtel Corp. 4aFR193B2 031 03/06/30 Docketing b 

Services Branch. 2pp 19294.121 


0307070114 Comments on proposed rule 10CFR30 re policy statement on 
severe accidents b related views on nuclear reactor 
reguiatton. Opposes use of PRA studies 

BIALIKfE. I. New York. State of. 4BFR16014 006. 83/06/30 

Docketing b Services Branch. Ip 19293 343. 


8307030117 Package of 10 comments on proposed rule 10CFRS3 re criteria 
ti procedures for determining adequacy of available spent 
nuclear fuel storage capacity. 

STEUARTpH L. Virginia Electric b Power Co. POLLOCK. K.S. Long 
Island Lighting Co. VANDEHALLE, D. J. Consumers Power Co. 4BFR193B2. 
83/06/30. Docketing 4i Services Branch. 3Ipp 19220:102. 


8307030268 "Environ Impact Assessment for Amend to 10CFR35 Group 
Licensing for Certain Medical Uses. Add i t i on of Radlopharo 
Tc-99m Labeled Albumin Colloid. " 

MACDONALD. C. E. Division of Fuel Cycle b Material Safety. 83/06/81. 
Spp. 19261:023. 


0307070118 Comments on proposed rules 10CFR50 b 31 re requirements 
for licensee actions concerning disposition of spent fuel 
upon expiration of OLs Supports rules 

PATTERSON. J. 0 Middle South Services. Inc q0FR2273O 009 
03/07/01 Docketing b Services Branch 2pp 19294 123 


8307070120 Package of three comments on proposed role 10CFR53 re 
criteria *. procedures for determining adequacy of available 
spent nuclear fuel storage capacity. „ 

OUERON.H.n. Consolidated Edison Co. of New Vorl. Inc. BRADBURY, R. D. 

Stone b Webster Engineering Corp DOUCHEV.O.D. Washington Public 
Power Supply System. 48FR193e2 B3/07/01 Docketing b Services 

Aftts I ODOd rtQ^ 


0307050367 Forwards J Scinto 830600 Itr expressing Executive Legal 
Director (ELD) Interpretation of regulation In handling 
pepts of changes per iOCFHSO. 54 1 p ) , Pas t practice in handling 
licensee rsquotts conilitent ui/ELD interpretation 

THOMAS. C.D. standardl latlon b Special Projects Branch. 83/06/13. 
CORKLEiO.H. Power Reactor Safeguards Licensing Branch. BROHNiM.D. 
Fuel Facility Safeguards Licensing Branch Ip 19263:263. 


0307050374 Responds to 030413 memo re evaluation of licensee 

10CFR30. 54lp ) repts. NRC must advise licensees of specified 
type of info withheld from public disclosure. 

SCINTO. J.F. Office of the Executive Legal Director. 03/06/00. 
MIRAOLIA. F. J. Assistant Director for Safety Assessment. Ip. 
19263: 264. 


•8307050370 Requests views re NRC obligations concerning evaluation of 
licensoe rept of changes to security b safeguards 
contingency plans per 10CFR30. 34 ( p ) repts. 

MIRAOLIA, F, J. Assistant Director for Safety Assessment. 03/04/13. 
SCINTO. J. Office of the Executive Legal Director. 2pp. 

19263: 263. 


8307060195 Consolidated Group 4 comments in response to Commission 
request for comments re implications of Nuclear Waste Policy 
Act of 1982 on waste confidence dec tslon. Discuss ion 
justified t< supported. H/Certl ficate of Sve 

AXELRAD.M., DAUSER.M.A. Lowensteln, Newman, Reis. Axelrad fc Toll. 
83/07/01. 21pp 19249:206. 


8307070101 Comments on implications of Nuclear Waste Policy Act of 
1982 for draft Commission 030316 waste confidence decision 
t< an lack of support for Commission finding that spent 
fuel can bo stored w/o significant environ effects. 

FINAMDRE. B. A. Natural Resources Defense Council JDRDAN.W.B. 
Hunton t. Williams. 83/06/30. Commissioners. I3pp. 19294:102. 


8307070107 Comments on proposed rule 10CFH53 re criteria & procedures 
for determining adequacy of available spent nuclear fuel 
storage capacl ty. El Iml nation of 2-yr limit would more 
accurately follow congressional intent. 

MUSOLF.D. Northern States Power Co. 48Ffil9382 030. 83/06/28. 

Docketing L Services Branch. 2pp 19294: 119. 


9307070126 Comments on proposed rules lOCFRSO b 51 re requirements 
for licensee actions on disposition of spent fuel upon 
expiration of OLs. Supports rule. 

CROUSE.R.P Toledo Edison Co. 48FR22730 003. 03/06/29. 

Dacketlno 6 Services Branch Ip 19294.101. 


8307070129 Package of two comments supporting proposed rule lOCFfiSO re 
NRC policy statement on severe accidents '/ related views on 
nuclear reactor regulation. 

ORtFFITH.J.D Energy. Dept of FARRAR. D Commonwealth Edison Co 
48FR160I4. 83/07/05. CHILK.S J. Office of the Secretary of the 

Connlssion. 7pp. 19294:176. 


1307070131 Comments on proposed roles IOCFR50 b 

licensee actions on disposition of spent fuel upon 
expiration of reactor OL. Opposes rule 


re requirements for 


FREY. 0 0 Sassafras Audubon Society 
«e eka QarrAfar.. the Comml 


48FR22730 012. 03/07/03 






0307070133 Response to Commission request fot comments or draft waste 
conFldance decis ion. Dec i si on should be f Ina 1 1 1 ed ■ based on 
cited rationale L Nuclear Waste Policy Act of 1902 
Certificate of Sve end. 

DAV15.L 0. Energy, Dept, of 03/07/01 35pp 19294 183. 


0307070130 Comments on proposed rule lOCFRSO re NRC policy statement 
on severe accidents S. related views on nuclear reactor 

reoulatlon Opposes rule. 

FREYiD.O. Sassafras Audubon Society 40FR16O14 OOS. 83/07/03. 
Office of the Secretary of the Commission Ip 19294:158. 


8307070140 Package of two comments on proposed rules lOCFRSO *. 51 
re requirements for licensee actions on disposition of 
spent fuel upon expiration of OLs ________ 

REYNOLDS. N S . KNOTTS. J B Debevolse b Liberman. 4BFR22730. 
03/07/03. CHILK.S. J. Office of the Secretary of the Commlssloi 
I6pp 19294 221. 


307070136 Package of two comments re proposed suspension of selected 
portions of 10CR40.App A re U b thorium mill tailings mgt 
at active processing sites. 

SUNOIN.R.E. Wyoming, State of LIND-HOUE, K. E Ebasco Services, 
tne (subs, of Ensereh Corp. ) 40FR23649. 33/07/01 NRC No 

Detailed Affiliation Given. 9pp 19294.341. 
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0307070157 Package of tuo cormencc oppoiing proposetf rulet lOCFRSO fc 51 
re reguirements for licensee actions on disposition of spent 
foel opoii eipiraCion of GLs 

8ERICK.D Environmental Policij Institute SmDERBRAND.C 
Wisconsin. State of 4BFR22730 B3/07/05 Docketing b Services 

Branch 1 Ipp 17Si9 344 


0307110461 Package of three comments apposing proposed rules iOCFRSO b 
31 re requirement for licensee actions concerning 
dispositions of spent fuel upon eipiration of OLs. 

SALVESENiD. Wisconsin's Environmental Decade. SEELYi S. New England 
Coalition on Nueleer Pollution. PILAt.16. U. E. Affiliation Untnoun. 
40Ffl2273O 03/07/07. Docketing b Services Branch. 9pp. 

19380: 103. 


equirements for 


6307070163 Com.rents on proposed rules lOCFRSO b St 
licensee actions re disposition of spent fuel upc 
eipiration of OLs Supports rule. 

BAUSER.m A Lsuienstein. Neuman. Reis. Aielrad 1/ Toll. 4aFR22730 
007 83/07/05 Docketing 6 Services Branch. 6pp. 19294:170. 

630707018'? Package of tuo comments opposing proposed rules lOCFRSO b 
31 re requirements for licensee actions concerning 
disposition of spent fuel upon eipiration of OLs 
FRISCO. D C Coalition for Nuclear Pouer Plant Postponement. 

JORDAN. M 5 Warmon b Weiss. 48FR22730 83/07/06. Docketing & 

Services Branch. llpp. 19294 080 


8307070240 Notice of suPstitutii 
counsel re lOCFRSO b I0CFH51 
DAVISiL D Energg. Dept, of 


of LD Davis for OF Brown as DOE 


lOpp. 


19267:211. 


6307060342 Comments on proposed rule lOCFRSO re NRC policq statements 
on severe accidents i> related views on nuclear reactor 
regulation 

JIM.R Vakima Indian Nation 4SFRI60I4 009. 83/06/30. CHILK.S.J. 

Office of the Seeretarg of the Commission. 2pp. 19350:327. 24X 

Fiche; 90-522. B3/06/30i 8307080342. 

—9307000350 Comments on DES for Sk ag i t /Han f ord Nuclear Plant. EIS flawed 
in scope b content b falls to recognlie esistence of 
Vakima Indian Nation. No significant adverse impact 
addressed. Com.ment mag not be used in proceeding. 

JIM.R Yakima Indian Nation. 40FR16O14 009. 82/00/30. BLACK.R. 

NRC - No Detailed Affiliation Given Ip 19350:343 24X 

Fiche 50-522,83/06/30.8307080342 


equirements for 


8307080439 Comments on proposed rules lOCFRSO b 51 
licensee actions on disposition of spent fuel upt., 
eipiration of OLs. 

JIM.R. lakina Indian Nation 40FH2273O 013 83/06/30. CHILK.S.J. 

Office of the Seeretarg of the Commission. HATHBURN. D . HATTSON. R. J. 

NRC - No Detailed Affiliation Oivan. 2pp, 19347 001 24X 

Fiche. 90-522, 63/06/30,8307080435 

8307060440 Comments on DES for Skag i t /Hanford Nuclear Plant. EIS flawed 
tn scope b content b fails to recogniie eiistence of 
Vakima Indian Nation. No significant adverst Impact 
addressed. Comment mag not be used In proceedings 

JIM.R Yakima Indian Nation. 4eFfi22730 013. 83/06/30. BLACK. R. 

NRC - No Detailed Affiliation Given. Ip. 19347 017 24X 

Fiche 50-522,83/06/30.8307080435 


B307II0465 Conunents on proposed rule re NRC policg statement on 
reglonaliistion. Supports rule. 

LEMIS.N.D. Washington. State of. 4BFR126I9 063. B3/03/31. 

DIRCKS.H.J. Office of the Executive Director for Operations. Ip. 
19389:350. 


8307120194 Comments on proposed rule 10CFR90 re NRC policg statement 
on severe accidents k related views on nuclear reactor 
regulation. Severe accident criteria applg only If safety 
goals established b assessed. 

CURRAN.D-, SHOLLY.S.S Union of Concerned Scientists. 4BFRI6014 
Oil. 83/07/06. NRC - No Detailed Affiliation Given. 17pp. 
19423:317. 


8307120316 Marked-up transcript of NRC policg statement on 
regionaliiatlon from 830406 meeting in Rosemont, IL. Pp 1-111. 
KEPPLER.J . MURLEY.T., BLACKWOOD. E. Region 3. Office of Director 
48FR12619. 63/04/06. 114pp. 19429:173. 

8307120323 Protests timing of 630405 meeting to discuss NRC 
decentraltzatton of certain regulatory functions from 
headquarter ofes to regional ofes. Meeting conflicts 
H/Coaanche Peak licensing hearing. 

ELLI8.J. Citliens Association for Sound Energy. 40FR12619 066. 
83/03/23. DIRCKSiW.J. Office of the Eiecutlve Director for 
Operations. Ip. 19429:288. 

8307120362 Forwards six comments on NRC policg statement on 
regionaliiatlon. Transcript of public meeting on 
decentralization also encl.W/o ends. 

DLACKUOOD.E. NRC - No Detailed Affiliation Given. 4eFRI2619. 
83/07/07. CHILK.S.J. Office of the Secretary of the Commlss 1 on, 
Ip. 19429.095 

6307120417 Package of two comments on NRC policy statement on 
regionalization. Opposes rule. 

EBERSOLE. J. C. ACRS - Advisory Committee on Reactor Safeguards. 
0A6E.K. Nuclear Information 6 Resource Service. 48FRI2619. 
83/07/08. PALLADINO, N. J. Commissioners. 6pp. 19429:082 


statement on peg ional 1 lat Ion. Supports 


S307I20419 Comments on NRC policg 
polley statement. 
tlORRISSETT.E. Montana College of Mineral Science b Technology 
4BFHI2619 061, B3/03/31, DIRCKS.W J. Office of the Eiecutive 

Director for Operations. Ip. 19430:141. 


8307080499 Comments on proposed rules 10CFR50 b 51 re Commission 
response tn 830516 draft decision on storage & disposal of 
nuclear waste Commission finding of confidence should be 
wi thdraun 

BIALIK, e. I New York, State of. 4eFH22730 003. 83/06/27. Office 

of the Secretary of the Commission. 4pp. 19346:350. 


8307140944 Forwards draft FR notice amending 10CFR99 reflecting 
delegation of licensing authority for operator licensing 
function to regional admini s tra tor of Region I.for 
signature 

reNTONiH.R. Office of Nuclear Reactor Regulation. Director. 
83/06/30, DIRCKS.W. J. Office of the Eiecutive Director for 
Operations. epp. 19926: 133, 


Forwards A Rosenthal comments on proposed rule changes to 
10CFR2 requiring parties to file single responsive brief 
regardless of number of appellant briefs filed 

Secretary of the Commission. 40FR27876 001. 
*9380^327 Detailed Affiliation Given. Ip. 

—8307110393 Commtnts on proposed rule 10CFR2 requiring parties to file 
Single brief regardless of number of appellant 

ROSENTHAL, A Atomic Safety and Licensing Appeal Panel 43PR29876 
001, 83/06/30 PALLADINO. N . GILINSKY.V, , ROBERTS,! M 

Commissioners 2 pp. 19380:328 

8307110420 Comments on proposed rule lOCFRSO re NRC pollcu stateeient on 
sever, accidents 6 related views on nueleer reactof 
regulation. Support, decision to require applicant to perform 

serv!!;; trjrx ‘ 


requirements for 


J07U0454 Comment, on proposed rules lOCFRSO b 51 on 
licensee actions re disposition of spent fuel upon 

'ComAHSion Aqp. 19300:108. ^ 


8307190168 CoAfflents on proposed rule lOCFRSO re policg statement on 
savers accids'nts b related views on nuclear reactor 
regulation. Opposes rule. Failure to ack that risk of severs 
2 b«v 2** known represents significant weakness 
n?Jn 7 /i«s on Nuclear Pollution. 48FR160I4 012. 

19530^0™ 0^ Secretary of the Commission. 2pp. 

proposed rule lOCFRSO re NRC policy statement on 
severe accidents b related views on nuclear reactor 
rAjulatlon. Supports rule. 

®®"*''** Elk'trlc Co. 48Fni6014 010. 63/07/11. 

uocKatlng it Services Branch. 2pp, 1953I:0U. 

lOCFRSO re policy statement on 

eevera accidents, Opposes rule. 


w..— Lewis. M. 4aFRl60l4 013, 83/07/11. 

Secretarv of the Commission. Ip. l9S3i;09l, 


Office of the 


'><“ Licensing on 

BLACKWOOD En B ? PojlcJ ‘tatement on regionalization. 

4BFH^^ ^7 Operations b Generic Requirements. 
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--8306290594 Forwards summary of comments on dec en tra 1 i ja t ion of project 
mgt function of operating reactors explaining concerns «/ 
presently constituted plan how r eg iona 1 1 ja 1 1 on should 
proceed if results beneficial. 

WAMBACH.T.V. Operating Reactors Dranch 5 4eFRl2619 067 

63/09/11. DENTQNiH. R. Office of Nuclear Reactor Regulation. 
Director. 26pp. 19939.003. 

— 6304200163 Forwards comments from lead project managers re quality fc 
quantity of reviews conducted by regions 

LAINAS.O.C. Assistant Director for Operating Reactors. 4aFR12619 
067. 63/03/24. El SENHUT. 0. 0. Division of Licensing. 15pp. 

19939: 029. 


•6307090061 Responds to 630412 memo re d ec en tra 1 i i a t ion of operating 
reactors project mgt funct I on. Opposes d ec en tra 1 1 la t ion due 
to assurance of coordination 6 communication problems which 
will lead to wide variations In safety levels. 

HIOGINTON.D. Operating Reactors Branch I 4aFR12619 067. 
03/03/12. SEVAN. R. NRC - No Detailed Affiliation Given. iSpp 
19939: 044. 


•6306290600 Advises that decision to decontraliie NRC should be eianined 
to determine whether program constitutes major Federal 
action. under NEPA. which would require issuance of EIS. 

NQRRISiJ.A. Operating Reactors Dranch 1. 40FR12619 067. 

83/04/12. PUHPLEiR.A. Division of Licensing. ip 19939:099. 


•8306290603 Recommends regional technical staff consist of project 
manager, electrical ti mechanical engineers t. regional t> 
resident Inspectors as part of plan to decontraliie 
operating reactors project mgt function. 

HOPKINS. J.D, Licensing Dranch 4. 40FR12619 067. 63/04/36. 

PURPLE. R. A, NRC - No Detailed Affiliation Given. Ip. 19939:060. 


— 8306290609 Suggests communication problem re docen tral 1 lat 1 on would be 
more effectively served if Commissioners order project 
managers to spend at least 2 days of any 2-mQnth period at 
assigned plant site. 

BURWELL.B.D. Licensing Branch 1. 48Fni2619 067. 63/04/22. 

PURPLE. R. A. NRC - No Detailed Affiliation Given. 4pp. 19939:061. 


0307190297 Package of two comments supporting proposed rule 
10CFR90 re NRC policy statement on severe accidents S. 
related views on nuclear reactor regulation. 

BRADBURV.R B. Stone ii Webster Engineering Corp. ELWARD. T. M 
Consumers Power Co. 48FR16014. 63/07/1 1. Docketing 8. Services 

Branch. 4pp. 19936:343. 


8307190272 Comments on proposed rule lOCFRDO re NRC policy statement 
on severe acc idents. Opposes rule. 

HIATT. 8. L Affiliation Unknown. 48FR16014 014. 83/07/01. 

Docketing 6 Services Dranch. 3pp. 19936:100. 

8307190276 Comments on proposed rule lOCFRgO re NRC policy statement 
on severe accidents t. related views on nuclear reactor 
regulation. Supports rule. 

SCHMITZ. R P. Bechtel Corp. 48FR16014 019 03/07/06. Docketing 6 

Services Dranch. 2pp. 19338:113. 


8307190377 Comments on proposed rule 10CFR50 re NRC policy statement 
on severe accidents >. related views on nuclear regulation. 

NRC should postpone final statement pending resolution of 
bac k f i tt ing i ssue. 

HELFRICH, H. E- Yankee Atomic Electric Co. 40FR16O14 020. 83/07/12. 

Docketing b Services Dranch. 2pp. 19936:119. 


8307190260 Comments on proposed rules lOCFfi90 «< 31 re spent fuel 
storage. Opposes rules. 

HlATTiB.L. Affiliation Unknown, 4QFn22730 018 03/07/01. 

Docketing & Services Branch. Ip. 19931: 107 


6307130295 Coirments on proposed rule 10CFR35 re group licensing for 
certain medical uses. Opposes rule. 

FARNER.S.A, LIXI. Inc. 4eFR13ie9 013. 03/07/06. WALKER. W. 

Assistant Director for Material Safety t> Licensing. 4pp. 19932:308. 


0307190296 Comments on proposed role 10CFR93 re criteria t. proeedupee 
for determining adequacy of available spent nuclear fuel 
storage capac i ty. Preventing public input in spent fuel 
matters will cause taxpayers financial burden. 

HIATT. 8.L. Affiliation Unknown. 48FR19382 032. 83/07/01. 

Docketing b Services Dranch. Ip 19932:209. 


6307190301 Comments on proposed rule 10CFR50 re policy statement on 
severe accidents t> related views on nuclear reactor 
regulation. Policy statement should resolve PRA weaknesses 
LEAVER. D.E. Wood-Leaver b Associates. Inc. 48FR16014 016. 
83/07/08. Office of the Secretary of the Commission. Spp. 
19932:242. 


03O71B0113 Comments on proposed rule 10CFR93, "Criteria b Procedures 
for Determining Adequacy of Available Spent Fuel Storage 
Capacitii ' 

OALE.L.F. Mississippi Power b Light Co 48FR193a2 033 03/07/11. 

Docketing b Services Branch 2pp 1V5S6.268 

8307180131 Comments on proposed rules 10CFR50 V 51. ‘Requirements for 
Licensee Actions re Disposition of Spent Fuel Upon 
Expiration of Reactor OL " Supports rule 

DALE.L.F. Mississippi Power b Light Co 48Fn22730 019. 83/07/08 

Docketing b Services Dranch 2pp I95S6 270 


8307180190 Comments on proposed rule 10CFR20 re performance testing 
program for dosimetry svcs Opposes rule 

TOOO.H.E Siemens Oammasonics 45FR20493 OBO 83/07/07 
PALLADINO.N. Commissioners ip 19996 259 


8307190134 Comments on proposed rule lOCFRBO re amend incorporating 
entire personnel dosimetry accreditation program Supports 

rule 

BAIETTI.A ICN Pharmaceuticals. Inc . ICN-CbR Development. 45FR20493 
081. 83/07/13 PALLADINO.N J Commissioners Ip 19634:336 


8307190146 Comments on proposed rule 10CFR50 re NIIC policy statement 
on severe accidents U related views on nuclear reactor 
regulation Supports rule. 

MILLS.L M. Tennessee Valley Authority 4eFRl6014 021 83/07/11 

Docketing b Services Dranch 3pp 19636:189. 


8307190194 Forwards 830623 revised comments on proposed rule 10CFR20 re 
repts of theft or loss of licensed matl. 

VAU0HM4.C.H. General Electric Co. 40Fn2O72l 005. 83/07/12. 

Docketing b Services Dranch ip. 19626:295. 

8307290015 Forieards draft final rule re changes to 10CFH50. mod i f y Ing 
b codifying oilsting LER sys ready for FR publication. 

Related public announcement b Itrs for transmittal to 
Congrtssional comaittees alsu end. 

HEUTEKES.C J. Director's Office. 03/07/14 FELTON. U.H. Division 
of Rules and Records. 95pp 19721:004. 


— 8307230021 Forwards notice of final rulamaklng I'e charges to existing 
LER sys to be published in FR All licensees of nuclear 
power plants will be required to submit written repts of 
any significant events. W/o end 

HBLTEMES. C. J. Dir ec tor ' s Of f 1 c e . 83/07/14, BYNAR.M. House of 

Rep.. Government Operations. OTTINOER.R L. House of Rep.. Energy 
b CoiMierce. SIMPSON. A. House of Rep.. Environment b Public Works. 
4pp. 19721:099. 

8307290413 Comments on proposed rule 10CFR50 re proposed Commission 
policy statement on severe accidents b related views on 
nuclear reactor regu la 1 1 on. Suppor t s rule 

RAHEiE.P. Mestingheuse Electric Corp 40FR16OI4 022. 83/07/15. 

CHILK.S J. Docketing b Services Branch 2pp 19701:361. 


8307290416 Package of two comments supporting proposed rule 10CFR90 re 
proposed Commission policy statement on severe accidants. 

EDELMAN.H Atomic Industrial Forum. SCHERER. A E Combustion 
Engineering. Inc. 4aFRl6014 63/07/21 Docketing b Services 

Dranch. 7pp. 19702:170 


8307280980 Requests FR publication of Final Rule 10CFR55 re transfer 
of licensing authority pertaining to opeiator licensing to 
Region I administrator. 

THDHP8GN.H.L Division of Human Factors Safety. 63/07/08. 
FELTDN.J.M Division of Rules and Records. ip 19716:080 


•8307290999 "Partial Reg Iona 1 1 la 1 1 on of Operator Licensing Function to 
Include Region I." 

DIRCKS.M.J. Office of the Executive Director for Operations 
83/07/01. 7pp 19718:081 


•8307290616 Foruardi FR notice re amend to 10CFH59 assigning authority 
b responsibility for licensing of nuclear power plant 
Operators b senior operators in Region I to Regional 
Administrator Public announcement also enci.W/o end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Diroctor 
83/07/08. OTTINGER. R. L House of Rep . Energy b Commarce. Ip. 
19718' DSO. 


•8307290622 Forwards FR notice re amend to 10CFRS5 assigning authority 
b responsibility for licensing of nuclear power plant 
operators b senior operators in Region I to Regional 
Administrator. Publ ic announcement also encl.W/o encl 
DENTON. H R. Office of Nuclear Reactor Regulation. Director 
83/07/08 UDALL.M.K. House of Rep., Interior b Insular Affairs. 

Ip. 19718:069 
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NONDOCKETED ITEMS 


03O72!O‘ij4 Foruird* FR roticB re airentf to 10CFRS5 a^ligning authority 
t rs«i)ons 10 1 1 1 ty for licencing of njcledr power plant 
operators ^ senior operators in Region I to Regional 
Adminutretor Public announcement also end W/o enol 
DEMTQci. h R Office of fJuclear Reactor Regulation* Director 
G3/O7'0S SIMPSDfl.A Senate. Environment Public Uorts to 
19718 090 


8307050096 Final Deficiency Rept U-55 re Robertshau thermostatic flow 
control valves Castellated nut t< cutter pin inttallod & 
valve body O-rSng el Imlna tod. prevent I ng valve stem from 
disengaging. Also reported per Part 21. 

&CHNELL.D F. Union Electric Co. lOCFR 050. 53E. 83/06/24. 

KEPPLERtJ.6 Region 3. Office of Director. ip. 19199:337. 24X 

Fiche: 50-483. 83/06/24. 3307050096. 


8307240311 Comments on proposed rule lOCFRro .modifying reporting of 
less or tneft of radioactive matls Supports rule. Final 
rulemalmg should clarify which licensee responsible for 

reporting 

QROUfl. R H hlallinctroat. Inc. 4SFH20721 007. 83/07/21 

□ ocleCtr.g !. Services Branch 2pp. 19726 293 

0307270273 Forwards FR notice of final rolemaking lOCFfiSO.73 re 
modifying !, codifying eiistir.g UER sys. 

HELTEKESC J Director's Office 83/07/18 OTTINSEH.H L House Of 

Rep , Energy 4 Commerce SIMPSON. A. House of Rep . Environment b 
Public wor.s UDAUL.M K. House of Rep. Interior I, Insular Affairs 

4pp 19011 131 


PROJECTS -- PREDDCMET LICENSIN3 


8307030335 Forwards FR notice of withdrawal of application for CP 
RECAN.HH, Site Analysis Branch ISSUANCES foF CP. 

FALLIN. J F Pacific Oas t Electric Co Ip 


i. D3/06/i5. 
19263: 291. 


— 8307050357 Notice of withdrawal 
PECAN. H (I Site Analysis Brar 


8307090128 Tr 


If app I icatlon for CP. 

:h 03/06/13. Ip. 19263:392- 


spt of S30S26 visit to BNHL to provide technical 
support to COE for Uest Valley Demonstration Project 

HiorL^ ai Spent Fuel Licensing Branch. CDDK.F.B. 

tgh Le.el Haste Licensing Management Branch. 83/06/20. ROUSE. L C 
Advanced Fuel b Spent Fuel Licensing Branch DELL.H.J 
Haste Licensing Management Branch 4pp 19366 296 


High Level 


0307110632 Trip r.pt of 830613-14 visit to West Valley site th tour 

B3oiti /T t hydrology issues w/USCS & 

830615 visit to NY State Geological Survey in Albany. NV re 
geology of West Valley area 

RoSseVc >->'en»ing Branch. 83/06/28. 

1939^380 ‘‘ Licensing Branch. 2pp. 

19391 334 ..4X Flehe 30-201 . 03/06/28. 83071 10632 

version of "WAPWR Pretender! ng Module 6 
Reactor Sys Module provides WAPHR design detail 

iH ? ‘I'fTSTng control document commitments Rapt 
withheld (lef 10CFR2 790) 

EISENHU? D Electric Corp NS-£PR-27e6 83/06/30 

tlSENMUT.D e. Division of Licensing 2pp 19430.265 


8307030219 Final deficiency rept re improperly torqued bolt on 
instrument mounts. Ini t la 1 ly reported on 830222. Dolts will be 
replaced 6 torqued per designer specs. Correc tlve action due 
in appros 2 non ths. A1 so reported per Part 21. 

K0E8TER.G.L Kansas Gas it Electric Co. lOCFR 050. 35E. 03/06/24. 

SEiOLE.H C. Region 4. Office of Director. 4pp. 1919B'329 24X 
Fiche: 50-482.83/06/24, 8307050219. 

B307060016 Final Deficiency Rept Item 95 re Comslp.Inc post-LOCA 
containment gas monitoring sy s. Ini t la 1 1 y reported on 830524. 

Item not reportable per I0CFR50. 5 Sb since sys not In use at 
fdc i 1 1 ty . Also reported per Port SI. 

UELLS,D.A. Detroit Edison Co PT21 83-921-000. 83/06/24. 

KEPPLER.J.O- Region 3. Office of Director. Ip 19251 035 24X 

Fiche: 50-341. 83/06/24. 8307060016. 

8307070001 Part 21 rept re lack of automatic restart capabilities of 
P-47 chillers after loss of offsite power. In 1 1 la 1 1 u reported 
en 830429. Evaluat Ion continuing. 

BARKER.N.R Oi lb er l/Commonuiea 1 th Cos. 83/06/30. DEYOUNO.R.C. 

Ofl**'*' Office of Inspection and Enforcement. Ip 
19293:158 24X Pith B : 50-440, 83/06/30. B30707000I . 

8307070282 Part 21 rept re RCIC pump turbine which could operate w/o 
adequate room cooling. Initially reported on 830429. Automatic 
cooling water provided to pomp room cooling unit when RCIC 

turbine bedrts. 

BMKER.N.R. SI lb er t /Commonwea 1 Ih Cos. 83/06/30. DEYOUNO. R C 
Inspection and Enforcement ip. 

19294. 091. 24X Fll h e : 50-440, 83/06/30, 8307070202. ^ 

“Ssed°in*.lict* '‘®t“‘®"i‘' "'fg hy Bockbestos 

infJi ?i ^ ’ penetrations supplied by Wostinghouse. 

Initially ^-Ported on 811026. Cable RSS-6-108 will be used as 
replacement. Also reported per Part 21. 

COLLlbB J T ‘■^*'‘^*'3? *■ 050 03/06/30. 

Fich«:5™83/Sl?So:‘83S%8047r 

ho"fas»mhl"‘!;An®S* *' bellows 

w ss’embly w/60 degree Instead of 90 degree 
tnJJ "i^barge of reactor coolant pump D moto? 

8^1 S ^ 030602. All assemblies Inspected. 

o ^'®'^‘''lc Co. lOCFR 050 55E. 83/07/01. 

Ff:he^0::4L8"3^S^/S.f83S;[|Sl3r ‘ ^ ‘ 


H«c?o^sus^ f tr "HAPHR Pretender, ng Module 6 

hJesISIn from public disclosure (r.f I0CFR2.79Q). 

eSwt'd C “““"Shouse Electric Corp. Ag03-3O 83/06/30. 

tlbEHHUT.D C Division of Licensing. Ip. 19430:267. 

^^PriJsia^PA°to'^aisc*'’" 1*5-43 of 830711 mjt meeting w/DQE in King of 
‘ 

FUh» 90-201.83/06/14)8307200495 

RaJ^E ^*"2 5 J. 4. Slides withheld (ref 10CFR2 7901 

eSuT.D NS-EPR-2793 "M7o7n2. 

uivision of Licensing ip 19793:307, 

-8307280120 Requests uithholdino oer iQCFBo ioa t 

matl from B3Q628 meeting w/NRc're West, ^ ‘ presentation 

Prettndering Modules 3b 4 Westinghouse advanced PWR 

Ei'Ien” V Di",‘,‘o2'':r2 ''‘^-«-56 . 83/07/12 

■J V Division of Licensing. ip. 19795 30S. 


1'?! "™COMPLIANCE_fiEPOfiTS_AND_RELAreD CORRESPONDENCE 

Qc‘’Jnsp of ten 1,000 mCi 


gs be 

Monsanto Co 
Director 5pp 19220 058 


83/06/20 


'■® ■'^f'cIPT'cy in Bechtel design of ac fc dc 
eintor cuntrolla^ fee 1 1 1 1 1 es. Design changes to affected 

P®PPr°e"pe^“oCFR3S.^3S(e)'b70NUPPS.*" 

PP 1VJ74 339. 24X Fiche- 50-000. 83/06/30. 0307110244. 

w/Hestlnehouss ‘SD-40). Ini t la 1 1 y reported on 830602. Concurs 
COUNSIL.S G. NorJ^eait Nuc?2!*'f‘“ ‘ ® P®’’ Pert 21. 

Utilities) couraiL 2 r 2 L Northeast 

83/07/01 HURLEY, T E*'^ lOCPR 050. 53E. 

19380-284. 24XFiche;=0-4l3r83Jo7%:.‘|^07flS^;r*'’''' 

r:;‘^i:d"^2n’'i?u. EPR^^Zd:n^^ 

fesj : - P.9h .brengtK 

MILLS.L M. Tennessee Valley Authority. lOCFR 030. 35E. 




83/06/29. 
2pp 19423:160. 24X 


Region 3. Office of 


”co}“r:rrp?’}n?:t‘^lrf« lev-l ref 

be th.rmanr.n^laie^ I 1! ?“ ”‘>706. Sensing lines will 

-po2t!:b!r:^d“rpi:; 

O'REaLV.J.P.^Xg?:* 2r‘of?,^"‘SrDJ" lOCFR 030. 55E. 83/06/30. 

Flehe. 50-390,83/06/30, 830712 o5V '■ ‘’^a^^OOl. 2qx 

welding in Sergen-pHe^son'^snsmiri ’n"' h^ ^Rn'orning shop 

U^r^lnll'lr.r-- -r" -ai3 6 

PARSONS.R n CarSjln B *f ''®PR’'tPP per Part 21. 

O'REILLY.J.P. Region 2r‘’of^lce^orD(‘^" r 030. 58E. 83/07/01. 

Flche;30-400.B3/07/01,Lo7120207 5pp. 19423:284. 24X 
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0307120433 Final flaflclencij rapt for Unit 1 U interim deficiency rept 
for Unit a re incorrect luipe setting on normally doted 
contacts converted from normally open contacts on KFA 
relays. Also reportable under Part 31 for Unit I 
MCOAUSHV. j. P. Mississippi Pouer f. Light Co. lOCFR 050 33E 
03/07/01. O'REILLY. J.P Region 3, Office of Director. 4pp- 
19423.240. 24i< F i c h e 50-4 1 6. 03/07 /0 1 1 8307 1 20433 


0307130273 Part 21 rept I'e potential aefec. ii. c oiriponer t cooling mater 
sys Initially reported on B30S23 Loss of pressure integrity 
of equipment could result in loss nf function of component 
cooling uater sys. reducing degree of protection 

DERIENZO.P. P. Olbbs «. Mill. Inc (subs, of Dravo Corp 1 B3/O6/20. 

POTAPOVS. U Region 4. Office of Director 4pp 19538 103 24X 

Fiche 30-445. 83/06/28. 0307150273 


8307120432 Final deficiency rept for Unit I V interim deficiency rept 
for Unit 3 re PRD-B2/14 concerning shoaved bolts on diesel 
goneraton rear crankcase cover Initially reported on 820322 
Unit 1 bolts adequate. Also reported per Part 21. 

MCOAUOHY, J p, Mississippi Power t> Light Co. lOCFR 030. 53E. 
83/07/03. O'REILLY. J. P. Region 2. Office of Director. 6pp 
t9425:34‘?. 24X F l c h e ; 50-4 1 6. 03/07/05. 8307 1 204 32. 


8307150359 Part 21 Evaluation Rept 83-01 rp section modulus error in 
ADLPIPC program Initially reported on 030120. Er rov did not 
affect safety-related nuclear power plant piping sys 
Deviation not reportable per Part 21 

VEROERDER. J. J. Ourns i. Roe Co DRGQ-B3-002 83/04/26 

COLLINS.j p Region 4. Office of Director 3pp 19539 090 24* 

Fiche- 30-397.83/04/26, 8307 1 50339 


8307120499 Interim deficiency rept re emergency diesel generator 
starting air valve assembly mfg by Transamerica Delaval. 

Initially reported on 020618 Capscrew design revised Neit 
rapt by const restart. Also reportable per Part 21. 

DE LOREMZO.R A Washington Public Pnwer Supply Syetem. lOCFR 
050. sse. 83/06/29. STERNDERO, D- M. Region 5, Office of Director. 
2pp. 19423:021. 24X Fiche: 30-460. 83/06/29. 8307 120499. 


0307120529 Final deficiency Rept DER 83-33 re GE Model A(tH-50 breakers 
u/EC-l trips which may have generic defect. Initially 
reported on 830429. Dechtel will correct defects prior to 
fuel load. Also reportable per Part 21. 

VAN BRUNT. E, E Arliona Public Service Co. lOCFR 090. 3SE- 83/06/24. 

STERNBERG. D. M. Region 5, Office of Director. 11pp. 19433:299. 

24X Fiche: 50-530. 83/06/24, 0307120529. 


0307140259 Provides add! info re Port 21 rept dtd 030627 on throttling 
of HP I va Wes. Va Ives provided to other 177 fuel assembly 
plants not mfg by Walworth Co t* not specified for throttling 
conditions associated w/small break LOCA scenarios 
TAYLOR. J. M. Babcock i Wilcoi Co. 03/07/03. DEYOUNG. R.C. 
Director's Office. Office of Inspection and Enforcement. 2pp 
19523: 002. 


0307130111 Part 21 rept re S-lnch uninsulated section of red conductor 
on 3-conductor 12 gauge wire supplied to facility during 
1980. Info obtained 030616. Cause under investigation. 

ROBERTS. U. D. Drand-Rei Co. 83/06/20 COLLINS, J. Region 4. Office 
ofDIroctOT 2pp. 19536:213. 24X F 1 c h e : 30-3 1 2. 83/06/20. B3071SOI 1 1 . 


— 8307130362 "Evaluation of ADLPIPE Error in Tee Element re Defect !■ 
Noncomp liance Evaluation Rept 83-01. WPPB3 Nuclear Power 
Plant 2. " 

CHU. A , STUDNICKA, Z. . MICHEJDA, 0. Burns i Roe Co 83/03/28 
I7pp 19539 093. 24X Fiche 30-397,03/04/26,8307130353 


B3O7I90369 F Ina 1 / inter I m Deficiency Rept PRD-B2/14 for Units 1/2. 
rasp ec t I vel y re sheared bolts on rear crankcase cover of 
Delaval diesel generators. Uni t I bolls not defective Unit 2 
rept due on 850130. Also reportable per Part 21. 

HCGAUCHV. J. P. nississlppl Power L Light Co lOCFR 030. 55E 
83/07/03. O'REILLY, J.P Region 2. Office of Director 6pp. 
lff339:0B4. 24X FI dh D : 50-4 1 6. 83/07/05. 0307 1 S0369 


0307190380 Final deficiency rept re Item 136 on pipe hanger frame base 
netal redut lion. Ini 1 1 a 1 ly reported on S30606. Frame C-1-19S 
Will be refabricated w/certified matl 1' will be welded 
onsite. Also reported per Part 21. 

PARSQNS.R.n. Carolina Power J. Light Co. lOCFR 050 53E 83/07/05 

O'REILLY. J.P Region 2. Office of Director 3pp 19939:156 24X 

Fiche: 30-400.83/07/03. 8307130380. 


0307180081 Part 21 rept clarifying position re equipment failures 
during C-E qualification testing of Target Rock solenoid 
activated valves per T Lee 030620 request Valve design 

conforms to NunEO-0380 Retrofit program supported. 

PATTARINI. D. M. Target Rock Corp E-16673. 83/07/11. DEYOUNG. R C 

Director's Office. Office of Inspection and Enforcement Ip. 
19360.007 24X Flc he : 50-528. 03/07/ 1 1 , 8307 1 0008 I . 


8307130119 Part 21 rept re deviation in installation of ASCQ 302A1264C 
transfer swl tches, Eva lua 1 1 on in progress. Nei t rept will be 
submitted within 60 days of Itr date. 

MANNA, F. J Automatic Switch Co 83/06/27. Region 4. Office of 
Director, Ip 19536:227. 24X Fiche : 50-247, 93/06/27, 03071301 19. 


8307130307 Sixth Interim deficiency rept re containment spray nlniflou 
valve design error Initially reported on 020303. Engineering 
Change Notice 3420 under review for closure. Next rept will 
be provided by 830928. Also reportable per Part 21 

MILLS. L.M Tennessee Valley Authority. lOCFR 030 SSE. 03/07/06. 
O'REILLY. J. P. Region 2, Office of Director Ip 19930:234 24X 

Fiche: 30-390. 83/07/06. 8307130207. 


0307180144 Interim deficiency rept re problem w/top cover gaskets on 
NAMCO Model EAIBO series swl tches. Prob 1 em traced to 
over-impregnatea t insufficiently heat cured top cover 
gaskets Also reported per Part 21 

DE LORENZO.H.A. Washington Public Power Supply System. lOCFR 
050. 3SE 03/07/01. STERNBERG. D. M Region 5. Office of Director 
3pp. 19557:046. 24X F I c h e . 50-460. 03/07/0 1 , 0307 1 80 1 44 


8307210122 Interim Part 21 rept re 8-inch uninsulated section of red 
conductor, 3-condoclor, l2-gao9e wire shipped during 1980 to 
facility. Info obtained S306I6 Condition under evaluation. 

ROBERTS. L B. Brand-Rex Co PT21 03 -924-000. 83/07/01. 

Director's Office. Office of Inspection and Enforcement epp 
19668:195 3‘IX F i c he . 30-3 12. 83/07/0 1 , 83072 10 1 22 


8307150208 Final Significant Deficiency Rept 5D-39 re potantial 
problems ui/temp channel test <NTC) card relays Initially 
reported on 830602. Relay replaced prior to opera tlon. Also 
reported per P^rt 21 bij We^tlngboufic- 

COUNSIL. w. 0. . SEARS, C.F. Northeast Nuclear Energy Co. isubs of 
Northeast Utilities). COUNSIL, W.O. Northeast Utilities. lOCFH 
030 55E. 83/07/06. MURLEY. T. E. Region I, Office of Director. 4pp. 

19530:221. 24X Fiche: 50-423. 83/07/06, 03O71SO2O0. 


8307130237 Part 21 rept re capacitors on Model 68 temp monitor modules 
u/blouin, seals. Hold placed on modules returned for mod. 

FIALA.D. US Riley Corp. 83/06/10. ANDERSON, G General Electric 
Co. 2pp 19330:203. 


8307150239 Final Deificlency Ropt PRD-82-3B ro Nelson stud failures on 
embedded plates. Initially reported on 821221 Condition not 
reportable per Part 21 for Unit a.Falluro unique to Type 
86 plate Welds will be redesigned 

HCOAUeHV. J. P. Mississippi Power 6 Light Co PRD-B2-38- 83/07/05. 

O'REILLY, J. P. Region 2. Office of Director. 6pp. 19531:097. 24X 

Fiche: 50-416. 03/07/03, 8307130239. 


0307150263 Part 21 rept re indeterminate weld quality due to surface 
irregularities that may mask defects. Initially reported on 
830622 Piping subassemblies containing welded angular 
branch connections w/pad reinforcement reviewed. 

MOERHE. N. H. . BORNES.R.P. Southwest Fabriceting V Welding Co. Isubs. 
of lU international Corp,). 83/06/24 PQTAPOVS.U. Region 4. 
of Director. 3pp. 19538:080. 24X Fiche 50-461,83/06/84.8307150263. 


0307210321 Forwards 030621 Part 21 rept re valve seat 
GALLO. R M Region I, Office of Director 03/07/05. 
Region I. Office of Director. Ip 19666.290 24x 

Fiche 50-000. 83/07/05, B3072 10221 


defects 

msTEH. H a 


-8307210229 Part 21 rept re valve seat defect Initially reported on 
830620 Risk of seat cracking could occur under torque. 

Dechtel analysis underway. 

BARCLAV.J.F Yarway Carp. PTri 03-924-000 03/06/21. GALLO, R. 

Region 1. Office of Director llpp 19666 291 r4X 
_ . - y/SB 1 <109 I 


307320080 Second interim deficiency rept re Johnson Machine Works 
welds on auxiliary feedwater pump room doors. Initially 
reported on 030210. Doors returned to vendor fur rework Next 
rept expected by 040117. Also reported per Part 21 _ „ 

HILLS.L.n. Tennessee Valley Authority lOCFR 050 55E. 83/07/12 

D'REILLY, J.P. Region 2. Office of Director Ip. 19674 074 ^4X 

^a ^1. _ . a/\^y1«*D. an my / « 9, R'in7 9JnnR0 


307220145 Interim deficiency rept Item 129 re weld deficiencies on I 
Gould Class IE 4B0-volt motor control ctrs Initially 
reported on S3O4O0. Ex t ens I on of submittal of rept on 
reportability requested to 030831 Also reported per Part 21- 
PARSDNS.R M. Carolina Power ?. Light Ca lOCFR 050 SSE 83/07/13 
O'REILLV.J.P. Region 2. Office of Director Ip 19604 075 24X 

Fiche 50-400.93/07/13,0307220145 
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^■5^'='' JJ^tenn Ueficienev rept ra failure of Cftaltanoooa 
Bolt 4 oc-rou nuts 4 Challenge Enterpruas belt* <□ meet ASTH 
specs Initialli, reported on 61092-1 flesults of bolting matl 
analijsit under revieu Also reportable per Part 21. 

MILLS, (. n Tennessee Valley Authority. lOCFR 030 S5E. 83/07/14. 

O REILLV, jp. Region 2. Office 0 # Director. 2pp. 19684 002 24X 

Fiche 30-430,33/07/14.0307220169 


8307280339 Part 21 rept re Insufficient clearance on QE 2S0-volt dc 
control Ctrl Initially reported on 330721. Corr ectl ve 
neaeures ulll be determined upon OE Insp comp ! etion. Separate 
rept per 10CFR90 35le3 forthcoming. 

KENVONi 3. D. Pennsylvania Power &■ Light Co. lOCFR 030, S5E. 
03/07/23. HURLEY, T.E. Region 1, Office of Director. 2pp. 
19789:243 S4X Flc h e . 30-387 , 83/07/25. 0307280328. 


0307220265 Fjnal deficiency rept re detachment of ILSCO Corp NuiBbar 14 
stranded wire from screw clamp detectors Initially reported 
on 830324. Db f 1 C tend y not reportable per 1 OCFR SO. 53 ( s 1 for 
Unit 2. Hem reportable per Part 21 for Unit 1. 

CURTIS. N W Pennsylvania Power L Light Co. lOCFR OSO. 35E. 

63/07/13 flUBLEY.T Region I, Office of Director. 3pp. 19683-226 
24* Ficbe 50-387.83/07/13,0307220265 


8307280413 Revised final Deflclencij Rept DER 83-33 re GE AKR-SO breaker 
trips which may have generic def ec t. I ni t ial ly 
reported on 820429. Def ec t s will be corrected prior to fuel 
load.Alsn reportable per Part 21. 

VAN BRUNT. E. E. Arlrona Public Service Co. lOCFR 030. SSE. 83/06/24, 
STERNBERG. D. M. Region 3, Office of Director. 3pp 19802 107 24X 

Plche' 90-330. 83/06/24. 8307280413. 


8307220446 Part 21 rept re passible discrepancy in variable springs in 
turnbucilr «. top plate assemblies bolt interface No recorded 
failures or complaints registered against subg products Enel 
list of springs Identified For Comm Ed only. 

LITKA.T 0 Elcen Metal Products Co. 83/07/13. HEPPLER. U. G. Region 
Director 26pp. 19686 036. 24X F I c h e : 30-000. 83/07/ 1 9, 


8307290043 Part 2) rept re speed settings on nameplate for 
actuator. Caused by binding nameplate for spare actuator. 
Actuator Kill be tested u/narneplate installed & aligned 
Purchase order of 811020 encl. 

ZHIEO.A. Uoodward Onvernor Co. 03/06/29. COLLINS. J T 
Office of Director. lOpp, 19821:024. 24X Ft che; 50-312, 

8307290043. 


EGB-13C 


Region 4, 
83/06/29. 


0307220403 uecond interim deficiency rept re Inadequacies In Bechtel 
des ign ver 1 flea t Ian of mas circuit lengths of low voltage 
power L control cables. Initially reported on 821213. Also 
reportable under Part 21.Neit rept by 831031. 

CURTIS. N U Pennsylvania Power t Light Co. lOCFR OSO. SSE. 
83/07/13. HURLEY, T Region 1. Office of Director 
24X Fiche; 50-307, 83/07/13. 0307220483. 


4pp, 


19689: [B5. 


8307230335 Part 2J rept re potential defect In high pressure fuel 
Injection line of DSR or DSRV standby diesel generator 
Removal of random sample of lines to be Internally borescope 
Inspected recommended. 

BOYER, R.E Transameplta DelavaJ. inc 83/07/20 Director's 
Office, Office of Inspection and Enforcement. 2pi) l9703'Oll 247 

Fiche 50-000,83/07/20.8307230333. 


8307230404 Fourth interim deficiency rept. Item 6i re defective valve 
springs on diesel engines mfg by Transamerica Dslaval 
Initially reported on 810928 Final rept will be submitted by 
840106. Also reportable under Part 21. 

Carolina Power 6 Light Co. lOCFR OSO 53E, 83/07/14. 

0 REILLY, J P Region 2. Office of Director. 4np 19703' 209 24X 

Fiche;30-400.B3/07/14, 8307250404. va, .:ur .-a* 


QA999 QUALITY ASSURANCE INSPECTIONS 


Bwu/uesiuuif ineorsia of insp 




Light Co deficiency rept re failure of 0ergen-Pa t erson' 
to perforn pipe support stress analysis. No nonennf ormanc ei 
noted. Details in qa Insp Rept 99900309/B3-01. 

POTAPavS, U. Division of Vendor & Technical Programs. 83 / 06/30 
4AOLJARDO. J. E. Division of Resident. Reactor Project & Engineering 
Programs. Ip. 19290:362 “ “ 


8307060005 Confirns QA program insp at Tempe. AZ plant on 830729-29. 
per B3061S telcon. 

POTAPOVS, U. Region 4, Office of Director. 83/07/01 MURPHY. J 
Tebar. Inc. jp. 19231:013 


830706001B Act receipt of 330616 1 tr Informing NRC of steps taken to 
correct noncanf orma-ne c noted in QA Program Insp Reo t 
99900923/83-01. F f ' 

POTAPOVB.U. Region 4, Office of Director. 83/07/01. BTATTON, C D 
Bechtel Corp. Ip. 19251:036. 


8307290400 Second Interim deficiency rept re sruOber Interference froi 
rear brackets mfg by ITT Grlnnelt. Initially reported on 
830126. Review of ITT Orlnnell test results underway. Also 
reportable under Part 23. Meet rept by 840125. 

"fo^nessee Valley Authority. lOCFR 050. SSE. 83/07/19. 
O'REILLY, J p Region 2. Office of DireetO'r. 2op 19704 013 S4* 

Fiche: 90-438,83/07/19, 8307290408. 


--8307060023 Responds to NRC 830523 Ur re noncon f ormanc 
Program Insp Rept 99900522/83-01. Correct I ve actions; 
respcnsiliillty of engineering personnel to Identify 
applicability on PM/RM recmphaslled within dept. 
STATTOH.C.D Oechtel Corp 83/06/16. POTAPOVS. U 
Office of Director. 4pp. 19251:037. 


e noted 
Part 21 
Regi on 


In OA 


4. 


8307250461 Part 21 rept re defect in component of DSR-4B standby diesel 
generator. Improved design jacket water pump assembly 
retrofitted to ell facility engines In Nov 1902, Assembly 
proven successful during several hours tested. 

BOYER. R E Traniamerlca Delaval. Inc 83/07/20. Director's 
Office, Office of Inspection and Enforcement. 2pB. I970I 321 24X 

Fiche: 90-322, 83/07/20. 8307250461 


0307250464 Tenth interim deficiency rept re falluse of main steam tine 
due to main feedwater overfill Initially reported on 800319, 

Final analysis 1, verification of main steam line piping 
overfill event not comp 1 ete. Also reportable under Part 21 

I"' Tennessee Valley Authority, lOCFR 050. 33E. 83/07/14. 

0 REILLY, J. P. Region 2, Office of Director. 2o p . 19701 166 24X 

Fiche. 90-430, 03/07/14.8307230464. 


8307060026 Confirns QA program insp 
830739-29. per 830622 telcon. 
POTAPOVS.U. Region 4, Office of 
Meetinghouse Electric Corp. ip 


at Forest Hills Test Facility 

Director. 83/06/29. SLEMDER, 
19238: 262. 


on 
H. J. 


8307060^ Confirms QA program insp at Lynchburg. VA plant on 030712-14, 
930621 falcon. 

POTAPOVS.U. Region 4. Office of Director, 83/06/29. OUILDERT. D E 
Babcock & Mllcox Co. Ip. 19250:343. 

83070600^ Confirms QA program insp at Lynchburg.VA plant on 830712-14, 
per 830621 telcon. 

POTM’QVS.V. Region 4. Office of Director. 83/06/24. CUILBERT. D E 
Babcock & Hllcoe Co. ip. 19230:349. 


8357260419 First interim deficiency rept re ina keup/h i gh pressure 
Injection pump vibration. Ini t ial ly reported on 830622. DhM 
requested to advise of corrective actions. Neit rept eipected 
by 031202. Also reported per Part 21 

MILLS. L M. Tennessee Valley Authority. 83/07/20. □'REILLY. J P 
Region 2. Office of Director. 2pp. 19733 177 24* 

Fiche; 50 -438, 03/07/20, 8307260419. 

0307260485 Interim rept re welding deficiencies in mam s team/ feedwater 
support frames. Initial ly reported on 8307 1 3. Sup per t frames 
evaluated Item considered not reportable under iOCFRSO 39te} 
t Part 21 

YIANOI.N J. Carolina Power 6 Light Co. lOCFR OSO 33E. 83/07/19. 

lEILLY. J P. Region 2, Office of Director. Ip 19734 1 68 24X 

:hB: 50-400. 83/07/13, 8307260485 


.60520 Suppl to 830628 Final Dificiency Repts BI-73 S, Sl-69 re 
esel generator room echaust fan mod . I ril t lal ly reported on 
310831. De f Ic lency also reportable per Part 21. 

MlULSiL M. Tennessee Valley Authority. lOCFR 050 5SE. 83/07/21. 
0 REILLV.J p. Region 2, Office of Director. Ip 19731-238 24* 

Fiche - 50-390. 83/07/21. 8307260520. 


8307MOIW7 Ack receipt of 830429 t 0525 Itrs Informing NRC of steps 
taken bo corract nonconformance noted In QA Program Inse 
Rept 99900901/B3-01. 

POTAPOVS.U. Region 4. Office of Director. 83/06/29 MAHLiH W 
Bechtel Corp. Ip. 19249.036. 


—8307060093 Responds to NRC 830330 Itr re nonconformance noted 
Prograie Insp Rept 99900301 /83-01 . Correct Ive ac t 1 ens : mee t Ing s 
held w/Zael Co quality personnel to preclude recurrence of 
eeficiencies for Oechtel procured matls. 

H. Sechtel Corp. 83/03/29. PQTAPOVa. U Region 4, 
of Director. Ip. 19249:097 


in QA 


Office 


B307O60OT6 Forwards QA Program Insp Rapt 99900817/83-01 on 830411-15 
« no%lc9f of violation 6 nonconf ormanc#. 

POTAPOVS.U. Region 4. Office of Director. 83/06/06 LEUSINH.H H 
Litton Industries. Inc. 3pp. 19251:167, 


- 8307060100 Notice of violation from Insp on 030411-13. 

• Ragland, Office of Director. 03/06/06. 2pp 19231:170, 


- B307060104 Notice of nonconformance from insp on 830411-13, 

a Region 4. Office of Director. 83/06/06, 2pp. 19231:172, 
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-8307060112 OA Program Insp Rept 99900317/03-01 on 830411-15 
Noncomp 1 lanes no tsO p roe ur amen t JocumenCs issusd after 
7B0106 for safety-related components not specified as Part 
21 {. establislied measures did not assure drawing approval. 

FOSTER, W.E , BARNES. I. Region 4. Office of Director. B3/06/03. 
lapp 19251 174. 

1307060097 Confirms QA program insp on 830711-15 at Advanced Energy Sys 
Div, Large. PA, per 830622 telcon 

PQTAPOVSiU Region 4. Office of Director. 83/07/01 ARNOLD. H. 

Wes t ingiiouse Electric Corp Ip. 19252 Oil. 

1307060103 Ack receipt of 830518 Itr Informing NRC of results of 
Investigation of forging supplier, CE Larson V Sons, Ch i cag o, 

IL Investigation performed per QA Program Insp Rept 
99900 054/83-01. . ^ 

POTAPOVS, U. Region 4, Office of Director. 83/06/24. BRUNSON, 0. 0 
Dresser Industries, Inc. Ip. 19252.210. 


—8307060109 Responds to QA Program Insp Rept 99900054/83-01 

Investigation of CE Larson 6 Sons, supp 1 ler of forgings for 
use on ASME Section III valves. for failure to audit each 
matl supplier revealed item not reportable per Part 21. 
BRUNSON, B Q Dresser Industries, Inc. 03/05/18 CQLLINS.J. 
Hoglen 4, Office of Director. 2pp 19252:211. 


3307060188 Forwards OA Program Insp Rept 99900509/83-01 on 030502-06 
t notice of nonconformance. 

POTAPOVS, U. Region 4. Office of Director. 83/06/09. KELLV.ff.B. 
Stone 6 Webster Engineering Corp. 2pp. 19249:347 


— 03O7O6O1S9 Notice of nonconformance from insp on 830502-06. 

« Region 4, Office of Director. 83/06/09. Ip 19249:349. 

— 8307060192 OA Program Insp Rept 99900509/83-01 an 830502-06. 
NoncompllancB noted: superseded engineering design criteria 
neither destroyed nor marked superseded 

BREAUX, D.G , HALE.C.d. Region 4, Office of Director 83/06/07. 
10pp. 19249- 350. 

0307060210 Forwards QA Program Insp Rept 99900505/83-01 on S30314-IB fc 
notice of nonconformance 

POTAPOVS. U. Region 4. Office of Director. 83/06/01 TENZER.B.E. 
Ebasco Services. Inc (subs of Enserch Corp. ). Opp. 19239:219. 


— 8307060215 Notice of nonconformance from insp on 830314-lB. 

• Region 4, Office of Director. 33/06/01. Ip 19239:222. 


•0307060221 QA Program Insp Rept 99900505/83-01 on 830314-18. 

Noncomp 1 lance noted . reviewed t. approved vendor-subml t ted 
drawings that specified flanges did not conform to 
applicable spec or code 

HARRELL, P. H. . SEARS, P. M. . HALE.C. J. Region 4, Office of Director. 
83/05/26 23pp 19239:223 


0307060231 Discusses QA Program Insp Rept 99900365/83-01 on 830321-24 ts 
04 1 4. A1 1 egations re termination of QC staff In FlorenceiHV fc 
uniiua 1 1 f 1 ed welders In Longvlewi TX substantiated. 

POTAPOVS, U. Region 4, Office of Director 83/06/30. JOHNSON, E. H. 
Director's Office, Office of Inspection and Enforcement. Ip, 

19239: 353. 


0307060274 Ack receipt of 030617 Itr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900370/83-01 

POTAPOVS, U. Region 4, Office of Director. 03/07/01. KULD.B. 

Oarrett Corp. Ip. 19239:164. 

— 8307060281 Responds to NRC 830420 Itr re nonconformances noted In QA 
Program Insp Rept 99900370/83-01. Corroc 1 1 ve ac 1 1 ons : training 
implemented to Increase awareness of 10CFR21 reporting 
r equirements. 

VORIS.D D. Garrett Corp. 83/06/17. POTAPOVS, U. Region 4, Office 
of Director. Ip. 19237: 165 


6307060283 Ack receipt of 830216 J, 0510 Itrs Iniarming NRC of steps 
taian tn cnirecl nonconf oi mance nolo'i in CiA Pr gram Insp 
Rept 99900378/81-01. 

POTAPOVS. U. Region 4, Office of Director. 83/06/29. SWANSON. N.E. 
Acne-Cleveland Co. 1pp. 19234:189. 


..-8307060289 Responds to NRC B30216 Itr re nonconformance noted in QA 
Program Insp Rept 99900378/81-01 Corrective at t tons . sampt ing 
plan implemented effective 830509. 

SUANSON-N.E. Acme-C 1 eve I and Co. 83/05/10. POTAFOVH, U, Region 4. 
□ fflcD of Director. Ip, 19234 190 


8307060326 Forwards QA Program Insp Rept 99900300/83-01 on 830404-08 
g, notice of nonconformance 

POTAPOVS, U. Region 4. Office of Director. 83/06/09. MORIARI TV. J. H. 
Colt Industries, Inc. 3pp 19234.213 


— B307060330 Notice of nonconformances from Insp on 830404-00. 

• Region 4. Office of Director B3/O6/09- 2pp. 19234:216 

—8307060336 QA Program Snip Rept 99900300/93-01 on 330404-08. 
Noncoinpliance noted source insp personnel had not used 
four designated techniques to assure that equipment 
conformed to specified requirements. 

PDSTER.M.E. . BWiNeS, J. Region 4. Office of Director. 83/06/06. 
13pp. 19234:218 

8307060337 Foruards OA Program Insp Rept 99900816/83-01 on 830314-18 
6 notice of nonconformance. 

POTAPOVS, U. Region 4. Office of Director. 83/06/02. REILLY, W. 
West Jersey Manufacturing Co. 2pp. 19234:039 


—8307060341 Notice of nonconformance from insp on 830314-18. 

* Region 4, Office of Director. 83/06/02. 3pP 19234:040. 

— 8307060347 QA Program Insp Rept 99900ai6/e3-0'l on 830314-18. 

Nonconpliance noted : fa 1 lure to deinonstrate that only vendors 
on approved vendor list used for nuclear work prior to 
Sept 1982. 

ELLER8HAH. L. E . BARNES, I. Region 4. Office of Director. 83/05/25. 
Bpp. 19234:043. 

8307060345 Foruards QA Program Insp Rept 99900209/03-01 on 830421-22. 
No nonconpliance noted. 

POTAPOVS. U. Region 4. Office of Director 83/06/03. NOREEN.H. 
Bergen-Paterson Pipe Support Corp. 3pp. 19236:338. 

—8307060350 6A Program Insp Rept 99900209/83-01 on 830421-22. No 
noncOBipliance noted. Major areas i nspec t ed • r evl iw of stress 
analysts 6 structural testing of preloaded pipe clamps 6 
eian of procedures S> representative records. 

8EARS.P. Region 4. Office of Director 83/06/03 Spp- 
19236. 340. 


B307O6O3S3 Foruards QA Program Insp Rept 99900285/83-01 on 830420-21 
Ho noncoapltance noted. 

POTAPOVS. O. Region 4. Office of Director. 83/06/06. BEMELLiD.M. 
ITT Orlnnell (subs, of 1TT>. 2pP- 19234:163. 


— B307'060360 OA Program Insp Rept 99900285/03-01 on 030420-21 No 
nonconpliance noted. Major areas I nsp ec ted rovl aw of ftress 
analyses 6 structural testing of prelaaded pipe clamps. 

SEARB.P,. HALE.C.J. Region 4, Office of Director. 83/06/02. Spp. 
19234; 165. 


83O706O3SB Forwards OA Program Insp Rept 99900810/83-01 on 030328-31 *< 
notices of deviation U nonconformance. 

POTAPOVS, U. Region 4. Office of Director. 83/06/02. R ICHARDS, D. H. 
Louis P. Conuso, Inc. 2pp. 19236:23? 


— 8307060365 Notice of deviation from insp on 030328-31. 

* Region 4 . Office of Director. 03/06/02. 2pp. 19236:241. 


—8307060374 Notice of nonconformance from insp on G30326-31. 

a Regton 4. Office of Director. 03/06/02 2pp. 19236:243. 


—8307060082 QA Program Insp Rept 99900810/83-01 on 830328-31. 
Noncowpllance noted: copies of 10CFR2t • Sec 1 1 on 206 of Energy 
Reorganliation Act of 1974 8, procedures adopted per 
regulations & notice describing regulations not posted. 

ELLEftSMAU. L. E. . BARNES, I. Region 4, Office of Director. 03/05/25. 
Spg. 19236:245. 


0307060370 InPoTins that QA Program Insp Rept 99900505/83-01 item re 
•rmr in charging pump 6 bypass valve control circuitry 

c losed. 

POTAPOVB.U. Division of Vendor & Technical Programs, VITS 82-205. 
83/06/30. LEMIS.R.C. Dlvlsio-n of Project 6 Resident Programs. Ip 
19236:227 


B307t2080t Forwards OA Program Insp Rept 99900349/83-01 on 830510-13 L 
iietlee of nonconformance. 

POTAPOVSiU. Region 4, Office of Director. 83/06/13. ALLEN, U.T. 
Corner & Lada Co.. Jnt. 3pp- 19423:292. 


•8307120204 Notice of nonconformance from insp on 830510-13. 

* Region 4. Office of Director. 83/06/13. !p. 19423:295 


—0307120209 OA Program Insp Rept 99900349/83-01 on 830510-13. 
Nonconpliance noted : fo 1 lowup audits to confirm corrected 
deficiencies not performed within 30-day period. 

OLLER,RE. • DARNER. I. Region 4, Office of Director. 83/06/10. 
llpp. 19423:296. 
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• tE an e30404-08 & 

r £j/Ce.l3 PRVtW.C W. 


ir-is an 6j0«D4-0B 
S3':.4/:3 Ip 14423.274 


;-«E -fE! 'S’-oj sn S30404-03 

;t«i III »•»*-! tnn iiet.pt Pound 

j -■ »•.»:? :• r i S ;j} & ;r.* let 3r guidt tube 


-8307120334 0/> Program Ih«p Popt 99‘J0rj,'JH'//F);i - 0 1 on ll,l()4;i3-2u 
Noncoaipliancp no tod correc 1 1 vo attiiins not auhmi t lod bi, 
830229 for sevon corrective actmn lequuai:* r o lurveu of 
Identified deficiencies at Seal Pt.nter Ccirp ^ 

OU-EFi R E . BARNES..!. Hogion 4. Office Of Diroitor 
14pp. 17430 004. 


03/06/14 


ZHi:» of Director 83/06/03. 


0307120376 Adviaes that Section 4 uf eiicl OA I’rudr.nr, [n,,, r,„„, 
99900507/83-01 re improperlg tightened ,nn. n.itH on ho| p 
H/o*"encl conpide.-od closed for Uargent 6 Limdg 

POT«>OVS.U. nivlelori of Vendor «. rorhnitol I'rDcir/imB m,., 
DANIELSON. D.H. Division of E.iginoPl.no Ip I'/d^V Ool °''' 


I' .:i 1-i -'cgrj. 


•«; -*:t »4»;C707/e3-01 cn 830435-27. 


« E' Iirectjr e3--C6/17. KARR. B R 

-.•d r«3 


■ I'*' ■''' ’’'•"737/63-01 on B30425-37. No 

"‘•f. ,i . 1 .. »f> nioerai insulated 

<•> 5 4 ;«* ‘ ‘ -•Jit* 4 J*fiz9 6f Director 83/06/13. 


83071^43? Discusses QA Program Insp Rep t 'f'f'/OOSt' 1 /tn -0 1 r„ n 

Hoot anchor bolt proh lem. Prob lem ropoi ted os fori i'l *■ 

deficiency & being processed bii ilochtel 

Enforcement. ip. 19425:277 ’* •"•poctlon and 

^^™5../fo..,H „„ ^ 3033^-0401 

Bechtercorp''®®ap7''',°j2l“o“' Director H,3/06/r/. lUNKLEmN.L 0 , 


■ en 830404-08 6 

’ 0-BHIEM.D.C. 


» il” 630404-08 

' SjpCi/J3 Ip 19423:219 

i ' I j. U V } T y p - f ..... H 4 

♦ ' 4 ©30404-08 

■■•’ C’3/v6/:3 2pp 19423 220 

*•* -I = 05 . 4 f Energy 

S'' > :^-ip of Director 


*a-1s SA P-EJ-S-, B . 

« 1 •• 5 t ♦ J 

4 Qffi:, -f iE..,., 
' ' i’is i54:'4 C-34' 


5C:!07/S3-0l cn B3032B-0401. 
S3/06.C9 PATTERSON, HH 


.'4 i* . 
111-: 


- .V a;., .- 




' t # 2 




'1? »rj“ 

< j • • rsa 


530328-0401 No 

itei-, request 

• a! ! * *• ot 

•el Picf stresses 

Director 83/06/07 


^ >*; “ 


y r,; 

’•o a...j ) 

r.4 , j 


•^-a* 'i* 

; » -atrj 

i ; j - 4 Cf f i I 

Ms.rr.E-,;,, J, 


^■»5 R»E5 949ftn9-'3/»s -. 

.•-7.2/33-vl on 830503-04 

Thomas. e j 


--Pr 53/06/17 
19414 0J9 


-Citflvs . 


"''pj'am l-,p 9,j|, 

:.' ;?'•* 4’... ®^0503-04 n, 

^ d’dI-11. I; rE-f-i ''•ffration of 

.-radier,:-,',;] ” ''‘v-r. la t ed testing t 

•'f J942«cs: ‘ 9» Director 


•IP 


’ f l;r 
’■<^4 103 


53-C6/17 LOUTHAN.F 0. 


"fit 

U ’ '4|“* 


1 'S'-®* 

Director e3/06/„ 


'.'“•-51 iA O-sj,, 
-i.r' .'fa.,.,. 


, - ---.u-., -'ip 9«:t vvOOO-so/Bo - 

4 ':fl,.. -'•■'* 0" 830425-29 t 

83,06/17 BDN..«,aAa 


'•i. 


■■'.•''I fci..i 


'» 19430 003 


• R9B.on''r'Dff?ce'’o“y”:;::::;'“ 03/06/";'’ "iV^m^nio*' 

njoipwent m IE ,gs Issued w/o evidence of diislg.l vlli'lu 
COSTELLO* J R , WAi e r I n a 

28 pp. 19426:0ir ' of Director fl3/06/H 

on 

B-se-ount. Dlrecli.r E|rj/C)7/(UI ANDEROflN, O, d. 

Pacific Air ProdX'’co°”;" »:5/07/OH HEaG.L.R 

MDSO^’^T %acflr‘l?" o,‘M'’brrep„rrS‘”'‘ 

8307150247 Act 

^"o9 r'aT’ 1 ., t “ ' " ” * 

POTAJovsT^Reei”^ I’^r ej t 

-Wndustrles.^ — - MOR.ARTV,..N 

—8307150249 Res 

POW^ri'*’^ J “ S^'-nngtci.MA nn 030719-22, per 


KULCSAR.E, 

8307150260 Discuss. 

an 030510 


NAHTIN.T.T Divr.',’”" ' ' ' / «ri-06 o n 

'-8307130269 Notic 

^"^rec? rad fJu ''' 

Office 

*P 19538:074. 
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' ^ of 830120 ^ 030 1 Jtv5 informing NRC of gt egs 

" ^ *3c on f orman c e noted in QA Program Inap 
Item B 3 luill be revietucd in greater 
■ t nap. 

4, Office of Director 83/07/08 ETHER I DOEi M. B. 
' ® Inj, Inc Ip. 19331 117 


--8307210206 Reapondi to NBC 83060S Itr re nonconformance noted In QA 
Progren Insp Rept ?9?0<}816/e3-01. Oorrcc 1 1 ve ectlonarQA 
program manual revised (> QA I< ofc peraonnsl retrained. 

REILLY. M. Meat Jersey Manufacturing Co. 83/06/28. POTAPOVS. U. 
Region 4. Office of Director. tlpp 19663: iSO 


' ^ to NRC 030207 Itr requesting addl info re 
tern 0.2 noted in QA Program Inap Rept 
-rivipon l< aeiamic qualification not 
'**u!t of revrap of detectora 
■Combustion Engineering. Inc 83/03/01. 

* on 4, Office of Director. 2pp 19331.118. 


® ipt of 930120 Itr in response to QA Program 
•O 1 /02-O3. Requesta concluaiona of evaluation 
® eiua 1 1 f 1 ca 1 1 on. 

ton 4. Office of Director. a3/D3/07. 
Combustion Engineering, Inc. Ip. 19531:120. 


QA Program Inap Rept 99900919/83-01 on 030418-22 
ormance. 

*> 4, Office of Director. 83/06/24. DAVIS. A e 

Corp. 2pp. 19585 247. 


— 8307210224 Foruards Chicago Tube b Iron 830317 Itr re Purchase Order 
N00966 for four pieces FS blind flange, for files. 

REILLY. U. Meat Jersey Manufacturing Co. 83/03/22. ELLERSHAW.L. 
Region 4. Office of Director I4pp 19665: 191 


8307220394 Foruards list detailing status of commitments for corrective 
actions eiade prior to transition of engineering luork on 
project. 

RICEiH.n. Broun b Root Corp. Csubs. of Halliburtpn Corp. ). 

82/02/08. SEYFRIT.K, Region 4. Office of Director. 2pp. 

19673:235. 24X Fi che : S0-49B. 82/02/08. 8307220394. 


8307260131 Act receipt of 830103 t. 0303 Itra informing NRC of steps 
taken to correct nonconformance noted in OA Program Inap 
Rept 99900793/82-01. 

POTAPOV5.U. Region 4. Office of Dlrectnr. 83/07/21. LOTT. J. E. 
E.L. Manufacturing Peebles. !nc. Ip 19727:265. 


o P nonconformance from insp on 830418-22. 
*ce of Director. 83/06/24. 2pp 19555.249. 


7- am Insp Rept 99900919/03-01 on 830418-22. 
fced.QA procedures Inappropr late. doc umented 
^ b 1 B to Indicate performance of internal QA 
udlt documentation unavailable. 

I— IPSpH.S. Region 4. Office of Director. 83/06/21 

1 . 


<3A Program Insp Rept 99900070/83-01 on 830404-0a 
f ormance 

n 4. Office of Director. 83/06/29 MILLEB.J.H. 
Engineering Corp. 2pp 19SS5. 176 


o nonconformance from insp on 830404-08. 
ice of Director. 03/06/29 2pp 19558:178. 


—8307260158 Responds to NRC 030209 Itr re nonconformance noted in QA 
Program Insp Rept 99900795/82-01. Corrective ac t ions: turi t ten 
procedure established to evaluate deviations, personnel 
briefed re procedure 6 purchase orders modified. 

PLANK.R. A. E.L. Manufacturing Peebles. Inc. 83/03/03. 

POTAPOVS. U. Region 4. Office of Director. 3pp. 19727:266. 


—0307260164 Ack receipt of 830103 Itr informing MRC of steps taken to 
correct nonconformance noted In QA Program Insp Rept 
99900799/82-01. Addl response requested re items in notices 
of nonconformance b violation. 

POTAPOVS, U. Region 4. Office of Director. 03/02/09. LQTT.J. E. 
E.L. Manufacturing Peebles. Inc. Ip 19727:269 


— B307260169 Responds to NRC 621208 Itr re nonconformance noted in QA 
Program Inap Rept 99900795/82-01. Corrective actions: 
operation sheets completed in requested order & neuly 
purchased matls clearly narked. 

PLANKiR.A. E.L. Manufacturing Peebles. Inc. 83/01/03, 

POTAPOVSiU. Region 4. Office of Director 9pp. 19727:270. 


T-arn Insp Rept 99900070/83-01 on 830404-00. 

■tc '6 d: failure to perform required weld stress 
b i fy Incomplete uicld fusion b penetration 

IMES. I. Region 4, Office of Director. 83/06/23. 


8307260219 Ack receipt of 830527 Itr informing NRC of steps taken to 
correct nenCDmfornance noted In QA Program Insp Rept 
99900017/83-01. 

POTAPOVS.U. Region 4. Office of Director. 03/07/22. ANDERSON. K. 
Dravo Corp. ip. 19728.337. 


3A Program Insp Rept 99900923/03-01 on 030509-12 b 

n . 

n 4, Office of Director. 83/07/01. MATTESON. 0. 
Systems. 2pp. I9SSS. 163. 


of violation from insp on 830509-12. 

ic« of Director. 83/07/01. Ip 19585:165. 


r«m Insp Rept 99900923/03-01 on S30S09-12. 
(: 0 d:required customer /purchaser procedures 
adopted b required Part 21 documents not 


— B307260228 Responds to NSC 830421 Itr re nonconformance noted in QA 
Program Insp Rept 99900017/83-01 . Correct I ve actions; Insp b 
QA personnel cautioned to ensure that nonconformance or 
reject repts completed b matl returned to vendor. 

ANDERSON. K. B. Dravo Corp. 83/05/27. POTAPOVS.U. Region 4. 
Office of Director. 81pp. 19728 338. 


8307260229 Provides info re changes to QA program from PSAR 
description, for review b acceptance. 

CERRET6.T.F. Louisiana Power b Light Co. H3KB3-07ai. 83/06/09. 

COLLINSiJ.T. Region 4, Office of Director. 9pp 19726 346 24X 

Fiehe: 90-382. 83/06/09. 8307260829 


_IPS.H.a. Region 4, Office of Director. 03/06/27. 
b- 


SifV Program Insp Rept 99900745/83-01 on 030404-07 b 

- (Timnc B. 

^ 4, Office of Director 83/06/21. XAVIER, M. A. 

1 ySSS: 210 


—8307260236 Advises that QA program described In Topical Rept 
CENP0-210-A, Rev 3 being implemented satisfactorily. 

Conclusions of itr valid for 3 yrs. 

SEYFRITiK.V. Region 4. Dallas. Office of the Director (81/03/01). 
81/06/02. ETHERIDGE. H. R. Combustion Engineering, Inc 3pp 
19726:359. 24X Flche; 50-382, 83/06/09, 8307260229. 


8307260313 Confirms OA program insp at Nestmont, IL plant on 630813-19. 
yf nonconformance from insp on 830404-07. per 830629 telcon. 

ice of Director. 83/06/21. 2pp. 19355:213. POTAPOVS.U. Region 4, Office of Director, 83/07/18, SESHAOIRI.H L 

CLOW Corp Ip. 19726:010. 


’.an Insp Rept 99900745/83-01 on 830404-07. 
b e d ; documentary evidence not available that 
■s g s held prior to Nov 1932 b semiannual 
I tred during Sept b Mar. 

4ESi I Region 4. Office of Director. 03/06/00. 


8307290026 Forwards QA Program Insp Rept 99900802/03-01 on 830411-15 b 
notices of nonconformance b violation. 

POTAPOVS.U. Region 4. Office of Director. 03/07/08. PIRAINO, 0. 
Kaman Co 3pp. 19821:090. 


— B307290032 Notice of violation from insp on 630411-15. 

330718 mgt meeting in Assonot.MA re implementation * Region 4. Office of Director. 63/07/08 Ip. i962l’093 

330617 telcon 

^ A, Office of Director. 83/07/14 RANDALL, M.«. 

. oTi Services Ip 19668 230 —8307290035 Notice of nonconformance from insp on 830411-15. 

e Region 4. Office of Director. 83/07/08. ip 19821:094. 

I t of S3062B Itr informing NRC of steps taken to 
■rice noted in QA Program Insp Rept 

, 4, Office of Director 83/07/14. REILLY. W. 

; curing Co. Ip. 19665: 179. 
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--930729(>040 OA Projrim Imp Rept 99900802/63-01 or 930411-15. 

IIoncoiTp 1 1 arc 0 nottd.doiipn rrquirenttr t s not incorporptcP 
Into nod procedures & emergency operoting procedures Asnuol- 
Section b incorrectly identified 

PARKER. L B. Region 4, Office of Director BARNES- I Olvision of 
Vendor 4 Technical Programs. 83/07/01 9pp 19821 096 


8307290060 Poruardf OA Program Insp Rept 99900266/83-01 on 830316-19. 
No noncomp I lance noted. 

POTAPOVS. U. Region 4. Office of Director 83/07/06. EKPEV. D 
Reclvell International Corp 2 pp. 19820 361. 


—8307290063 OA Program Imp Rept 99900266/83-01 on e30316-t9.No 
noncompliance noted. neior areas inspected' follovup on Part 
21 repts. previous insp i terns. con trol of special processes- 
Imp 6 testing i audits. 

SUTTON. J.U , BARNES. I . Region 4. Office of Director 03/07/07. 
9pp. 19921.001. 


8307290081 Forwards OA Program Insp Rept 99900785/83-01 on 830320-0401 
& 23-29 6 notice of nonconformance. 

POTAPOVS. U Region 4. Office of Director. 83/07/11 DEZUTEL. C. Z. 
Zact Co 3pp 19822: 182. 


83071S0190 Conisents on draft Reg Guide IC 127-5. "Criteria for 
Prograiwr-aOle Digital Computer Sgs Software in Safety Sys of 
Nuclear Power Generating Stations " Option A pie f erred . 

DALE. L y Mississippi Power 1 . l.ight Co. AECM-83/oy74 83/07/08 
Docketing 6 Services Branch Ip. 19531 052. 

8307100119 For comment issue of draft Reg Guide OP /l3-4i "Applications 
of Dicassag for Tritium. " 

« Office of Nuclear Regulatory Research. Director. B3/06/30 16pp 

19641:213 


0307190207 ComBents on Rev 1 to Reg Guide I 82. Task MS 203-4, "Sumps 
for Efflergenci) Core Cooling t< Containment Spray 8 ys " 

Incans is tencles cited 

VIVIRITO. M. A. Cibbs *. Hill, Inc isubs. of Dravo Corp.). 83/07/11 
Docketing t- Services Branch 2pp. 19628:320 


0307260274 Comments on proposed Reg Guide 8 31- Task OH 941-4. re info 
relevant ts ensuring occupational radiation ciposures at U 
Bills uill be Ai-ARA. Suggests control of chemical haiards be 
briefly addressed. 

MILLB-L.H. Tennessee Valley Authority. 83/07/19 Docketing (> 

0 ervices Branch. 2 pp. 19726: 126. 


—8307290087 Notice of nonconformance from insp on 830328-0401 & 25-29 
e Region 4, Office of Director. 83/07/11. 2pp. 19022:185 


—0307290095 OA Program Insp Rept 99900785/83-01 on B3032S-040I ti 25-29. 
Noneompl lance no ted: corree ted metis certification not 
requested for 3.000 16 14 gage ASTK A-240 Type 304-2B 
stainless steel. 

PARKER.L.B., BARNES.!. Region 4. Office of Director. 83/07/07. 
14pp. 19822:187. 


8307290114 Foruards OA Program Insp Rept 99900057/83-01 on 830411-15 
6 notice of nonconformance. 

POTAPOVS.U. Region 4. Office of Director. 83/07/08. MIEWAUB-P. 
Ullltas Powell Co. 2pp. 19822:076. 


— 8307290120 Notice of nonconformance from insp on 830411-15. 

• Region 4. Office of Director. 83/07/08. 2pp 19822.078. 


—0307290129 OA Program Imp Rept 99900057/83-01 on 830411-15. 
Noncempllanee noted: documentation checklist missing from one 
package 1AS0476-C) 6 wall section check not noted on 50 weld 
repair records out of I 6 S records contained in packages. 

CONWAY. J. T. . BARNES. 1. Region 4. Office of Director. 83/06/08. 
10pp. 19822:000. 


8307290133 Forwards OA Program Insp Rept 99900925/03-01 on 830523 6 
85-27 li notices of nonconformance 6 violation. 

POTAPOVS.U. Region 4. Office of Director. 83/07/11. SMITH-C. 8 
ANCO engineers. Ine. 3pp. 19822:006. 


— 8307290139 Notice of violation from insp on 830523 U 25-27. 

» Region 4. Office of Director. 83/06/11. Ip. 19822:009. 


—8307290144 Notice of nonconformance from insp on 030323 U 25-27. 
» Region 4. Office of Director. 03/06/11. 2 pp 19022:010. 


-8307290147 OA Program Insp Rept 99900925/83-01 on 830523 << 25-27. 
Noneoap 1 lance noted; fal lure to post all required documents- 
detailed QA program implementing procedures not developed 
for App B criterle b QA audits not conducted 
KUBBARD ,0 T, . PHILL IPS, H. S. Region 4. Office of Director 
83/07/07 I3pp. 19822:012 


8307260293 CosMBsnts on proposed Rev 1 tc. Reg Guide 1 02. Task MB 203-4. 
re sufflps for emergency core cooling 6 contalnmoiit spray lys. 

Note should be added stating App A considered for infa 
purposes only. suby to ECCB pump design. 

BUDZIK-D.M. Consumers Power Cn. DMB 32-03. 83/07/19. Docketing 

ti Services Branch. 6 pp 19726. 131 


8307260476 Documents understanding that cither Rev 2 or Rev 3 to Reg 
Ouide 1.97 acceptable to NRC for addressing guidelines of 
NURE0-O737- Suppl 1 <Generlc Ltr 02-33) re emergency rosponse 
capability. 

6ARR1TY.U.H Maine Yankee Atomic Power Co. MN-8;3-lSl 83/07/21. 
CLARK-R.A. Operating Reactors Branch 3 Ip. 17734: 163. 24X 

Flehe: 50-309. 83/07/21. 8307260476. 


8307270023 Forwards comments received re technical findings t. 
resolution positions for Unresolved Safety Issue A-43 re 
containment emergency sump per formanc e. Revs to NUREG-0897 
rocoBmended. Technica 1 /saf e ty issues U resolutions loquested. 
SERKIZ-A.U Generic Issues Branch. 03/07/12. DALGIIREN. D Bandia 
Laboratories. 2 pp. 19011:209. 


— 8307270033 Comments on draft NUREO-0097 fc NURE0-0Q69 fReg Guide 1 82 
rov). 

PADHANABHAN- n. Alden Research Laboratory. 03/06/13 SGRKtZ.A.W 
Ooneric Issues Branch. 7pp. 19811:222. 


— 8306200604 Foruards rev to Table A-3 in NUREG-0B67 Rev corrects 
discrepancies noticed in values of variables for vorulcal 
outlets. Corrections also applicable to NUREO-0097 
PAOMANABHAN Alden Research Laboratory 83/06/22. 3ERKIZ.A. 
Oenerie Issues Branch. 4pp. 19311:231. 


830727038S Cammants on Rev 1 to draft Reg Ouide 1.82. Task MS 203-4. 
"Sumps for Emergency Core Cooling 6 Containment Spray Syt. " 
8 ALDARINI- J. C. Ebasco Services. Inc. Isubs. of Ensercfi Corp. 1 . 
03/07/21. Docketing 6 Services Branch 2pp 19767:317. 


8307280098 Forwards addl info to util 830413 response to NUREO-0737, 
Suppl 1 re safety parameter display sys. detailed control 
rooa design review U Reg Guide 1.97. 

UHRIO-R.E. Florida Power t Light Co 1.-83-421 83/07/25 

VAROA- S A Operating Reactors Branch l. app 1979i- 179 24X 

Fiche; 50-250- 83/07/25. 0307280098. 


REGULATORY GUIDES 


RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


B307I2010S For Comoent" issue of draft Reg Guide MS 144-4. "Fracti-re 
Toughness Criteria for Ferritic Steel Shipping Cask 
Containment Vessels W/Mai Wall Thickness of 4 Inches 
( 0 - 1 ml. " 

of Nuclear Regulatory Research, Director. 
83/06/30 ilpp 19508:294 

8307150163 Comments on draft Reg Guide IC 127-5. "Criteria for 
Programmable Digital Computer Sys Software in Safety Sys of 
Nuclear Power Generating Stations. " Option A. limiting QA 
guldanca to IEEE Std 467-1900. recommended. 

UOODLAN.D.R. Ttiai Utilities Services. Ine. TXX-4003. 83 / 07/11 

Doetetlng 6 Services Branch. ip. 19535:236 

8307150174 Comments on draft Reg Guide IC 127-5. "Criteria far 
Programmable Digital Computer Sys Software in Safety Sys of 
Nucley Power Generating Statiens. " Endorses Option A re 
limiting QA guidance to IEEE Std 467-1980 

Service Electric i Gas Co. of New Jersey. 

83/06/24 Docketing 6 Services Branch. Ip. 19531:010.' 


B307OM3i4 Definition of Scenarios L Evaluation of Methods for 
Analyiing Source Terms of Major Accidents Involving U 
Heiafluaride at NfiC-Licensed Fuel Cycle Facilities." 
progress repts for Apr t- May 1983. W/830610 ltr. 

8 IKAN-T 0 V.H. Union Carbide Corp. FIN B-0493. 83/06/20 

19M3 2 ***'^ Transportation b Materials Risk Branch. 5pp 


8307110560 "Accident Aerosol Charac ter i :a 1 1 on. " Informal monthly 
progress rept for May 1983 . muiii-niy 

OMCZARSKI-P. C. Battelle Memorial Institute, Pacific Northwest 
Laboratory. FIN 8-2207. 03/06/22 BERNSTEIN. S 

Materials Risk Branch, 7pp. 19391. 323 


Transportation i< 


8307120047 ANL/LHR/NRC 83-6 

Bys^ao'pVant”"'"* Total Loss of Feedwater Event for C-E 

^°"*^SON,P, B Argonne National Laboratory, 83/07/31. 
Division of Systems Integration (post 811005) lllpp 19438:231. 
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830713039Q Draft NUREO/CR-XXXX. "Cos t /Dene fi t Analysis of Adding Feed 
«c aUid Capability to C-E PURs. " 

OALLUP. D. R. Sandla Laboratories. OAHAN-E. ■ CHEROACK.R. Burns «< Roe 
Co. 6ANDS3-XXXX. S3/06/30. NRC - No Detallod Affiliation Given. 
4&pp. 19909:327. 


B307140478 "LUR Pressure Vessel Surveillance Oosimetry Improvenent 
Program' '' bimonthly status repts for Feb-fiar & Apr-May 1903. 

PRESTON' C. C. > KCELROY'U.N. Hanford Engineering Development 
Uaboretory. 0392449. 03/06/20. OERPAN, C 2. Haterlals Engineering 

Branch. Spp. 19940.010. 


B307190390 "Investigation of Accident-Induced Flou & Matl Transport 
in Nuclear Facilities'" monthly progress rept for May 1903. 
riARTIN'R.A. Los Alamos Ocientlflc Laboratory. FIN A-7029. 
S3/06/21. BERNSTEIN'S. Trans p or ta 1 1 on h Materials Risk Branch. 
ISpp. 19940:309. 


—8307190393 Notifies that "Investigation of Accident Flou & Matl 
Transport in Nuclear Facilities" r evieued. D1 scuss ions 
useless since fuel cycle facility research program being 
phased out, 

BERNSTEIN'S. Transportation & Materials Risk Branch. FIN A-70a9. 
83/07/06. MARTIN'R.A. Los Alamos Scientific Laboratory. Ip 
19940: 317. 


9307260043 "Investigation of Accident-Induced Flou t< Matl Transport In 
Nucltar Facilities'" Itr rept for June 1903. 

MARTIN'R.A. Los Alamos Scientific Laboratory. FIN A-7029. 0-6-018 

(R673}. 03/07/19. BERNSTEIN'S. Transportation Materials Risk 

Branch. 6pp. 19786:222. 


REVIEW ORP NRC RESEARCH REVIEW GROUPS 


83O923097S Disagrees u/current enforcement policy alloulng asssssment 
Df monetary penalties for Severity Level IV or V violations' 
par 821221 Itr re regulatory reform. 

BR ITTAINi P. 0. Teias Utilities Oeneratlng Co. 83/03/18. 

TOURTELLOTTEi J. Regulatory Reform Task Force. 2pp. 10941:312. 24X 

Flcht: 90-449' 03/03/10. 0309230570. 


0307090923 Notifies of CROR Meeting 41 on 830706 In Washington! DC to 
ravlau final rulemaking re fitness for. duty for personnel 
w/unescorted access to protected areas & NUREO-0849' "SRP 
For Revleu U Evaluation of Emergency Plans for Research. ..." 
STELLO' V. Committee to Revleu Generic Requirements. 83/06/24, 
MATTSON' R. J. Division of Systems Integration Cpost B1I0091. 
iJORDAN'E. L. Dlvltion of Emergency Preparedness b Enginttrlng 
Rasponse (Post 030103). CUNNINGHAM. R. E. Division of Fusl Cycle U 
Material Safety, 89pp, 19262:172. 


—0307090927 Discusses proposed IE bulletin re nonconforming matls 
supplied by Tube-Line Corp for CROR revl eu. Requests CROR 
rtvieu be scheduled. 

DEYOUNO'R.C, Director's Office. Office of Inspection and 
Enforesment. 83/06/13. STELLO. V. Committee to Revleu Generic 
Requirements. 2pp. 19262:260. 


"8307090930 Requests that NRC refrain from any final decision to take 
administrative action until pending NRC repts issued to 
Tube-Line, Company voluntarily suspended any sales of matls 
for nuclear applications until further notice. 

HALLMAN'R.M. Cahill. Gordon b Relndel. 83/06/10. COLLINS.J.T. 
NRC - No Detailed Affiliation Given. 3pp. 19262:272, 


— 8307090934 Responds to 830610 Itr to J Collins on behalf of Tube-Line 
Corp. NRC has independent obligation to fully t> properly 
carry out statutory responsibilities. 

BROWN'W.L. Region 4. Office of Director, 03/06/17. HALLMAN.R.M. 
Cahill. Gordon b Relndel. Ip. 19262:279. 


0307070099 Summary of CROR Mestiiig 40 on 830601 re proposed final 
amends to 10CFR90. 44 concerning hydrogen control in BUR Mark 
III b PWR Ice condenser containments. Requirements listed. 

STELLO. V. Regional Operations b Generic Requirements. 03/06/24. 
DIRCKS.W.J, Office of the Executive Director for Operations. (2ap, 
l'?293:8ll. 


8307000299 Forwards backfit cost figures for addl seven utils per 
original 830208 request. Cost figures for 20 utils 
transmitted 830411, 

TOURTBLLOTTE. J, Regulatory Reform Task Force. 03/06/22, 
PALLADINO. N. . OILINSKY. V. . AHEARNE. J. Commissioners. 2pp. 
1?363:313. 24X Flche: 90-000. 83/06/22. 8307000299. 


— B3070B0321 Forwards backfit cost info for facility, per NRC 830208 
request. Category 1 Imposed by NRC regolatlons/orders. 

Category 2 imposed by NRC bulletins b NUREG-0737 
rsqulrements b Category 3 initiated by util. 

SELBY. J.D. Consumers Power Co. 83/04/14. TOURTELLOTTE. J. 
Regulatory Reform Task Force. 9pp. 19363:319. 24X 

Flche: 90-000. 03/06/22. 0307080299. 


--03O7O0O331 Informs of inability to responi) to NRC 830200 request re 
impact of regulatory backfit cost since util has no 
operating plant to use as baseline for comparl son. Support 
espraased for backfit evaluation effort. 

HALL.D.P Illinois Power Co 0902-1. 03/04/08 TOVRTELUDTTE. J. 

Regulatory Reform Task Force. Ip. 19363 320 24X 

Fiche; 90-000. B3/06/22. 8307000299 


— 0307000337 Forwards backfit b regulatory Impact cost analysis for 
facility. per NRC 030208 rcques t . Analy s I S' former 1 y 
confidential atty work product ' re leased to liitervenors b now 

to task force 

DAYNE.J.P. Power Authority of the State of New York. JP0-lO6-e3. 
03/06/01. TOURTELLOTTE' J- Regulatory Reform Task Force. Ip. 
19363.321. 24X Flche: 90-000. 83/06/22, B3070B0299. 


—8307080341 "Determining Portion of Regulatory Burden on Indian Point 3 
Capital & ObK Expenditures 1976 - 19S6 10-Yr Cost Projection 

Also Included. " 

• Power Authority of the State of Neu York. 03/04/30. 36pp. 

19363:322. 84X Fiche : 90-000. 03/06/22, 8307000259. 


— 0307000392 Forwards backfit cost tabulations for fac i 1 i t lea. per NRC 
03021% request. 

KEMPER. J.8. Philadelphia Electric Co. 63/09/04 TOURTELLOTTE, J. 
Regulatory Reform Task Force. 6pp. 19364:003. 24X 

Fiche: 90-000. 83/06/22, 0307000299. 


--0307080398 Forwards backfit cost estimates for f ae 1 1 1 t t es. per NRC 
830319 Itr.Costs do not reflect extending scheduled outages 
due to backflts b mods. 

PARRI8.H.O. Tennessee Valley Authority. 03/05/02. 

TOURTELLOTTE. J. Regulatory Reform Task Force. 5pp. 19364:009. 
24X Fiche: 90-000. 03/06/22, 0307000299. 


-8307080366 Forwards summary of backfltting costs for facility. per NRC 

request. 

EDWARDS.D.U. Yankee Atomic Electric Co, SPS-03-3. 83/09/11. 

TOURTELLOTTE. J, Regulatory Reform Task Force. 2pp. 19364:014, 

34X Flche. 90-000. 83/06/22. 0307080299. 


8307090111 Notification of B30714 meeting w/GE b Licensing Revleu 
Groups I b 8 in Bethesda.MD to discuss methodology for 
detoraining DWR reactor protection sys setpoints b 
allowable values. 

8TEFAN0.J.J Licensing Branch 1. 03/06/28 YOUNODLOOD, D. J. 

Licensing Branch 1. Spp. 19304: 107. 


8307110890 Notifies of CROR Meeting 42 on 030712 in Dethesda.MD to 
review proposed IE bulletin' "Apparently Fraudulent Products 
Bold by Ray Hiller. Inc" b final amends to lOCPRSD re ATMS 

events. 

STELLO.V. Commlttea to Review Generic Requirements. 03/07/08. 
MATTSON. R. J, Office of Nuclear Reactor Regulation' Director. 
JORDAN.E.L. Director's Office. Office of Inspection and Enforcement. 
CUNNINGHAM. R. E. Division of Safeguards 2pp. 19331:039. 


--8307110318 Forwards proposed Commission paper recommending issuance of 
final amend b related amend to iOCFRSO re ATWS events. Info 
fairly presents ATUB problem b reasonable course of action 
by Commiaslsn recommended. 

HINOOUE.R.B. Office of Nuclear Regulatory Research' Director. 
83/07/09. DIRCKS.W.J. Office of the Executive Director for 
operatlans. 186pp. 19301:041. 


—8307110329 Forwards proposed IE bulletin. "Apparently Fraudulent 
Products Sold by Ray Miller, Inc" b IE Info Notice 03-01, 

“Ray Killer. Inc.* for review. 

DEYOUNO.R.C. Director's Office. Office of Inspection and 
Enforcement. 63/06/30. STELLO.V. Regional Operations b Generic 
Requirements. 24pp. 19381:227. 


8307140580 Notification of 830706 meeting w/Steam Generator Owners 
Oroup In Bethesda.MD to discuss findings from NRC generic 
steam generator program for resolution of Unresolved Safety 
leewes A-3. A-4 b A-9. 

IPPOLITO. T. A. Operating Reactors Assessment Branch 03/07/01. 
HIRAOLIA. F. J. Assistant Director for Safety Assessment. Ip. 
19989:333. 


8307190399 Forwards summery of CROR activities for B20429-B3O630. 
Summary will be included in weekly rept for week ending 
830701. 

SCHHINKiM. Committee to Review Generic Requirements. 83/07/09. 
COBUnittee to Revleu Generic Requirements. 6pp. 19694:030. 
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0307200131 0i»cu*5»» procfdures for feedback U closure on CROR review*. 
CRGR minutes will be provided to ofc directlij involved in 
issuejofc involved will concur u/CHGR comments tt proceed 
w/ectlon.bij memo to CRCR< within S working dags 
DlHCKb.U J. Office of the Eiecutive Director for Operation*. 

83/07/lS DAVIS, J.G Office of Nuclear Material Safetg & 

Safeguards. Director DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director. DEYOUNG. H.C. Director's Office. Office of 
Inspection and Enforcement. 3pp. 19651.240. 


8307260600 Responds to FOIA request for SECY S2-464. Forward* document. 
Info eartlallu withheld (ref FOIA Exemption 3) 

FELTONiJ.H. Division of Rule* and Records. 83/OS/lB. BUCKLEB.R. 
NUS Corp. 2pp- 19788:045. 


— 8307260601 SECy-88-464 
Discusses litigation 
SLAOeiE. E. L. Office 
19788: 047. 


rept for uk of 821115. Info deleted, 
of the General Counsel. 82/11/22. 


2pp. 


8307200186 Staff requirement* memo re 030707 discussion of 
administrative proposals of Regulatory Reform Task Force 
on backfit rule In Uash 1 ng ton. DC. 

CHILK.S J Office of the Secretary of the Commission. I1B30707A. 
83/07/00 DIRCKS.H.J. Office of the Executive Director for 
Operations. TOURTELLOTTE, J. Regulatory Reform Task Force. ip. 
19670 313 


8307230114 Summary of 830706 meeting w/Bteam Generator Owners Group 
in Bethesda.MD re recommendation* for new generic steam 
generator requirements. based on integrated program for 
resolution of Unresolved Safety Issues A-3,A-4 ti A-3. 

HIRAGLIA.F j. Assistant Director for Safety Assessment. 83/07/13. 
eiSENHUT, D. 0. Division of Utcenslng. 20pp. 19737:200. 


8307230367 Submits summary status of issues being addressed by 
Licensing Review Group II. per 030502 request. Four Issues 
require further action prior to NRC closeout. Post-accident 
sampling requires procedural upgrading. 

l^TZSCHER, D. L. Licensing Review Group II. HOLTZSCHER. D. L. 
Illinois Power Co. U-06S2. B3/07/1S. STEFANO. U- U. Licensing 

Branch 1. I2pp. 19703:203. 24X FI e h e : 30-000. 83/07/ tS. 83072SO367. 


8307290442 Responds to FOIA request for SECY* 82-306 h 82-499. Forward* 
SECY 82-306. Documents also available in POR. Ltr dtd 830428 
responded to SECY 82-499. 

FELTONj J. H. Division of Rule* and Records. 83/03/18. DIBBLE. C.B. 
LeBoeuf. Lamb. Lelby 8i MacRae. Ip. 19838:350. 


— 8208040324 5ECY-82-306 

Recommends that Commliiton reconsider decision to remove 
Apps S through H from I0CFRI40. 

DIRCI^.M.J. Office of the Executive Director for Operations. 
B2/07/20. 4pp. 19858:360. 


STATE PROO STATE PROGRAMS 


8307030383 Responds to NRC 830S2S ltr re review b evaluation of State 
of AZ radiation control program. Concurs w/findlng of two 
Catagery I indicators. 

TEOFORDiC.P. Ariiona, State of. 83/06/14. MARTIN. J.B. Region S. 
Office of Director. 4pp. 19863:859. 


8307250665 Forwards transcript of Ad Hoc Committee for Review of 
Nuclear Reactor Licensing Reform Proposals 830706 meeting in 
Hashing ton, DC. 

• Office of the Secretary of the Commission. 03/07/19. 
PALLADINO. N. J. , GILINSKY.V.. ROBERTS,!. Commissioners. £p. 
19719:023. 


8307060092 PNO-V-83-027: on 830627. State of UA notified that shipment 
of low level waste received from Palisades power plant u/one 
drum leaking due to hole caused by corros ion. Ut i 1 banned 
from using site (c burial permit suspended, ef fee tive 030621, 
THOHAStR.D. Region S> Office of Olrictar. 83/07/01. ip. 
19291:330. 


—8307250668 Transcript of Ad Hoc Committee for Review of Nuclear Reactor 
Licensing Reform Proposals 830706 meeting in Hashing ton. DC. 

Pp 1-164. 

« NRC - No Detailed Affiliation Given. 83/07/06. 183pp. 

19719 029. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8307050502 SECY-B3-243 

Rtqueets Commission approval of draft final rule 10CFRS0.73 
re LER syi. Recommends Commission approve publication of 
final rule to be effective 840101. 

OIRCKS.U J. Office ef the Eiecutlve Director for Operations. 
83/06/21 122pp. 19262:036 


8307070489 8ECY-e3-232 

Requests approval of final rev to 10CFfi71 re NRC regulations 
on packaging 6 transport of radioactive matl more compatible 
w/IAEA stds 6 DOT revised regulations. 

DIRCKSiU.u. Office of the Eiecutlve Director for Operations. 
83/06/13. 218pp. 19715:043 


8307110103 SECY-B3-24a 

Advises Commission of proposed generic actions resulting 
from ATHS events on 830222 k 25. Salem Generic Implications 
Task Force identified weaknesses in overall licensee mgt b 
reactor trip sys reliability. 

DIRCKS.H.J. Office of the Eiecutlve Director for Operations. 
83/06/22. 20 pp. 19386:239. 24X Fi Che; 50-272, 83/06/22. B3071 10103. 


8307250039 Forwards omitted page to holders of SECY-B3-232. “Rev of 
10CFR71. Packaging ef Radioactive Matl for Transport b 
Transportation of Radioactive Matl Under Certain 
Conditions. " 

e Office of the Secretary of the Commission, B3/07/01. Office of 
the Secretary of the Commission. 2pp. 19723:339. 


8307230565 SECY-03-267 

Informs of status of pipe cracking at operating BURs. Insps 
per IE Bulletin 62-03. Rev 1 showed that cracking eiistcd in 
five of first seven plants eramined. prompting issuance of 
IE Bulletin 83-02 in Mar 1983. 

DIRCKS/H J. Office of the Executive Director for Operation*. 
tEB-82-03. 83/07/01. 5pp, 19737:193. 


B30725037S SECY-e3-267A 

Bubfflitt more recent result* of pipe cracking at BHR* to 
update Table I of 8ECY-B3-267. 

DIRCKSiH. J. Office of the Executive Director for Operation*. 
83/07/11. 4pp. 19716:347, 24X Fi c h e : 30-000, 83/07/1 1< 8307250378. 


8307060086 PNO-V-83-025: on B30623.Ca-60 contamination found in soil 
sample taken near controlled area of Allied Consul ting. Inc 
Agreement State licensee in Yak ima> HA. Mg t conference between 
staka b licensee scheduled for 830627. 

HORNQRiJ.U. Region 5. Office of Director. 83/06/27. ip. 
19291:277. 


B307090099 Submits corrections to B30S18 memo re NRC guidelines for 
groundwater monitoring at in situ U mines. 

OOLE.K.H. Uyemlng. Stats of. 00343. 83/06/08. DEACH.O. Hyomlngi 

State of. 2pp. 19366:323. 


8307110081 Requests comments on paper re required staff level presented 
at 83060? meeting In BethesdaiMD concerning storage of 
ccmcreial lew level waste. Policy to be utilized by NRC re 
storage proposed, 

JACKSWiK. Lou Level Haste Licensing Branch. 83/06/24. SALOMON. S. r 
BCHEIDER.K.i YDUNOiF. Office of State Programs. Director, 7pp. 
19386:290. 


0307110160 PNO-V-03-O28A:HA state inspectors continuing investigation 
ro offsite contamination associated w/decontamination work 
by Allied Consulting. Inc. Of 12 soil samples. nine found w/ 
less than detectable limit of 0,1 pCl/gm. 

HORNORfJ.W. Region 5. Office of Director. 83/07/01. ip. 

19379:031. 


8307110413 Confirms 830910 discussions re review b evaluation of NY 
Dept of Environ Conservation radiation control program. 

Significant problems Identified u/Category t. "Technical 
Quality of Licensing Actions b Status of Imp." 

nURLEY.T.E. Region 1. Office of Director. 83/06/20. HILL1AM8. H. 0. 
New York. State of. 10pp. 19382:001. 


B30714037S Forwards performance appraiial of State of SC activities 
under NRC/Sbats of BC Environ Monitoring Contract 
09-80-2^. Contract renewed for 1903. based on good 
parformance b excellant cooperation. 

OLSHIhSKIi J, A. Division of Engineering b Radiological Safety 
Programs. NRC-05-80-273. 83/02/22. 8HBALV. H. (3. South Carolina. 

State of. Ip, 19523: 330. 


—8307140380 Performanc# appraisal of State activities under NRC/State 
8C Environ Monitoring Contract 09-80-273. Appra Iial Ineludad: 
review of repts. correspondence b evaluation of judgement In 
prabtsm situations. State lab Inspected. 

WORKMAN. E. M, . MONTGOMERY. D. M. Region 2. Office of Director, 
NRC-09-a0-273. 03/02/19. 4pp. 19323:331. 
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B307140389 Formards performance appralial of State nf AL activities 
performed under NHC/State of AL Environ Honitoring Contract 
03-eO-33S. Contract renewed for 1963. based on cooperation 
received. 

OLSHINaKI.J A Division of Engineering J. Radiological Safetif 
Programs. NRC-03-eO-23S. 83/04/07. GODWIN. A. Alabama. Stale of. 

2pp. 19314:012. 


— 8307140399 Performance appraisal of State activities under NHC/State of 
AL Environ Monitoring Contract 03-00-253. Appra Isal Included, 
review of repts U correspondence & evaluation of judgement 
in problem si tuat ions. State lab inspected. 

WORKMAN-E.. MONTGOMERY. D. M. Region 2. Office of Director. 
NRC-03-e0-233. 03/04/04. 4pp. 19314:014. 


8307140407 Notification of contract e «ecut Ion. Mod 1 to ‘'Radioactive 
Mails Transportation Survelilance Program." Contractor: 

State of MD. 

SMITH. P, A. Division of Contracts. FIN B-1327. NRC-06-B0-679. 

B3/07/01 KERR.O.W. Office of State Programs. Director. JANINEKiH. 
NRC - No Detailed Affiliation Given, Ip. 19527:341. 


— 0307140493 Mod 1. deob 1 igated remaining unliquidated balanco.to 
"Radioactive Matls Transportation Surveillance Program." 

EICHBAUM. H. M. Maryland, State of. 5MITH.P.A. Division of 
Contracts. FIND-1327. NRC-Ofi-BO-679. 83/07/01 Ip. 19327; 342. 


83071901SS NUREO/DR-0029 909 N6 

INFORMATION REPORT ON STATE LEGISLATION. 

LANDAU, M., KERR.G.H. Office of State Programs. Director. 83/07/31. 
10pp. 19374; 34f>. 


8307130364 Notification of contract e xecut ion, Mod 1 to "State 
Legislative Reporting 6vcs. " Con trac tor : Pub I ic Affairs lnfo> 
Inc. 

PERLMAN. J. Administrative Contracts Branch. FIN B-1392. 
NRC-06-B3-266. 83/07/01. KERR.O.W. Office of State Programs. 

Director. LANDAU. M. NRC - No Detailed Affiliation Given. Ip. 
19340: 343. 


—0307130367 Mod 1, adding quarterly payments, to "State Legislative 
Reporting Bves. " 

* Public Affairs Information. Inc. SMITH. P A. Division of 
Contracts. FIN D-1992. NRC-06-a3-266. 83/07/01, 2pp. 

19340: 344. 


0307180172 Confirms discussion between NRC U NY State Dept of Labor 
following NRC review of Dept of Labor radiation control 
program. Review of end comments on program & plans to 
improve agreement matls program requested. 

MURLEY.T. E. Region 1, Office of Director. 03/07/01, ROBERTS.L. 
New York, State of. Bpp. 19333:076. 


0307230100 Notification of contract e >ecut ion. Mod 2 to "Radiation 
Monitoring Program Requirements.” Con trac tor : State of KI. 

SILVIO. R.M. Technical Assistance Contracts Branch FIND-8451. 
NRC-30-a3-644. 03/07/14, PAPPAS. H. Region 3, Office of Director. 

OESTHANN NRC - No Detailed Affiliation Given. Ip. 19720:330. 


— B3D72S0I04 Mod 2. correcting Gt.R number, bo "Radiation Monitoring 
Program Requirements." 

• Michigan, State of. GUSTAVE. R.P. Division of Contracts. FIN 
B-B43t. NRC-30-B3-644. 83/07/14. Ip. 19720:331. 


0307250111 Notification of contract e«eeut I on. Mod 1 to "Radiation 
Monitoring Program Requirements." Contractor: State of CA. 
aiLVlS.R.M, Technical Assistance Contracts Branch. FIN D-BS93. 
NRC-32-83-6S4. 83/07/14. ALEXANDER. I. Region 3, Office of 

Director. HAMADA. 0. NRC - No Detailed Affiliation Given. ip. 
19723:343. 


—8307230131 Mod {.providing CY83 funding. to "Rad la t ion Monitoring 
Program Requirements " 

e California. State of. GUSTAVE, R.P. Division of Contracts. FIN 
B-S333. NRC-32-G3-684. 83/07/14. ip. 19723:346. 


0307290143 Notification of contract ex ecu 1 1 on. Mod 1 to "Radiation 
Monitoring Program Requirements." Contrac tor: State of CO. 

SILVISiR.H. Technical Assistance Contracts Branch. FIN B-8SQt. 
NRC-31-83-66B. 83/07/14. MEVERS.D.M, Region 4. Office of Director. 

NICHOLAS. 0. B. NRC - No Detailed Affiliation Given. Ip. 19729:348. 


—8307230193 Mod 1. providing CY03 funding 1< changing Bt>R number, to 
"Radiation Monitoring Program Requirements." 

• Colorado. State of. OUSTAVE.R.P. Division of Contracts. FIN 
B-aSOl. NRC-31-a3-66a. 83/07/14. Ip. 19723:349, 


8307290169 Notification of contract execution. Hod 2 to "Radiation 
Monitoring Program Requirements." Contractor: State of MO. 

BILVIS.R.M. Technical Assistance Contracts Branch. FIN B-B494. 
NRC-30-B3-643. 83/07/14. PAPPAS.H, Region 3. Office of Director. 

0E8TMANN. M. U. NRC - No Detailed Affiliation Given. Ip. 19729:357. 


—8307230171 Mod 2.correctlnp BbR number, to "Radiation Monitoring Program 

Requirements " 

• Missouri. State of GUSTAVE, R P Division of Contracts. FIN 
0-8434 NRC-30-83-643. 03/07/14. Ip 19725 35B 


8307290312 PMA-e2-004A) on 020510, State of UA informed NRC of completed 
cleanup of contaminated area from 820507 spill Caused by 
Clarifier tank rupture Similar tank In use at Bear Creek 
Hill in MV. Region TV notified 

BOLLING. L A . KENDIG.J. NRC - No Detailed Affiliation Given. 
83/05/11. 2pp. 19058 159 


B30729O494 Notification of contract s lecu t ion, Mod 2 to "Radiation 
Monitoring Program Requi rements. " Con t I'ac tor Sba te of WI. 

8ILVIS.R.M. Technical Assistance Contracts Branch. FIN D-8453 
NHC-30-83-647. 83/07/19 PAPPAS.H Region 3. Office of Director 

□ESTMANN. K. J. NRC - No Detailed Affiliation Given. Ip 19097:353. 


— B307290473 Mod 2. changing BtiR number in Block 14. "Accounting £■ 
Appropriation Data." to 93193002, to "Radiation Monitoring 
Program Requirements. " 

e Wisconsin. State of GUSTAVE, R.P Division of Contracts FIN 
B-a453 NRC-30-a3-647. 03/07/19. Ip. 19837:354 


8307290480 Notification of contract eiecut i on, Mod 2 to "Radiation 
Monitoring Program RequlTeraants " Contrac tor : State of QH. 

S1LVI8.R.H Technical Assistance Contracts Branch. FIN D-B430. 
NRC-30-83-646. 03/07/19. PAPPAS.H Region 3, Office of Director. 

0E8THMg.n.J. NRC - No Detailed Affiliation Given Ip. 19057.345 


—8307290489 Mod 2.changing Dt<R number in Block 14. 

"Accounting b Appropriation Data. " to 93193002. to "Radiation 
Monitoring ti Program Requirements." 

• Ohio, State of. OUSTAVE.R.P. Division of Contracts. FIN 
8-8430. NRC-30'03-646. 03/07/19 Ip 19037:346. 


TDPREP VENDOR REPORTS AND RELATED COnHESPCNDENCE 


8306030043 Foruards safety evaluation re Ue; t Ingtiouse topical rapt, 
"Rod Bonk Worth Measurements Utiliilng Rank Eicnange. " Rept 
acceptable for referencing in licensing submittals 
Evaluation withheld. 

THOMAS. C.O. Standardl lation t. Special Projects Branch. 83/03/23 
RAHE/E.P. Westinghouse Electric Corp ip 18739:001. 


8307010044 Forwards DAW-t79I, "Bt,W Owners Group Probab i 1 1 st i c 
Evaluation gf Pressurtied Thermal Shock:nhase I Rept " 

Findings of PRA study I. related evaluations documented. NRC 
proposed screening limits valid & conservative 
COGBURN. T. H. Babcock b Wllcoi Operating Plants Owners Group 
COOBURN. T. H. Sacramento Municipal Utility District 03/06/30. 
BCHROEDER.F. Division of Safety Technology Ip. 19173:100. 


■B3070100S1 DAU-1791 

“BfcW Owners Group Probabilistic Evaluation of Pressuriied 
Thermal Shock:Phasc I Rept." W/ten ovcrsite dreiuings. 
Aperture cards are available In PDR. 

* Babcock t. Hllcoi Co. 77-1142462-00 83/06/30 l7Spp 

19173: no. 


8307010144 Forwards application for amend to Licenses DPR'42 fr DPn-60i 
changing Tech Spec Section 3 10 resulting from new LOCA 

analysis. 

MU8DLF.D. Northern States Power Co 83/06/24 Office of Nuclear 

Reactor Rogulatlon. Director. Ip. 19173:277. 24X 

Flche: 30-282. 83/06/24. 83070 1 0 1 44 . 


— B307010I97 XN-NF-B3-3B 

"Prairie Island Units 1 6 2 Limiting Break LQCA-ECCS 
Analysis Using EXEM/PUR. " 

TAHVILl.T,. KAYSER.M.V., CHANDLER. J C. Eixon Nuclear Co . Inc. 
(subs, of Exxon Corp. ). 03/05/27. 56pp 19173 291. 24X 

Ficho. 50-202. 83/06/24, 0307010144. 


8307010172 Forwards "Depressor! lat Ion h DHH, Response to NRC Questions. 
Rocemaonds NRC base cost/benefit analysis in existing Sys 
80 plants on possible design change. 

SCHERER. A.E. Combustion Engineering, Inc LD-a3-05a. 83/06/29. 

EI8EWUT.D.O. Division of Licensing. 59pp 19171:127. 24X 

Fteho: 80-470. 03/06/29. 8307010172. 


■8307010184 CEN-239 

"Depressuri iatlon t. DHR. Response to NRC Questions." 

Executive summary Included. 

a Combustion Engineering, Inc. 83/06/30. 433pp 19171:166. 24X 

Ficho; 50-470. 03/06/29. 0307010172. 


8307010188 Forwards responses to NRC request for addl info on scram 
discharge piping integrity. 

DENTE.T J. General Electric Co. DWROO-8323. 63/06/29. 

EI6ENHUT. D. G. Division of Licensing 19pp. 19124.220 
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9307050007 Koriuards j popr 1 e tar y Rev O to -Eiion Nuctear Corp Solittion 
to NRC Sample Problems - Pwn Assemblies Methanstal Response 
bo Seismic t, LOCA Events." Affidavit enc I Withheld Iref 
lOCFHS 7‘?0>. 

COPELAND. R A Citoei Nuclear Co . 1 
RAC: 028. as. 83/06/83. THOMAS, C 0. 

Projects Drench App 19192 065. 


c (subs, of £> 
Standardiiatic 


<on Carp ). 
1 It Special 


— B30708032S WCAP-10337 

Nonproprletart; "BASH: Integrated Core U RC8 Hoflood Code for 
Anatysls of PWR LOCA. “ 

KAOADl.JN., ROD.S.R., 8HANAWANV. M. E. Westlnghouse Electric Coro 
B3/06/20. 134pp. 19346: 170. 


8307050157 Foruiards proprietary versions of Apps A.B.C & D to Vol II to 
"QEBTR-LOCA & SAFER Models For Evaluation of LOCA " Ends 
uilthheld Iref I0CFR2. 790). 

aUIRH.J. F. General Electric Co. l1FN-12l-a3. S3/06/38- TWOMAS.C.O. 

Standard i lation L Special Projects Branch. 7pp. 19197:279. 


8307090091 Motlflcation of 930706 imeeting le/Wes t inghouse Owners Croup 
in BethesriaitID to discuss TMI Action Item II. K. 3. 30. "Small 
Break LOCA Model" li future application of mad-c onvolut ion 
to LOCA analyses. 

eUTTMANN/d'. Reactor Systems Branch. 83/06/29. 5HERDN, B H Reactor 
Systems Branch. 2pp. 19366:329. 


8307060003 Forwards proprietary "Performanc e Evaluation of Oyster 
Creek Core Spray Sparger," comprising formal response to 
921012 request for addl assessment of eiisting core iprau 
sys. Rept wl thheld 

Fl^LER.P D General Public Utilities - GPU Service Cora. 93/06/30. 

EISEWHUT.D 0. Division of Licensing. 2pp. 19237-170 24X 

Flche : 50-219, 63/06/30, 9307060000. 


B307090111 Notification of 030714 meeting w/OE «. Licensing Rivieu 
Oroupt 1 I, 2 in Bethesda.MD to discuss methodology for 
deteraining BWR reactor protection sys setpoints (< 
alleuable values. 

3TERM10.J.0. Licensing Branch 1. 03/06/28. YOUNODLQOD, B J 

Licensing Branch 1. 3pp. I93G4: 107. 


6307060317 Forwards BAW-17S4. "B&W Owners Group Boltltig Task Force 
Summary Rept of NRC/B&W Owners Meeting on Reactor Vessel 
Internals Dolting. " Test results support continued 
operation u/orlglnal lower core barrel bolts. 

Sacramento Municipal Utility District. RJR 93-32*. 
03/06/24. EISENHUT, D. 0. Division of Licensing. 3pp. 19237 243 
24X Flche 50-312,83/06/24.8307060317 


9307060305 Forwards "Seismic Oual I f 1 ca t i on of Nuclear Plant Hccbanlcai 
*! Electrical Equipment," Quarterly Rept B. 

CAMPBELL, W. E. Mec h a ni ca 1 /Str uc tura 1 Engineering Branch 

Electrical Engineering Branch. 
NOONAN. V. Equipment aualifleatlon Branch BOSNAK.R.J, Mecbanlcal 
Engineering Branch. ip, 19300:001. 


—8307060389 SWHI-65S2 

"Seismic Qualification of Nuclear Plant Electrical & 

Mechanical Equipment," Quarterly Rept 8. 

KANA, D. 0. , POMERENINO. D. J. Southwest Research Institute. 
NRC-04-Sl-la5. 83/06/14. Office of Nuclear Regulatory Research, 
Director. 28pp. 19300:002. v »■ 


8307070079 Confirms understanding reached during 930324 joint 
rVA/Westlnghouse demo licensing meeting re licensing 
submittals for QUAD* demonstration assemblies for NRC review 
of Cycle 6 reload. 

HAHE.E.P. Westinghouse Electric Corp. NS-EPR-27e4. 83/06/27. 
EISENHUT, D 0. Division of Licensing. Ip. 19293' 137 B4X 
Fiehe: 50-260. 83/06/27, 9307070079. 


8307070135 Forwards request for addl info re impact on plant safety 
after eetended operation at reduced p ower, fol lowed by return 
to full power In same cycle Request should be forwarded to 
affected utils. 

RAHE.E.P, HestinghouiB Electric Corp. NS-EPR-27a3. 83/06/27. 
BERLINOER.C. Core Performance Branch. 4pp. 19294:255. 


8307080304 Forwards proprietary t nonproprietary versions of "Dropeed 
Rod Methodology for Negative FJuj Rate Trip Plants" fc 030624 
application for withholding proprietary info. Proprietary 
rept withheld tref 10CFR2. 790). 

**' ^'Bitlnghouse Electric Corp. NS-EPR-27aB, 83/06/24 
° Standardliation t. Special Projects Branch. 2pp 
1 T3a3: 1 36. ^ 


— 8307080309 Requests withholding 
ffethodolDQB for Negative Flui 

10CFfi2. 790. Aff Idavi t end. 

W I ESEMANN, R. A Westinghouse 
THOMAS, C 0. Standardliation 
19362. 139 


of proprietary version of 
Rate Trip Plants," per 

Electric Corp. AW-a3-49. 
ti Special Projects Branch 


"Dropped Rod 

83/06/24. 

Bpp. 


8307110030 Forwards Rev 1 to QC Instruction QCI 10.01, " 
Implementation Overview As sessrrent. " 

BAHANOW.S.H. Stone 6 Webster, Inc. 14509. 83/06/29. 

Region 3, Office of Director. ip. 19373:299. 24X 

Flche: 30-329. 83/06/29. 6307110038 


'Const 

KEPPLER. J. 0. 


— 8307110040 Rev 1 to QC Instruction QCI 
Overview Assessment. " 

•* Stone ti Webster. Inc. 83/06/27 
Flche: SO-329, 83/06/29, 8307110030, 


10 . 01 , "Const Impleinintatlon 
6pp. 19375:299. 24X 


8307110234 Forwards requested info to determine fee 
iei>E-242B4-P/NEDO-24804, "As • element of Fuel Rod 
«E BWRs. " 


for review 
Bowing in 


of 


THCM1A5. C. 0. 
TAC 43379. 
19385:331. 


Standardliation & Special Projects Branch. FIN A-3371. 
03/06/24. BBRKOW, H. N. Management Analyels Branch. 2pp. 


BUV/I.UCTV rorwards HCAP-10230. "Evaluation of Acceptability of Reac 
Veeiet Head Lift RlgiReaelor Vestel Internals Lift Rig, Load 
Call 6 Load Cell Linkage to Requirements of NUftEO-0618" 6 
responses fcs nrc recommendations, 

^EXICHiH.P. Indiana 6 Michigan Electric Co. AEP: NRC; 05140. 
m/07/0S. DENTON, H.R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 19378:332, 24X Flche: 50-315, 03/07/05, 83071 10290, 




— 8307110299 WCAP-10230 

"Eveluatlon of Acceptability of Reactor Vessel Head Lift 
Rlg.Reactor Vessel Internals Lift Rig, Load Cell 6 Load Cell 
Linkage to Requirements of NUREO-0612. ’• 

^NDNER.H.H. Westinghouse Electric Corp. AEP: NRC: 05140 
^oyso. 130pp, 19378:334, 24X FI c h B : 50-31 5, 93/07/05, 


8307110305 Forwards comments on mgt review committee 630623 meeting 
IL.yi.. oTganliatlon.Mods ready for implementation. 


BARANOH.a.H. Stone ti Webster, Inc. 03/06/30, KEPPLER, J.O, Region 

3, Office of Director. 2pp. 19378:330 

8307110309. 


24X Flche; 50-329, 93/06/30. 


forwards application for amend to License NPF-3, revls Ing 
Tech Specs re Cycle 4 reload. "Davis-Besse Nuclear Power 
Station Unit 1, Cycle 4 - Reload Rept" also end. 

CROUSEifi.P. Toledo Edison Co. 969. 83/07/09. STOLZ.J F 

Operating Reactors Branch 4. ip. 19425:132 24x 

Flche; 50-346, 03/07/05, 0307120220 


— 8307120246 DAW-I7a3 

"Oavis-Oesse Nuclear Power Station Unit 1, 
Rept. " 

* Babcoek & Hilco* Co. 83/05/31, 69pp 
Fiche; 50-346, 83/07/09. 0307120223. 


Cycle 4 - Reload 
19425:140. 24X 


"8307090314 WCAP-1029B-A 

Nonpropriotary version of "Dropped Rod 
Negative Fluj Rate Trip Plants, " 

MOR I TA. T. . GSSORNE, M. P, . LOFTUS, P. A. 
83/06/30, 00pp. 19362: 146 


Methodology 

Westinghouse 


for 

Electric 


Corp. 


0307080316 Forwards nonproprietary fc proprietary versions of "BASH: 

^ Reflodd Code for Analysis of PWR 
LOCA. for review L approval . App 1 lea t i on for withholding 
BAup version withheld Cref 10CFR2.790). 

thomII r' n ^'1**''*'’°“*' SEO-THTA-226, 03/06/20- 

[9346^160°’ ** Special Projects Branch. 3pp. 


-8307080322 Application for withholding pinprlelary "BASH; Iiitegrati 
t.or* u RCS Reflood Code Pop Analufts of PWR LOCAi “ 

(ref JOCFfia.790). 

THaMAR*r'^n” *=A Wfstlnghouse Electric Corp. AM-S3-47. 83/06/21 

[ 9346 ^ 1 ^° Slantfardiiatlon fc Special Projects Branch. 7pp. 


8307120366 Final Deficiency Rept DER 02-63 re design calculation error 
.Inrefualing water tank lelemlc response. Ini tlal ly reported 
on 821026. Deficiency not reportable per I0CFR50, S5( e). 

Bechtel Independent analysis of calculations end. 

BRLRslTiE. E. Arliona Public Service Co, ANPP-24173-B8K/ 

U/06/27. STERNDBRO, D. M. Region 5. Office of Director. 32 pp 
19429:040. B4X Fiche; 50-523, 03/06/27, 8307120366. 


“8307120377 Rev I to "Engineering Evaluation for Design 
Water Storage Tank L Refueling Mater Tank, Palo Verde 
Oenerating Station," for Deficiency Evaluation Repts 


of Condensate 
Nuclear 
82-96 6 


LIHAYE.O.S, Bechtel Corp. DER 02-56. 83/05/31. 2Bpp. 

19429:052. 24X FI che: 90-520, 83/06/27, 83071 20366. 
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83071S0397 Foruards proprietarij version oF ‘UAPUR Pre tendering nodule 6 
Reactor Sijs. " Module provides HAPMR design detail 
& reflects licensing control document eommi tmonts. Rept 
withheld (ref lOCFRa. 790) . 

RAHE.E.P. Uestinghouse Electric Corp. NS-EPR-27B6 Ba/0&/30. 
EISENHUT. D. 0. Division of Licensing 2pp. 19430 2di9. 


"'8307120399 Application for uithholdlng "UAPUR Pretendering Module 6 
Reactor Sgs, " from public disclosure (ref 10CFR2. 7901. 

MIEBEMAN.R. A. Uestlnghouse Electric Corp. AMB3--5a 83/06/30. 
EISENHUT. D. 0. Division of Licensing. Ip. 19430:267. 


8307120403 Forwards suppl to Abnormal Transient Operating Ouidellnes 
76-1 123298-00. par 830321 Itr. Suppl provides addl operator 
guidance & basis for actions during ATW3 & small break LQCA 
events. 

UHITNEY. 0 0. Babcock U Uilcoi Operating Plants Owners Oroup. 
WHITNEY.O.D, Sacramen to Mun 1 c 1 p a 1 Utility District. 0BCB3-11. 
83/07/02. EISENHUT. D. D. Division of Licensing. 26pp. 19430:229. 

a4X Fiehe; 30-387. 83/07/02, 8307120403. 


8307130120 Notification of 830707 h 08 meetings u/C-E. C-E Owners Group, 
ANL.Bandla Natl Labs ti B&R in Ulndsor Locks. CT to discuss 
participant repts on C-E plant PORV study. 

LIANO.C. Reactor Systems Branch. 83/06/28. 8KER0N. B.M. Reactor 
Systems Branch. ip. 19323:338. 


8307130273 Informs of completion of analysis using TACQ2 fuel 
parformance code for LOCA limit for 177 fuel assembly raised 
loop plonts.Rov to BAU-10103 dependent on NRC acceptance of 
other topical repts It resolution of NUREO-0630 issue. 

TAYLOR.J.H. Babcock & MiUoi Co. 83/07/06. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp. 19308:286. 


8307130278 Forwards "Final Rapt on Evaluation of Spot-Molded Mails 
Used In Support Bys for Electrical Conduit U Cable Trays at 
Oiablo Canyon Power Plant." supplementing Bechtel rept 
transmitted by PObE 830223 Itr. 

SCHUYLER, J. 0. Pacific Gas h Electric Co. 83/07/01. EISENHUT. D. 0. 
Division of Licensing. ip. 19474:006. 24X Flche: 30-273,83/07/01, 

8307130278. 


--8307130281 "Final Rept on Evaluation of Spot-Melded Matls Used in 
Support Sys for Electrical Conduit t. Cable Trays at Diablo 
Canyon Power Plant. " 

a Bechtel Corp. 83/07/01. I9pp. 19474:007. 24X 

Flche: 30-275, 83/07/01 , 8307130278. 


— 8307130286 00720/0109 

"Outline for Samp 1 Ing, Preparat Ion b Testing of Spot-Melded 
Superstrut Members for Diablo Canyon Power Plant." 
a Bechtel Corp. 83/06/02. 12pp. 19474:026. 24X 

Flche: 30-273. B3/07/01 . 8307130278. 


--G3O713O290 Forwards "Investigation of Matls Used In Support Bys for 
Electrical Conduit b Cable Trays at Diablo Canyon." 

Superstrut spot-welded members meet design requirements b 
may be Installed. 

CRANE.P.A. Pacific Oas b Electric Co. 83/02/23. ENGELKEN. R. H. . 
MORRILL.P.G. Region 5, Office of Director. ip. 19474:036. 24X 

Flche; 50-273, 83/07/01, 8307130278. 


"8307130302 "Investigation of Matls Used In Support Sys for Electrical 
Conduit b Cable Trays at Diablo Canyon. " 

* Bechtel Corp. 83/02/23. 39pp. 19474:037. 24X 

Flche; 30-273, 83/07/01 , 8307130278. 


S307140130 Forwards safety evaluation of BUR Owners Group response to 
NUREO-0737, I tem II.K. 3. 10. "Mod of Automatic 
Depressurliatlon Sys Logic...." Two acceptable options 
Include elimination of high drywell pressure permissive. 

VAB8ALL0, 0. B. Operating Reactors Branch 2. 83/06/03. PILM4T.J.H. 

Nebraska Public Power District. 2pp, 19328:347. a4X 
Flche; 30-298, 83/06/03, 8307140130. 


8307140138 Forwards safety evaluation of BMR Owners Group response to 
NUREO-0737. Item 11. K. 3. 18. "Mod of Automatic 
Deprasiurl la t Ion Sys Logic...." Two acceptable options 
Include elimination of high drywell pressure permissive. 

UASSALLO. D. D. Operating Reactors Branch 2. 83/06/03. UTLEYiE.E. 

Carolina Power b Light Co. 2pp. 19328:338. 24X 

Flche: 30-324, 83/06/03, 8307140138. 


0307140144 Forwards safety evaluation of BMR Owners Group response to 
NUREO-0737. Item II.K. 3. 18. "Mod of Automatic 
Dopressurliation Sys Logic...." Two acceptable options 
Include elimination of high drywell pressure permissive. 

UA8BALL0. D. B. Operating Reactors Branch 2. 83/06/03. RHODE, B.K. 

Niagara Mohawk Power Corp. 2pp. 19340:001. 24X 

Flche: 30-220, 83/06/03, 8307140144. 


8307140130 Forwards safety evaluation nf OMR Qwners Group response to 
NUREG-0737> 1 tem 11 K 3 IS. "Mod of Automatic 
Oepressur i lat ion Sys Logic.. Two acceptable options 
include elimination of high drywell pressure permissive. 

VASSALLO.B. n. Operating Reactors Branch 2 83/06/03 PARRIS, H O. 

Tennessee Valley Authority. 2pp. 19339.334. 24X 

Fiehe: 30-259. 83/06/03, 8307140130 


8307140160 Forwards safety evaluotlon of OMR Owners Group response to 
NUREO-0737, Item II.K. 3. 18, "Mod of Automatic 
Dopressurltatlon Sys Logic ." Two acceptable options 
Include elioinatlan of high drywell pressure permissive 
VASSALLO. 0. D. Operating Reactors Branch 2 83/06/03. SlNCLAl R, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp 19540 032 24X 

Flche: 30-271.03/06/03, 8307140160. 


8307140213 Forwards 630323 meeting summary re status of formation of 
util Ofc of OA b completion of action items in Ofe of 
Engineering Design b Const 1982 action plan for quality 
Improvement Vlewgrephs enc 1. 

(.EMIBiR.C. Division of Project b Resident Programs. 83/06/17. 
PARRI6.H.G Tennessee Valley Authority. 36pp. 19321:333 


0307140216 Confirms B30706 telcon re cancellation of 830707 mgt meeting 
at Region II to discuss security orgenl la 1 1 on. Me e t mg will 
be reccheduled In near future 

LEMIS,R.C. Division of Project b Resident Programs. 83/07/06. 
PARRIS,H.C. Tennessee Valley Authority. Ip. 19323:123. 


8307140863 Advises that 830609 request for delay in submitting Rev 7 to 
TVA-TR75-1A, "QA Program Description for Design, Const b 
Operation of TVA Nuclear Power Plants," until B30B1S 
accaptab ic. 

LEUtSiR.C. Division of Project b Resident Programs 83/06/28. 

MILLS, L.H. Tennessee Valley Authority. Ip. 19322:362. 


8307140370 Evaluates util approach to interpretation of reporting 
requirements b definition of operab i 1 I ty , per 030218 request. 
O'REILLY. J. P. Region 2, Office of Director, 83/03/04. 

STAMPLEY, N. L. Mississippi Power b Light Co. 2pp. 19322 329 


8307140266 Forwards Updating Status Memo 18 applicable to QA Program 
Manual ETR-lOot. 

TENZER.D.E. Ebasco Services, Inc. (subs, of Enserch Corp. ). 
83/07/07. MAASS.M.P. Division of Engineering. 2pp. 19323:121. 


8307140303 Summary of 030601 meeting u/Mes t inghous o Owners Group In 
Bethaida.MD re proposed generic dosign mod to Incorporate 
automatic shunt trip feature in reactor trip breakers. 

Final design will be submitted by end of June 1983 

IPPQLITQ, T. A. Operating Reactors Assessment Branch. 83/06/22. 

MIRAOLIA, F, J. Assistant Director for Safety Assessment. 39pp. 

19329:237. 


8307130073 Forwards NED0-1067S, "Seismic Qualification of Class 1 
Electrical Equipment," In response to R Martin 830609 

request. 

BRADLEYiE.J. Ph 1 ladelph ia El ec trie Co. 83/07/12. BCHMENCER.A. 
Division of Licensing. 2pp. 19333.207. 24X F I che: 50-352, 83/07/12. 

8307130073. 


— 8307130081 NEOO-10678 

"Seismic Qualification of Class 1 Electric Equipment." 
TESTjL.O. General Electric Co. 72NEDai. 72/11/30. 77pp. 

19333.289. 24X F I c h B : 30-332, B3/07/ 1 2, 8307 1 30075. 


8307130163 Forwards evaluation of BMR Owners Group generic response to 
NUREC-0737, I tem II.K. 3. 18 "Automatic Dcpressurl latlon Sys 
Logie Mods." Two acceptable options include elimination of 
high drywell pressure permissive 

VASSALLO, 0. B. Operating Reactors Branch 2. 83/06/03. 

HARRIKOTDN,M. 0. Boston Edison Co. 2pp. 19562:304. 24X 

Fiehe: 50-293,83/06/03, 8307150163. 


8307130196 Forwards nonpropr le tary b proprietary vorsions of 
"Relatatien of Constant Aiial Offset Control b FQ 
Surveillance Tech Specs," Proprietary version withheld 
<raf 10CFR2. 790) 

RAHEiE.P. Uestinghouse Electric Corp. NS-EPn-2789. 83/06/27. 

THDHAS.C.O- Standard! lat ion b Special Projects Qranch. 3pp. 
19330: 100. 


—8307130200 Forwards application for withholding proprietary version of 
"Rolaiatlon of Constant Axial Offset Control b FQ 
8urv«lllsnce Tech Specs," per 10CFR2. 790, 

UIESEMANN, R. A. Mestlnghduse Electric Corp AM-a3-3[. 83/06/27. 

THOMAS, C.O. Standardllation b Special Projects Branch. 9pp. 

19330: 103. 
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“B3071S0202 WCAP-10217-A 

"HelaiatiBn of Conttant Aiial Offset Control 
Surveillance Tech Spec." 

MILLER, R, H. , POOORZELSKt . N. . VESTOWICH. J, A, 
Corp. a3/06/’3O. lOOpp. 19530 Hi. 


4 FQ 

Uestinpliouse Electric 


— B307200105 2SAa559 ROD 

Rev O to "Supp lamentel Reload Licensing Submittal for 
Browns FerrijiUnlt 1, Reload 5. " 

ELLIOTT. P. E. , HTLF.C-L., CHARNLEY, J. S. General Electric Co- 
03/05/31. 30pp. 19647:247. 24X Fi che : 50-259. 83/07/13. 0307200093. 


S307130244 Forwards proprietarv "Gad ol in i a-Dear ing Lead Test Assaeiblies 
oestgn Hept. Info Includes design. tes t 1 ng 4 analysis for 
flva lead test assemblies ii)/l 2 gadol ina-bear i ng fuel rods to 
be loaded in Ci/cle 9. Rept wtthheld <reF 10CFR2. 790>. 

TAYLOR. Dabcock t<Hllcoi Co. 33/07/12- SUERMANN.J. Office of 
Nuclear Reactor Regulation. Director. Bpp. 19532 234 S4JC 
FI Che; 30-269. 33/07/12. B3071S0244. 


3307210133 Forwards proposed rev to Generic Licensing Toplcel Rept 
ElM-l <P)-A. "Edereri Nuclear Safety-Related E»tra-3afety 4 
Monitoring (X-SAM) Cranes." Changes describe hou X-8AK 
cranes inplemented per NURE0-0SS4. Approval reguested, 

CLARX.C U. Ederer. Inc. 63/07/10. THOMAB.C. Standard nation 4 
Spaclel Projects Oranch. 2pp. 19666; 110. 


S30713034B Forwards Rev l.Suppl 1 to proprietary XN-NF-B2-S01P) 'Eiion 
Nuclear Co Evaluation Model EXEM/PkR ECCS Model Updates; 

Revised FLECHT Bases Reflood Carryover 4 Heat Transfer 
Correlations." Rept Withheld (ref 10CFR2. 790). 

COPELAND. R. A. Eixon Nucleer Co., Inc. (subs, of Erson Corp.). 
fiAC;30;03. 83/07/03. THOMAS. C.O. Stan dard i i at ion 4 Special 

Projects Branch. 2pp. 19531.103. 


8307130312 Forwards Core Performance Branch topical rept evaluation 
of WCAP-9a63<PI & WCAP-9S64CNP), "Rod Dant Worth 
Measurements UtxUiing Dank Exchange." Rept acceptable. 

Publication of accepted versions of rept requested. 

THOMAS. C □. St andar d 1 la 1 1 on 4 Special Projects Branch. 83/06/27. 
RAHE, E P. Westinghouse Electric Corp. 2pp. 19365:332. 


— B303220392 Topical rept evaluation of WCAP-9S43. "Rod Dank Worth 
Measurements Utilizing Dank Exchange." Rept acceptable 
» Core Performance Branch. TAC 43498. 33/03/31. Sap 

19365:334. 


83071B0317 Draft "Study of Controlled Bepres sur 1 lat Ion of Prinary Bye 
in PHRs. " ’ * 

* Burrss 4 Roe Co. 83/06/30. 145pp. 19565: 192. 


8307210300 Forwards proprietary "Independent Evaluation of Proposed 
Hod* to Westinghouse D4i D5 4 DE Steam Generators.'' Rept 
withheld (ref 1CCFR2. 790). 

BUTTERFIELD. L. Steam Generator Owners Group. IIOIH. 83/07/IS. 
EISENHUTa 0. e. Division of Licensing. 3pp. 19664:114. 24X 

Flche: 50-000, 03/07/18, 0307210300. 


8307230153 Notification of rescheduled 030720 meeting u/OE 4 OE Owners 
Oreup in Sethesda.MD to discuss post-accident sampling tys 
raqulraments. 

NORRIS.J.A. Operating Reactors Branch 1. 83/07/21. Operating 

Reactors Branch 1. 2pp, 19692:355. 


8307230316 TVA-TR7S-1 R06 

Rev 6 tn "OA Program Description. " 

» Tennessee Valley Authority. 83/07/22. lB3pp. 19674:278. 


8307250088 Approves B2101B request for withholding Rev 1 to 
Hesfeinghouse HCAP-10i45 from public disclosure 
(ref 10CFR2. 790). 

VARlMxS.A. Operating Reactors Branch 1. 83/06/27. BAYNE.J.P, 

Pouar Authority of the State of New York. 4pp. 19720:337. 24X 

Flehe: 50-286. B3/06/27, 8307250088, 


B30718O396 Notification of 830713 meeting w/QWR Regulatory Response 
Group in Dethesda.MD to discuss recent experience re cracks 
detscted In large-diameter DHR piping 4 basis 4 rationale 
for allowing continued operation 

IPPOLITO, T. A. Operating Reactors Assessfrent Branch. 83/07/08. 
MIRAOlIA, F. Assistant Dir ector for Safety Assessment Ip 
19566:360. 


8307180406 Submits schedule for issuance of proof 4 review Tech 9pecs 
over next 6 months for C-E«0E 4 Westinghouse plants. 

THOMAS.C. 0. Standard 1 tat ion 4 Special Projects Branch. 83/07/11. 
BALLARD, R.L. Environmental Engineering Branch. B08NAK«R.J. 
Mechanical Engineering Branch. HULMAN.L.G. Accident Evaluabiois 
Branch. Spp. 19566:358. 


8307250320 VEP-NQ8-6 

"Burry Viill H.Cycle 6 Core Performance Rept." W/undated Itr, 
HENDRIXeoN. E. S. Virginia Electric 4 Power Co, 405. 83/07/31. 

DENTOHiK.R. Office of Nuclear Reactor Regulation, Director. 
VAR(fA,a. A. Operating Rtactors Branch 1. 50pp- 19705:215. 24X 

Flehe: 50-281 . 83/07/31, 8307250320. 


8307250397 Forwards proprietary version of NEDE-30130, "Study-State 
Nucleer Methods." Rept documents OE Improved nuclear methods 
based on extensive measurements taken at different plants 
over several cycles. Rept withheld (ref I0CFR2.790). 

CHARNLEY, J. S. Oenerat Electric Co. MFN-135-83. B3/07/2t. 

HIRABLIA, F. J. Assistant Dlrsctor for Safsty Assessmsnt. 6pp. 
19705:265. 


8307180421 Forwards requeit for addi info on Rev 1 to CEN-803-P, 
"Response to NRC Action Plan Item 1 1, K. 3. 30, ./us 1 1 f lea tlon of 
Small Break LOCA Methods, " Response should be submitted by 
830701. 

THOMAS, C.O. Standardization 4 Special Projects Branch. 83/07/08. 
HELLB.R.W. Combustion Engineering, Inc. Spp. 19566:327. 


8307250451 VEP-NOS-4 

"North Anna Unit 2, Cycle 3 Startup Physics Test Rept. " 

M/B30719 Itr. 

STEHABT. H. L. , MANN, fl, D. , RUFTY. B. 0. Virginia Electric 4 Power Co. 
410. 83/06/30, DENTON, K.R, Office of Nuclear Reactor Reguletlon, 

Olrecter. CLARK, R. A. Operating Reactors Branch 3. 64pp. 

19702:094 . 24X Flehe; 50-339, B3/06/30, 0307250451. 


6307190049 Notification of 830721 meeting u/OE 4 OE Owners Group iis 
Bsthesda,MD to discuss poet-accident sampling sys 
requirements, including dissolved gas analysis 4 core damage 
estimate pros edure. 

NORRIS, J. A. Operating Reactors Branch 1. 83/07/07. VARGA, 9. 

Operating Reactors Branch 1. 2pp. 19656:252. 


8307290534 Summary of 830629 meeting w/Mark III BWR Owners Group in 
BethcsdajND re hydrogtn control rsstarch program. Need 4 
technical basis for reducad hydrogen source term In BWR 
discussed. Viewgraphs end. 

HauSTm,M.O. Licensing Branch 2. 03/07/15. SCHWENCER.A. Llcenilng 

Branch 2. I 20 pp, 19739:287. 24X Flehe: 50-416, 03/07/1 5. 8307250334, 


B307190253 Forwards "Analysts of Capsule D from Connecticut Yankee 
Reactor Vessel Radiation Surveillance Program." per lOCFRSO 
App H, conflrmlrkg past predictions of low rate of 
embrittlement as function of radiation fluence. 

COUNSIL, H. 0. I SEARSiC.F. Connecticut Yankee Atomic Power Co. 
B10320, 83/07/06. DENTON, M.R. Office of Nuclear Reactor 

Regulation, Director. 2pp. 19620:169. 24X Fi che: 50-213, 83/07/06, 

8307190253. 


S307190SS7 WCAP'10236 

"Analysis of Capsule D From Connecticut Yankee Reactor 
Vessel Radiation Surveillance Program. " 

VANICHKA.S. E. , ANDERSON, S. L. , SHOGAN.R.P. Meetinghouse Electric 
Corp. B3/01/31, BSpp. 19628:170. 24X Fiche: 50-213. B3/07/06, 

B307190253. 


8307200095 Application for amend to License DPR-33, rhang ing Tech Specs 
for Reload 5, Cycle 6 op era t i on. Change reflects mods 
ptrformed during refueling outage. Approval needed by 930929, 

MILLS, L.M. Tennesiaa Valley Authority, TVA DFNP T8 190. 83/07/13. 

DENTOK.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 
19647:176. 24X Fl Che: 50-259. 03/07/13. 8307200095, 


830726022? Provides info re changes to QA program from PSAR 
description, for review 4 acceptance. 

OEABE're.T.F. Louisiana Power 4 Light Co. W3K03-O7BI. 83/06/09, 

COLLINS, J. T. Raglan 4, Office of Director. 9pp, 19726:346 24X 

Flehe: 90-382, 83/06/09, 8307260229. 


— 8307260247 Topical rept evaluation of ETR-100l,Rev 0, "Ebasco Nuclear 
QA Program. " Rept acceptable. 

* OA Branch. 83/06/09. 2pp. 19726:357. 24X 

Fiche: 80-382,83/06/09,8307260229. 


•8307260256 Advises that QA program described In Topical Rept 
CEfd>D-21D-Ai Rev 3 being implemented sa t Isfeelor I ly . 

Conclusions of itr valid for 3 yrs. 

SEVmiT.K.V. Region 4. Dalles, Office of the Director (81/03/01). 
81/06/02. ETHERIDGE, M. R. Combuetion Engineering, Inc. 3pp, 
19726: 359. 24X Fiche: 80-302, 83/06/09, 8307260229. 


B30726O270 Foriuards NEDQ-24056, Rev 1, "LOCA Analysii for Browns Fsrry, 
Unit I," to support 030713 emend request. LOCA rept revised 
ho roflecb addition of new fuel type 4 to differentiate 
hutwatn most limiting assumed breaks. 

KAftCR.D.S. Tennessee Valley Authority. 83/07/21. DENTON, H.fi. 
Office of Nuclear Reactor Regulation, Director. 2pp. 19726:141. 

24X Fiche: 50-259. 83/07/21, 8307260270. 
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—0307260279 NE0D-24OS6 ROl 

Rev 1 to "LOCA Analysis for Drowns Ferry. Unit 1." 

« General Electric Co. 83/09/31. 47pp. 19726:143. 24X 

FI Che: 50-299. 83/07/21, 8307260270. 


8307260437 Forwards proposed Rev 6 to "OA Program for Nuclear Fuel 
Design b Fabrication." Rev updates organizational titles t> 
reflects Improvements In program. 

VOLHER. C. J. Exion Nuclear Co., Inc. (subs, of Exxon Corp.). 
83/07/14. ANKRUM.O.T. Director's Office. Office of Inspaction and 
Enforcement. Ip. 19731:212. 


— 8307260440 XN-NF-IA R06 

Rev 6 to "QA Program for Nuclear Fuel Design U Fabrication." 
MCCULUUOH. R. W. . VOLMEfi. C. J. . PERRY, 3. K. Ex X on Nuc 1 ear Co. . Inc. 
(subs, of Exxon Carp.). 83/07/10. 69pp. 19731:213. 


8307260497 Application for amend to License DPR-49, proposing Tech Spec 
Change RTS-192 re reduced flow rate reciu iremen ts for RHR svc 
iiiater sys, Propr letary NEOE-30091 8> NEDC-220B2-P end 
Rcpts withheld <ref 10CFR2. 790). 

MCOAUOHY, R. W. loua Electric Light 6 Power Co. N0-a3-t931. 

83/07/20. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 11pp. 19731:299. 34X Flche: 50-331, 83/07/20, 6307860497. 


6307270299 Forwards supplemental Info reguested at 630429 meeting 
w/NRC re fatigue crack growth, uncerta Int 1 es tn loads 
considered & minor revs to NRC comments on fracture 
mechanics evaluations. 

RAKE. E. P. Westlnghouse Electric Corp. NS-ePn-2793. 83/07/11. 

JOHNSON, U. V. Assistant Director for Hatls. Chem b Environ Teehnology 
(Post 630201 >. 20pp. 19768:399. 


8307270422 Forwards proprietary ti nonpropr 1 e tary versions of "Fuel t. 
Poison Rod Dowing," In response to 830219 reguest, Affidavit 
to withhold proprietary info per 10CFR2. 790 end. 

SCHERER, A.E. Combust Ion Eng Ineer Ing, Inc. LD-a3-069. 63/07/82. 

THOHASiC.O. Standardization b Special Projects Branch. Spp. 
19769: 033. 


—8307270429 CENPD-22S-NP-A 

“Fuel tc Poison Rod Dowing." 

* Combustion Engineering, Inc. 33/06/30. 460pp. 19769:040. 


8307270439 9uppl to 821229 application to amend License DPR-59, allowing 
plant operation w/single radrculetlon loop out of svc for 
unrestricted duration at power levels not exceeding 90%. 

Errata b addenda to NEOO-24281 end. 

BAYNE, J.P. Power Authority of the State of New York. JPN-83-71. 
63/07/25. VASSALLO, D. 0. Operating Reactors Branch 2. 2pp. 
19767:180. 24X Flche: 90-333. 83/07/29, 8307270439. 


— 8307S70440 NED0-242ei ERR 

Errata b addenda to NEOO-S42ei, "Single Loop Operation." 

« General Electric Co. OONEDRSO. 60/12/31. 4pp. 19767:162. 
24X Flche: 90-333, 03/07/29, B307270439. 


B307280099 Forwards Endorsement 107 to NELIA Policy NF-111 fc 
Endorsement 46 to NAELU Policy NF-89. 

BOTHMAN, J. McDermott, Inc. 83/07/20. DINITZ, I. Division of 
Engineering. 3pp. 19791:196. 


8307260114 Forwards proprietary slides presented at 630626 meeting 
w/NRC in DethesdaiMD re Ueitlnghouse advanced PUR 
Pretenderlng Modules 3 b 4. Slides withheld (ref tOCFR2.790>. 
RAHE.E.P. Uestlnghousa Electric Corp. N8-EPR-2799. 83/07/12. 

EtSENHUT, D. 0. Division of Licensing. Ip. 19799:307. 


—6307260120 Requests withholding per 10CFR2. 790 of end presentation 
matl from 030626 meeting w/NRC re Westlnghouse advanced PHR 
Pretendering Modules 3 b 4. 

UIESEMANN, R. A. Westlnghouse Electric Corp. AW-83-96. 83/07/18. 

EIBENHUT.D.G, Division of Licensing. Ip. 19795:303. 


0307800364 Forwards proprietary Rev 0 to XN-NF-71 I (PI, “Extension of 
XNB Correlation to PUR Fuel Assembly Designs W/Spacer Pitch 
Greater Than 22 Inches." Withholding of proprietary rept 
regueeted per 10CFR2. 790. Affidavit end. 

ZIMMERMAN, 8. R, Carolina Power b Light Co. LAP-e3-349, 83/07/2S. 

EISENHUT,D.O. Division op Licensing. 7pp. 19797:249, 24X 

Flche: 90-261, 83/07/29, 6307280364. 


8307290495 Forwards summary of 830714 meeting w/BWR (Owners, GE> KMC b 
Bechtel re Instrument setpoint me thodology . Add I info needed 
to resolve concerns, 

9TEFAN0,J.J. Licensing Branch I, 83/07/22. DOVD.R. KMC. Ine. 
6pp. 19897: 347. 


6307290467 Responds to FOIA request for NRC 610227 Itr to G£. Forwards 
d ocumant. Document alio available in PDR. 

FELTON, J.M. Division of Rules and Records. 83/09/lB, PEDRO.J. NUB 
Corp. Ip. 19859:043. 


— 8307290478 Topical rept evaluation of NED0'S1969. "Functional 
Capability Criteria for Essential Mark 11 Piping " Highest 
loading conditions re various ASME Code svc stress levels 
should be specified in functional capability assessment. 

* Mechanical Engineering Branch. 80/09/31. I4pp. 19839:046 


B307290S20 Notification of 630726 meeting w/BWR-Hy drogen Control Owners 
Group In Bsthesda,HD to discuss probability of large-scale 
hydrogen generation In Mark III DWRs, hydrogen control 
requirements b distributive ignition sys capability. 

HOUBTOH.D. Licensing Branch 2. 83/07/16. SCHWENCEB, A. Licensing 

Branch 2 9pp. 19697: 165. 


HASTE MOT NUCLEAR WASTE MANAGEMENT 


8303130263 Confirms comments re BEB for Basalt Waste Isolation Project 
environ assessment In response to 830316 memo 

OLHSTEAD. U. J. Regulations Division. 83/04/01. BELL, H. J. High 
Level Haste Licensing Management Branch. 2pp. 19713: 323. 


6307090279 Summary of 630617 meeting w/Electrlc Util Companies 
Nuclear Transportation Group in BaltimoreiMD re 
inpleaentatlon of Natl Waste Policy Ac t . At tendanc e list b 
vlewgraphs end. 

MACDONALD. C. E. Division of Pud Cycle b Material Safety. 63/06/21. 
Division of Fuel Cycle b Material Safety. 23pp 19263: 104. 


8307090278 Responds to 830523 request that IE be on distribution for 
documentation re Implementation of Nuclear Watte Policy Act 
& development of Insp b monitoring procedures for const b 
operation of high level waste storage facilities. 

BROUNINO. R. E. Division of Waste Management. 83/06/06. TAYLOR, J.M. 
Director's Office, Office of Inspection and Enforcement. 2pp. 

19263: 102 


6307090280 Trip rept of attendance at Southern States Energy Board 
Compact Negotiators 830319-16 meetings u/EGbO b DOE In 
Atlanta. OA re data sys for tracking low level waste. 

JACKSON.K. Low Level Waste Licensing Branch. 63/06/16. 

HIOOINBOTHM4. L. Low Level Waste Licensing Branch. 2pp. 19262:360. 


6307090296 Informs of review of seismic study rept for South Salt 
Lake City prepared by Bergen t, Hauik ins b Deckwl th. Rept 
adequately addresses risks from earthquakes re bldg on South 
Salt Lake City site. No technical questions on rept. 

HARTIN.D.E. Low Level Waste Licensing Branch. 33/06/20. 
HORLEV.J.A, Energy. Dept. of. Ip. 19263.226. 


8307090301 Addresses three areas for consideration before reaching 
final agreement on DOE program for designating vicinity 
properties for remedial action under UMTRAP. 

HieeiNBQTHAM. L. Low Level Waste Licensing Branch. B3/06/E7. 
BAUDLITZ. J. E. Energy, Dept. of. 4pp. 19263:229. 


6307090305 Forwards procedural agreement covering consultations 
between DOE b NRC on high level waste site charac terl lat Ion 
activities under Nuclear Waste Policy Act of 1962. Signature 
requested If agreement settsfactory. 

DAVIS. J.O. Office of Nuclear Material Safety b Safeguards. Dlrec tor. 
83/06/17. MORGAN. R.L. Energy, Dept. of. 4pp. 19263:233. 


630709031^ Forwards draft summary of 630608 meeting In Setbesda,MD re 
site develop/nant ac t Ivl ties, for review. 

BRDHNINO, R. E- Division of Waste Management 63/06/17. AVANTiR.V. 
Texas. State of. 9pp. 19263:237. 


8307090388 Forwards 19 radiological assessment repts for properties in 
EdgenontiSD where residual radioactive matl detected. W/o 

enc 1, 

HARTIN.D.E. Urenium Recovery Licensing Drench. 83/06/16. 

OEIDT.J.R. Environmental Protection Agency. Ip. 19263:296. 


6307090399 Forwards 19 radiological engineering assessment repts 
prepared by ARIX Corp for State of SO. Repts Identify addl 
properties In Edgemont.SD u/presence of residual radioactive 
matls. W/o end. 

MfWTIN.D.E. Uranium Recovery Licensing Branch. 33/06/19. 
BAUDLITZ.J. Energy, Dept. of. Ip. 19263:316. 


6307090409 Forwards 19 radiological assessment ropts (or properties 
In EdgamontiSD where residual radioactive matl detected. 

M/o end. 

MARTIN, D.E. Uranium Recovery Licensing Branch. 83/06/16. BRICHiR. 
Booth Dakota. Stats of. Ip 19263:319. 


6307090414 Forwards organization charts for UMTRA project of c , tec hnica 1 
assistance contractor b remedial action contrac tor. Mae ting 
uitt be set up for project ofc b TAC personnel to present 
b receive NRC comments within 2 wks. 

ARTHUR. H.J. Energy, Dept. of. 83/06/13. MARTIN, D.E. Low Level 
Haste Licensing Branch. 6pp. 19262:394. 
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B3070604S5 Forward* " Imp 1 amen ta t j on Plan For EIS Concerninj Rcnsdlai 
Action* at U Mill Tailing* Site near Grand Junctionr CO. " 

MQRI.EY. J. A Energy, Oapt. of 03/06/23. HARTIN, D. Lou Level Maite 
Licensing Orancfi. 2pp. 19299.132. 


—8307060409 "Implementation Plan for EIS Concerning Remedial Actions at 
U Mill Tailing* Site near Grand JunetlonrCD. " 

» Energy, Oept. of. 03/06/30. 6Spp. 19299:134. 


0307080580 Trip rept of attendance at DOE 030419-20 uortshop in 
Niagara FalU.NV re in jitu surface gamma rad iometrtc 
measurement* w/por tatl t Initrument*. 

FLORY.C.A Lou Level Haste Licensing Branch. 83/04/20. 

HIGGINBOTHAM. L. Lou Level Hast* Licensing Branch. 2pp. 19364:291. 


8307080674 Trip rept of 830302-04 visit to Fort Mitchell. KY to attend 
ninth annual EPA research symposium on land disposal. 
incineration 6 treatment of hatardous uastes. 

PENNIFILL. R. A. Lou Level Haste Licensing Branch. 83/06/28. 

MARTIN. D.E. Lou Level Haste Licensing Branch, I7pp. 19364:106. 


8307090103 Trip rept of participation in 830530-0603 couree on 
containment hydrogeology at Univ of Haterloo. Instructor! 
stressed physical I, chemical processes of containment 
transport 

Q “‘2^ “•*** Development Branch. 83/06/16. 

m66*^335 ^ l-»vel Haste Technical Development Branch. 17pp. 


8307090106 Ael receipt of comments on draft 
concerns addressed In revised assessments, 
detailed info more appropriate at part of 
MORLEY. J. A. Energy. Oept. of. 83/06/21. 
Licensing Branch. Ip. 19366:334 


environ assestmcRts. Hast 
Riituosts for more 
I icensing actions. 

MARTIN. 0. Lou Laval Wait# 


issment rept for Proparty 


8307090109 Foruards revised radiological asi 
PNL-139. H/o end. 

JACKSON.P.D, Battelle Memorial Institute. Pacific Northwest 

'-.vel Mast* Llc.n.l^g Br..,ch. 


“on°dd? ■'* NRC/DOB lnttr«llan 

on sites identified in U Mill Tailings Radiation Control 
Act as needing remedial actions 

'"“•I Cycle 6 Material Safety. 83/06/24 
BROPNINO.R, Division of Waste Management. tp. 19366:332. 

*““?•"** P'Pf Fsqoired staff level presented 
at 830607 meeting In Betheida.MD concerning storage of 

do?i;“pio!o",d*''*' '^tillied by NRC r. 

Idi^timr " ’®'’ ‘n "'-‘Ph cflntamiSatlon 



HAwlNrE^",” «■ «?Jvrti:S 

Am.r.c.;Soci,t«^f*^:i,?^|^:,|;;"r‘%r"w385'^^^^^^ 






83/05/10. EnilJonmtntal*P?ot**ti***A®*^*^'' *' “‘TPFtor. 

environmental Protection Agency. 9pp. 19566:096. 


8307180331 Forwards list of UMTRA project ofe U technical assistance 
eantraetors responsible for coordinating design development 
b rencillal action activities. 

HORLEY.J.A, Energy, Dept. of. 83/07/06. MARTIN.D. NRC - No 
Detailed Affiliation Given. DERVEN. B. Qak Ridge National 
Laboratary. BAILEY, E. Tetas. State of. 3pp. 19566:324. 


8307180375 Forwards DE8 for Grand Junction inactive U Mill Tailings 
Site for review & comment. Comments requested by 830787. U/o 
end. 

KORLEV.J.A. Energy, Dept, of, 83/06/27. MARTIN.D. Low Level Waste 
Licensing Branch. Ip. 19641:298. 


8307190095 Foruards comments on land value rept for Salt Lake City 
slte.per 030620 telcon w/J Themil 1 s. Ra t Iona 1 a for limiting 
rapt to only 22. 5 acres questioned. 

flARTINiD.E. Uranium Rteovery Licensing Branch. 00380. 83/06/84 

NORLEY.J. Energy, Dept. of. 8pp. 19686:280. 


8307190447 Agrees w/declilon to Include il* properties In Grand 
JunetioniCO far remedial action under provisions of U 
Mill Tailings Radiation Control Act of 1978 (Public Law 
99-604). 

KICOINBDTMAH. L. Lou Level Waste Licensing Branch. 83/06/89. 
BAUBLITZiJ. E. Energy. Dept. of. Ip. 19651:361. 


8307190491 Forwards 10 radiological assessment rtpts for properties 
Edgenont, SB Where presence of residual radiological mat! 
detected. Repts ineorporete comments agreed on during 
830283 meeting. W/o end. 

MARTINtO.E. Lou Level Waste Licensing Branch. 83/06/24. 
BAUBLITZ.J. Energy, Dept. of. 2pp. 19656:038. 


Foruards commsnts re land value rept discussed on 
H/NRC t> Jacobs Englnearlng. Several documents referenced 
’■'P* ••’oulfl be included in rept conclusion. 
rWRriN.D.E. Uranium Rtcovary Licensing Branch. 83/06/24 
Energy. Dept. ef. 8pp. 19656:163. 


830630 

MORLEY. J. 


" *■*'**“'’ AbboMdanci at 830524-27 third natl symposium fc 
Testoratlon b groundwater monitoring^ 

In Columbus. OH r# aquifer c leanup. groundwater monitoring b 
contaminant containment. 

W«»bo Licensing Branch. 83/06/30. Lou 
Ltvfi Uast* Llcantlng Branch, ^pp. 19670:314, 

‘'T** ‘® P'-oporties in Edgemont. 8D. reported 

for assessment repts. not eligible 

mdl ir ■bsencs of residual radloactlvt 

mat! In excess of EPA itds. 

Hi 00 MnT«^“i *■*''.* ^ “,•**' Branch. 83/06/30. 

HI(»INaOTHAM.L. Low Level Waste Licensing Branch. Ip. 19670 : 853 . 


8307810021 Advises that review of radiological assessment rent. fn,. on 
grop.rtie. in Edgemont. 8D revealed that 0 prS«r??I. not 
«ddud action. Nine propertleS cSnulnld 

FLDBV P akceedlng EPA stds. 

HIOOMOTmS“. ‘-Uentlng Branch. 83/06/30. 

HIOOINaQTHAM,L. Low Level Was te Llcins ing Branch. 8pp. 19678:361 


8 ai 2 »;* * '■•'“"""•ndatlons will be available by 

SdM?:'' BELu{; »-'*«*'• 00146. 

BUMTINO.J.O Llctn'ilno pJor!^! *«.”?* J* ‘-Icenitng Management Branch. 
High t^vel Waste T^chn?,!) n V* ’"begratlon Branch. MILLER. H.J. 

9 s waste Technical Dcvdopmtnt Branch. t38pp. 19698' 157 


atortd In Copper Canisters ■' k D b-evel Waste 

KILLra u I ^"•J’acterljatlon Rept" forwarded to DOE 

Branch. 00091. 




KAKINO.M. JOC Corp. 00093. 83/01/26 MILLER u i 

Mast. Technical Developmant Branch. ip. WTu! 275 ! 


High Laval 
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S307230036 F'oruards eiscutivc suirmary of "Basalt Uastc Isolation 
Project Site Charac t er 1 ta 1 1 on Kept." Sutnirary does not 
accurately reflect (ite uncertainties reflected in rept 
teit. 

MRlOHTiR.J. High Level Haste Technical Development Branch. 00090. 
82/12/07. SALTZMAN. J. D. NRC - No Detailed Affiliation Otvon. Ip. 
19712: 276. 


8307220038 Foruard* FR notice re receipt of site charac ter 1 tat Ion rept 
for candidate high level uiaste repository on Hanford 
Reservation. Notice should be dlstrlbutod to UH std 
distribution code. 

8 TILL.N. Division of Haste Management. 00089. 82/18/01. 

LARKIN3.P. Policy & Publications Management Branch. 8 pp. 

19712; 277. 


8307220041 Summariies Basalt Haste Isolation Project (SHIP) status.DUIP 
is leading site in DOE high level waste repository site 
characterization program. 

HRIOHT.R. J. High Level Haste Technical Development Branch. 0008B. 
82/11/22. UNDERHOOD. L. Office of Resource Managementi Director. 

2pp. 19712:279, 


B30722004S Forwards press release of NRC receipt of Basalt Haste 
Isolation Project site characterization rept. 

STILLiN. Licensing Process b Integration Dranch. 00083. 82/11/19. 

NRC - No Detailed Affiliation Olven. 4pp. 19712:281, 


8307220031 Requests distribution of Basalt Haste Isolation Project 
site characterization rept per listed plans. 

URIOHTiR.J, High Level Haste Technical Development Dranch. D00&&. 
82/11/19. STILL.N. NRC - No Detailed Affiliation Olven. 2 pp. 
19712: 283. 


8307220033 Forwards draft public announcoment of receipt of DOE SER for 
Hanford Raservatlon. 

INORAM.F. Office of Public Affairs. 00084. 8S/ti/t7. KARTIN.J. 

Office of Nuclear Material Safety b Safeguards. Director, 4pp, 

19712; 289. 


8307220062 Advises of general agreement ui/P Justus. Issues should he 
raised through Basalt Haste Isolation Project effort. 

MILLER. K. NRC - No Detailed Affiliation Olven. 00033. 82/03/16. 
URIOHT.B. NRC - No Detailed Affiliation Given. Ip. {9712:294. 


8307220067 Eipresses concern re publication of any NRC paper on any 
aspect of issue NRC will use or consider using in licensing 
any fac i 1 i ty . Rep t should not be published in prof journal as 
results b conclusions of NRC research. 

JUSTUSiP.S. NRC - No Detailed Affiliation Olven. 00038. 62/03/14. 

MILLER, H. NRC - No Ditailed Affiliation Oivsn. Ip. 19712:295. 


8307220077 Forwards data review forms for boreholes from Basalt Waste 
Isolation Project, per 830213 request. Data to be used in 
computer simulations of groundwater flow for hypothetical 
repository in basalt. 

LQOSDON. M. J. High Leval Haste Technical Development Branch. FIN 
A-i266. 00163. 83/02/23. DAVIS.P, Sand la Laboratories. 14pp. 

19712:296. 


8307220084 Notification of 830307-08 meetings u/Qolder Assoc. Ocotrans 
b Hllliams b Assoc in Silver Spring. MD to discuss status of 
NRC two-dimensional groundwater modeling of Hanford site. 

LQOSDON. M. High Laval Haste Technical Development Branch, 00313. 
83/03/02. HILLER. H.J, High Level Haste Technical Development 
Branch. 3pp. 19712:310. 


8307220089 Requests review of DOE draft environ assessment for Basalt 
Haste Isolation Pro jee t, Comments on Issues to be addrtsstd 
in environ assessment needed by 830323. 

BELL. H.J. High Level Haste Licensing Management Branch. 00337. 
83/03/18. COMELLA.P.A. Division of Health. Siting b Haste 
Management. 2 pp. 19712:313. 


— 0307220094 Requests review of DOE draft environ assessment for Basalt 
Uasta Isolation Pr ojee t. Comment s on issues to be addressed 
in environ asseeiment needed by 830323. 

BELL. M, J, High Level Haste Licensing Management Branch. Q0330. 
83/03/18. CUNNINOHAM, R. E. Division of Fusl Cycle b Msterlal 
Safety. 2 pp. 19712:313. 


--3307220099 Requests review of DOE draft environ assessment far Basalt 
Haste Isolation Pro jec t. Comments on issues to be addressed 
in environ assessment needed by 830323. 

BELLrM. J. High Level Waste Licensing Management Branch, 0Q34B. 
83/03/18, BHNTINO.J-O, Licensing Process b Integration Branch. 

2pp. 19712:317, 


— 8307220107 Requests rtvlaw of DDE draft environ assessment for Basalt 
Haste Isolation Project, Comments on issues to be addressed 
in environ assessment needed by 830323. 

BELL/M. J. High Level Haete Licanslng Management Branch. 00349. 
83/03/18. QLMSTEAD. H. J. Regulations Division. 2pp. 19712:319. 


— 8307220112 Requests review of DQE draft environ assessment for Basalt 
Wat te Isolation Pro jec t. Comment t on Issues to be addressed 
In environ assessment needed by 830325. 

DELL.M.J. High Level Haste Licensing Management Branch. 00344. 
83/03/18 MILLER. H.J. High Level Haste Technical Development 
Branch. 2 pp. 19712:321. 


— 8307220117 DQE/EA-0210 

“Draft Environ Assessment for Characterization of Hanford 
Site per Nuclear Haste Policy Act of 1982 (Public Law 
97-4231. Hanford Site, Richland. Denton County, HA. •' 
e Energy. Dept. of. 03/02/28. IS4pp. 19712: 323. 


8307220096 Sumaarizet 830316 telcon re RRL-2 drillhole rept. Basalt 
Waste Isolation Project Interpretation Is that fracture zone 
Within densa interior of umtanum unit in RBL -2 connected 
w/flotd bottom. 

OREEV^i J. T. I JUSTUS. P S. High Level Haste Technical Development 
Branch. 00423. 63/04/29. High Level Haste Technical Development 

Branch. 3pp. 19699:030. 


8307220103 Summariies 830317 telcon as followup to S303I6 telcon re mud 
b core loss at RRL-2. Basalt Haste Isolation Project mgt 
believes mud lost In flow tops. not within dense Interior. 

0REEVE8. J. T. • JU 8 TUS 1 P. 8 . High Level Haste Technical Development 
Branch. 00484. 03/04/29. High Level Haste Technical Development 

Branch. 2 pp. 19699:033. 


83072201 10 Responds to 830304 FR notice soliciting comments on issues 
to be included in environ assessment supporting nomination 
of DQE Hanford site as potentially acceptable repository 
site. NtffiEO-0960 analysis should considered in rept. 

BROHNlNOi R. E. Division of Haste Management. 00438. 83/05/02. 

BENNETT.W.J. Energy. Dept. of. 2 pp. 19699:035. 


6307220116 Comments on DOE 630401 FR notice of intent to prepare EIS on 
disposal of radioactive defense wastes stored at Hanford 
near Richland. HA. Pr inc 1 pal concern relates to ezCent action 
Hill comply u/NRC regulations on radwaste disposal. 

BROWNINO. R. E. Division of Haste Management. 00438. 83/05/04. 

8 CHREIBQI/ J. J. Energy, Dept. of. 2pp. 19699:037. 


8307220121 Confirms 830323 meeting of assistants to discuss NRC 
analysis of DOE Hanford site charac tori lat Ion rept. 

DATESiA. Office of the Secretary of the Commission. 00328. 
83/03/21. OARNER.D., AUSTIN. J.. DRQGOITIS.S. NRC - No Detailed 
Affiliation Given. Ip. 19713:146. 


8307220122 Forwards "Noni sothormal Flow Modeling of Hanford Site " 
Rept demonstrates application of tools developed for NRC for 
simulation of post-closure coupled groundwater flow b heat 
transport near hypothetical repast tory. U/o end. 

WRIOHT.R. J. High Level Haste Technical Development Branch. 00450. 
83/03/13. OLSON. O.L. Energy. Dept. of. Ip. 19699:039. 


8307220124 Forwards branch comments on portions of Chapters 1.2 b 3 of 
DOE draft environ assessment for Basalt Haste Isolation 
Project. 

MlLLERiH.J. High Level Haste Technical Development Branch. 00334, 
83/03/23. BELL.M.J. High Level Haste Licensing Management Branch. 
36pp. 19713; 147. 


8307220127 Act receipt of B30427 Itr u/status of 26 site 
characterization rept r ef s. Iden 1 1 ty requested of refs DOE 
will supply when rept released. 

WRIOHTiR. J. High Level Haste Technical Development Branch. 00473. 
83/06/01. OLSONiQ.L. Energy, Dept. of. Ip. 19699:040. 


8307220131 Forwards Sierra Club statements re environ assessment of 
Hanford site as high leval radwaste repository. 

H 0 VI 8 >J.B. Hovls. Cockrill. Heaver b Bjur. KQVIS.J.B. Sierra Club. 

00368. 83/03/28. HRIOHT.R. J. High Level Haste Technical 

Davatopment Branch. 17pp. 19713:183. 


8307220132 Lists items to be discussed at DOE/NRC meeting. Items Include 
waste package development . s 1 ting guidel Ines. DQE project 
daclslon schedule b DQE mission plan. 

a NRC - No Detailed Affiliation Given. 00470. 83/06/06. NRC - 

No Detailed Affiliation Given. tp. 19699:041. 


8307220136 Buaiaary of 630613-16 meetings w/DOE in Richland. HA re sita 
characterliation Issue clar i f icat Ion. NRC must have access to 
test data as data developed, to test plans in formative stage 
tc to evaluate QA documentation. 

WRtOHT.R.J. NRC - No Detailed Affiliation Given. 00093. 83/06/16. 

NRC - No Detailed Affiliation Given. Ilpp. 19699:042. 
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OORDoii’M. .^SEBEfi*M*'''"DJvi!?on'^°?'V^ Hanford Sita, “ 

B3/03/3I. IMpp ,9?{3?2^J" «^''^9.mant. 00384. 

it of n^c dr-f. 

<HUREo4765r 

™ro.n.b'l: 

Stchland.WA. staointg workshop on 8304U-15 in 

"^wr-'No^otau'i AjjJu^E'ion-sf:.”' ^apr"i77i3™;r' 

8307220146 Forwards diatst of >ii 

N^C^Dl. Of Waste Mp t w/Vakl.a Ind "'' 

“an! e: "■ Enei^'r'S^p?.^ 

umtanum formation “‘thin dense Interior of 

Pnrf''^0^426:^^^L"%S,l9 B.ve.opment 

Branch. ip. J9699;0SS, Technical Devalopeiont 

-Tre.p„^d:n*c:"d?r;r:r:”^^?iii"' 

RoieRVs,D, “‘Rl*Ma"nd'wAr,'*'lp""";;?tS‘33g°°^"‘’- 


CArSeJ" j ' '^EnergS, "spj."* 


r”''”"'" •' 

R‘'^l«d^HA.VI,u,g^aphs”ncl 

No Detailed A^fril:?,^"*}':;'-,^*-- “ 



rate* of mud loss estimated p 1 °** t< amount & 

aS/OA/oa. OLSON, O.L. Energy. Dept "'of °®3’2. 


Ip- 196,99:223. 


"••ting In German toSn‘i «““* "* 830512 

up or otherwise lost. ■since lo ft of core ground 

83705/24! '^ KINcfj ‘'*A|!fAx'^lnvlr''^*'^'''’l'f' Branch. 00456 

Jnc ). ip, ?;713;a3r " <sub.. orA^X, 


Hdshington.OC its 

as/oo/o. 

»r«lcMand®wA’':urQMe7jl“;h“;;tl*f 8306O7MO 

J*rt«. including field trip. pr.I.nli^lon of "f *f"‘ 

XJiSfEvr' t rs‘:.*c??irt*??':.''‘' ^ 

Energy. Dept. .-'"‘;;;.°'''.;;!5:,5;:"™‘=‘°'"'»»'=‘- □L8DN, O.L. 

” «'»5 " ■" b-v.. sp.,„„„. „ 

83/06/10. MIL^R.H*j*‘ Hnh*Llv^l''waIt.'^Trh°r''?‘ B,"*",,- 08, ,'8. 

Branch. 2pp. 19699:232, Technical Davilopment 

'I-S v-‘"‘‘»‘ "" -■"•• ‘ 

M/06/(«. HILLlfl,H.*j*‘ H*gh*Lavel"Matte*^T'^*h‘*?"'*?* 00466. 

Braiieli. 4pp. 19715:342. Ttchnlc^l Otvtlopintnt 

4-6 i %>> NRC -Draft 

83/07/07. OLSoS.D.r'‘En“Jy', °’2:;p!’"''?| °°“"- 

URrei?" ™ Nd^olojll uj^pllni*""''"''’'’”*'' agenda for 83071 1 

83/o6/i7:"oL^^^ro.^r■‘E:::^g^^^s;:^.‘«r•^p■;“-I-^ 

in'^Rj^hi" 

Borebal. «rl 2 4 hyd„„ V re tests performed on 
VERKA.T.R. High Levi? program, 

83/06/20. MILl^.H. j. ^^Hlgh Levii^u!^r°*^*‘?‘’'"*"* 8raneh, 00289. 

Branch. 9pp. 19713^348 ® **' ^•='"’‘=•1 D.velopment 

EflEH ‘" 

siJjoSrirEE" 'E rv"'""”' 

Detailed APfIiiatlpn®olv.n Bpp ?9699; 260!'^°'*^°®' 

™Sa"ie T::c"n?;.?‘g:ver:pm.nS''L"anch."''°i7:'- 


High 


lfSri.£',"£EE»‘E!£" 

L.V.. iM.,. j....oi,o.rB”,„i“'”i;;‘' .;;k;:''' "“'’ 

‘^"i. ?"8„"::;, E;i“ 

L.V.. 8.... T..o„,„, .“ss-j;;:-'- 


High 


^MHf^L!''’''EnI^;g‘"D^p;' o?‘"'S5347““S3%-y^"® ‘'■'HUng results. 
‘-.V.l Haste Tech^lal S.v.?imenrS^ancf 

“8307220240 SD-fiw:-Tl-107 

C0™r ^%7. — 

^ document, 

n^ATmi tjjv iJt* ch#r«ct#r 1 i#tion reot. 

MAUS 8 HARDt!d o' OffIcJ orNu“?* ^*^“''18, 

8af.g«,rd..D«r;ctor '2pp“.' *■ 
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8307320S44 Foru^rds Basalt Waste Isolation Project S30319 briefing to 
RL Morgan & MJ Laurence testimong at EPA B30512 hearing re 
DOE efforts to provide facilities for storage b disposal of 
commercial raduaate. 

OORHAM. E. J. Energg. Dept. of. 0044S. 83/09/20. DAVIE. J.O. Office 

of Nuclear Material Safetg b Safeguards. Director. 10pp. 19700:069. 


"0307220248 Testimong of MJ Laurence at EPA 030512 hearing re DOE 
efforts to provide facilities for storage b disposal of 
commer c lal raduaste. 

LAURENCE. M. J. Energg. Dept. of. 00449. 83/09/13. 12pp. 

19700: 075. 


9307220245 Summarg of 830404 meeting re branch performance assessBent 
strategg b resource allocations for coming gr. 

OORDONiM.J. High Level Uaste Licensing Management Dranch. 00404. 
03/04/09. KNAPP. H.R. High Level Waste Licensing Management Branch. 
8pp. 19713:326. 


8307220849 Notifies of 830427 briefing on 030411-15 geolsgg b geologic 
ftabilltg uorkshop held in Hanford. WA. 

WRIOHT. R.J. High Level Waste Technical Development Branch. 00406. 
03/04/26. High Level Waste Technical Development Dranch. Ip. 

19713: 328. 


0307820253 Foruards site charac teri ta t ion rept Refs 81. "Losier Columbia 
River Environ Survag In Oregon" b 163. "West Canadian 
Rtfiirch Publications of Otologg b Related Sciences Series." 

W/o end. 

OLSON.O.L. Energg. Dept. of. 00459. 83/05/26. URICHT.R.J. High 

Level Waste Technical Development Branch. Ip. 19700:007. 


0307220299 Foruards rtiponsc to NRC request for documents b geologic 
date discussed at 830411-15 meetings in Rich land. WA. W/o 
enc 1. 

OLSON.O.L, Energg. Dept. of. 00200. 83/06/21. WRIOHT.R.J. High 

Level Waste Technical Development Branch. 2pp. 19700:088, 


8307220979 Advises that five site issue analgses delayed due to late 
arrival of DOE testing plan draft apps b site issue analyiie 
nou in CRESS Code. Operating plan Commitments 311210 b 
3112210 satisfied. 

WRIOHT. R.J. High Level Waste Technical Development Branch. 00133. 
82/12/06. BROWNINO. R. E. Division of Waste Management. ip. 

19700: 090, 


8307220580 Foruards draft Apps D.P.Q b R b draft site issue analgses 
re uaste package site selection process b environ factors 
of site charaeteri latlon analysis. OPS plan Commitments 
311821G b 311221D completed. 

BELLtH, J. High Level Weste Technical Development Branch. 00132. 
02/12/03. MARTIN. J.B. Division of Waste Management. 372pp. 

19700: 091. 


0307220633 "NRC Issues From DSCA Having Significant Impact on Basalt 
Waste Isolation Project." 

WRIOHT. R. Division of Waste Management. 00485. 83/09/29. 213pp. 

19697: 080, 


8307290036 Foruards preliminary Draft 3 of Basalt Waite Isolation 
Project draft site characterization analgs i s. Sec tions under 
rev noted. Distribution b rtvleu by other branches 
tentatively scheduled for e30201iafter changes made. 

WRIOHT. R.J. High Level Waste Technical Development Branch. 0096. 
63/01/28. High Level Waste Technical Development Branch. 7B4pp. 

19721:235. 


8307290698 Trip rept of attendance at American Oeophgslcal Union 830602 
spring seminar in Baltimore. MD re flou through fractured 
rocks. Fundamen ta I principles describing flou through 
fractures not settled by technical experts. 

0RN3TEIN. P. M. High Level Waste Licensing Management Branch. 

83/07/07. KNAPP. M.R. High Level Waste Licensing Management Dranch. 
3pp. 19710:054, 


8307260012 Foruards data requested on 821115 re Well DC-i. consisting of 
summary record of water level meesurements made in deep 
pleiometers on b near Hanford Reservation. 

HEYERiW. Interior. Dept. of. Geological Survey. 00112. 82/11/16. 

L00600N.N. NRC - No Detelled Affiliation Given. 16pp. 19706:266. 


8307260016 Comments on site characterization rept deficlenclet re 
cempllanci of uaste packege to NRC cr 1 ter la, Mors details on 
future objectives of waste package performance needed before 
adequacy can be evaluated. 

DAVtS. M. 8. . SCHWEITZER. D. 0. Brookhaven National Laboratory. 00124. 
82/12/01. WICK. E. A. High Level Waste Licensing Management Branch. 
9pp. 19766:282. 


8307260023 Forwards Itr rept on Basalt Waste Isolation Project, 
concerning problem re water migration Into emplacement hole, 
evaporation b heat transfer condition of cani s ter. Prob lem 
should be modelod in detail to determine canister temps. 
SASTRE.C. Brookhaven National Laboratory 00135 B2/12/07. 

WICK.E-A. High Level Waste Licensing Management Branch. 3pp. 
19786; 287. 


8307260025 Submits informal guidelines for review b analysis of Basalt 
Waste Isolation Project site characterization rept. 

WRIOHT.R.J. High Level Waste Technical Development Dranch. 00130. 
82/12/03. High Level Waste Technical Development Dranch. Ip. 

19786: 290 


8307260027 Confirms discussions u/R Walton requesting 1-dag meeting 
u/Savanoah River Lab personnel on 030720 or 21 to 
fanlliarlie NRC w/current long-term program for high lavel 
defense waste. 

COOKiF.R. High Level Waste Licensing Management Branch. 83/07/11 
OERTEL.O.K. Energy, Dept. of. Ip. 19766:261. 


0307260029 Comments on Basalt Waste Isolation Project canister 
carroslon research plans. More detail would permit evaluation 
of aspects of ultimate DOE submission re mfg technology & 
corrosion proper ties. Revl sed research plan end. 

HCNEIL.H, 0. Waste Management Branch. 00127. 82/12/02. COOK, F. R. 

High Level Waste Licensing Management Dranch. 30pp. 19786:291. 


8307260034 Reviews Chapters 6. "Cl ima tology , Me teor ology b Air Quality" 
& t3i "Site Issues b Plans." of site characterization rept 
for Basalt Uaste Isolation Project. Rept may be supplemented 
iit/NURE8/Cfl-2636 Info re snou b Ice 

MILLER.H.J. Earth Sciences Dranch. 00136. 82/12/02. 

KORNASIEMICZ, R, High Level Waste Technical Development Branch. 2pf 
19786:311 


8307260039 Forwards FR notice of availability of "Draft NRC Review 
Plan: GA Programs for Site Charac tar t zat ion of High Level 
Nuclear Waste Repositories. " 

MILLER.H.J. High Level Waste Technical Development Dranch. 
83/07/12. FELTON, J.H. Division of Rules and Records. Ip. 
19786:228. 


— 0307260046 Notice of availability of "Draft NRC Review Plan;aA Programs 
for Bite Charac ter 1 za t ion of High Level Nuclear Waste 
Repositories. " 

MILLER.H.J, High Lavel Waste Technical Development Branch. 

83/07/12. 3pp. 19786:229. 


— 8307260051 "Draft NRC Review Plan;QA Programs for Site Charac teri z at ior 
of High Level Nuclear Waste Repositories." 

• High Level Uaste Technical Development Branch. B3/07/31 29pp. 

i9786:232. 


8307260044 Forwards DOE site characterization rept for Basalt Uaslie 
Isolation Project. Comments on draft site characterization 
analgsle (DSCA) , designated NUREO-0960, requested ulthin 14 
dags of delivery In Jan 1903. U/o end. 

BROWNING. R. E. Division of Waste Management. 00405. 82/12/02. 

CUNN1NWAZ4. R. Divlslan of Fuel Cycle b Material Safety. 2pp 
19786:313. 


8307260097 Foruards DDE site characterization rept for Basalt Waste 
Isolation Project. Comments on draft site characterization 
analysis, designated NUREO-0960. requested ulthin 14 days of 
delivarg in Jan 1983. W/o end 

BROMdINO. R. E. Division of Waste Management. 00129. 82/12/02. 

ARSENAULT.F. Division of Health. Siting b Waste Management. 2pp. 
19786:319, 


8307260098 Foruards FR notice of availability b "Borehole b Shaft 
Sealing of High Level Nuclear Waste Repositories," NRC 
draft technical position. 

MILLER.H.J. High Level Waste Technical Development Branch. 
83/06/30. FELTONrJ.M. Division of Rules and Records. Ip. 
19788:049- 


— 8307260064 Notice of availability of "Borehole b Shaft Sealing of Hig' 
Level Nuclear Waste Repositories." NRC draft technical 

position. 

MILLER.H.J. High Level Waste Technical Development Branch. 

83/06/30. 2pp. 19788:090. 


— 8307260596 "Borehole b Shaft Sealing of High Level Nuclear Waste 
Repositories," NRC draft technical position. 

• High Level Waste Technical Development Branch. 83/07/31. 3Spp 
19783; 05S. 


8307260074 Forwards site characterization rept for Hanford site. 
Briefing schedule will be decided In future telcon.W/o end. 
MILLER.H.J. High Level Waste Technical Development Branch. 00125. 
82/12/01. TANG.R.C. ACRB - Advisory Committee on Reactor 
Safeguards. ip. 19786:318. 
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3307240078 ForwirK* Chapter 3 of Sesalt Maste laoUtten Project aita 
eharaeterliation aitaly.!. for revieuJ re geotechnical '' 
accuracy. Redraft fcheduled for 321204. 

Waste Licensing nanagsment Branch 00133 

W-.te"r.chnicaro:v.,“‘”t 

’■* s“* tharacleritation rapt 

fSCRI would be useful, since Dtv of Uaste tigl position tetll ^ 

B3ui8";:frscR^nn;:!:‘'''‘’ " »" 

“■ t- Integration Branch O012J 

19704^333 Division of Uaste Hanagement. tp. 

0307260109 Outlines scheme for Nftc <iuestlons re DOE site 

characteriiatlon rept for Basalt Uaste Isolation Project.W/o 
form for written nuestions. ^ " 

03 )?w 3 n^ ^•‘='>'’‘'^1 “'velopment Branch. 00182 

®^Fdotmnn? onT'''" !® ^‘“‘“losical assessment rept. for properties in 

residual radioactive matls 

sZix.i... 

3307240120 Outlines instructions for site character i tation analusis 
nrnrf'^'^i sot ml 1 1 a 1 . CRESS work request t, control sheet S. 
product summary sheet end 


■’I*'* *“* characteriiatlon analysis of Basalt 
M il.u! stltctlon process, concentrating 

t0CFR60 lull tfu* to elements included per 

S^d!^?s^‘“nnv,c‘n*n*‘"?,«n''“"* *" I"‘«9ratlon Branch. 00113, 
llwfoos - No Detallad Affiliation Given. 4pp, 

= Development Branch. 00147. 
BOMTlM^j “‘S'* Licensing Management Branch 

HlSh ^Cel Wasti ^UchnL rn***!*" ‘"‘•fl’'*”'"’ Branch. MILLER, H.J. 
nign Lavei wasta Technical Development Branch. Ip, 19787:009. 

03O726O2M Responds to 021217 1 tr. comment Ing on Chapter 3, "Bit, 
f«!»« " u "Institutional & Lvlron 

r.llTil], a '•'•'‘•'^‘••‘‘"tion analysis. Commanti 
aov!lT ZAl‘! ‘hould be ready by 321222, 

m^i/i 7 ‘•‘ = *'’*‘'‘9 Management Branch. 00144. 

Si I97a7ro5S ‘-‘'•"“"S '*'•«•** «■ Integration Branch, 

™8307a6<}209 Forwards std outline for chapters of draft sita 
characteriiatlon analysis. • orars sttt 

‘sl/ia/is''' D.vilopmant Branch. 00144. 

t9787foi2. ”‘® ^ “***' Technical Development Branch. 97pp. 

s;™:" "" •“• - 

^^?^'‘'Bhv.c‘S*"*i2S '■I'oces. «. Integration Branch. 00143. 
l9787flo9 NRC - No Detailed Affiliation Given. 9pp. 


0307860127 Forwards 23 radiological assessment repts for properties in 
e2?«dIId'l?A '••‘itfudi radioactive matU 

replt^ ^ *" *®“ I® properties. W/o 

Environment I ‘‘2“' ‘-‘c'nsing Branch. 03/07/09. GIEOT.J 

fcnvironmental Protec tion Agfcicy. 2 pp, 19786:262 

0307260132 Forwards marginal comments on 021110 draft site 
characterl.ation analysis of Basalt Waste Isolation lit, 

or?o?FR2n'’n“‘*”'*[I*i''*“ “n«'''>“>ns do not reflect intent 
or 10CFR60. Rtcommtndafcions listed 

J££ii PT“9ram by 321130. 

82/U/ii‘^ ^m*’. eV,‘* T'chnlcfl Development Branch. 00119. 

82/11/24. Division of Waste Management. Ip. 197 a 4 ; 399 . 

0307260146 Confirms 82HO0 conversation re meleorolog is t/cllmatolODlsk 

SSm sTt"”" I" rept review^ gin; ^ 

021113. Ltr rept requested by 821201 ® 

aZ/lf/M Development Branch. 00117. 

a</n/23. DERATAN.L. Earth Sciences Branch. 2pp, 19706 : 396 . 

®^wIft2‘”oUdrr2ror''J”?I‘'’''/* p-rticlpanon in Basalt 

wesee isojaeion Project iltt characterization reefc CRCOi 

e 2 U 29 ' Ihou?d‘*'^ for B2I119 meet Ing. Del Iverah lesf due on 
HR OH?‘r j *■ NIC iisue analyil.. 

Schmitt assistance in reviewing .It. 
c2:::n!rrir^|?2Sr* *■ documents. Draft 

32/11/23 JUSTuI Development Branch. 00149. 

Branch'”' 4p;"®'ll7Lf362”‘®' “‘velopment 

^^mfrha'r^curdld;:"'* Project bibliography from 

biblionrl^K., ? rept,e. eluding rho documents Revised 

e.timat^f M “i •vailabllity of publication, 6 


8307260222 Informs that 021219 requast to revise draft site 
•'’•ly*!* <aCA) Chapter 0 re waste package 
ir5u^5«ro> aci '"'"“•factory. Item, l"«. 2 

m^a/is 2i?LT*o*‘. I-‘««"*I"9 Management Branch. 00140, 

“«"."-3p?'”“\'; 7B7:114!^‘"'' Davelopment 

‘ “*• 'haracterliatidn analy.i. on 

J Iiolatlon Project rep t. Chec kl is t of 10CFR60.il 
BONTim i n*' '"'•P'l'-tion of Draft 2, and. 

fc Integration Branch. 00142. 

Branch MILLEr'h’j' Waste Licensing Management 

9PP 19^:11? ■ * “"*• Technical Davelopment Brinch. 


83072^231 Forwards std outline for draft site character l lati 
conf2r«*w/nd"‘^tM'''*'’**''* I" “'••ft 2 ahould 

M/ 12/1 o ’ ^!^• w**!' T'^hnlcal Davelopment Branch. 00141. 

waz-la ” ^ ^ “'**• Technical Development Branch. 2pp. 


8307260^ Forwards first draft set of chapters fop Basalt Hast. 

^ Turflu.h a. research m.mb.r of geologic 
stability team for review of Hanford site characteriiatlon 

M/lS/lo ’^‘BERATAN^L^**Ea^th%^!'''"‘'*n “*''•* ‘ Branch. 00139. 
OKCIK/IV. ui:hatan,L. Barth Sciences Branch. Ip. 19787:129. 

Forwards Draft I of site characteriiatlon analysis, 

OF Chapters 1 through ll.Eiecutiv# summary, 
n!in*n s. Chapter 12 will be Incorporated^ln 

mie^T n*"! ’’’’i,'!? P’’*'* “'‘•Ft » do* 1>9 821220 . 

SdSJw 'bELUM y''*iia!!V' Branch. 00137. 

BUNTINObJO Lifanaf ^ Ltvtl Witfci Llctnting H«n«g«in«nt Branch. 
Sb ^a *-U#n*lng Proctii & Integration Branch Mtr i ra u j 

High Level Waste Technical Development BrancU. ^Sp!; 

830^60299 Forwards draft of Basalt Waste Isolation Project elt. 

OREEwl i T u? ;’ I *" 'FP* "Moctptable, 

T»chnical Development Branch. 00136. 
W97f"3. “'**• Technical Development Branch. 26pp 

*“• "'‘•'■•ot.rliatlon rept for 

Basalt Haste Isolation Pro jact. Work Ing meeting w/DOE & ^ 

operating contractor personnel re review plan acceptance 

HAAM H p'"* i® ** ‘■'•"“Fled deficlenclei advisable. 

mAK.H.P. Quality Assurance Branch. 00134. 82/12/07 MILLER. h i 

High Level Haste Technical Development Branch. 9pp. 19707:291, 
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S307S60S6S Revieus Basalt Waste Isolation Project site cftarac teri tat Ion 
rept Chapter & ra solubllttij constraints on transuranic 
release to environ. 

HCNEIL.M. B. Waste Management Branch. 00134. B3/01/10. COGKi R. 

High Level Waste Licensing Management Branch. 2pp 19787:336. 


S307S6027S Discusses review of Basalt Watte Isolation Project QA 
technical procedures. "Draft NRC Revieu Plan of QA Programs 
for High Level Waste Reposltorg Bite Investigations" end. 

Comments on listed technical procedures reguested. 

OREEVES. J. T. High Level Waste Technical Development Branch. 00133. 
83/01/10. High Level Waste Technical Development Branch. 4pp. 
19707: 230. 


— 0307260431 "Draft NRG Review Plan of OA Programs for High Level Waste 
Repositorg Site Investigations." 

« NRC - No Detailed Affiliation Given. 00153. 83/01/10. 23pp. 

19787: 262. 


8307260276 Comments on Draft 2 of Basalt Waste Isolation Project site 
characterisation analysis (SCAl.per 030103 rociuest. Proposed 
wording for SCA conclusions end. 

COOKiF. R. High Livel Waste Licensing Management Branch. 00132. 
83/01/03. WRlGHTiR. J. High Level Waste Technical Development 
Branch. 3pp. 19787:283. 


8307260293 Comments on Draft 2 of Basalt Waste Isolation Project site 
charac ter 1 lat ion analys it, Conceptual design does not Include 
barrier reliability design criteria In multi-barrier 
engineered sys. Proposed wording for SCA conclusions end. 

COOKfP. R. High Level Waste Licensing Management Branch. 00130. 
82/12/28. WRIOHTiR.J. High Level Waste Technical Development 
Branch. 3pp. 19783:312. 


8307260289 Forwards analysis of site charac teri za 1 1 on rept treatdient 
of groundwater hydrology > emphas i z ing past efforts & future 
plans for performance assessment of geologic medium. 

OORDONiM.J, High Level Weste Licensing Management Dranch. 00148. 
82/12/22. KNAPPiM.R. High Level Waste Licensing Management BrancKl' 
t7pp, 19787:288, 


6307260293 Forwards comments on Basalt Waste Isolation Project site 
characterization rep t. res trie ted to technical aspects of 
Chapter 4 re geoeng Ineer ing & Chapter 10 re des Ign. Simp le 
elastic analysis Inapplicable to rock mass behavior. 

SCHMITT. T. 3. Earth Sciences Branch. 00143. 82/12/21. 

NATARAJAi M. 8. High Level Waste Technical Development Dranch. Spp- 
19787: 303. 


8307270066 Designates responsibility for placing in LPDR each listed 
ref of draft site characterization rept not presently 
obtainable In LPDR. Response requested by 830316. List of refs 
end. 

WRIOHTiR.J. High Level Waste Technical Development Branch. 00431. 
83/03/06. BOVLEiR. . CQDK. R. . OREEVES, J. High Level Waste Technical 
Development Branch. 13pp. 19811:032. 


8307270133 Forwards radiological assessment repts for 19 Edgement 
vicinity properties designated for remedial action. W/o 
ends. 

CDFFMAN.F.E, Energy. Dept. of. NE-24, 03/07/13. ROMATOHSKI, R. 0. 

Energy. Dept. of. 2pp. 19311:134. 


8307270142 Provides response to NRC 830126 questions on Basalt Waste 
Isolation Project site charac ter I za 1 1 on rept <SCR-9t, 

Dialogue to determine most defensible means of ei trapolat Ing 
short-term matls initiated. 

□LSON.O.L. Energy. Dept. of. 00241. 83/02/17. WRIOHT.R.J. High 

Level Watte Technical Development Dranch. 4pp. 19807:316. 


6307270148 Responds to NRC 030111 request for darifieattan of 
Basalt Waste Isolation Project (BWIP) site characterization 
rept. Organl zatlon chart of BWIP mgt end. 

OLeONiO.L. Energy. Oept. of. 00238. 83/02/01. WRIOHT.R.J. High 

Level Watte Technical Development Dranch. 6pp. 19807:320. 


6307270132 Responds to NRC 02122S request for clarification of Basalt 
Waste Isolation Project site charac ter 1 za t Ion rept (SCR''6) 
re borehole drilling. 

QLBON.O.L. Energy. Dept. of. 00234. 83/01/21. WRIOHT.R.J. High 

Level Waste Technical Development Branch. 2pp. 19807:326. 


8307270139 Responds to NRC 821214 request for clarification of Basalt 
Waste Isolation Project site characterization rept (SCR-3) 
re high temp kd measurement. 

□LSON.O.L. Energy. Dept. of. 00232. 83/01/lB. WRIOHT.R.J. High 

Level Waste Technical Development Branch. 2pp. 19807:328. 


9307270166 Responds to NRC 521222 request for clarification of Dosalt 
Waste Isolation Project site charac ter i lat ion rept (SCR'3I 
re results in Table 4-11. "Summary of In Situ Stress Data 
by Hydro Frac Hathod. " 

□LSON.OL Energy, Dept. of. 00233. 83/01/IB. WRIOHT.R.J. High 

Level Haste Technical Development Dranch Ip. 19807:330. 


8307270184 Responds to NRC 821203 questions on Basalt Waste Isolation 
Project site charac teriza t ion rept (SCR-l) re model 
utilized in performance assessment. 

OLSON. O.L. Energy. Dept, of 00226. 82/12/22. WRIGHT.R.J. High 

Level Haste Technical Development Branch 2pp. 19807:331 


8307270190 Sumaiary of 830613 meeting u/Marsha Il-Wy the Law School in 
Silver Spring. HD re regulator policies for U recovery. 

KAU1AN.K. Low Level Waste Licensing Branch. 83/07/01. 

HlCOINBOTHAMi L. Low Level Waste Licensing Branch. 2pp. I981I1S7. 


8307270194 Responds to NRC 821207 questions on Basalt Waste Isolation 
Project site characterization rept <SCR-2) re 
tuo-dlmensional modeling using PORFLO. 

OLSaN.a.L. Energy, Dept. of. 00227 02/12/22. WRIOHT.R.J High 

Level Haste Technical Development Dranch. 3pp. 19807:333. 


8307270198 Forwards "Dorehole Assessment Needs Plan, " per DDE 
request. M/o end. 

BARTLETT. J. H. The Analytic Sciences Corp. 00223. 02/12/10. 

WRIOHTiR.J. High Level Waste Technical Development Branch. Ip 
19807:336. 


B307S7(SO2 Requests hydraulic test data reported in Basalt Waste 
Isolation Project site characterization rept.Flgure 5-26. 

Data nay be available at upcoming hydrology workshop in 
State of HA b should Include hydrogeolog i c Info. 

OORDONiM.J. High Level Waste Technical Development Branch. 00314. 
83/07/07, WRIGHT.R.J. High Level Waste Licensing Management Granch. 
Ip. 19811:139. 


8307270204 Foruards Basalt Waste Isolation Project site 

charaeteriiatlon rept refs requested in NRC 821124 Itr.W/o 

ends. 

aL80N.0.L. Energy. Dept, of 00221 82/12/08. WRIOHT.R.J. High 

Level Haste Technical Development Branch. 2pp 19807:337. 


B30727020B Foruards site characterization rept refs requested In NRC 
821124 Itr. U/o ends. 

OLSON.O.L. Energy. Dept. of. 00216 02/11/30. WRIGHT. R J. High 

Level Waste Technical Development Branch 5pp. 19607:339. 


8307270214 Forieerds "Highlights 6 Preliminary Results of Near Surface 
Test Facility Overcoring Stress Measurement Study" ft 
"Oeofflechanlcs Logging Data for Candidate Repository Horizons 
in Borahola. . . , " per 821003 (< 06 requests W/o ends. 

OLaON.O.L. Energy. Dept. of. 00214. 82/11/23. WRIGHT.R.J High 

Level Waste Technical Development Branch. Ip. 19807 341. 


B3072702IB Forieards description of 109 site characteristic rept refs 
requested In 821124 Itr. Documents will be sent under 

separate caver. 

□LSON.OL. Energy. Dept. of. 00243 83/02/10. WRIGHT.R.J. High 

Level Waste Technical Development Branch. 19pp. 19007:342. 


B307270222 Trip rept of attendance at Second Natl Meeting on Lou Level 
Raduaste u/Southern States Energy Board. Natl Governors Assoc 
It DOE. Summary of pott-t906 waste options workshop Included. 
JACKSON.K.C. Low Level Waste Licensing Branch Q3/07/06. 
HIGGINBOTHAM. L. Lou Level Waste Licensing Branch 3pp. 19811:160. 


6307270223 Foruards response to 830113 request for addl info on 
Basalt Waste Isolation Project eiploratory shaft const !< 
sealing program. Info confirms matl discussed at 021004-03 
workshop on repository design. 

ANTTONEN. JH. Energy. Dept of. 00244. 03/02/23 MILLER. H.J. 

High Level Waste Technical Development Branch. 4pp. 19607:361. 


— 8307270230 "GA Level II Const Spec for Shaft Drilling t> Rig Sves, Basalt 
Waste Isolation Project Ezploratory Shaft Project B-314. " 

• Kaiser Engineers. « Parsons. Drlnkerhoff. Quada l< Douglas. Inc. 
00244. 83/02/03. 22pp. 19808:003. 


—8307270234 "Basalt Waste laolation Project ES-1 Sealing 
Considerations. " 

• Dow Chemical Co. 00244 83/02/09. 220pp. 19808:025. 


—0307270240 NM79-137 

''Preliminary Evaluation of Rock Mais Disturbance Resulting 
From Shaft. Tunnel or Borehole Excavation." 

KEL8ALL, P. C. , CASE.J-B,. CHABANNES. C. R. Ba t to 1 1 e Memor 1 a 1 
Institute. 00244. 82/07/31. 331pp. 19808:245. 
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Oeoth«mic3j'’inNls“n''s“te™hIract HWtroIoglc ft 


B307270321 Submits question* on Basalt Uaste Isolation Pm 


Ba/Ol/26. SQUIRES, D. 


WRIGHT. R.ftl. 
19809:217. 


High 


830^70336 Requests e iar 1 f Icat Ion o# Basalt blasts t.«i n 


re groundu,ater compos ition repi ISCB-IO) 


on backfill installation. 


ooasa. 


High 


............. 

re uater sample anai^,.!-. ''■arac ten la t lon rapt fSCR-12» 


n.'mlV"' ’^'"'’le analgse*. 


MRlGHT.fl. %l. 
19809:241. 


High 


- -re e, drliung M„ig 

UerSa^te 


WRIGHT, R.J. 
19809:243. 


B307270270 Poruards Figures O-i, 3-29, a-so t i i 

i-evel Haste TachnUal Seve?opmenf Br'ancr T'' .9^;f^7"- ''' 


High 


S307270274 Poriiiardt "Dra#fc Pm/iesAPs a 
pf Hanford Site Poreuarfe to 

for ■BorBhole“RHL-6.*lnIdV0rt^ntly°Smut*rf 9»'lIoBic logs 

transmittal H/o j"^‘’''*rten t ly omitted from 030310 “ 

ttv°i'Saste r:c"^;„?^£:,e?o'pm.nrBr^ncr°?;°‘’' 

sealing program * exploratory shaft const h 

NICCL.n. , HAMMOND, rD'’!’‘'SgJU.S'r ^Roc ku”l leoletion Project. 

00373. 83/03/31. S9pp. 19010*096 * International Corp. 


8307270391 Requests clarification of Basalt Waste Isni.n 

^)?=^"i^:^Q;;j^Li'r'E::”^ 00224. 

request. Document, transmitted on saisofi 

^J?^o9:'''0Qu}gL^r‘En“;;/SeM.‘”i.°*rp.‘“'T;^ 

82/12/07. 

w/flaialt WaStI''lISlatlorpIIaJect*'ntr*h***''r *" 

HSIOHT.R.J. High Level W«ti TmJiJ 'h^racterl lation rept. 

03/01/28. SQUIRES, O, EnorJ^/S^; J ‘ ”E, "“r" “’'’5'" 

BTILL?^ *’Diw‘iion*of*wJsU ^004^''*%'**“^^'*”'* Wright 030318 Itr. 
Division Of west.'’M:L;;:::t”^''S2p'"''’^,a,S: 

82n^rEncl"?2entIH;.^rr‘“"" 

received. laentifies 26 documents not 

™i0:''-DL8DSl’o!'r‘En:;j;"s:;;'"i.““^^^ 00331. 

™”I“IL^rShafJ -"ph^.^i^fc Pha»*7rH°pI‘ 

83/02/17. 




B2pp. 19810: 155 
""S^fencl. ^ of ‘>SCA re geo.o,, , 

83/0^23: aL8D^f□*'r•'E^:rgy^ 'vTt'^Vp, ™ 


03/03/17, SQUIRES, o!'" En^r^^:, 'vlTH ‘’‘'rj .‘ 


ion Project 


Draneh. 
19010:238. 


00340. 


input used in mo^Ung efion. «“ 

ObJohJI": '"' BQu;^L;-^**En:;g^^ 'DeM.‘"J. "'sp'p '"’"rSsira^."' 

HRIGHT.R J. High Level u,.r! water sample analyses, 

03/02/14, SQUIRES, D, Energy, D^t oJ, ^p.’°'‘T9mof24r*'’ 

''snr^:frS:?:r"J:turi:^r^ra"e°^ -r-fct 

r^lTAl: r.Tll. — ■ 


infaontltd 

03/O./.4; 

eiplor^tDr3''sha2t co^it'4’'ie!??**‘*"h“‘' — —^ry in area of 

OS/Ol/ia: ■ ANiJSI1eN,'’u*H, ''"^:rJy"'’Se;t,‘ or"'?S;,'"\9S!SfSb9. 

Project?" r?ClL”of“DaE''RFP.'* ‘^‘"’'^ractar for Basalt Waste Isolatti 

^^!L.“*'High*Uvel’wast"*?*'h ^''^•'°2“Sl-037. 02/10/06. 

19810:316. ^ Waste Technical Development Branch. 9pp. 

"Const Manag«r/Const*Coritm**r** a** request for revlsu of document. 
Project." «*r/const Contractor for Basalt Waste Isolation 

W?«/09^' SEAMANS,*?* *Hloh"L*‘'’?*i!i' NRC-Oa-02-030. 

Branch. Spp. I9SI0:326 Waste Technical Development 

»«sali*Ha5t?'*^l?olatlin Pm* °r 921004-07 visit to Richland, WA re 
RAJARAH.V. En ?n«m in?^;^m ““rkshop. 

K.,h Level WesJe -AMANB,T. 

’'“'’'’““'’ry design in 

H?gh*^e*:i“^i:t*:*T.c^"?;?r^;;??:pme^r^?in”h, 9PP. 



NONDOCKETED ITEMS 


419 


6307270423 Forwards lift of non-NnC addressees sent Basalt Uasts 
Isolation Project site charac ter i la t ion rept.M/o end. 

HRlOHTiR. J. High Level Maste Technical Development Branch, 00317. 
62/12/03. SQUIRES. D.O. Energy, Dept. of. Ip. 19810:349. 


6307370426 Submits (lusstlons on Basalt Uaste Isolation Project site 
character 1 latl on rept. 

HRIOKT.R- J. High Level Waste Technical Development Branch, 0031B. 
62/12/03. SQUIRES, D. Energy. Dept. of. Ip 19610:346. 


6307270442 Requests DOE assistance in obtaining certain critical 
documents essential to site characterisation rept revleu. 

URIOHT.R. J. High Level Waste Technical Development Branch. 00219. 
62/11/24. DLSON.O. L. Energy, Dept. of. 3pp. 19810:346. 


8307270444 Discusses site charac ter i sa 1 1 on rept Section 17.3.1 re add! 
In situ testing, 

WRIOHT.R.J. High Level Waste Technical Development Branch. 00387. 
63/03/30. SQUIRES. D. Energy. Dept. of. Ip. 19610:391. 


6307270446 Poruards DOE statement tt Yakima Indian Nation comments re 
830329 public hearing on proposed nomination of Basalt 
Waste Isolation Project for site charac ter 1 tat Ion. W/o 
comments. 

WRIQHT.R.J. High Level Waste Technical Development Branch. 00389. 
83/04/01. BROWNINO. R. E. Division of Waste Kanagement. BELL.H.J. 
High Level Waste Licensing Management Branch. BUNTINOiJ.O. 
Licensing Process tt Integration Branch. llpp. 19610:392. 


6307270449 Requests summary of all hydraulic test data. including 
hydraulic heads. for Bortholis OC-4/9 for clarification of 
Basalt Waste Isolation Project site charac ter 1 lat ion rept. 
WRIOHT.R.J. High Level Waste Technical Development Branch. 00366. 
63/04/01. BQUIRES.O. Energy. Dept. of. ip. 19611:001. 


6307270496 Requests advice on NRC initial plans for tribal liaison re 
NRC revieu of DOE plans It activities to characterlie site 
for possible high level waste repository on Hanford 
Rfsarvatlon near Richland. WA. 

MARTIN, U-B. Division of Waste Management. 00301. 82/11/24. 

aPEAKB.S. Interior, Dept. of. Bureau of Indian Affairs. 3pp. 

19607: 136. 


8307270499 Forwards addi set of matls sent on 621116 but not received 
re NRC review of DOE Site charac teri lat ion rept for 
candidate site for high level radwaste repository on Hanford 
Reservation, W/o end. 

BUNTINO, U. □. Licensing Process t. Integration Branch. 00303- 
82/12/17. HENINICK.J. Yakima Indian Nation. 2pp. 19607:139. 


8307270460 Responds to 621123 Itr re Hanford Reservation questions on 
DOE efforts to investigate other basalt deposits. NRC has not 
concluded that basalt under Hanford is better than basalts 
lying elsewhere in same formation. 

BUNTINO, U.O. Licensing Process tt Integration Branch. 00304. 
83/01/10. U1M,R. Yakima Indian Nation. 6pp. 19807:141. 


8307270463 Ack receipt of 630316 Itr re Bureau of Indian Affaire work 
identifying Indian tribes affected by Nuclear Waste Policy 
Act of 1962 (c appropriate contacts. 

BROWNINO, R- E. Division of Waste Management. 00416. 83/03/29. 

HILLS, 9. Interior, Dept, of. Bureau of Indian Affairs. tp. 

19B07; 193. 


8307270467 Discusses Yakima Indian Nation Interaction w/NRC re Basalt 
Waste Isolation Proj tc t. Mee t Ing being arranged to obtain 
Nation views on appropriate changes to 10CFR60 re NRC/Nation 
interactions It proposal to participate In reviews. 

DAVIS, J.O, Office of Nuclear Material Safety b Safeguards, Director. 
00464. 63/04/14. MENIN1CK,J. Yakima Indian Nation. 2pp. 

I9B07; 194. 


6307270470 Statement of R Jim at 630419 task force advisory meeting. 
Eipresies concern about DOE failure to consult Yakima 
Indian Nation about guidelines. 

J1M,R. Yakima Indian Nation, 00446. 83/04/19. 13pp. 19607:196. 


6307270472 Forwards NRC response to 630304 FR notice re issues to be 
included in environ assessment supporting nomination of 
Basalt Waste Isolation Project site as potentially 
acceptable repository site. W/o end. 

BUNTINOiJ.O. Licensing Process b Integration Branch. 00440. 
63/09/12. JIHiR. Yakima Indian Nation. ip. 19607:169. 


8307270474 Responds to 830322 Itr requesting assistance in delineating 
areas of technical eipertlse useful in independently 
participating b consulting w/DOE on Basalt Waste Isolation 
Project. 

HILLER, H.J. High Level Waste Technical Development Branch. 00463. 
83/08/27. SAMPSONiH.R. Yakima Indian Nation. 3pp, 19807:170. 


8307270479 Forwards NRC comments on issues to be addressed in DOE 
planned DCS on disposal of certain defense radwastes stored 
at Hanford site. W/o end. 

BUNTINOiJ.O. Licensing Process b Integration Branch 00449 
83/09/37. JIM.H. Yakima I nd lan Na t i on. Ip. 19807 173. 


8307270476 Forwards EIA for renewal of SNH disposal license at Hanford 
lou level uaste disposal facility t Amend 3. Amend 3 amended 
b reissued license. W/o end. 

HAUK1NS.E.F. Lou Level Waste Licensing Branch. 63/06/03. 

HOVISiJ.D. HoviSi Cockrill. Weaver b Bjur. Ip 19607:174. 


8307270479 Requests coordination of technical b tribal matters 
w/Envlron Svts Staff for identification of Interested Indian 
tribes re DOE potentially acceptable sites for nuclear uaste 

repositories. 

HILLS, S. L. Interior. Dept. of. Bureau of Indian Affairs. 00377. 
83/03/16. BRDWNINO, R. E. Division of Waste Management. 4pp. 
19807; 175. 


8307270480 Forwards Tribal Council Resolution T-49-83 to insure Yakima 
Indian Nation participation as affected tribe under 10CFR60. 
HENINICK.J. Yakima Indian Nation. 0030S. 63/02/16. Office of 

Nuclear Material Safety b Safeguards. Director. 4pp 19607:179. 


8307270481 Concurs w/llst of six native American groups w/interest In 
Hanford site. Columbia River Inter-Trlbal Fish Commission 
represents Yakima, Warm Springs.Nez Perce b Umatilla Tribes 
BOULER.W.O. Interior, Dept, of, Bureau of Indian Affairs 00302. 
82/12/09. HARTIN.J. Q. Division of Waste Hanagement. 3pp 
19807: 183. 


8307270482 Presents questions from 621116 meeting re DDE Basalt Waste 
Isolation Project b Hanford Reservation site. 

JIMiR. Yakima Indian Nation. 00300. 82/11/23. BUNTlNOiJ. NRC - 

No Detailed Affiliation Given. 2pp. 19607:186. 


8307270483 Forwards comments on DDE/RL-B2-3. "Site Charac ter 1 1 at i on 
Rept for Basalt Waste Isolation Project." Rept fails 
Mission. Hany conclusions drawn not justifiable u/llmited 
esisting data. 

ROBERTSON, J. D. Interior, Dept, of, Geological Survey. 00429. 
83/09/06. OLSONiO.L. Energy, Dept. of. 62pp. 19807.166. 


8307280029 Submits list of individuals named to negotiating team to 
negotiate consultation b cooperation agreement between State 
of WA b DDE. 

HOaSiO.W.i GOULD, S.E. Washington. State of. 00313. 63/06/30 

FREMLINO. A. 0. Energy. Dept. of. Ip. 19826:169. 


8307280031 Extends gratitude for useful briefings presented to task 
force on 821119. 

LEHtS.N.O. Washington, State of. 00277. 62/11/17. MILLER. H. High 

Level Waste Technical Development Branch ip. 19826. 170. 


8307280036 Confirms High Level Nuclear Waste Mgt Task Force 821220 

•eating. 

LEHI8<N.D. Washington. State of. 00276 82/I1/C7. HOYLE, Q.J . 

BTEVENSiD. Washington, State of. GIBBS.A.J. Washington. State of. 
Dept, of Social b Health Services. Ip. 19826.171. 


8307280042 Fsruards DOE 621206 agenda b draft work plan discussed at 
821119 task force meeting. Short-term strategy to resolve 
Basalt Waste Isolation Project site charac ter i la t ion rept 
less controversial issues will be developed 
ERL<UJD93M. B. e. Washington. State of. 002S1. 62/12/01. 

HACDOUOALL, R. NRC - No Detailed Affiliation Given 24pp. 

19826: 172. 


8307280049 Sumraariies 621113 task farce meeting in Olympia. WA re 
governor reptiSiork plan b licensing program for Basalt Waste 
Isolation Project. 

LEWIS.N.D. Washington, State of. 00262. 82/12/06. DOYLE. 0 J . 

STEVENSiD. Washington, State of. GIBBS.A.J. Washington, State of. 
Dept, of Boclal b Health Services. 3pp. 19826: 196. 


8307280096 Confirms High Level Nuclear Waste Mgt Task Force 621220 
meeting re Las Vegas NWT3 meet Ing. advi sary groups to Cask 
force. future meeting schedules b interim work strategy. 

LEWlBiN. 0. Washington, State of. 00283. 82/12/10. DOYLE. B J. , 

STEVENS. D. Washington, State of. GIBBS.A.J. Washington. State of. 
Oapt. of Social b Health Services. Ip 19626:199. 


830728009S Informs of High Level Nuclear Waste Mgt Task Force 6201 14 b 
28 meetings b scheduled meetings on third Friday of each 
Month thereafter until June 1982. 

LEWIS.N.D. Washington. State of. 00204. 02/12/22 BOYLE, Q.J . 
8TEVEN8.D. Washington. State of. GIBBS.A.J. Washington. State of. 
Dept, of Boclal b Health Services. 2pp. 19826:200. 
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Q207SsoOi7 Motifin 0 # Hi 9 fi Level Nuclear UasCe Mjt Task Force 830128 
neecing to utecuei lonj-rangt work plan t, analycis of Batalt 
Ujite Itolation Project lite c fiara c 1 1 r 1 1 a 1 1 on rept 
LEWIS. N D Hdthington. State of, 00286 03/01/20. BOVLE. B J . 

STEVENS. 0 Washington, State of OIBBS.A J Maetiingten. State of. 

Dept of Social t Health Services Ip l?D26 202 


8307280162 Forward* draft of propoied trantmlttal Itr to DOE re Oaldep 
rept tc aubmlts agenda for 030920 ta*t force moot Ing. W/o 
and, 

LEWIS.N. 0. Washington. State of. 00442. 03/09/17. DOVLE. B. J. , 
STEVENSiO. Washington. State of. OIDBS,A.J. Washington, State of, 
Oept. of Soda! (, Health Services. 2pp. 19826:234. 


0307200077 Concurs lu/NHC response to innuiries re Colder Assoc It 
potential conflict of Interest Issue of state contract for 
review of Basalt Waste Isolation Project site 
characteriiatlen rept uill te discussed at 030120 meeting. 

LEWIS.N 0 Washington, State Of. 00297. 83/01/24. HILLERiK. J. 

High Level Waste Licensing Management Branch. Ip 19026:203. 


B307SB0171 Eitends gratitude for cooperation & assistance in providino 
Info to Washington State High Level Nuclear Waste Mgt Task ' 

Force. R MacDougall i, K Russell cited for outstanding work. 
Responsibilities of task force transferred to Ecology Dept. 

LEUIS.N.D. Washington. State of 00467. 03/09/31. DUNTtNO.J.O 

NBC - Mo Detailed Affiliation Given. ip. 19026:236. 


0307200090 Submits reminder of High Level Nuclear 
630216 mtff t i ng 

ERLANDSON, D 0 Washington. State of 00290 
3TEVEN5.D , GIBBS, A. J Washington, State of. 


Waste Mgt Task Force 

83/02/14. BOVLE. B.J , 
Ip >9026:207. 


0307280097 Summary of High Le 

20 meetings re state role 6 consu 
recommendations 

LEWIS.N 0 Washington, State of. 
STEVENS. D Washington, State of 
Dept, of Social 1 Health Services 


1 Nuclei 
onsultar 


Waste Mgt Task Force 830114 fc 
commi t tee 


00291. 03/02/17. BOVLE. B.J.. 

OIBBS.A J Washington. State of. 
Spp. 19026:200. 


0307200103 Notifies of rescheduling 
Task Force Mar meeting for 030316. 
LEWIS.N D Washington, State of. 

STEVENS. D Washington, State of. 

Dept of Social t Health Services. 


of High Level Nuclear Waste Hgt 

00292. 03/02/24. BOVLE. B- J. . 

OIBBS.A. J. Washington. State of. 
Ip 19026:213. 


B307S8D19S Forwards legislation enabling transfer of High Level Nuclear 
Haste Hgt Task Force responsibilities to Dept of Ecology, 

Oratitude for cooperation (■ assistance eitendod.W/o end. 

LEUIS.N.D. Washington, State of. 00469. 03/09/31. MILLER. H.J, 

High Level Waste Technical Development Branch. Ip. 19086:237, 


uwwveauiTc nt « receil 






issues to be Included In environ assessment supporting 
Basalt Waste isolation Pro jec t. Leg Isla t ion transferring 
task force respons Ibi I i tg to Dept of Ecology end. 

Lmi8>N.O. Washington. State of. 00460, 83/09/31, DUNTIMO.JQ 

NRC - No Detailed Affiliation Given. lipp. 19826:238 


oau/Mwwuj Lists established meeting dates for remainder 
forwards AH Schilling article re high level raduasto 
O^D.8.E. Washington, State of. 00486. 03/06/20 

State of. 7pp. 19086:249. 


of yr (< 

Wash 1 ng ton. 


hearings r. Basalt 

watte ijolation Project environ assessment before 
•iploratory shaft drilling restarts 

BTEVENO n state of. 00306. 03/02/20. BOVLE. B J , 


83078B0209 Notifies that 830722 meeting reschedule, 
Lacey. ^KN Lee article, "Federalist Strategy foi 
waste Mgt, " ent I. 


for 830018 
Nuc 1 ear 


In 


O^D.S.E. Washington, State of. 00910. 03/06/29 

State of. 9pp. 19826:296, 


Washington, 


"•« r-- »3«=,a 

STEVENS D WAShlngton, State of. 00399. S3/03/19. BOYLE. B. J. . 

Dept. Of social TSea Uh^Se ^ ^ . “ip^' 

P^ojJct''''^''^" S«alt Waste Isolation 

SPELLMAn'^j'’^ *‘0" re geologic disposal 

Office of the E^ecu?!::- 

Oept Of Social b Health Services. ipF 19026 IlS **'’"' 


isolation Project site charac ter. .at u 
19826 228 . safety 6 Safeguards . Dt rec tor. Ip, 


omments on Basalt Waste 
rept to NRC & DOE by 


SmSH ‘cr-.-d. br?ef?ng:”"''^“^'' 

0. N-l^ar rb 8°?-ard-^?-tor, 

6307280158 Sumnaru of Hiah t hj 

«.t,n, re negotl! ion*d Cn uUanr' 830«5 

m «9reen.ent,Nevada test 

STEVENS, D WalMndo": 8t‘a!e d 0?2 bs a HOVLE.B.J,. 

0«P». of Social b Health Services. 4?^ 1^26 Isa “'* 


* Energy, Dept, of, 08/11/09. 3pp, 19826:077, 

““Icdd'a^dtrchlrldid “d"” *■ of 

portion If lorlfiAn i i *■ Procedural 

oharacterlcation 

SRdl/2k ■ ^ia"J:"'?,‘''’Spr'"J5886°Sir- 



0M74.''^'b3/03/3i'* SPELLMAN^j ”*wrht‘ *■ Ba Pe g uards, Dir ec tor. 

I9826;0Ba. bmullman.j. Washington. State of. 4pp, 

:: e.chang. of Info 

tnd”|d i^onvlron'Isse'ement^supol ti to be 

830726024^ I^OTU^rda 

ElB re disposal of certain defens^* a"’ In DOE draft 

Hanford ilte.M/o encl oofente radwastes stored at 

rtiivii'"' Tr^%B.Toti 

a*t Hanford*Nlc''lln''bd'?‘ 

on NRC role in eharacterlilfi-^'^.^" .*’'^*'’^ ****• officials 




OODARO. 0. H. 


Ip, 19086:096. 


00479. 83/06/13, 
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B3072a0S&0 Poruards D KuniJilro menio transmitting updated list of 
available changes in ofc for Washington legislators Si 
host countg admlnls trator s. Add 1 info forthcoming. 

YOUNOiF. Assistant Director for State t- Licensee nelatlons. 00285 
BS/Ol/lB. MACDQUOALLi R. D. Licensing Process b Integration Branch 
Bpp. 19aSA:101. 


8307290273 Trip rept of 021114-17 briefing re NftC review of DDF 
charae terl j atlon of Hanford s ite. Vleugraphs end. 

SUS3ELL. C.F. Licensing Process S. Integration Dranch. 00443 
B3/-02/09. Licensing Process *■ Integration Dranch. 34pp. 
19826: 109. 


8307280279 Informs of 0 Erlandson B30P28 fcelcon request for briefing 
re changes to 10CFR60 & NRC program activities. State 
Participation Steering Group util meet on 630314 U briefing 
scheduled tentatlvelg for either B30323 or 34. 

BUMriNOi J. Licensing Process 6 Integration Branch. 00341. 
03/03/14. DROUNIHO.B. Division of Haste Management. tp. 

19826: 143. 


8307280285 Trip rept of 830419-21 trip to State of HA re tOCFR«t. 
Bubpart C t< state participation in revieus of Hanford site. 
Vleugraphs end. 

RUS8ELL.C.F. Licensing Process tc Integration Branch. 00453, 
83/03/27. Licensing Process 6 Integration Dranch. 2Spp. 
19826; 144. 


8307290331 Foruards list Of items for discussion during B30720 generic 
licensing presentation for U mill tailings remedial action 
(UMTRA) sites. Discussion Items ulll be used to draft Itr of 
understanding re concurrence points for UMTRA pro.ieet. 

ARTHUR. W.O, Energy, Dept. of. 03/07/15. MARTIN.D. NRC - Mo 
Detailed Af fi 1 la t ion Given. t4pp. 19839:103. 


8307290347 Forwards procedural agreement between DOE & NRC re high 
level waste site charec t er 1 la t Ion activities under Nuclear 
Haste Policy Act of 1902. 

DAVIS. J.O. Office of Nuclear Material Safety U Saf eg uard s. Director. 
83/06/29. MORGAN, R.L. Energy, Dept. of. ip, 19868- lOS. 


—8307290349 Memorandum of understanding between NRG & DDE re guiding 
principles for Interface during site Investigation 6 site 
characterliatlon activities. 

DAVIBiJ. 0. Office of Nuclear Material Safety 4, 

Saf eguards. Director. HOROANiR.L. Energy, Dept. of. 83/06/27. 
3pp. 19858: 106. 


8307290351 Forwards tupplamental matl re updated listings for HASCLA> 
DEHIN.6ANDAT k 8CAL k draft operating manual 6 summary of 
macroscopic absorption cross sections. 

TUITE. P.T. Waste Management Group, Inc. B3/02/07. RDLES.O. NRC - 
No Detailed Affiliation Given. ip. 19058:104. 


8307290400 Forwards draft of Sections 1-4 of RADMAN topical rept 
Inonproprletary) I, Apps B t, C (proprietary) to complete 
evaluation ript.U/o ends. 

TUirEiP.T. Waste Management Group, Inc. 03/05/31. ROLES, D. Low 
Level Haste Licensing Branch. Ip. 19957:356. 


8307290545 Forwards rapt of meeting re responses to comments on lopicai 
rept. "RASMAN, Computer Code bo Classify L Document Packaged 
Lou Level Haitt In Accordance W/10CFR61 Regulations." H/o 
enc 1. 

JOHNSON, T. C. Low Level Haste Licensing Dranch. 83/04/27. 

LOHAUS,P.H. Low Level Haste Licensing Branch. Ip. 19857:081. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8307050469 Discusses NBB 830525 application for license to Import 
Pu-239, Pu-240 k U-233, as dtposl ts on metal bac k 1 ng, f rom 
Belgium. License should be Issued. 

MDOREiR. N. Office of International Programs^ Director. 83/06/15. 
Office af International Programs, Diractor. Ip. 19262:171. 


0307050510 Submits Ofc of tntt Programs findings re Eiion Nuclaar Co 
application to Import 23,000 kg U, enr iched to 3. VA U-235, 
from West Germany, License should be Issued. 

MOORE, R. N. Office of In terna 1 1 anal Programs, Diractor. 03/06/27. 
Office of International Programs, Diractor. Ip. 19262:034. 


0307050521 License for Sandvlk Special Metals Corp to export 10 
Zlrcaloy-4 guide thimble tubes to Japan. 

Z IMMERMANi J. V. Assistant Director for Expor t /Impor t fc I n ternat ional 
Safeguards. 88M-31014. B3/06/2S. Ip. 19262:035. 


8307050523 License for Exxon Nuclear, Inc bo Import 23,000 kg U, enriched 
to 3. 4X U-23S, from West Germany. 

Z IMMERMANi J. V. Assistant Director for Exper t /Impor t & International 
Safeguards. 83/06/25. Ip. 19262:033. 


B307O30S2S Amend 1 to Exxon Nuclear Co, Inc ciport 1 1 c e nee. I nc re a sing 
quantity of U-23S to 1,513 kg, for export to West Germany 
ZIMnERMAN, J. V. Assistant Director for Et oort / Impor t k International 
Safeguards 83/06/2? !p 19262032 


8307050529 InPorirs that Amend t to License XSNH-2a01 may be Issued No 
anti changed circumstances since Issuance of Amend 1 to 
License XSNM-1913. 

KODREcR N Assistant Director for E i port / Impor t I International 
Safeguards. 03/06/27. Assistant DlrecCor for Ex p or t/ Impor t !• 
International Safeguards. Ip. 19262.031 


8307050533 Cancels 820920 application for license to export nuclear 
mails to Israel, per telcon. 

JAMRISKA. D. J. Isotope Products Laboratories 83/06/15. HEHBY, E 
Assistant Director for Expor t /Import 6 International Safeguards Ip 
19262:030. 


8307050536 Hltbdraws 6 cancels 010824 application for export license. 
EI6ENMANN. L. L LeiCd Industries, Inc. 10072. 93/06/21. HEMDV, E. 

Assistant Director for Ex p ort / Imp or t 6 International Safeguards. Ip 
19262:029. 


8307070220 License for Ledoui t Co to Import 19.9 kg U, enriched to 
SX U-233, from France 

ZIMHERNAN, J. V. Assistant Director for Expor t/Import k International 
Safeguards. 03/06/15. Ip. 19344:349. 


8307070224 License .for MBS to import 1.0 g Pu-239, Pu-240, Pu-24l *, 

U— 233 from Delgiun. 

ZINHERMAN. J. V. Assistant Director for Eiport/lmport 6 International 
Safeguards. B3/06/1S. Ip. 19344.350. 


8307070356 Requests early issuance of Export Licenses XENM-201 4> 201 5> 
2022 ti 2031 due to scheduled shipment dates. Fur then delay 
uovld jeopardixe Intended shipments !< eventually result in 
reactor shutdown due to lack of reload fuels. 

0KA0A.B. Mitsui 6 Co (USA). Inc. (subs of Mitsui 6 Co . Ltd.) 
B3/06/1S. ZIMMERMAN. J. Director's Office. Office of Inspection and 
Enforcement. 4pp. 19300.235. 


8307070361 Appllcetion to amend license to e ip or t , chang 1 ng intermediate 
consignee to either Tr ansnuc 1 ea t re, S. A. or Transnuklear. 

(tabH & supplier to either Union Carbide Corp or Goodyear 
Atomic Corp. 

HANNETTiB.A. Transnuc 1 ea r , Inc. TNP-429. 83/06/16 MOGRE, N 
Office of International Programs, Director ip. 19300:239. 


8307070364 Application to amend license to exp ort , ex te-nd ing 
expiration date to 051231. 

HER8CH.I1. H. Hestinghouse Electric Corp MMH-3B4. 03/06/17. 
ZimENMAN, J. V. Assistant Director for Exp ort/ Impor t U In t erne t Iona I 
Safeguards. tp. 19300: 197. 


8307070367 Application to amend license bo e xp or t . add I ng Medltlnische 
Hochschule Hannover as ultimate c ans ignee. A1 so requests 6NM 
limits be increased to 1.970 kg U contained in 390 g U-235. 
nONRV.U R. GA Technologies, Inc. /General Atomic Co. lEL-4009 
83/06/13. ZIMMERMAN, J. Assistant Director fur Expor t/Import U 
International Safeguards. Ip. 19300:240. 


8307070371 License for Sandvlk Special Metals Corp to export 10 pieces 
Ztrealoy— 4 guide thimble tubes to Japan. 

ZIN1ERHM, J. V. Assistant Director For Expor t/ Impor t k In terna tlona 1 
Safaguards. 83/06/28. Ip. 19300 165. 


B307070372 Application to amend license to export U to Franc e, de 1 etl ng 
COOEKA 6 replacing u/Transnuk 1 ear GmbH, as ultimate 
cons Igneei. 

KARCHM.>J. European Communities, Commission of. 83/06/17. 
0RIFF1N.J,A. Energy, Dept. of. ip. 19300:241. 


8307070377 License for Sandvlk Special Metals Corp to export 34-0 
places ZircalDy-4 guide thimble tubes to Japan 

ZlHflBlNANi J. V. Assistant Director for Export/ Impor t k International 
Safeguards. 83/06/28. Ip. 19300:166. 


8307070379 Requests Executive Branch position re GA Technologies, Inc 
application for license to export specially designed parts 
t> Choiponents to Thailand. 

ZIMMERMAN, J. V. Assistant Director for Export / Impor t b International 
Safeguards. 83/06/22. sroiDERiC.R. State, Dept, of. Bureau of 
aceans b Inti. Environ k Scientific Affairs Ip. 19300:242 


8307070381 License for Mitsubishi Inll Corp to export one fulljet 
nettle to Japan. 

ZimERMMy> J. V. Assistant Director far Expor t/ Impor t 6 International 
Safeguards. 83/06/28. Ip. 19300 167. 
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QjOi’O'Ojo; Liccnsf fcr Edloj Inti Co to eiport 9^600 ig depleted Ui 
ccnteired in ic.AOO Itj U nesaMuorideito South Koree. 
tlKnEfMAri. j V Aiiiitant Director for Eiport/lmport it International 
Se^ejuerss 63/06/16 IP 19300 169 


Q30/Q70336 Rr^uftC* Eiccutive Drench position re OA Technologiesi Inc 
eppltcetion for licenif to ciport SUM. as reload Cuetito 
Thai land 

IlnwERFVN.j V Assistant Director for E i por t/ Import b International 
Safejuarot 63/06/22. STOIEERi C. R. State. Dept. of. Bureau of 
Octant 6 Inti Environ b Scientific Affairs. Ip. 19300:332. 


8307070433 Submits Ofc of Inti Programs findingn re E«ion Nuclear Co 
application to import 2B. 600 kg U. enriched to 3. 9X U.<23S. 
froei France. License should be issued. 

HOfflEiR.N. Office of International Programs. Director. 03/06/17 
Office of International Programs. Director. Ip. 19300:362. 


0307070450 Application for license to enport two irradiated Zlrcalou II 
pressure tube sections. to Canade. ^ ‘ 

FOSTERfC.M. Edlou International Co. AECL-2, 03/06/17. Ip 
19300; 192. 


6307070366 A'rfnd 1 to Eston Nuclear Co. Inc export 1 ic ense. increas ing 
quantity ts 2.330 kg U-23S. c on ta i nad in 66.530 kg U. for 
export to Belgium 

IIWERrA.’i, j V Assistant Director for Ei p or t / Import b International 
Safeguaros 63/06/17 |p 19300 169. 


0307070392 Rfduasts Eiecutlve Branch position re M/S Corp application 
for license tu export 25,000 kg depleted U. in form of 
O hexafluoride to Taiwan. 

lIMMEfiHAN.j V Assistant Director for Eiport/Import £> International 
Safiguards 83/06/21 STOlDER.C.fl State, Dept. of. Bureau of 
Oteans 6 Irt! Environ 6 Scientific Affairs Ip. 19300:333 


0307070394 Amend i to Transnuc 1 ear . Inc export license, adding Reaktor 
Brsnnflanent Union OmbH as ultimate consignee. 

IIMnERMAN. j V Assistant Director for Eiport/Import (. International 
Safeguards 63/06/15 Ip. 19300. 170 


0307070403 F 
export of 
IIMMERflAM 
Safeguards 
19300 334 


orwards applications for export licenses for minor nuclear 
lew snriehed U. Ltr of assurance required. W/o end 
J V Aeslitent Director for Eiport/Import b International 
63/06/15 RAYMOND. J. J Energig. Dept. of. Ip 


0307070404 Forwards application for license 
contelreo in 10,060 g U, to Thailand. 
MOMRV.Hfi Ga Tec hnolog lei. Inc. /General 
03/06/13 ZIMMERMAN. J V. Assistant Oirec 
International Safeguards Ip. 19300 171 


export 2.002 g lf-233. 

mic Co. rEL-409O. 
for Eiport/Import (■ 


”9307070403 Applxcation for lie 
10. 060 g u, to Thailand. 
MOWSY.H R OA Technologies, 
B3/06/13 Ip 19300. 172. 


nse to 
Inc. /Ge 


SI p or 
nepal 


t 2.002 g U-235. contained 
Atomic Co. IEL-4090. 


in 


0307070407 Lie 
fuel hardwar 
ZIMMERMA.N, j 
Safeguards 


:erise for GE to export i 
't to West Oermang 
V Assistant Director 
BDH-067-B3. 93/06/22 


iscellaneous specially designed 

for Eiport/Import & International 
Ip. 19300:335. 


G3070704S2 Application for license to export throe first-stage 
potting assemblies, to Spain. 

SCHNAl/TZx C. e. Mestinghousa Electric Corp. ZE 20609-P. 03/06/00 

ip. 19300: 193. nj/uo/uo. 


8307070456 Application for license to export two miniature fltilnn 
chambers to Canada. 

TERWIU.IGER.L. Uestlnghouse Electric Corp. 03/06/19 Id 
19300:194. 


8307070490 License for Edlow Inti Co to iiport O. 74 mg Po-248. contained 
in MBS 9 g solution of 9 molar nitric acid, to wTapan eontain.d 

ZIHHeRtlAN, d. V. Assistant Director for Export/ Import ii international 
Safaguards. 83/06/23, 2pp. 19300:199. '‘Oti«l 

8307070462 License for GE to export 300 pieces lirconlum tubing to 

v#r/unVx * 

*• — Monal 

" Irit.rn-tlon.l 


for license to export 310 aOD cylinders. 

M/830M7 ltr heels, to France or Netherlands. 

‘ ‘‘“hi- of Eiiiion Corp. ), 03/06/17 

8.f!S^ard* 'app, ” 93 oS? 344 ,‘"’'*‘”' «■ International 


TtiiMrD^ii.M^^ normal ig-day waiting period. 

03 / 02 / 2 ^'"* ^'P^ht/lmport *, international 

lnt.?nau:n,l”a?tiufrd.. V ^ 930 ^ 130 ^°^ Export/.mport L 


0507070413 Application for 
parts to Argentina 
* Circle Seat Controls. 


license to eipoit spar# fueling machine 
PI9920. 03/06/02 4pp. 19300:173. 


9307070414 Forwards application f 
tiport adding ultimata consign# 
matl by l,';70 Ig U Ltr of asLr, 
ZIMMERMAN, J V. Assistant Direc 

I9300“35r RAYMOND, 


export license for minor nuclear 
increasing quantity of 
e required. H/o end. 
for Export/Import b Internationa 
U. Energy, Dept. of. Ip. 


1 


wu.w.w.wvKa nequests e 


enriched U to France isfuane# of license to export highly 




Safeguard;.' b/W/2B.*'"?p‘’‘'';5^SS: '' 


OKAOA, S Mitsui & Co fUSAJ Tes^ f L 

MBKTR-14 93/06/21, ,p. 19300 177 t« “t «■ « 


natural ti 
• Ltd. ). 


0307070410 Lie 
contained in 
ZlfetSRMAN. J 
Safeguards 


anie for Rhone-Poulenc , Inc 
rare earth oxides b monaii 
Assistant Director for 1 
93/06/22 2pp. ,9300 ^7 


export 5.275,44 kg thorium, 
to France. 

ort/Import b International 


ZIWIERMAN.JV 'Aislsll^i'n?*"*!'''**'’"* ‘“Spain, 
safeguard, 


rst stage potting 
b Intarnational 


8307070424 Lie 
Belgiua 
ZIMMERMAN. J 
Safeguards 


•n«e for NBS 

Atsiitan 

83/06/15 


to 

t Di 
Ip 


import I g LI, enriched to 99?! 1/-235. from 
''?« 00 : 360 .^'‘’“''‘'‘^‘’'"‘* int.rnational 





"'■•""‘•I... 

enrichid to 4x U-I 39 froi^^S* *'"P“''‘ 900,000 kg U, 

be issued. » 3 S- fom various countr l.s, Llcon.a shoSld 

Safoguards. ^83/06/24 °*^*Asslstant^D?'’''*^^"''’2’'*' *' ''’‘■'•''•““"•I 
International Safeguards. t? 3 oS:SoL Export/Import t. 


0307070429 License for Ei.«n w ■ 
enriched to 3 5 % U -235 
ZIMMERMAN. J.v Aixf.fl^I S 
Safeguards. e3/06/{r 


to import 20,600 kg U, 
port/Iraport b International 


bonded til metal blckuS^^u J 2 n« Iholjld deposits 

saf.9«a;d.. ^ ■•'f'-Ti-t.onal 

Int.rnotlonal Safeguards. ??300i309 Export/Import b 



NONDOCKETED ITEMS 


8307070346 Advises that license to erport 61 2 short tons of rare earth 
oildes 6 monailte to Prance Issued to Rhone-Poulenc ai/o 
normal tS-day ualtlng period. 

ZIMHERMAN.J. Assistant Director for Eipor t / Impor t i International 
Safeguards. 83/06/22. Assistant Director for Eicport/ Import «i 
International Safeguards. Ip 19300:164 


8307110512 Amend S to Wostinghouse export 1 ic ense. e 1 1 end 1 
date to 831231. 

ZIHMEftMANi J, V. Assistant Director for Eipor t/ Impor t «■ 
Safeguards. B3/06/29- Ip. 19304:193. 


ng cspiratian 
International 


B307110S21 Application to amend license to export 5 06 kg i;-235. 
contained in 70.2 kg U.nequests application be processed on 
fffntrotpcg baslt. 

OARRETT. J. A. Separative Work Unit Corp. B3/06/2B. MOORE. N. 
of International Programs. Director. Ip. 193B4: 191. 


Office 


8307110333 License for Teledgne Isotopes to eiport 29 kg depleted U. 
In form of eallbr p lates. conla Ined In uoodease as part of 
TLD igs. to Peoples Republic of China. 

ZIMMERMAN. J. V. Assistant Director for Export/ Impor t t. International 
Safeguards. B3/06/28. Ip. 19434:133. 


0307110341 Forwards LEICO Indus tri ti. Ine B30621 1 tr. withdrawing llcanss 
application for export of 23 lb unlrradlatod thorium metal 
trimmings to Israel. 

ZIMMERMAN. J. V Assistant Director for Eiport/Import & International 
Safeguards. 83/06/28. STOIDER.C.R. State. Dept, of, Bureau of 
Oceans t< Inti. Environ, ti Scientific Affairs. Ip. 19434:134. 


B3O71301B1 Forwards application for license to eipovt Cf-232 sealed 
source. contained in Monsanto Model 2763. to Israel 
CROSBIE.K.L. IRT Corp. TUBEPS-BOO. 03/06/27. MOORE. R.N. 
Assistant Director for Export/Import t. International Safeguards. Ip 
19311; 130. 


— 8307130182 Application for license to export Cf-252 sealed source, 
contained In Monsanto Model 2763. to Israel. 

CRaSBlE.K.L. IRT Corp. TUBEPS-BOO B3/06/23. Ip. 19511:139. 


8307130337 Ltr of assurance re export of 2. 133 kg U-233. e on ta inod In 
BO. 420 kg U. to Japan. 

SHIRAKAHA.T. Japan. Govt. of. S3/06/29 RAYMOND. J.F. Energg. 
Dept. of. Ip. 19300:331 


0307130340 Ltr of assurance re export of 412 kg U-235 p con talned in 
13.343 kg U< to Japan. 

SHtRAKAHA>T. Japan. Govt, of 03/06/29. RAYMOND.J.F. Energg. 
Dept, of Ip. 19308:344 


8307130341 License for Westinghouse to eiport two fission chambers, 
Model UX-33073. to Canada. 

ZIMMERHAN.J. Assistant Director for Export/Import !. International 
Safeguards. S3/07/0?. Ip. 19S0B:343 


B307130342 License for Edlow Inti Co to export two pieces Zlrcalog-II 
pressure tubes to Canada. 

ZIMHERMAN.J. Assistant Director for Export/Import t/ International 
Safeguards. 83/07/07. Ip. 19506:342. 


0307110344 Forwards Traninuc lear, Inc application for amend to eiport 
I leense, adding addl intermediate cons ignoe. Ltr of assurance 
required. M/ a end, 

ZIMMERMAN. J.V. Assistant Director for Export/ Import & International 
Safeguards. 03/06/27. RAYMOND, J. J. Energg, Dept. of. Ip. 

19434: 136. 


0307110345 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. W/o end. 

ZIMMERMAN. J. V. Assistant Director for Export/ Import t- International 
Safeguards. 03/06/29. RAYMOND, J. J. Energg. Dept. of. ip. 

19391; 170. 

0307110547 Ltr of assurance re export of 0.77 kg U-235. contained in 
44 kg U. to Japan. 

SHlRAKAWA. T. Japan. Govt. of. 03/06/24. RAYMOND.J.F. Energg, 
Dept. of. Ip. 19434: 137. 


8307130344 Amend 1 to export 1 leense. ex tend ing expiration date to 
840701 li increasing quantitg of matl to 70.2 kg U. 
containing 5.06 kg U-235. 

ZIMHERMAN.J. Assistant Director for Export/Import S. International 
Safeguards. 63/07/03. Ip 19300:341. 


B307130345 Application for license to export 340 kg U-233i eon ta tned in 
11.831 kg U. to Japan. 

• Hlteul ti Co. lUSA), Inc. <subs. of Mitsui I. Co. , Ltd. ). 

IQK-Ft-R9. 03/07/01. Assistant Director for Expor t / Impor t h 
International Safeguards. 2pp. 19900:339. 


0307100001 Amend I to Westinghouse export I leense. ex tend i ng erpiratlon 
data to B5120I (i increasing quantitg of matl to 130 kg 
U-839. contained in 30 kg U. 

ZIMMERMAN. J. V Assistant Director for Export/Import tt International 
Safeguards. ILS-148. 03/06/30. Ip 19367:361. 


0307110349 Amends 920428 ltr of assurance re export of 1.30 kg U-83S. 
contained In 30 kg U. to Belgium. 

MARCHAL.J. European Communities. Commission of. 83/06/23. 
ORIFFIN.J.A. Energg, Dept. of. Ip. 19391:321. 


8307110550 Forwards application for export license for minor nuclear 
export, Ltr of assurance required. M/o end. 

ZIMMERMAN. J. V. Assistant Director for Export/Import fc International 
Safeguards, 83/06/20. RAYMOND. J. J. Energg, Dept. of. Ip. 

19391: 180. 


6307160004 Amend I to Transnud ear , Inc export 1 ic ense. author 1 1 itig 
■ hipsxant of Australian origin matl per lOCFHl lO. 30(6 M 4 1 . 

ZIMMERMAN. J. V. Assistant Director for Expor t/ ! mport h International 
Safeguards. RBU-411. 83/07/01. Ip. 19367:360. 


8307180292 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. W/o end. 

ZIMMERMAN. J. V. Assistant Director for Export/Import t. International 
Safeguards. 83/07/08 RAYMOND, J.J. Energg, Dept. of. Ip. 

19366: 162. 


8307110961 Amends BOOBll ltr of assurance re export of Triga fuel to 
Hast Oermang. Increasing quantitg to 97S g U-233, conta Ined In 
4,929 g U ti authorizing Medlilnlsche Hochschule Hannover/ 

Mest Oermang as addl consignee. 

MARCHAL.J. European Communities, Commission of. 03/06/23. 
QRIFFIN.J.A, Energg. Dept. of. Ip. 19434:093. 


0307120090 Informs that License XSNM'BOIS mag be issued. No matl changed 
circumstances since issuance of License X8NM-2030, 

MODRErR. N. Assistant Director for Expor t/ Impor t U International 
Safeguards. 83/06/30. Assistant Director for Export/Import k 
International Safeguards, Ip. 19908:313. 


0307130062 License for OE to export 0.77 kg U-235, contained In 44 kg U. 
to Japan. 

ZIMMERMAN, J. V. Assistant Director for Expor t/ Impor t i. International 
Safeguards. BDW-091-e3. 83/06/30. Ip. 19326.001. 


8307130064 License for Mitsui ti Co (USAl.Inc to export 207 kg U-235, 
eentelned in 6.834 kg U es U hexafluoride, to Japan. 

ZIMMERMAN. J. V. Assistant Director for Export/Import & International 
Safeguards. MBK-H2-R6(B), 83/06/30. 2pp, 19311:292, 


8307130121 Ltr of assurance re export of 824 kg U-23S. contained in 
28. 9t0 kg U. to Japan. 

BHIRAKAWA. T. Japan, Govt. of. 83/06/29. RAYMOND.J.F. Energg. 
Dept. of. Ip. 19911: 137. 


8307180305 License for Transnuc I ear, Inc to export 2.002 mCl Cf-252. In 
carnet wire, to France. Prior U8 approval must be obtained 
before reexport of matl can be made to listed countries. 

ZIMMERHAN.J. Assistant Director for Export/Import S, International 
Safeguards. 83/07/11. 2pp. 19366:116. 

8307100333 Application for license to eiport zirconium tubing & bar 
itock to Norway 

HILBON.B. D. General Electric Co. BDW-072-B3 03/06/30. Ip. 

19965:361. 


8307180336 Application for license to export 9.572 kg U-238< contained 
in one irradiated flux measurement capsule, to Belgium. 
lENRY.L.O. New York, State Unlv. of. Stong Brook. 83/07/06. 2pp. 

19565:359. 


B3071BO338 Amend 2 to Transnuc lear . Inc export 1 1 cense, adding 
Transnudear GmhH as addl Intermediate consignee. 

ZiraiERHAN.J. Assistant Director for Expor t/ Impor t !< International 
Safeguards. 83/07/11. 2pp. 19641:302. 


8307180345 AppI icatiorx for license to export 107,302.90 kg thorium S, 
10,886 33 kg U.contalned In 3.000 short tons mona z i te , to 
France. 

e Rhone-Paulens, Inc. 03/06/24. Ip, 19641:299. 
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t'307ig:.,}7.- o^4nc^ position re Safety Hjht Corp application 

'• ei;:-' _',-.a.c:0 Ci tMtiu.K over 3-yr periotf to Argentina. 

07 * 111 . Ir.pia. irej. Israel. Litya, Pans tar, South Africa or 

r I a 


CE'.'Im;, e Slate. 
57 lentif i: Affairs 
'’foa^an-j, Dire; tor 


Dept of. Bureau, of Oceans S. Inti. Environ. (. 
63/07/03 SHcA, j H Office of International 
Ip I9i4I 297 


fO?lP.u 3 -;; Ajplitaticn to aneri license to eiport. increasing 
• •PO'S eitenairp eipiration aate to June I9as 
u-tliaHO, K F EitO. Inc. S3/0i/23 2pp 19641:300. 


value of 


0 , 3 - 0719.7035 Lii 
c c ". t a i fi • 3 II 
IlMHf.BMAn, J 

Saf eauarii 


ense^for Mitsui t Co (USA) Inc to eiport 6tl tg U-235. 
i;i,«9A ly u.as u h e la f I uor i a e, to Japan 
'''--/iVl*?''* foT- Eiport/Ifflport & International 

Moi‘-H.-P6(A) 63/06/3.3 2pp 19656:260- 


be issuerf.No mat! changed 
“TIC* issuance of License XEfJn-2030 

Se'f^tu^M ''g?)06/7o e.port/I.port 6 International 

.nt.^::t::r.ai%^;?:,':^r.. B.port/i.port ^ 


l.c.n.e.a«ins 

4x» it.rjf Ha.fticftuJ# Winnovtr another oltii»tate * 

;r ^ mtemationa. 

=s:i 

‘ sS"'-"""’"--"" - - *• >■ 

= *• » «■ t.iw... 

lIWfFMA'J J V As.i.r. . r,. 

Safejuarj, g 3/07/,3 ‘ international 


ZIMMERMAN. of Elian Corp ) 83/07/in 

Sff. guanas ip ' = ■■ e*P or t/ Import 6 Internatioia 

i-epair o, 

1’456 isl ‘“Tt* o' Elion Corp. >. 83/07/13. Ip 


'lS:Sll3=”:.3:”:/= 

1. scientific AfJ:.>;°'f‘ 

**“"» -as not 

e30720-uJ94 Appl, ^ 

A ^ 3 / 06 / 21 . 

6307200290 License for m.. . 

saf.guaras ^ i.t.rnati on.. 


8307200304 Advises that Ofc of Inti Nuclear Nonproliferation Pollcu i 
conjuciion m/Stato Oept.has regular communication w/ »' In 

Austrailian authorities re approval of oiport licenses 
H/o end. 

HART.T.A. Energy. Dept, of. 83/06/29. Z IMMERMAN, J. V, Alslstanr 
Director for Ei port /Import i. International Safeauards in 
I96S6:347. ^ 


8307200319 License for Mitsubishi Intl Corp to eiport 412 
U-23S.eontalned in 13,345 kg U, to Japan. 

ZlfO^HAN. J. V. Assistant Director for Eipor t/Impor t & 
Safeguard*. HSA-S4e2-I0. 83/07/08. 2pp 19636- 333 


t9 

International 


^^t^J^an litense to eiport 937 kg U dloiide poiuder 

t9^"3i7°' Electric Co. nDH-O74-03. 03/06/30. Ip, 




ZIMMEHHAN J^S'' * C 1 ec hoS 1 D va k 1 a!' 

‘ international 


application to eiport 2:i3r:ri-235rco^::r:id‘'’ n'So 4=r£g 

U< to Japan. License should be granted. ® 

63/07/00 6HEA, J. n Office of 
International Programs, Director. 2 pp. 19672 : 333 . 


?9«lr334.‘- ' Ba“ndv:rB;;c‘:Sr^eta[S*Co",‘‘'’r;.' 


r.qulr. that NR^od; n vI.ui®J: tZlVV ""iT Procedu^M 

prior to NRC decision. ^ comments of Eiecutlve Branch 

Z IMHSRIIAMp tj. V. Assisfcitnf n4Ma.>6 a .. 

Safeguards. 83/07/13. HANNET,d'’a ‘’‘"’‘f •'"Poi'l' «- International 

19672:333. nnnntnu.A. Tran 1 nuc 1 ear, Inc. tp, 




Safeguards. 83/07/12, lp° ''l 9672-323 ^ Internetlonel 

“‘^'’3 I'B U dloiide as 

19672:31;“- Electric Co. BDW-073-D3. 03/06/30. Ip, 


^ kS U.as U metal, tc 

^=^^07/01, 2pp. 

8307210389 ApDllcaH- , 

«/07/01. ZIMMERKX“i'’” A.*;idin^®^?‘”'*‘ C»- IEL-4096 

international Safeguards. 6.port/lmpo?t i 

—8307220031 Applicat, 

r“ '^-=f35< contained 

B3/07/O,. ip. inc./oeneral Atomic CO, I8L-4097. 


Circle Sea] Coj 


1 icense 
P37630, 


*0 eiport spare parts, O-rlngs, 
03/07/03. ip, 19692:333, 
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0307220303 Informs that Llconse XBNM-203a may be issued. No matt 
changed circumstances since issuance of License XSNM-2019. 
HOORE'0 Assistant Director for Eipor t/ Import & International 
Safeguards. 83/07/00. Assistant Director for Ecport/Inport & 
International Safeguards. ip. 19712:091. 


0307220630 Foruiards application for export license for mloor nuclear 
eiport.Ltr of assurance reciulred. M/o end. 

ZIMMERMAN. J. V. Assistant Director for Etpor t / Impor t <• International 
Safeguards. 03/07/14. RAYMOND. J. J. Energy, Dept. of. Ip. 

19697; 044. 


8307220640 Foruards application for eiport license for minor nuclear 
eiport.Ltr of assurance roeiulred. H/o end. 

ZIMMERMAN. J. V. Assistant Director for Eiport / Import {. International 
Safeguards 03/07/14. RAYMOND, J. J. Energy, Dept. of. Ip. 
19697:041. 


8307220642 Foruards application for eiport license for minor nuclear 
eiport.Ltr of assurance required. N/o oncl. 

ZIMMERMAN, J. V. Assistant Director for Export/ Import U International 
Safeguards. 83/07/14. RAYMOND, J.J. Energy, Dept, of, Ip. 

19697: 039. 


8307230071 Requests Executive Dranch position re DA Technologies, Inc 
applications for licenses to export TRIOA Mark 1 Research 
Reactor 1> 14. 1 kg enriched 0 to Algeria. N/o end. 

ZIMMERMAN, J V. Assistant Director for Eiport/tmport & International 
Safeguards. 03/07/14. GTOIBER.C.R. State, Dept, of. Bureau of 
Oceans & Inti. Environ, i adentlfic Affairs. Ip. 19723:361. 


0307230006 License for DrunsuUk Corp, Circle Beal Controls to eiport 
miscellaneous specially designed spare parts for Circle 
Seal Valves to Canada. 

PETERSON, M. R. Assistant Director for Eiport/Import & International 
Safeguards. 83/07/13. Ip. 19720:333. 


0307230009 License for Ekxon Nuclear Co to export 40 tie plate 
assemblies U associated hardware to Sueden. 

ZIMMERMAN, J. V. Assistant Director for Eiport/lmport l< International 
Safeguards. 03/07/14, Ip. 19720:336. 


8307230093 Application for license to export spare parts, poppets, 
0-rlngs U springs for PIN P170-326 valve to Canada. 

• Circle Beal Controls. P2a302. 03/07/03. Ip, 19720:332. 


B3072SQ097 Advises that license for Exxon Nuclear Co, Inc to export tie 
plate assemblies t> associated havduare to Sueden issued 
bf/o normal IS-day ualtlng period. 

ZIMMERMAN. J. V. Assistant Director for Eiport/lmport 8. International 
Safeguards, 03/07/14. Assistant Director for Export/Import & 
International Safeguards. Ip. 19720:329. 


8307230102 Advises that license for Circle Seal Controls to eiport 
specially designed valve parts to Canada Issued u/o normal 
IS-day ualtlng period. 

ZIMMERMAN. J, V. Assistant Director for Export/Import & International 
Safeguards. 83/07/13. Assistant Director for Export/Import t 
International Safeguards. Ip. 19723:342. 


8307230331 Addl response to FOIA request for all correspondonet botuoan 
Nuclear Assurance Corp.NRC (< DDT since June 1902 6 tfocumenti 
re Chalk River Lab. Foruards App A documents. Documents 2i-27 
ulthheld (ref FOIA Exemption 3). 

FELTON.J.M. Division of Rules and Records. 83/05/11. PONTENNEV, J. 
Safe Energy Coalition. 3pp. 19716:018. 


—8307230330 Notlflei that spent fuel shipment! from AECL facility at 
Chalk River to DOE facility ulll be made under Export 
License ISNM-B1005. Amends 1 b 2. Schedule 6 port of entry 
end. Safeguards info delitod (ref 10CPR73.21>. 

DANEBE.F.L, Nuclear Assurance Corp. FLD/B3/ 145/ETB. 82/09/29. 

OODY.A, Region 1. Office of Director. 2pp. 19716:033- 


0307230646 Ltr of assurance re export of 180 kg U-S39, contained in 
3,600 kg U, to France 6 the Netherlands. 

MARCHAL, J. European Communities, Commission of. 83/07/12. 
RAYMDND,J. Energy, Dept. of. ip. 19716:338. 


B3072S064B Ltr of assurance re export of 816 kg U-233, containad In 
26,063 kg U, to Japan. 

SHIRAKAWA, T. Japan, Oovt. of, 03/07/19. RAYMOND, J. F. Eneryy. 
Dept, of, ip. 19716:359. 


B3072S(163I Forwards application for license to export 400 fuel pellets, 
containing 0. OSi kg U-235, to Belgium. 

CONLEY,D. T. Babcock t, Utlcoi Co. 03/07/13. MOORE, N. Assistant 
Dlractor for Eiport/Import 6 International Safeguards. Ip 
19716:360. 


—8307230696 Application for license to export 400 pellets containing 
0.091 kg U'23S, to Belgium. 

CONLEV,D.T. Babcock V Wilcox Co. 03/06/14. Ip, 19716:361- 


8307290695 Requests that 030228 application to export 14,000 kg U to 
Japan be Issued by 830009. 

NAKAHURAiN. Marubeni America Corp. (subs, of Marubeni Corp. ). 
83/07/13. ZIMMERMAN, J. V. Assistant Director for Eiport/Import b 
International Safeguards. 2pp. 19718:092. 


8307270073 Forwards applications for export licenses for minor nuclear 
eiport.Ltr ef assurance required. 

ZIMHERHAN, J. V. Assistant Director for Export/Import 6 International 
Safeguards. 83/07/20. STOIDER, C. R. Energy, Dept, of ip. 
19811:070. 


—8307270079 Application for license to export 1 mg C#-252 niutron source 
in special form HRC-Model 2763 capsule to India. 

HaAIH.Ey.6. Monsanto Research Corp. 063-82AD( 40). 83/07/20. ip. 

19011:071. 


— 8307270086 Application for license to export 1 mg Cf-232 neutron source 
In special form MRC-Model 2765 capsule to India. 

H0ADLEY.8.D. Monsanto Research Corp. 220-82AO(40 1 . 03/07/20. 

Ip. 19811:072. 


8307270093 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIHKERHM4, J. V. Assistant Director for Export/Import L International 
Safeguards. 83/07/20. RAYMOND, J. J. Energy, Dept. of. Ip. 

19811:067. 


— 8307270099 Foriuards application to export 400 fuel pellets 
(92X U-23S t> SX gadolinium) to Belgium. 

CONUEV.D.T. Babcock 1. Wilcox Co. 03/07/13. MOORE, N. Assistant 
Director for Export/Import 6 International Safeguards. Ip. 

19811: 068. 


—8307270104 Application for license to export 400 pellets of 3X 
gadolinium t< 927, unirrad la ted 1) to Belgium. 

CONLEY, D.T. Babcock & Wilcox Co. 83/06/14. Ip. 19811:069. 


8307270308 Discusses position re Exxon Nuclear Co, Inc application to 
Import 92,000 kg y, enriched to 3. 03X U-235, from France. 

License should be issued. 

HOOREiR.N. Office of International Programs, Director. 83/07/14. 
Office of International Programs, Director. ip. 19812:042. 


8307280109 Application for license to export I mg Cf-252 neutron 
source. In special form MRC-Model 2763 capsule, to India. 

HOA]H^Y,S. Monsanto Research Corp. 063-B2A0( 40) . 83/07/19. Ip. 

19812:392. 

8307200198 Forwards application to export 150,000 kg Urcontalned In 
natural U ore concentrates. to Canada. 

KOYERiR.E. Pathfinder Mines Corp. 83/07/11. WR1(}HT,B.L. Assistant 
Director for Export/Import t. International Safeguards. Ip. 

19826: 066. 


—8307280207 Application for license to export ISO. 000 tg natural 
U.contalned in natural U ore concentrates, to Canada. 

KOYER,R. Pathfinder Mines Corp. S3/07/H. ip. 19826:067. 


8357280466 Application for license to export 1 mg Cf-258 neutron 
source in special form MRC-Model 2763 capsule to India. 

N0A0LEy,8.D. Monsanto Research Corp. 228-02AO(4O). 83/07/19. Ip. 

19826: 042. 


8307280467 Application for license to export 500 mCi Cf-252 to Japan. 
BAlTOiT. Hltsublshl International Corp. (subs, of Mitsubishi Corp.). 
64-7788-83. 83/07/14. Ip- 19026:043. 


8307290316 License for Mitsui & Co, Inc to export 816 kg U-23Sj contained 
in 26,863 kg U, to Japan. 

PETERSON. M. R. Assistant Director for Export/Import ti International 
Safeguards. MBK-F3-R8. 03/07/21. 2pp- 19898:157. 
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BORDEHICK. 8. H. 

8307140439 

90-322 

0 

BaRBENICK.B. H. 

8307140442 

90-323 

0 

BORDENICK. B. (1. 

B307140446 

90-322 

0 

BORDENICK. B. H. 

8307180134 

90-322 

0 

BORDENICK. D. M. 

8307200089 

90-322 

0 

BORDENICK. B. H. 

8307200102 

90-322 

0 

BORDENICK. D. H. 

0307290140 

90-322 

0 

BORDENICK. B. H. 

8307290899 

90-322 

T 

BORDENICK. B. H. 

8307230270 

90-322 

0 

BORDENICK. B. H. 

8307230279* 

90-322 

0 

BORDENICK. B. H. 

6307360049 

90-322 

0 

BORDENICK. B. H. 

8307280039 

90-322 

0 

BORDENICK. B. H. 

8307290008 

90-322 

0 

BORDINE. T.C. 

8307030076 

80-139 

a 

SORDINE, T.C. 

8307030109 

30-139 

8 

BORDINE. T.C. 

fl307raO443 

90-139 

a 

BORDINE. T. C. 

8307110249 

90-139 

0 

BORDINE. T. C. 

8307180302 

90-158 

p 

BORDINE. T. C. 

8307200073 

90-185 

p 

BORDINE. T. C. 

8307220174 

90-138 

p 

BORDINE. T.C. 

8307220186 

80-155 

F 

BORNES.R.P. 

8307190263 

90-461 

S 

BOSNAK.K. P. 
DOTHMAN. J. 

8307070164 

8307K0099 

90-361 

TOPREP 

P 

BOUCHARD. 0. H. 

8307090148 

50-213 

a 

BDUCHEV. 0. D. 

B3070S0001 

90-397 

A 

BOUCHEY. 0. 0. 

8307090004 

90-397 

E 

BOUCKEY. 0. D. 

B3O709O«22 

50-397 

A 

BOUCHEY. 0. D. 

0307090063 

90-397 

0 

BOUCHEY. 0. D. 

8307090136 

90-397 

E 

BOUCHEY, 0. D. 

8307030196 

90-397 

E 

BOUCHEY, 0. D. 

8307030270 

90-908 

A 

BOUCHEY, O. 0. 

8307060049 

90-397 

E 

BOUCHEY. 0. D. 

8307060235 

90-508 

A 

BOUCHEY, e. D. 

BOUCHEY. 0. fi. 

8307070006 

8307070120 

90-397 

PR 

A 

BOUCHEY, 0. D. 

8307080324 

50-508 

A 

BOUCHEY. 0. D. 

8307110007 

90-397 

E 

BOUCHEY. 0. 0. 

8307110321* 

50-397 

F 

BOUCHEY. 0. 0. 

8307120309 

30-397 

E 

BOUCHEY. 0. 0. 

B30712OS39 

50-397 

F 

BOUCISY, 0. 0. 

B307120S49 

30-397 

K 

BQUChEY. Q. B. 

8307190227 

90-397 

A 

oouci£Y. 0. a. 

8307190310 

50-SOB 

F 

BOUCHEY. e. D. 

BOUCHEY. 0. a. 

8307190213 

8307200498 

50-397 

70-2950 

A 

BOUCHEY, 0. D. 

8307290139 

30-900 

A 

BOUCHEY. D. D. 

8307270482 

80-397 

F 

BOUKNIDHT.R. J. 

8307110210 

30-395 

a 

BOUKNIOKT.R. J. 

8307110262 

50-395 

a 

DOUKNIGHT.R. J. 

8307120081 

50-393 

a 

DOUKNIGHT.R. J. 

8307120498 

90-395 

a 

B0UKHI9HT, R. J. 

8307220284 

90-395 

s 

BOUKNIOHT. R. J. 

8307290138 

90-395 

s 

BOUKNIflHT, R. J. 

8307290496 

90-395 

3 

BOUKNIGHT, R. J. 

8307290919 

90-395 

8 

BOUKNIOHT, R. J. 

8307260997 

50-395 

8 

BOlMNIOHTi R. J. 

8307290179 

90-395 

S 

DQUKNI8HT.R. J. 

8307290186 

50-395 

8 

BOURNtA. A. 

8307200293 

50-373 

P 

BOULER.M. 0. 

8307270481 

WASTE MOT 

BQYDi D. C. 

8307068138* 

90-316 

0 

BOYD, D. C. 

8307180129* 

90-155 

Q 

BOYER. L. E. 

8307110386* 

90-324 

F 

BOYER, L. E. 

8307110389* 

50-324 

F 

DOVER. R. E. 

8307290339 

90-206 

8 

BOYER. R. E. 

830^90461 

90-322 

S 

BOYER, V. 8. 

8307010190* 

90-352 

K 

BOYER. V. 8. 

8307190292 

50-277 

F 

BOYER. V. 8. 

8307290101 

90-277 

F 

BOYLE. R. 

8307260204 

HASTE MOT 

BOYLE, R. R. 
BRACKEN, K. M. 
BRADBURY, R. B. 
BRADBURY. N. B. 

8307260078 

8307280034 

8307070120 

B307180S97 

WASTE MOT 
71-9156 

PR 

PR 


425 


AUTHOR 

ACCESSION 

NUMBER 

aUDJECT 

CATEGORY 

BRADBURY. R. B. 

8307200179 

GEN TEC : 

18 

DRADFaRD, U. H. 

B3071401S4* 

90-364 

G 

BRADFORD. N. H. 

8307220349* 

50-340 

0 

BRADLEY. E. J. 

8307010093 

80-392 

A 

BRADLEY. E. J. 

0307010188 

80-352 

K 

BRADLEY. E. J. 

8307060248 

80-352 

E 

BRADLEY. E. J. 

0307070037 

80-362 

A 

BRADLEY. E. J. 

B307G70167 

90-352 

A 

BRADLEY. E. J. 

B3070702B6 

80-352 

A 

BRADLEY. E. J. 

8307080296 

50-352 

A 

BRADLEY. E. J. 

8307080300 

80-352 

A 

BRADLEY, E. J. 

8307080494 

50-277 

J 

BRADLEY. E. J. 

8307080909 

80-382 

A 

BRADLEY. E. J. 

8307110499 

50-382 

A 

BRADLEY, E. Ji. 

8307110491 

80-352 

A 

BRADLEY, E. J. 

8307120330 

50-352 

A 

BRADLEY, E. J. 

8307120534 

80-392 

E 

BRADLEY, E. J. 

8307130271 

50-392 

A 

BRADLEY, E. J. 

8307130067 

80-392 

E 

BRADLEY, E. J. 

8307150069 

80-352 

E 

BRADLEY, E. J. 

0307150075 

80-392 

A 

BRADLEY, E. J. 

8307180076 

80-392 

F 

BRADLEY. E. U. 

0307180132 

80-392 

E 

BRADLEY. E. J. 

8307180094 

50-352 

E 

BRADLEY. E. J. 

8307190082 

50-392 

C 

BRADLEY. E. J. 

8307190118 

50-352 

A 

BRADLEY. E. J. 

8307190121 

90-352 

A 

BRADLEY. E. J. 

8307190197 

90-392 

A 

BRADLEY. E. J. 

8307220238 

90-277 

K 

BRADLEY. E. U. 

8307260147 

80-392 

A 

BRADLEY. E.J. 

8307260390 

90-352 

A 

BRADLEY, E. J. 

8307260372 

90-352 

A 

BRADLEY. E. J. 

8307280063 

90-382 

K 

BRADLEY. E. J. 

8307280242 

90-392 

A 

BRADLEY. E. J. 

8307280297 

30-352 

A 

BRADLEY. E. J. 

8307280294 

90-382 

A 

BRADLEY, E. J. 

8307280330 

80-382 

A 

BRADLEY. E. J. 

0307280338 

30-352 

A 

BRADLEY. E. J. 

0307280420 

30-352 

A 

BRADLEY. E. J. 

8307290080 

90-352 

A 

BRADLEY. E. J. 
BRADLEY. E.J. 

0307290317 

0307290329* 

70-2908 

70-2908 


BRAMLETT. L. B. 

0307220305 

80-368 

R 

DRANAOAN, E. F. 

0307110270* 

90-413 

0 

BRANAOAN, E. F. 

B307II0302* 

30-413 

G 

BRANAOAN.E. F. 

8307120197* 

80-937 

T 

BRAND. D. A. 

8307060199* 

90-279 

P 

BRANDENBURG, 0. 

8307120863 

80-247 

0 

BRANDENBURG, B. 

8307180060 

80-247 

0 

BRANDT. C. T. 

8307190233* 

90-445 

0 

BRANDT. C.T, 

8307280339* 

80-449 

0 

BRANNIN, J. P. 

8307110245 

50-389 

a 

BRANNIN, J. P. 

8307110402 

50-389 

a 

BRANNIN, J. P. 

8307120420 

90-389 

a 

BRANT, K. T. 

8307110427 

90-317 

a 

BRAY, T. C. 

8307070161 

90-297 

1 

BREAUX. G. 0. 
ORENIZERi J.S. 

8307060192* 

8307120206 

QA999 

90-62 

1 

BRENIZER, J. a. 

B3072S0S21* 

80-62 

1 

BRENNER, L. 

8306030332 

90-392 

1 

BRENNER, L. 

8307110319 

90-322 

0 

BRENNER, L. 

83071 10336 

90-322 

0 

BRENNER, L. 

8307120426* 

90-322 

0 

BRENNER, L. 

8307180260 

90-382 

G 

BRENNER, L. 

8307220369 

80-322 

G 

BRENNER, L. 

8307280144 

50-382 

0 

BflEY, H. U. 

8307260210 

80-267 

F 

BREY, H. L. 

8307260330 

80-267 

F 

BRIDEN, D. W. 

8307100306* 

90-346 

F 

BRIGGS, L. 

8307200449* 

90-293 

Q 

BRIGHT, G. Q. 

8307140430 

90-440 

0 

BRIGHT, 0. Q. 

8307280229 

90-483 

0 

BR INGHAM, P. a. 
BRITTAIN, P.G. 

0307210373* 

S30S230978 

71-6990 

90-449 

A 

BRITTAIN. P- O. 

8306200607* 

80-449 

I 

BRITTON. U. H. 
BHOAT. L. 0. 

8307110187* 

8307200220 

70-1191 

SO-443 

0 

BROSST. 0. E. 

8307110443 

50-317 

8 

BROCK. B. L. 

BROCK. B. L. 

BRODSKY. A. 

BROEHL. D. J. 

8307180117* 

8307260482* 

8307050471 

8307060039 

70-1237 

70-1007 

HUREO 

50-344 

F 

BROEHL, D. J. 

8307060078 

50-344 

P 

BROEHL, D. 0. 

8307110003 

90-344 

P 

BROEHL. D. J. 

8307110143 

30-344 

P 
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AUTHOR 


BROEHL. 0. J. 
BftOEHL. D. J. 
BROEHL. 0. J. 
BROEHUj D. j. 
BROSHL. 0. J. 

BROEK. D. 

BROEK. D. 
SROilBEROi B. J. 
BRCM3ER0. 3. J. 
BRONSr J. C. 

BRONS. J. C. 
BRONB, J. C. 
BHONBTSrN.O. S. 
BRONSTEIN.D. S. 
BROWNi C. e. 

BROUN, C. H. 
BROWN, C. O. 
BROWN. 0. 0. 
BROUN. O. D. 
BROUN. 0. 0. 

BROUN. 0. 0. 
BROUN. P. 

BROUN. R. B. 
BROWN. R. B. 
BROUN. R. L. 

BROUN. R.U. 
BROUN. W. B. 
BROUN, U. B. 
BROUN. U. B. 
BROWN. U. B. 

BROWN, U. B. 
BROWN. U. 8. 
BROWN. N. L. 
BROWNIN0, R.E. 
BROUNINO. R. E. 

BROHNINO. R. E. 
BROWNING. R. E. 
BROWNING. R. E. 
BROWNING, R. E. 
BROWNINO.R.E. 

BROWNING. R.E. 
BROWNING. R. E. 
BROWNING. R. E. 
BROWNING. R. E. 
BROUNINO. R.E, 

BROWNLEE. V.L. 
BROWNLEE, V.L, 
BROWNLEE, V. L. 
BROWNLEE. V. L. 
BROWNLEE. V. L. 

BROWNLEE, V. L. 
BRUNNER. E. J. 
BRUNNER. E. J. 
BRUNO. 0. E. 
BRUNSON. B. 0. 

BRYANT, J. 

BRYANT. J. 

BRYANT, J. 

BRYANT. R.H. 
BUCK.U, 

BUCK.O, 

BUCKLEe. J, A. 
BUCKLES. R. 
BUCKLEY. B. 
BUCRMAN, F. W. 

BUCKHAN.F. W. 
BUOZIK. D. H. 

BUFE. J. L. 

BUFE, J, L. 
flUFE, J. L. 

BUNTING, J. 

BUNTING, J.O. 
BUNTING, J, 0. 
BUNTING, J. 0. 
BUNTING, J, 0. 

BUNTING, J. 0. 
BUNTING, J.O, 
BUNTING. J. 0. 
BUNTING, J. 0. 
BUNTING. J. 0. 

BUNTING. J. 0. 
BURDOIN. J. F. 
BURGER. C. 

BURGER. C.W. 

BURGER, F.J. 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 


8307120029 

8307180049 

8307190219 

0307210223 

8307220085 

8307120009 

8307120012 

B307ISG427 

8307150433 

8307150018 

8307150254 

BS07220251 

83072&039S 

e3072£,0393 

8307250483 

8307180013*' 

8307200513 

8307210013 

8307260188 

8307260318 

8307260490 
8307260531* 
83070701 94 
8307080429 
8307150341* 

B30726D31 1 
S3G7II0S4B 
8307110598 
8307110601 
8307110630 

8307110655 
8307110695 
B3O7OS0S34* 
8307030278 
83070 50308 

S3071S0329 

8307220110 

8307220116 

8307220139 

8307220146 

8307220181 

8307260044 

8307260057 

8307270463 

8307280249 

8307140030* 

8307140185* 

8307140195* 

8307140476* 

8307220441* 

8307280308 

8307120311 

8307140174 

8307180169 

8307060109* 

8305270643* 
8307140030* 
8307290366* 
8307150371 
8307200532 

8307200532 
8307200099 
8307260599 
8307290190 
8307290113 

8307290191 
8307260293 
8307120249 
8307220254 
8307290184 

8307290279 
8307290SB5* 
8307260103 
8307260226 
8307270459 

9307270460 
0307270472 
8307270475 
8307280226 
8307280240 

B30728024S 
8307120568* 
8307140195* 
8307220209* 
8307190078 


SUBJECT 

CATEGORY 


50-344 P 
50-344 F 
50-344 P 
50-344 F 
50-344 K 

NUREG 
NUREO 
CONTRACT 
CONTRACT 
50-286 S 

50-286 S 
S0-2B6 R 
50-352 0 

50-352 0 

50-302 8 

50-263 0 

70-1257 
40-8681 
70-1406 
40-8550 

40-8722 
50-298 G 
50-443 O 
50-443 H 
50-458 a 

PR 

70-143 
70-2609 
70-734 
70-27 

70-143 
70-734 
REVIEW GRP 
WASTE NGT 
HASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE NGT 

50-269 Q 
50-424 Q 
50-369 0 

50-321 Q 
50-369 Q 

SG-366 8 

50-309 H 
50-423 A 
90-275 H 
QA999 

50-269 O 
50-269 0 

CONTRACT 
NUREO 
ACRS 

ACRS 

30-483 J 
FOIA 

50-275 P 
50-329 A 

50-329 A 
REOGD 
50-302 e 
50-302 S 
90-302 e 

WASTE MOT 
FOIA 

WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MGT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
50-528 Q 
50-36? Q 
50-324 Q 
90-271 R 


AUTHOR 


BURGESS. B. L. 
BUROtlEIER 
BURGMEIER. K. J. 
BUROHEIER. H. J. 
BURIAN.R. J. 

BURKE. A.R. 
BURNETT, P. T. 
BLSNETT.R.F. 
flUBNETT.R. F. 
BURNETT. R. F. 

BURNETT. R. F. 
BURNETT, R.F- 
BURNETT.H. F. 
BURNETT. R. F. 
BURNETT, R. F. 

BURMETT.H. F- 
BUftSTEIN. C. H. 
BURSTEIN. C. H. 
BURSTEIN. C. H. 
BURSTEIN, C. H. 

BURSTEIN. C. H. 
BURSTEIN. C. H. 
BURSTEIN. C.H. 
BURSTEIN. C. H. 
BURSTEIN.C. H. 

BURSTS INiC.H. 
fiUR8TEIN.C. H. 
BURSTS IN. C.H. 
BURTON. J. M. 
BURWELL. 8. B. 

BURWELL.S. B. 
BURWELL. S. B. 
BUSH, H. W. 
BUTLER. S. 0. 
BUTLER. S. O. 

BUTLER, T. A. 
BUTTERFIELD. L. 
BUTTERFIELD. L. 
BYHD.fl. 

BYHD.R, 

BYRD.R. 

CAHILL. H.J. 
CAlNrC. L. 
CALDWELL. R. A. 
CALLAN.L. J. 

CALL AN. L. J. 
CAMPBELL. H. 
CAMPBELL, M. 
CAMPBELL. R. D 
CAMPBELL, H. D. 

CAMPBELL. R. K. 
CAHPBELL.U. E. 
CANTER. H. 

CANTER. H. L. 
CANTRELL. F. S. 

CANTRELL, F.S. 
CANTRELL. F. S. 
CANTRELL. F.S 
CANTRELL, F, 8. 
CANTRELL.F.S. 

CANTRELL, F. S. 
CANTWELL. P.F. 
CAREY, G. 

CAREY. J. J. 

CAREY. J. J. 

CAREY. J. J. 

CAREY. J. J. 

CAREY. J. J. 

CAREY. J. J. 

CAREY. J. J. 

CAREY, J. J. 

CAREY. J. J. 

CAREY, J.J. 
CARLISLE. C. S. 
CARLISLE.C.S. 

CARLISLE.C.S 
CARLISLE. C. S. 
CARLISLE.C.S. 
CARLISLE. C. 8. 
CARLSON. J. D. 

CARPENTER. J.H 
CARR, A. V. 

CARR, A. V. 

CARR, A- V. 

CARR. A. V. 


ACCESSION SUBJECT 

NLR1BER CATEGORY 


8307140344* 

B307220325 

8307110263 

8307150115 

8307050326 

8307210118* 
8307210201* 
83071 10557 
8307110574 
9307110580 

8307110633 

8307110637 

8307110643 

8307180005 

8307230307 

8307290314 

aB0718014S 

8307180145 

8307180153* 

8307160153* 

8307180160* 

83O71B0160* 

B3072900S2 

8307290058 

830739D0S6* 

8307290056* 

8307290067* 

8307290067* 

8307120344 

8306290605* 

8307200^8 

8307290500 

8307030179 

8307140077* 

8307140092* 

8307120176* 

8307210300 

8307210300 

8307120102 

8307^0296 

8307290128 

8307190265 

6307210020* 

8307260286* 

8307120074 

8307120247* 

S3070101SS 

B30701O164 

8307180307* 

8307220411* 

B3062B0603* 
8307060385 
8307060035 
8307120919* 
8307110307 

8307140184* 
8307220078* 
8307220316* 
8307220547* 
8307220549* 

8307220563* 
8307050066 
8307220234 
8307070115 
8307120475* 

83071901 18 
8307160118 
8307200115 
8307220308 
8307270192 

8307280244 
8307280277 
8307^0298 
8306170416* 
8306170432* 

8307060228 
8307180027 
8307160063 
8307280399 
8307120522* 

8307120426* 
8307130198 
8307130202* 
8307210269 
8307210269 


50-329 0 

90-220 S 
90-220 B 
90-220 S 
71-3957 

FOIA 

30-395 Q 
70-143 
70-1151 
70-143 

30-371 C 
70-139 
70-1201 
70-371 
70-1100 

70-1100 
30-3B2 G 
30-382 G 
30-382 0 

30-382 G 

S0-3B2 0 

90-3B2 G 
30-382 0 

30-382 G 
50-382 0 

SO-303 G 
30-352 G 
30-382 0 

30-239 a 
PR 

30-448 A 
50-443 A 
30-332 H 
90-327 0 

50-327 0 

60-937 T 
50-400 A 
90-400 A 
50-416 S 
50-416 S 

50-416 S 
90-4 3B K 

40-8681 
90-298 0 

50-313 B 

90-313 0 

I6E 
J4.E 
50-153 P 
50-329 A 

50-443 I 
TOPREP 
90-312 8 

90-312 Q 
30-259 S 

50-364 0 

50-395 a 
50-416 0 

90-259 0 

90-34S 0 

90-395 0 

90-304 S 
50-254 B 
50-334 P 
50-334 Q 

50-334 P 
90-334 P 
50-334 p 
50-334 H 
50-334 P 

SO-334 P 
30-334 P 
30-334 K 
50-397 Q 
50-397 Q 

30-397 8 

50-397 S 
90-397 S 
30-397 A 
50-273 a 

30-322 O 
50-413 G 
50-413 G 
50-413 a 
30-413 G 


CARROU. H. 
CARROU, H. 
CARROU. H. 
CAHROW, H. 
CARROU. H. 

CARROU. H. 
CAHTEAUX. P. 
CARTER. C. E, 
CARTER, 8. 
CARUSO. R. 

CARUSO. R. 
CARVER. A. M. 
CARVER, A. M. 
CARVER, A. M. 
CASE, J. B. 

CA8ELLI, A. E. 
CASHMAN, D. C. 
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couieiL. g. 0 

COUNSlL.g 9 
COUNSIL.g 0. 
couNSiL.g e 
CtXMSIL.g 0. 
COLRffilL.W. 0 

COUNSIL. g 9 
CDONSiL.g 0 
COUNBIL.g 9 
CCHR«(L. g 0 
COLRelL.W 9 

COUNSIL.g 9 
CCUISIL.g 9 
CIMMSIL.W. 0 
COUNSIL.g. 9 
COLlNSIL.g 9 


COUMSIL.g 9 
COLM31L.W 9 
COWSlL.g 9 
COMSlL.g. 9 
C0lR«lL.g. 9 

CCWWlL.g, 0 
CDU»aiL.g 9 
COLMSIL.g 9. 
COUNSIL.W 9 
CCXMSlL.g 9. 

COWMlL.g. 0 
COLWSlL.g, 9, 
CCRjraiL.W 9 
COWSlL.g 9 
eoUraiL.g 9 

COLNStL.g. 9 
CCRMSiL.g 9 
COUSSIL.W 9 
CCKMSIL.g 9 
COUNStL.g. 9. 

COUNSILW 9 
COUARD.O A 
COWOILL.C 
COX. 0 L 
COX. H T 

COX.H T 
COX. K T. 

COX.H- T 
COX.N. 0 
COVLC.L 


ACCESSION SUBJECT 

HUMBER CATE90HY AUTHOR 


0007260344 

6307260344 

B307210266a 

8307210266* 

8307210271* 


SO-159 9 
50-155 9 
50-329 9 
50-329 9 
90-329 9 


COYLE. L. 
COYLE. L. H. 
COYLE. L. N. 
CRAOTN. J. 0. 
CRAOIN. J. 0. 


8307960412 

8307060417* 

8307060419* 

B307I10133 

8307110136* 


50-142 0 
50-142 0 
90-142 0 
50-142 9 
30-142 9 


CRANE. P. A. 
CRANE. P. A. 
CRANE. P. A. 
CRANE. P. A. 
CRANE. P- A. 


8307140460* 

8307260492 

8307180124 

8307290413* 

8307280170* 


70-1151 
70-143 
HUREO 
50-320 0 

40-672 


CRANE. P. A. 
CRAVEN. &.H. 
CRANFORD. R. 0. 
CRAgFORD.R. D. 
CRANFORD. V. A. 


8307220083* 

8307120462* 

8307210358* 

8307110043 

8307190329 


POIA 
aA999 
70-378 
90-412 9 

50-322 9 


CRAWFORD. V. A. 
CRANFORD. V. A. 
CRAWFORD. V. A. 
CREED. J. 
CREED. J. 


8307200113 

8306200396 

8306200396 

8307010010 

8307010010 


50-289 9 
90-423 S 
50-423 S 
50-423 a 
50-423 0 


CREED. J. R. 
CREED. J.R, 
CREED. J. ft. 
CREED. U.R. 
CREED. J.R. 


8307010074 

8307010074 

8307010133 

8307010133 

8307010148 


50-245 F 
90-245 F 
50-423 S 
50-423 S 
50-423 S 


CRLENJAK.R.V. 
CROCKER. H. H. 
CROCKER. H. H. 
CROCKER. K W. 
CROCKER. H.H. 


8307010148 

8307060082 

8307060082 

8307060136 

8307060136 


50-423 8 
50-245 P 
90-245 P 
50-336 K 
50-336 K 


CRONENBERO.A. U. 
CROSBIE. K. L. 
CR08B1E.K. L. 
CROSBY. R. C. 
CROSSMAN. H. A. 


8307060182 

8307060182 

8307080319 

8307080319 

8307080353 


50-423 Q 
50-423 0 
50-423 A 
50-423 A 
50-336 P 


CROSSMAN. H. A. 
CROSSMAN. H. A. 
CROSSMAN. W. A. 
CROSSMAN. H. A. 
CROSSMAN, U. A. 


8307080353 

8307080400 

8307080400 

8307110019 

8307110019 

8307110390 

8307110390 

8307120432* 

8307120432* 

S3071205B8 

8307120588 

8307140241 

8307140271 

8307140271 

8307140400 

8307150193 

8307150193 

B307IS0208 

8307150208 

8307150240 

8307150240 

8307190131 

8307190131 

8307190131 

8307190253 

8307250469 

8307250469 

8307260197 

8307260197 

8307260346 


50-336 P 
50-336 P 
50-336 P 
50-245 F 
50-245 F 

50-423 S 
50-423 a 
50-245 0 
90-245 0 
50-423 s 

50-423 s 
50-423 8 
50-423 A 
50-423 A 
90-213 0 

50-245 P 
90-245 P 
50-423 a 
50-423 8 
50-423 S 

SO-423 a 
50-213 p 
50-213 P 
50-213 p 
50-213 P 

50-336 P 
90-336 P 
50-423 A 
50-423 A 
50-245 p 


CROSSMAN, H. A. 
CHOUSE. R. P 
CROUSE. R. P. 
CROUSE, R. p. 
CHOUSE, R.P. 

CROUSE, R. P. 
CROUSE, R. P. 
CROUSE, R.P. 
CROUSE. H. P. 
CROUSE. R. P. 

CROUSE. R.P. 
CROUSE. R. P. 
CROUSE. R.P, 
CROUSE. R. P. 
CROUSE, R.P. 

CROUSE. R. p. 
CROUSE, R, P. 
CROUSE. R. p. 
CROUSE, R. p. 
CROUSE, R.P. 

CRON. N. T. 

CROW, N. T. 

CRON. H. T. 

CROW, U. T. 

CRON. H. T. 

CROWLEY, B.R 
CROWLEY. J. L. 
CRUMP, 9. R. 
CRUTCHFIELD, 0 
CRUTCHFIELD. D 


8307260346 

8307260493 

8307260453 

8307260522 

8307260922 

8307280326* 

8307180240 

8307010025* 

8307190236 

8307110294 

8307260493 

8307290106 

8307290179 

8307250080 

8307200168 


50-245 p 
50-245 p 
50-245 P 
50-245 p 
50-245 P 

50-213 a 
50-312 8 

50-219 a 
71-501 
50-261 8 

50-261 8 

90-261 a 
50-261 a 
NURE9 
90-237 8 


CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, 0 
CRUTCHFIELD. D 
CRUTCHFIELD. D. 

CRUTCHFIELD, D. 
CRUTCHFIELD, D. 
CRUTCHFIELD. D 
CRUTCHFIELD. D. 
CRUTCHFIELD, D. 

CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD. D 
CRUTCHFIELD. D 


ACCESSION SUBJECT 

NUMBER CATEOORY AUTHOR 


8307200191 

90-237 

8 

CRUTCHFIELD, D. 

8307060239 

SD-237 

8 

CRUTCHFIELD. D. 

8307110389 

90-237 

8 

CRUTCHFIELD, D, 

6307190044 

30-279 

P 

CRUTCHFIELD. D. 

8307220334 

90-279 

P 

CRUTCHFIELD, D. 

6307060199* 

50-279 

P 

CRUTCHFIELD, D. 

6307120373 

90-133 

0 

CRUTCHFIELD, D. 

8307I3029B* 

90-279 

P 

CRUTCHFIELD, 0. 

8307190218 

80-278 

0 

CRUTCHFIELD. D, 

B3O710OO7O 

80-273 

0 

CRUTCHFIELD, D. 

B307290139* 

80-278 

F 

CRUTCHFIELD, D, 

6307210295 

NUREO 


CRUTCHFIELD, D, 

6307180087* 

80-277 

P 


8307180092* 

90-277 

P 

CRUTCHFIELD, D. 

8307060191 

80-929 

0 

CUMMIN08, J, d. 

B307060191 

90-929 

0 


6307060196 

90-929 

0 

CUNNINOHAM.O. E. 


80-929 

0 


8307060334 

30-298 

8 

CUNNINOHAK.O. H. 


30-299 

S 

GUNNINOHAM, K. A. 


ACCESSION 

NUMBER 


8307140419 

8307150ies 

B307S1OI43 

8307280193 

830729O4S0 

B3072A0443 

8307260449 

S30727029? 

8307270306 

8307270344 

8307270373 

8307270390 

8307270434 

8307270499 

8307250044* 

8307120247* 

B307IB0449 

8307260004 

8307160301 

8307110924 


SUBJECT 

CATBeOfiY 

90-409 F 
90-259 p 

90-213 p 

90-195 p 
90-237 p 

90-206 B 
90-244 p 
90-213 p 
90-213 p 
90-29 Q 

90-198 p, 
90-237 p 
90-199 p 
90-409 p 
90-272 p 

30-313 0 

71-9079 
71-9971 
90-329 A 
70-371 


6307090262* 

6307120439* 

8307180112* 

8307220167 

6307280329* 

8307140476* 

830701004B* 

8307010080* 

8307110939* 

6307140391* 

8307290060 

8307130161 

6307130182* 

8307120468 

8307120430* 

8307120447* 

8307120909* 

B30712093I* 

8307190148* 

8307190264* 

6307190341* 

8307190091 

8307060226 

6307070041 

8307070126 

8307070176 

8307110120 

8307110123* 

e30712M2S 

8307120411 

8307120413* 

8307160177 

8307210167 

6307210302 

8307210309* 

8307260321* 

8307260930 

8307260937* 

8307280069 

8307280201 

6307080474* 
83071 10067* 
8307110070* 
8307190349 
8307190026* 


8307210260 

8307220346 

8307090007 

8307090012* 

8307060179 

8307060184 

8307060263 

8307060269 

8307060294* 

8307060309 

8307060322* 

6307060303 

8307080306 

8307080387 

8307080396* 

8307130011 

8307130269 

8307130303 

8307140296 


90-10 0 

80-373 a 
90-282 a 
90-373 a 
70-36 

90-321 a 
90-220 a 
90-249 a 
90-244 a 
90-286 a 

NUREO 
XPORTLIC 
XPORTLIC 
30-309 8 

90-382 a 

90-382 a 
90-458 a 
90-498 a 
90-498 a 
90-382 a 

90-498 a 
90-346 F 
90-346 P 
90-346 P 
PR 

90-346 p 
90-346 p 
90-346 P 
90-346 p 
90-346 P 

90-346 P 
90-346 a 
90-346 P 
90-346 P 
90-346 P 

90-346 0 

90-346 P 
90-346 a 
90-346 P 
90-346 K 

40-6264 

70-1201 

70-1201 

70-820 

70-2945 

90-336 a 
NUREO 
90-449 0 

90-I9S P 
90-199 P 

90-199 p 
90-244 P 
90-244 p 
90-244 p 
90-199 p 

90-219 a 
90-219 0 

90-295 F 
30-249 P 
30-299 p 

90-295 p 
90-244 p 
90-237 P 
90-237 p 
30-409 F 


CUNNINGHAM, R. E. 
CUOMO, M. M. 
CURRAN, D. 
CURRAN, D. 
CURRAN, 0. 

CURRAN, 0. 
CURRAN, D. 
CURRAN, 0. 
CURRAN, D. 
CURRAN, D. 

CURRAN, D. 

CURRAN. D. 

CURRIN, E. C. 
CURRIN, E. C. 
CURRIN, E. C. 

CURRIN, E. C. 
CURTIS, N. N. 
CURTie.N, W. 
CURTIS, N. H. 
CURTIS, N, M. 

CURTIS, N. M. 
CURTIS, N. W. 
CURTIS, N. N. 
CURTIS, N. H. 
CURTIS. N. M. 

CURTIS, N. H. 
CURTIS, N. M. 
CURTI8-N. W. 
CURTIS, N. H. 
CURTIS, N. W. 

CURTIS, N. W. 
CUSTODIO, D. S. 
CUTCHIN, J. M. 
CUTCHIN, J. M. 
CUTCHIN. J. M. 

CUTCHIN, d, M. 

DALE, L, F. 

DALE, L. F. 

DALE, L. F. 

DALE, L. F. 


DALE, L. F. 
DALE, L. F. 
DALE, L. F. 
DALE, L.F, 
DALE, L. F. 

DALE, L. F. 
DALE, L. F. 
DALE, L. F. 
DALE, L. F. 
DALE, L.F. 


6307090113 

0307160002 

8307070214 

6307070214 

8307120189 

8307120194 

6307200208 

8307200208 

8307260337 

8307260337 

6307260536 
8307260936 
8307070106 
8307070106 
83070701 17* 

83070701 17* 

8307010099 

8307010099 

8307090084 

8307080368 

6307110431 
83071 10439 
8307110466 
8307140109 
8307190160 

8307220869 

8307220463 

6307260076 

8307260300 

B30726O336 

8307260339* 

8307210196 

8307210309 

8307290360 

8307270246 

8307270290 

8307010026 

8307010061 

8307060101 

8307190190 

83071001 13 
8307180131 
8307180179 
8307180247 
8307190073 

8307210177 

8307210199 

8307220366 

B307290289 

8307260324 


UA6TE HOT 

90-322 

0 

80-443 

0 

80-443 

NUREO 

0 

PR 

90-443 

0 

50-443 

0 

50-443 

0 

50-443 

0 

50-443 

0 

50-443 

PR 

PR 

PR 

0 

PR 

90-387 

p 

90-387 

8 

30-307 

0 

80-307 

0 

80-367 

P 

80-3B7 

P 

30-387 

70-2983 

P 

30-388 

E 

80-387 

8 

80-387 

S 

30-387 

F 

80-3^8 

R 

30-387 

P 


30-367 p 
90-219 8 

90-440 0 

50-440 0 ■ 

90-440 0 

90-440 0 

80-416 P 
50-416 F 
80-416 I 
REOOD 

PR 

PR 

30-416 P . 
80-416 P 
80-416 P 

30-416 P 
80-416 P 
80-416 E 
80-416 P I 
30-416 R ' 


OALTROFF, 8. L. 
DALTROFF, 8, L 
DALTROFF, 0. L 
DALTROFF, 8. L, 
DALTROFF, 8. L. 

DALTROFF, 8. L, 
DALTROFF, 8. L. 
DALTROFF, S. L, 
DALTROFF, 8. L 
DALTROFF, 8. L. 

DALTROFF. 8. L 
DANCE, H, C. 
DANCE, H. C. 
DANCE. H. C. 
DANCE, H. C. 


8307010009 

8307010106 

8307060061 

8307140296 

8307190296* 

8307200296 

8307280676* 

0307290660* 

8307260421 

8307270043* 

8307280266 

6304200321* 

8309270612 

6309270630* 

8307060346 


30-277 P [ 

30-277 0 ? 

30-277 P 

30-277 P i 

80-277 0 r 

80-277 P !: 

80-277 F 

80-277 F I 

80-277 F 1 

80-277 F f 

30-277 0 I 

80-369 a f 

80-269 a 

80-269 a I 

30-321 a i 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

DANCE. H.C. 

8307140026 

90-269 

Q 

DENTE. T. J. 

dance. H. C- 

0307140069 

90-290 

P 

DENTON. H. R. 

dance.h. C. 

B307140070 

90-413 

Q 

DENTON. H. R. 

DANCE. H.C. 

8307140083 

90-290 

0 

DENTON. H. R. 

dance. H.C. 

8307140097 

90-309 

Q 

DENTON. H. R. 

DANCE. H. C. 

8307140129 

90-413 

0 

DENTON. H. R. 

DANCE. H. C. 

0307140131 

90-290 

0 

DENTON. H. R. 

DANCE. H. C. 

0307140147 

90-339 

Q 

DENTON. H. R. 

DANCE. H.C. 

0307140191 

90-290 

Q 

DENTON, a R. 

DANCE. H. C- 

0307140177 

30-424 

Q 

DENTON. H. R. 

OANCE.H. C. 

8307140191 

90-290 

a 

DENTON, a R. 

DANCE. H.C. 

B30714024S 

30-424 

0 

DENTON, a R. 

DANCE. H. C. 

8307140293 

30-424 

V 

DENTON. a R. 

DANCE. H. C. 

0307140274 

30-309 

Q 

DENTON, a R. 

DANCE. H.C. 

0307140294 

30-302 

F 

DENTON, a R. 

DANCE. H. C. 

8307140300 

80-335 

V 

DENTON. H. R. 

DANCE. H. C. 

0307140302 

30-369 

0 

DENTON, a R. 

DANCE. H. C. 

0307140300* 

30-369 

Q 

DENTON, a R. 

DANCE. H.C. 

8307140319 

50-321 

V 

DERIENZO.P. P. 

DANCE. H.C. 

0307140393 

50-336 

F 

DERKS. P. S. 

DANCE. H.C. 

8307140394 

90-333 

Q 

DE8AI.R.H. 

DANCE. H. C. 

0307140409* 

30-333 

Q 

DEBLANDES.K. D. 

DANCE. H.C. 

0307140420 

30-335 

F 

DESMAN. R. J. 

DANCE. H. C. 

8307190347 

30-333 

Q 

DEVINCEKTIS. J. 

DANCE. H.C. 

8307190041 

30-336 

Q 

DEVINCENTI8. J. 

DANCE. H.C. 

8307210240 

50-302 

Q 

DEVINCENTIS. J. 

DANCE. H. C. 

8307220019 

30-335 

a 

DEVINCENTZ8.U. 

DANCE. H. C. 

8307220020 

30-389 

0 

DEVINCENTIS. J. 

DANCE. H.C. 

0307220214 

50-338 

Q 

DEVINCENTIS. J. 

DANCE. H.C. 

0307220224 

30-330 

Q 

DEVINCENTIS. J. 

DANCE. H. C. 

8307220326 

90-309 

Q 

DEVINCENTIS. J. 

DANCE. H.C. 

8307220339* 

90-389 

0 

DEVINCENTIS. J. 

DANCE. H. C. 

8307220381 

90-339 

Q 

DEVINCENTIS. J. 

DANCE. H.C. 

8307220399* 

90-339 

Q 

DEVINCENTIS. J. 

DANCE. H.C. 

8307220431 

90-369 

0 

DEVINCENTIS. J. 

DANCE. H.C. 

8307220488 

90-309 

Q 

DEVINCENTIS. J. 

DANEEE. F. L. 

8307290938* 

FOIA 


DEVINCENTIS. J. 

DANIELSON. D. H. 

8307080014* 

90-494 

Q 

DEVINCENTIS. J. 

DANIELSON. D. H. 

8307080292* 

90-341 

0 

DEVINCENTIS. J. 

DANIELSON. D. H. 

0307140080* 

90-403 

8 

DEVINCENTIS. J. 

DANIELSON. D. H. 

0307140226* 

90-346 

0 

DEVINCENTIS. J. 

DANIELSON. D. H. 

0307210149* 

90-461 

0 

DEVINCENTIS. J. 

DAVIDSON. L.R. 

0307210272* 

50-413 

0 

DEVINCENTIS. J. 

DAVIS. B. 

0307090099 

30-209 

H 

DEVINCENTIS. J. 

DAVIS. F. D. 

8307070212 

30-209 

0 

DEVINCENTIS. J. 

DAVIS. J. 

0307090112 

IbE 


DEVINE. J. B. 

DAVIS. 0. 0. 

0307090309 

HASTE MOT 

DEVINE. J. B. 

DAVIS. J. 0. 

0307100313 

WASTE MOT 

DEVINE, T. 

DAVIS. J. 0. 

0307290979* 

FOIA 


DEVINE. T. 

DAVIS.' J. 0. 

8307290601* 

FOIA 


DEVINE. T. 

DAVIS. J. 0. 

0307270467 

HASTE MOT 

DEVINE, T. 

DAVIS. J. 0. 

8307200221 

WASTE MOT 

DEVINE. T. 

DAVIS. J. 0- 

6307200231 

WASTE MOT 

DEVINE, T. 

DAVIS. J. 0. 

8307290347 

WASTE MOT 

DEVINE. T. 

DAVIS. J. 0. 

8307290349* 

HASTE MOT 

DEVINE. T. 

DAVIS. L. D. 

8307070133 

PR 


DEVINE, T. 

DAVIS. L.D. 

8307070248 

PR 


DEVINE, T. 

DAVIS. N. 8. 

6307260016 

HASTE MOT 

DEVINE, T- 

DAVIS. P. fl. 

6307190323 

ACRS 


DEVINE. T. 

DAVIS. P.R. 

0307190323 

ACRS 


DEVINE. T. 

DAVIS, p. n. 

0307290080 

NUREO 


DEVINE, T. 

DAVIS. T. L. 

0307200913 

70-1257 


DEVINE. T. 

DAWSON. D. H. 

0307280036 

70-I30a 


DEVINE. T. 

DAWSON. D. H. 

0307290399 

71-4 


DEVINE. T. 

DE LORENZO. R. 

0307200299 

90-460 

B 

DEVINE. T. 

DE LORENZO. R. A 

0307100034 

30-460 

8 

DEVINE. T. 

DE LORENZO. R. A. 

8307120241 

30-913 

8 

DEVLIN, J. a 

DE LORENZO. n. A. 

0307120499 

90-460 

8 

DEWEY. L.S. 

DE LORENZO. R. A. 

0307180144 

90-460 

S 

DEWEY. L. B. 

DE LORENZO. R. A. 

8307280349 

90-460 

8 

DEWEY. L. 8. 

DEAOAZIO. A. M. 

8307080611 

90-346 

P 

DEWITT, R. B. 

DEAOAZIO. A. W. 

8307220617 

90-346 

P 

DEWITT. R. B. 

DEBBAOE.A. 0. 

8307140236* 

90-230 

0 

DEWITT. R. B. 

DEBBAOE.A. 0. 

8307140421* 

90-302 

0 

DEVOUNO, R. 

DEBBASE. A. 0. 

8307220902* 

90-416 

0 

DEVOUNO. R. C. 

DEB0N8. A. 

8307200493 

ACRS ’ 


DEVOUNO. R.C. 

DEEDS. W. E. 

8307210268 

NUREO 


DEYOUNO. ft. C. 

DEITRICH.L. W. 

0307110198* 

90-937 

T 

DEVOUNO, R. C. 

DEUU.R. A. 

0307270296* 

WASTE MOT 

DEYOUNO. R. C. 

DELLA RATTA. A. 

8307140281* 

70-364 


DEYOUNO. R. C. 

DELOATCH. V. 
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6307180000 90-387 P 

S3071B0098* 90-271 0 
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OAD.R K. 

CAD. R. K 
CAO.R.K 

CAD, R. K 
CAO.R.K 
OAD.R K 
CAO.R. K. 
OAD.R.K, 

OAD.R.K. 

CAD. R. K. 
CAO.R.K 
CAO.R.K, 

CAOE. K. 

OAHAN. E 
OAJIC, Z. 

OAJIC. Z 
CALL, HR 
CALL.H.R. 

CALLO. J. 

CALLO. J. 

CALLO. J 
CALLO. J. 

CALLO. d. 

CALLO. J. 

CALLO. J. 

CALLO, J. 

CALLO. d. 

CALLO. d. 

0«.L0. d. 

CALLO. d. 

CALLO. d. 

CALLO. J. 

CALLO. d. 

CALLO. d 
CALLO. d 
CALLO, d. 

CALLO. R. 

CALLO. R. 


PERSONAL AUTHOR INDEX 


ACCESSIG.N SUDdECT 

NUMBER CATEOORY 


0307120412 30-424 A 

0307120313 50-424 A 

S307060U2* QA999 

03O7OiO33&> aA999 

0307030023 30-311 S 

0307030036 30-272 S 

0307030043 30-272 S 

0307140001 50-272 S 

0307140142 30-272 S 

0307140196 30-311 S 


0307140293 

0307190123 

0307210003 

0307210009 

0307210112 

0307210134 
0307220343 
8307220343 
0307220338 
03070 3036 I 

8307220506 

0307130213 

0307260357 

0307290038* 

0307270248 

0307010037 

8307010127 

0307220293 

0307120026 

0307070131 

8307070130 

8307070143 

0307210035 

8307220123* 

0307030117 

0307070189 

0307190128 

0306160389 

8307060193 

8307060390 

0307110331 

0306080383* 

8307180274* 

0307210237 

0307210236 

8307210236 

0307060162 

0307060162 

8307060163 

03O7O6OI6S 

8307120379 

0307120379 

B3O7I2O303 

8307120444 

0307120444 

8307210103 
0307210103 
0307230376 
0307250376 
0307120417 

0307130330 
0307080233 
8307200213 
8307220034 
8307220034 

0307070207 
8307070207 
0307120591 
8307120391 
8307210211 

8307210211 
8307210217* 
8307210217* 
8307210236 
0307210236 

0307250326 
0307250326 
0307230363 
8307230363 
8307260310 

8307260310 
8307290103* 
8307290103* 
8307140409* 
8307200449* 


30-311 S 
30-311 8 

30-311 S 
30-311 8 

30-311 B 

30-311 S 
50-272 S 
30-311 S 
30-311 5 

ACRS 

50-206 R 
30-298 0 

30-298 S 
CONTRACT 
HASTE MOT 

30-29 S 
50-29 S 
30-29 5 

NUREG 
PR 

PR 

NUREC 
50-546 C 
FOIA 
PR 

PR 

50-309 P 
30-338 C 
30-142 C 
30-142 0 

30-338 0 

50-322 A 
30-273 H 
NUREC 
30-434 0 

30-434 0 

50-443 0 

30-443 e 
50-309 0 

SO-309 C 

50-443 0 

30-443 <3 

30-443 0 

30-443 0 

30-443 0 

50-443 T 
30-443 T 
30-443 T 
30-443 T 
PH 

RES 

30-293 S 
30-298 S 
ACRS 
ACRS 

30-434 G 
30-454 0 

30-153 0 

30-133 0 

50-434 0 

30-454 0 

30-434 0 

50-434 0 

50-434 G 
30-434 0 

30-135 0 

30-133 0 

30-434 0 

30-434 c 
50-434 0 

50-434 G 
30-454 G 
30-434 0 

50-293 Q 
30-293 Q 


AUTHOR 


GALLO. R. ri. 
CALLO. R. n. 
GALLO. R. H. 
GALLO. R. M 
CALLUP. 0. R. 


CALK. D. T. 
OALSTER.R. H. 
OAMBLIN. L. 
GARDE, B. 
CARDS. 8. P. 


OARDE.B- P. 
GARDE. B.P. 
OARDNER.R. 
GARDNER. R. N. 
CARO, H. C. 


GARNER, L. U. 
GARNER. L. U. 
GARNER, L. U. 
GARNER. L.U. 
OARHETT. J. A. 

GARRtTV.J.H 
OARRITY.J. H. 
CARR TTY. J. H 
OARRITY.J. H. 
CARRITY. d. H. 

OARRITY. d. H 
CARRITY. J. H. 
OARRITY.J. H. 
OARRITY.J. H. 
CARRITY. J. H. 

CARRITY. J.H 
OARRITY.J. H. 
CARRITY. J.H 
OARRITY.J. H. 
OARRITY.J. H- 

CARRITY.J.H 
CARY. R. J. 
CARY. H. J. 
CARY, R. J. 
CARY, R. J. 


CARY, 8. J. 
CARY. R. J. 
CARY. R. J. 
CARY. H. J. 
CARY, B. J. 


GATES. R. H. 
OAVULA. J. A. 
OAVULA, J. A 
OAVULA. J. A. 
GAVULA.J. A. 

OAVULA. J. A. 
GEARS. O. 
CEARS. e. 
CEHDEMAN. F. H 
OERDEMAN,F. U. 

CERNER.L. 
GERHETB. T. F. 
OERSTNER.H. C 
OERUSKV, T. H 
GIBBONS. T. D. 

GIBSON. J. 
CIB80N.R. L 
GIBSON. R.L. 
eiBSON.R.I. 
OIDO.ft. 0. 

CIE8LER.C. U. 
OIESLER.C. W. 
OIESLER.C, M. 
OIESLER.C. H 
OIESLER.C. H. 

OIESLER.C. U 
OIESLER.C. H 
OIESLER.C- H. 
OIESLER.C. M. 
OIESLER.C. H. 

OIESLER.C. M 
OIESLER.C. U 
OlLBERTfE. R 
OILBERT, E. R. 
OILBEHT.L. D. 

GILCHRIST. J E 
OILOENHOHN.A. 
OILDENHORN.A J 
OILDENHORN.A. J 
OILDENHORN.A J 


ACCESSION SUBJECT 

NUMBER CATEGORY AUTHOR 


B3070I0047* 

0307110426* 

8307110629 

8307210221 

8307130390 

0307010131* 

8307220144 

8307220399* 

8307220394 

0307190179* 

0307220399* 

8307260001 

8307060310 

8307140344* 

8307120168* 

8307220207* 

8307220209* 

8307220317* 

0307220976* 

8307110921 


50-309 

a 

OILDENHORN. A. < 

50-443 

a 

GILIN8KV, V. 

50-271 

a 

CILINSRY, V. 

30-482 

8 

CILINSKV, V. 

RES 


OILINBKY, V. 

70-698 


01HN8KY, V, 

WASTE MOT 

GILLILAND, d. T. 

30-266 

P 

OILMAN, A. R. 

30-434 

0 

OIRARO, E. 

ADVCM 


CLASS. P. 8. 

30-454 

0 

CLASS, P. S. 

30-329 

a 

CLASSMAN, H. A. 

30-329 

s 

GLEASON, d. P. 

30-339 

a 

GLEASON, d. P. 

30-337 

T 

GLEASON, d. P. 

30-334 

0 

OLBICK, P.H. 

30-324 

a 

OLOERSEN, H. 

30-334 

a 

OLOERSENi M. S. 

30-324 

a 

OLOERSON, U. 

XPORTLIC 


OODDARD, R. d. 


8309090466 
8307010006 
8307110299 
83071 10378 
8307110490 


50-309 R 
30-309 S 
90-309 8 
90-309 P 
90-309 0 


OODY 
OOOY. A. 
OODY. A. T. 
OODY, A. T. 
OODY, A. T. 


FiCCESSION BUBJECT 

NUMBER CATBODfly 


0307190411 CONTRACT 
8310290407* FOIA 
0307090297* 80-20? . 

8307260123* FOIA 
8307260130* FOIA 

8307260149* FOIA 
8307110292 90-23? i 

0307280129* 40-672 

830 7220022* 90-333 ( 

83 07190260* 30-329 i 

B3 07190260* 80-32? t 

8307120610* 30-313 e 

030 7120946 90-247 o 

830 7280229 30-403 fl 

83 0 7290094 90-247 fl 

83 0 7 060411* 90-400 0 

B3O72Q0329* 90-373 a 

83 0 7 1 20347* 80-263 fl 

G3O7220S93* 30-434 fl 

03 0 7 200108 3 0-155 fl 

830 7 080201 80-423 g 

830 7060027 90-243 g 

030 7110338 * 70-1703 ' 

830 7110372* 80-97 q 

83071 10428* 80-206 fl 


8307120082 

8307120468 

8307120496 

8307120617 

8307190233 

8307190330 

8307210006 

8307220491 

8307260476 

a307»03l7 

8307280436 

8306280976 

8307060193* 

8307120272 

8307190100 

8307190294 

8307190311* 

8307260409 

8307270172 

83072B0070 

8307270420* 

8307070228* 

8307070239* 

830719OI2B* 

8307180179* 

8307180186* 

8307140942 

8307180423 

8307130369 

B307IB0390 

8307120068* 

8307260229 

8307220379 

8307090189 

B307I40I24* 

8307220042 

8307090290 

8307070196 

8307110291 

8307290109 

8307060107 

8307070002 

8307110239 

8307110277 

8307110^4 

8307120263 

8307190083 

8307290286 

8307290296 

8307290340 

8307290488 

8307270902* 

8307120009 

8307120012 

8307120331* 

8307200167 

8307290623 

8309120947 

8307070480 

8307190493 


90-309 8 

90-30? 8 

90-309 P 
90-309 0 

50-309 S 

50-309 0 

90-309 S 
90-309 8 

90-309 F 
30-309 P 

50-309 0 

30-445 I 
90-449 Q 
90-445 H 
30-449 8 

50-445 8 

30-445 0 

90-445 0 

90-445 F 
90-445 A 

WASTE MOT 
50-237 P 
90-237 P 
90-293 p 
30-237 P 

80-237 P 
90-277 Q 
90-277 a 
40-8698 
4O-069B 

50-254 F 
50-382 A 
90-461 A 
50-209 0 

90-416 0 

30-336 R 
90-413 0 

90-413 0 

90-413 0 

NUREO 

90-309 Q 
50-303 p 
90-305 F 
90-309 8 

30-305 6 

30-308 H 
90-303 K 
90-305 a 
90-309 a 
90-305 R 

50-309 p 
50-309 F 
IflfflEO 
NUREO 
50-490 a 

40-8064 

CIWTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


ODDY. A, T. 
OODY, A. T. 
ODDY, A, T, 
OODY, A, T. 
OODY, A. T. 

OODY, A. T. 
OOLDBERO, d. H. 
OOUDBERO. J. H. 
OOLDBERO, J. H. 
OOLDBERO, J. H. 

OOLDBERO, J. H. 
OOLDBERO. J-R. 
OOLDBERO, J. R. 
OOUDBERO, J. n. 
OOLDBERO, J. R. 

OOLDBERO, J. R. 
OOLDBERO. J. R. 
OOLDBERO, J. R. 
OOLDBERO, 8. 
OOLDBERO, 8. C. 

OOLDBERO. 8. C. 
OOLDBERO. 8. C. 
OOLDEN, M. P. 
OOLDEN.M. P. 
OOLDFEIN, M. R. 

OOLDFEIN, M, R, 
OOLDFEIN, M. R. 
OOLDFEIN, M, fi. 
OOLDFEIN, M. R. 
OOLDFEIN, M. R. 

OOQDMAN. L. 8. 
OOODHAN, L. S. 
GOODMAN. L. 8 
OOODHIN, 0. C. 
CORDON, C, Z. 

GORDON. 0. M, 
CORDON, H. 
CORDON. M. d. 
CORDON, M. J. 
CORDON, M. J, 

OORHAM. E. J, 
OORHAM, J, E. 
COULD. S. E. 
COULD, S. E, 
COULD, S. E. 

CRAESSER, K. L 
CRAEBSER.K. L 
CRAESSER, K. U. 
CRAESSER, K. L 
ORAEBBBR, K. L. 

CRAESSER, K. L. 
CRAESSER, K. L. 
CRAESSER, K. L 
CRAESSER, K. L 
ORAMM, R.A. 

CRAMM, R.A. 

CRANTr d. 

GRANT, d. M, 

GRANT, W. B, 

GRANT, W. B. 


8307110467* 
8307140086* 
8307140242* 
Q30 7 1402B1* 
B307J40410* 

8307 280284* 
8307060118 
0307060170 
830 7 070134 
8307210000 

8307250468 
0307060201 
8307060206 
0307140449 
0307 1 90306 

8307 190003 
8307290327 
8307270025 
63070 90032* 
83070 90020* 

0307 120072 
8307 2 60042 
8307130240 
83072 00407 
B307I90111 

8307190111 
83072 90102 
0307290102 
8307290109* 
8307290109* 

03071 10127 
8307200264 
8307220229 
8307290083 

83070 1 0040* 

83071 <|0390* 
8307220140* 
8307220249 
83072610289 
8307270202 

8307220244 
8307220261 
8307200025 
830720 0203 
8307200209 

83070S0066 
B3070SOUB 
830700 0233 
83071 1 0423 
8307100198 

8307200103 
830720 0199 
830720 0213 
0307200287 
830701 0036* 

83071 1 0426* 
8307210226* 
0307210073* 
0307000263* 
8307100133. 


90-280 fl 
90-97 Q 
90-89 0 

70-364 
90-333 Q 

90-309 0 

90-490 A 
50-490 A 
90-490 F 
90-490 K 

90-49B A 
90-209 0 

90-3B? 0 

90-28? 0 

90-2B9 0 

90-389 0 

90-20? 0 

90-389 0 

30-434 0 

90-434 g 

90-434 C 
50-434 0 

30-373 J 
90-273 d 
90-494 0 

90-454 0 

90-454 0 

50-454 g 
90-454 0 

90-454 g 

90-409 8 

90-409 8 

90-409 fl 
90-296 S 
90-230 Q 

50-230 P 
WASTE MOT 
HASTE MOT 
WASTE MOT 
HASTE MCT 

WASTE MOT 
90-259 8 

WASTE MOT 
WASTE MOT 
WASTE MOT 


90-304 

8 

90-304 

S 

90-295 

6 

90-304 

8 

90-299 

R 

30-295 

3 

50-293 

S 

90-293 

B 

30-295 

8 

50-410 

a 

30-443 

1 

Q : 

30-412 

0 ' 

90-392 

c 

90-294 

a '■ 

30-263 

C i 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

IRAVEB.R, H. 

B307010067 

50-213 

P 

IRAVEB.R. H. 

8307090148 

90-213 

S 

IRAVES.R- H. 

6307I20S62 

90-213 

R 

(RAVES. H, H. 

0307220367 

90-213 

R 

tRAY.E- H, 

B307010146* 

90-271 

Q 

iRAY.e, H, 

8307210036* 

90-423 

0 

IRAY.E.K, 

B307210133* 

90-443 

0 

IRAY.H, 

IRAYBCMr H. H. 

8307210226* 

B3071S0101* 

90-412 

70-1399 

Q 

IREEN.H. 

8307190021 

90-260 

8 

IREEN.H. J. 

830713007B 

90-296 

8 

IREENi H. J. 

8307120086 

90-327 

8 

IREEN. H. J. 

8307120071 

90-260 

B 

IREEN. H. J. 

8307120267 

90-328 

S 

IREEN. H. xJ. 

8307120416 

90-328 

s 

)REEN. H. O. 

8307120418 

90-260 

8 

IREEN. H. J. 

8307120420 

90-327 

8 

IREENi H. J. 

0307120422 

50-327 

S 

IREEN.H. J. 

8307120470 

90-299 

8 

IREEN.H. 0. 

8307120901 

90-259 

S 

IREEN. H. 0. 

8307120944 

90-299 

8 

IREENi H. O. 

0307120989 

90-328 

6 

IREEN.H. J. 

0307220111 

90-299 

B 

IREEN.H. U. 

8307220217 

90-299 

8 

IREEN. H. J. 

0307220229 

90-260 

8 

IREEN. H. J. 

8307220239 

90-328 

B 

IREEN.H. J. 

8307220246 

90-296 

8 

IREEN.H. J. 

8307220261 

90-299 

8 

IREEN.H. J. 

0307220269 

90-260 

8 

IREEN. H. J. 

0307220420 

90-328 

B 

IREEN. H. J. 

8307220439 

90-299 

S 

BREEN. H. J. 

8307220440 

90-299 

s 

IREEN. H.J. 

8307220927 

90-299 

8 

IREEN.H. J. 

0307220944 

90-299 

6 

IREEN. H. 0. 

0307290487 

90-296 

B 

IREEN. H. xt. 

0307260992 

90-296 

8 

IREEN. K. 'J. 

8307260964 

90-260 

8 

QREEMrH. -J. 

8307290039 

90-327 

8 

IREEN.H. J. 

0307290083 

90-296 

8 

IREEN.H. J. 

8307290096 

90-327 

8 

GREEN. H. C. 

8307130213* 

90-413 

0 

IREENBERO. E. V. 

8307220126 

90-937 

A 

OREENBERO. E. V. 

8307220126 

50-937 

A 

IREENBERO. E. V. 

8307220126 

90-937 

A 

OREENKAMrE. O. 

8307110627 

90-317 

Q 

IREENHAN. E. O. 
IREENBRUN. J. 8. 

8307280043* 

8307200279* 

90-322 

ADVCM 

0 

IREEVE9. J. 

8307260141 

WASTE MOT 

GHEEVES. J. T. 

8307220096 

HASTE MOT 

OREEVES. J. T. 

8307220103 

WASTE MOT 

0REEVE8. J. T. 

8307220192 

WASTE MOT 

IREEVES. vl. T. 

8307260163 

WASTE MOT 

OREEVES. J. T. 

8307260299 

WASTE MOT 

OREEVES. xJ. T. 

8307260272 

WASTE MOT 

OREOER. L. R. 

8307080263* 

90-294 

0 

OREOER. L. R. 

8307120280* 

90-319 

0 

OREOER. L. R. 

8307120906* 

90-483 

a 

OREOER. L. R. 

8307180047* 

90-266 

0 

OREOER. U. R. 

8307180133* 

90-263 

0 

OREOER. L. R. 

OREOO. R. 0. 

8307880293* 

8307280319* 

90-10 

70-820 

0 

OREINER. K. F. 

8307180382 

XPORTLIC 

ORIFFINi xJ. H. 

8307090072 

90-313 

p 

ORIFFIN. J. H. 

8307190098 

90-368 

p 

OfilFFTNO. E. P. 

GRIFFITH. 0. D. 
GRIFFITH. R. W. 

8307260499 

8307070129 

8307180139 

90-16 

PR 

NUREO 

R 

OROCE. R- H. 

8307220012 

90-309 

R 

0R09SMAK. H. 

8307090178 

90-460 

0 

OROSeMAHi H. 

8307120996 

90-460 

0 

0H0TENHUI8. M. 
OROVELURA. K. 

8307270441 

8307120467 

90-309 

70-29 

P 

OUCUA. T. 

8307060270 

90-321 

P 

OUCUA. L, T. 

9307060392* 

90-321 

0 

OUCHA. L. T. 

8307110176* 

90-321 

F 

OUCMA. L. T. 

0307120397 

90-366 

B 

OUCWA. L. T. 

8307140098 

90-366 

1 

OUCNA. L. T. 

OUERON. H. M. 

8307140472* 

8307070120 

. 90-321 
PR 

Q 

GUILD. R. 

8307190239 

90-413 

G 

OUILL. P.F. 

8307220272 

90-270 

E 

OUILL. P.F. 

GUINN. F. K. 

OUINNi F. K. 
OUINN.F. K. 

8307220911 

8307080629 

8307200462 

8307280139 

90-287 

70-143 

70-143 

70-143 

E 
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AUTHOR 

NUMBER 

CATEGORY 


OUINN.F. R. 

8307210072* 

FOIA 


OUINN. P. R. 

8307210102* 

FOIA 


OUINN. P. H. 

0307210313* 

FOIA 


OUMBLE. F. H. 

8307190018 

90-286 

S 

OUMBLE. F. W. 

8307190294 

90-286 

8 

GUSTAFSON, R. N. 

8307120984* 

90-398 

0 

GUSTAVE, ft. B. 

8307200170* 

CONTRACT 


0U9TAVE, ft. B- 

8307290326* 

CONTRACT 


OUSTAVB.R. P. 

8307090496* 

CONTRACT 


GUSTAVE, H. P. 

8307070490* 

CONTRACT 


GUSTAVE, R.P. 

8307070906* 

CONTRACT 


GUSTAVE. R. P. 

0307000991* 

CONTRACT 


GUSTAVE. R.P. 

0307000999* 

CONTRACT 


GUSTAVE, ft. P. 

8307180320* 

CONTRACT 


GUSTAVE. R. P. 

8307190112* 

CONTRACT 


GUSTAVE. R-P. 

8307200197* 

CONTRACT 


GUSTAVE, R. P. 

0307200162* 

CONTRACT 


GUSTAVE, R.P. 

0307200198* 

CONTRACT 


GUSTAVE. R. P. 

0307200312* 

CONTRACT 


GUSTAVE. R. P. 

8307200240* 

CONTRACT 


OUBTAVE.R-P. 

8307290030* 

90-201 

P 

GUSTAVE, R. P. 

8307290104* 

CONTRACT 


OUSTAVE. R. P. 

8307290119* 

CONTRACT 


OUSTAVE. R. P. 

0307290131* 

CONTRACT 


OUSTAVE. R. P. 

0307290193* 

CONTRACT 


OUSTAVE, R. P. 

0307290171* 

CONTRACT 


OUSTAVE. R,P. 

8307290176* 

90-289 

P 

OUSTAVE. R. P. 

8307290298* 

CONTRACT 


OUSTAVE, R. P. 

8307290990* 

CONTRACT 


OUSTAVE, R. P- 

8307290030* 

CONTRACT 


OUBTAVE.R- P. 

0307290190* 

CONTRACT 


OUSTAVE. R.P. 

8307290473* 

CONTRACT 


OUSTAVE, R. P. 

8307290489* 

CONTRACT 


OUBTAVE.R-P. 

0307290909* 

CONTRACT 


OUSTAVE. R. P. 

0307290913* 

CONTRACT 


OUTTMANN. J. 

8307090091 

TlffREP 


HAAS, M. N. 

0307190112* 

CONTRACT 


HAAS6, W. P. 

0307260261 

HASTE MOT 

HACKNEY. C. A. 

8307260931* 

90-298 

Q 

HAEL8IO. R. T. 

8307190042* 

71-6679 


HAGAN, T. 

8307090321* 

CONTRACT 


HAGAN. T. F. 

0309120991* 

CONTRACT 


HAGAN. T. F. 

0307070484* 

CONTRACT 


HAGAN. T. F. 

0307190418* 

CONIRACT 


HAGAN. T. F. 

0307290629* 

CONTRACT 


HAGEN. S. 

8307290294 

NIAEO 


HAGEY. H. 

8307290609 

CONTRACT 


HAIRSTON, W. 0. 

0309100010* 

90-348 

8 

HAIRSTON. W. 0. 

0307120286 

90-348 

S 

HAIRSTON, W-O. 

0307120990* 

90-348 

6 

HAIRSTON. U. 0. 

8307120994* 

90-348 

8 

HAIRSTON, W. 8. 

8307190106* 

90-348 

S 

HAIRSTON, W. 8. 

8307190109* 

90-348 

8 

HAIRSTON, U. 0. 

8307190108 

90-348 

R 

HAIRSTON, U. a. 

0307190113 

90-364 

R 

HAIRSTON, U. 8. 

8307220311* 

90-348 

8 

HAIRSTON. H. 0. 

8307220319* 

90-348 

8 

HAIRBTON, W. 0. 

0307220320* 

90-340 

S 

HAIRSTON. U. 8. 

8307220323* 

90-348 

s 

HAIRSTON. W-O. 

8307220330 

90-343 

s 

HAIRSTON, U. 6. 

8307290170 

90-348 

8 

HALE. C. U. 

8307060192* 

aA999 


HALE. C. J. 

0307060221* 

0A999 


HALE. C, J. 

0307060360* 

QA999 


HALE, C.U. 

0307120204* 

8A999 


HALE, C. J. 

8307120462* 

04999 


HALL. B. L. 

8307060299* 

90-Kl 

Q 

HALL, B. L. 

8307190060* 

90-338 

Q 

HALL, D. P. 

8307060020 

90-461 

A 

HALL. D. P. 

0307060073 

90-461 

A 

HALL. D. P. 

8307000290* 

90-461 

0 

HALL. D. P. 

8307000331* 

90-461 

A 

HALL. 0. P. 

0307110031 

90-461 

Q 

HALL, D. P. 

0307110322 

90-461 

S 

HALL, D. P. 

0307180009 

90-461 

8 

HALL, D. P. 

8307100036 

90-461 

S 

HALL, 0. P. 

0307100006 

90-461 

H 

HALL, 0. P. 

B307280069 

90-461 

R 

HALLMAN, R. H. 

B307090930* 

REVIEW GRP 

HALLMAN, R. M. 

8307000344 

MI8C 


HALLMAN, R. M. 

8307000344 

illSC 


HALLMAN, R. K. 

0307260113* 

HIBC 


HALLMAN. R.n. 

8307260113* 

MI8C 


HAMIUL.R. 

8307290974* 

FOIA 


HAMILTON. B. 

8307280429* 

90-369 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HAMILTON. J. W. 

8307120226* 

3307270296* 

QA999 

WASTE MOT 

HAMPTON, J. W. 

8307290625* 

90-413 

F 

HANCHETT. J. 0. 
HANNETT. B. A. 

HANNETT. B. A. 
HANNETT, B. A. 

HANSEN, L. J. 

HANSEN. L. J. 

HAN8LEH, 0. M. 

83070500BI 

8307070361 

B3O7O7O920 

B30720O291 

B307I50042* 

B307290340 

B30726O902 

70- 29 
XPORTLIC 

XPORTLIC 

XPORTLIC 

71- 6679 
71-9132 
90-352 

0 


B30712016B* 

90-937 

T 


8307220207* 

90-324 

0 

HARDIN. A. K. 

B307220209* 

90-324 



B307120086 

90-327 


HARDING, M. R. 

B307 120267 

50-328 

8 

HARDING, M. R. 

B307120416 

50-328 

8 


B307120420 

90-327 

6 

HARDING, M. R 

6307120422 

90-327 

8 


8307120539 



HARDING. M. R. 

8307220239 

90-328 

S 


0307220420 

90-328 

s 

HARDING. M, R. 

8307290096 

90-327 



8307180205* 

90-266 



6307100183* 

90-266 

0 

HARDINO. V. R. 

B307ie0196* 

90-462 

0 

HARDINO. V. R. 

6307180229* 

90-266 

0 


0307190242* 




8307190295* 

90-463 



8307190263* 

90-320 

0 

HARDINO. V. R. 

B307190271* 

50-362 


HARDINO. V.R. 

0307190278* 

50-209 

0 

HARDINO. V. R. 

6307190286* 

50-400 


HARDINO, V. R. 

8307190299* 




8307310251* 

90-277 


HARDING. V. R. 

0307270477* 

50-440 

0 

HARDINO, W. 

B307ia014B 

3307070226* 

NUREO 

90-237 

p 

HARLOW, E. V. 

8307070239* 

90-237 



6307220104 

90-248 


HARRELL. E. W. 

63071 10379 

90-339 

8 

HARRELL, E. W. 

8307110435 

90-338 

8 


8307120094 



HARRELL. E. W, 

6307120294 

90-339 



6307120299 

50-333 


HARRELL, E. W. 

8307120491 

90-339 



B307120904 

50-338 

8 


6307120962 

90-338 


HARRELL, E. W. 

8307220048 

90-338 

S 

HARRELL, E. W. 

6307220116 

90-339 


HARRELL. E. W. 

6307220123 

90-339 



6307290096 

50-339 

8 


0307290073 

90-339 


HARRELL. S. W. 

6307290171 

90-338 

S 

HARRELL, E. W. 

6307290187 

90-339 

S 

HARRELL. E. W. 

6307290169 

50-338 


HARRELL, P.H. 
HARRINGTON 

6307060221* 

8307220206 

QA999 

50-293 

8 

HARRINGTON. D. □. 

6307120391 

10-293 


HARRINOTON.W. 

6307060037* 



HARRINGTON. U. 

6307060046* 

90-293 


HARRINGTON. W. D. 

6307010062 

50-293 

Q 

HARRINOTON.W. 0. 

6307010134 


8 

HARRINOTON.W. D. 

8307090292 

90-293 


HARRINGTON. W. D. 

83071 10396 



HARRINGTON. W. 0. 

8307110476 



HARRINGTON, U. D. 

6307110906 

50-293 

a 

HARRINGTON. W. D- 

6307120229 

90-293 


HARRINOTON.W. D. 

8307120423 

90-293 


HARRINOTON.W. D. 

B307 120907 

90-293 


HARRINGTON, W. D. 

6307120918 

90-293 


HARRINGTON, W.D. 

8307130060 

90-293 

p 

HARRINGTON, W. D. 

8307130002* 

90-293 


HARRINOTON.W. D. 

6307190022 



HARRINOTON.W. D. 

6307190060 



HARRINOTON, W. D- 

6307190123 

90-293 


HARRINOTON.W. 0. 

9307190127 

50-293 

8 

HARRINOTON.W. D. 

6307190249 

90-293 


HARRINOTON. U. D. 

8307190262 

90-293 


HARRINOTON.W, D, 

8307190016 

90-293 

P 

HARRINOTON.W D. 

8307190040 



HARRINOTON. W.D. 

8307210140* 

90-293 

a 

HARRINOTON.W. D. 

8307220197 

90-293 


HARRINOTON.W. D. 

6307220331 

90-293 


HARRINOTON. W. D. 

8307220376 

90-293 

p 

HARRINOTON.W. D. 

6307220430 

50-293 
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PERSONAL AUTHOR INDEX 


HARRINGTON. W 
HARRINGTON. W. 
HARRINGTON, U 
HARRINGTON, U 
HARR INOTON, H. 

HARRINGTON. M 
HARRINGTON. H. ; 
HARRIS. J. M 
HARRIS, J, R 
HARRISON, F. 

HARRISON, F. L. 
HARRISON. J 
HARRISON. J. 
HARRISON. J, 
HARRISON, J. J, 

HARRISON, J. J 
HARRISON. O. J. 
HARRISDN.O, J 
HARRISON, J. J. 
HARRISON, J. J, 

HAHT.G, H 
HART.H- C. 

HART, T. A. 
HARTIGAN, N. F 
HARTMAN, P, L. 

HARVgy.R. C. 
HASSELL, D.F, 
HAUGHEV. «. 
HAUOHey,M. 
HAUZe. O. L. 

HAVIAN. E. 
HAVIAN, E. 
HANKINS, E F 
HAMKINS. E. F 
HAHKINS, F. C. 

HAWKINS, F.C. 
HAWKINS, F, C 
HAWKINS, F. C. 
HAWKINS, F. C. 
HAYES, D. M. 

HAVES. 0. U 
HAYNES, J, 0, 
HAVNES, J. 0. 

HA VS, J, K. 

HEAD, 0, F. 

HEATHERLV, T. L 
HEDGES, V. D. 
HEDGES, V. D 
HEHL, C. 

HEHL, C, H. 

HEIDEL, C.M. 
HElDERiL. H. 
HEIDER, L. H, 
HEIDER. L. H. 
HEIDER, L. H. 

HEIDER, L. H. 
HEINRICH, B. C 
HEINRICKS, R. S 
HEITNER.K. L. 
f«LFHICH, R. E. 

HELFRICH, R. E. 
HELGESON, K- A 
HELGESON.K. A. 
HELGESON, K. A 
HBLOeSON. K.A. 

HELTEMES, C. 0 
HELTEMES, C. J 
HELTEMES, C. J 
HELTEMES, C. J 
HELTEMES, C.J 

HELTEMES, C.J 
HENDHIXSON, E S 
HENISCHEL, W. F 
HENRY, 0, D. 

HENRY, 0. 0. 

HENRY, U. 0 
HENSLEY, K. D 
HENSLEY, K. D. 
HENSLEY, K, D 
HENSLEY, K. D. 

HENSLEY, K. D. 
HENSLEY, K. 0, 

HENSLEY. K, D. 

HENSLEY. K. 0 
HENSLEY. K. D 


ACCESSION 

NUMBER 

a307S20S19 

8307250351 

3307260166 

6307260402 

6307260571 

03D72S0039 

3307260399 

e3072600B?» 

S307140249» 

6307130212 

8307270319 

6307060310 

8307060340 

3307200135 

6307050033 

63071 10010 

8307110311 

6307140044* 

6307140344* 

6307210123 

8307270D2B* 

8307190264 

8307200304 

8307110304 

8307200804* 

3307130043 

6307130234 

8307060423 

8307200543* 

8307130317* 

8307260233 
8307260233 
83071 10157 
8307270476 
8307080026* 

8307030450* 
8307140417* 
83072aai?6» 
8307260442* 
83071 10276* 

8307IB0007* 

8307050010 

830712000S 

8307110368* 

8307180101 

8307140069* i 
83071 10168* 
6307110163* 
8307140193* 
6307820209* 

8307010173* * 

8307220039 ° 
8307230519 7 

8307260480 S 
8307260416 3 


SUBJECT 

CATECOHy 


OEN TEC 15 
70-637 
XPORTLIC 
•40-2061 
50-454 Q 

40-3743 
50-247 0 

50-410 A 
50-410 0 

30-454 A 

50-275 0 

30-273 G 
WASTE HOT 
WASTE MOT 
50-263 <3 


6307230462 

8307220430 

8307290505* 

8307250037 

8307050117 

8307130277 
8307050231 
8307090102 
830719001 1 
830'7220147 

6307030421 

8307130129* 

8307140009* 

8307230015 

8307230021* 

8307270273 

8307250320 

8307140517* 

8307120418 

8307260S64 

8307100336 

8307200019* 

8307200023* 

8307200029* 

8307200032* 

8307200034* 

8307200039* 

8307200042* 

830720004S* 

6307200049* 


50-29 p 
50-249 H 
CONTRACT 
50-309 P 
PR 


PR 

50-281 p 
CONTRACT 
50-260 S 
50-260 3 

XPORTHC 

70-143 

70-143 

70-143 

70-143 


HENSLEY, K. 0 
HENSLEY. K. D. 
HENSLEY. K. 0 
HENSLEY. K. D. 
HENSLEY. K. 0. 

HENSLEY, K. D 
HENSLEY. K. 0. 
HENSLEY. K. D. 
HENSLEY, K. 0 
HENSLEY, K. D. 

HENSLEY. R. D. 
HENSLEY. K. D. 
HENSLEY, K. D. 
HERLEKAR. A. 8. 
HERLEKAR.A.S. 

HERMAN. A. A. 
HERMANN, O.H. 
HERMANN. R. A 
HERMANN, R. A 
HERMANN, R. A 

HERMAN, R. 
HERR.P. ft. 
HERRIN, H. O. 
HERRIN. N.O. 
HERRIN. K. e. 

HERRIN, K. O 
HER6CH, H. M. 
HE680N. e. M. 
HEVERLY.L. 
HIATT, S.L. 

HIATT, S. L. 
HIATT, a. U. 
HIATT, S. L. 
HIATT. 8. L. 
HIATT, S. L. 

HIATT, S. L. 
HIATT, S. L. 
HIATT, 8. L. 
HIATT, S. L. 
HIATT. 8- L. 

HIATT, S. L. 
H1ATT.8. L. 
HIBBlTTBtH. U 
HIBBITTS.N. U 
HICKEY, J.H. 

HIOOIN, J. C. 
HIOOINBOrHA«.L 
HlCOlNBOTHAItiL 
HieoiNB, J. 
HICGIN8,-J. C. 

HILDEBRANCH.J. 
HILF. C. L. 

HrLL,D. 

HILL. D. 

HILL,R. t. 

HILL.U. M. 

HIND, J. A. 

HiNO. J.A. 

HIND. J. A. 

HIND, J. A. 

HINO, J. A. 

HIND, J.A. 

HIND. J.A. 

HIND, J. A. 

HINDS. J.H. 

HINRICNS. 0. 
HINRlCHSrO. 
HINBICHS, 0. 
HINRICHS, e 
H1NRICH9,0. 

HIRSCH>0. 

HIRSCH,!). 

HlftSCH. D. 

HlRaCH, B. 

HOADLEY. 8. 

HOADLEY.S. 
HOADLEY, S. D 
HDADLBY, 8. D 
HOADLEY.S. B. 

HOCH, J. B. 

HOCH-J.B. 

HODODONi A. P 
HODODON.A. P 
HODSDON, A. P. 
HOEDEMAN, K. A. 


ACCESSIOI 

NUMBER 

8307200031* 

8307200033* 

8307200036* 

830720O0S8* 

8307200059* 

B307800D62* 

8307200069* 

8307200072* 

8307200075* 

8307200077* 

8307200030* 

8307200083* 

8307200086* 

8307070228* 

8307070239* 

8307130304 

8307230159 

8307190046 

8307190047 

8307190409 

8307180393 

8307190241* 

8307060355 

8307O6(»S3 

8307070207 

8307070807 
8307070364 
8307120(^6 
B30720020S* 
83070701 44 

8307070154* 

8307070202 

8307070225 

8307110310 

8307150272 

8307150^ 

8307150296 

8307190114 

8307190186 

8307190222 


SUBJECT 

CATEOORV 


50-454 0 

XPORTLIC 
NUREO 
30-361 P 
50-440 0 

SO-440 0 

50-412 0 

30-440 Q 
30-440 0 

PH 

PR 

PR 

50-440 O 
80-440 0 

50-440 0 


8307210179 50-440 

8307220071 FOIA 
8307110164* 50-537 

8307110164* 50-537 

8307210111* FOIA 


8307280290* 

8307050301 

8307190447 

8307280315* 

8307230442* 

8307210049 

8307200105* 

8307150434* 

8307190418* 

8307120446* 

8307130143* 

8307030249 

8307060116* 

8307060181 

8307230371 

8307260316 

8307260483* 

B3072704S3* 

8307280434* 

8307180007* 

8307010136 

8307180131 

83072202<K] 

8307220860 

8307220533 

3306170403 

8307060363 

8307060369* 

8307120533 

8307270079* 

8307280103 

8307030018 

8307270086* 

8307280466 

8307120327* 

8307280301* 

8307130196 

8307130300 

8307250192 

8307060267* 


30-309 Q 
HASTE MOT 
HASTE MOT 
90-317 Q 
50-322 Q 


HOEDEMAN, K A 
HOEDEMAN, K. A 
HOEDEMAN, K. A 
HOFFMAN, D. P 
HOLDEN, C. 

HOLDER, E. T, 
HOLDREN, J. P 
HOLLEY, M. J. 
HOLLEY, H. L. 
HOLLOWAY, C. J, 

HOLLOWAY, C. J 
HOLLOWAY, C. J. 
HDLMEB-RAY. J. 
HOLONICH, J. J 
HOLTZ. J, L, 

HOLTZBCHER.D L 
HOLTZSCHER.D, L. 
HDLZ.H, B. 
HOLZMAN, M, M. 
NOLZMER, H. M. 

HOOD, D. S. 

HOOK, K. A. 
HOPCRAFT. C.P. 
HOPCRAFT. C. P 
HOPCRAFT, C.P. 

HOPEWELL, R.W 
HOPKINS, H. fi. 
HOPKINS, J, B 
HOPKINS, J. B. 
HOPKINS, J, B. 

HOPPER, A. 

HOPPER, A. 

HORIN, W. A. 

HORIN, H, A. 

HORIN, W. A. 

HORIN, W. A. 

HORIN. W. A- 
HORIN, M. A. 
HDRNOfi, J. W. 
HORNOR, J. W. 

HQBEY, C.M. 

H08EV, C. M. 

H08EY. C.M. 
HOSSLER.D, E, 
HOTTEL, R. E. 

H0U,8. 

HOUSTON, D. 
HOUSTON, M. D, 
HOUSTON, R, W. 
H0VI8, J. B. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


0307060285* 50-331 P 
8307060293* 50-33.1 P 
8307060313* 50-331 P 
8307220219 50-133 R 
8307200290* 30-309 4 


8307120501 

8307060411* 

8307280297* 

8307120239* 

8307190444* 

8307190491* 

8307200412* 

0307140476* 

8307290037 

8307220308 

8307250367 

8307250367 

8307120176* 

8307060136* 

8307080450* 

8307130335 

8307070112 

8307070467 

8307150392 

8307200466 

8307130333* 

8307140528* 

8306290603* 

8307200231 

8307250124 

8307250690 

8307270485 

8307190228 

8307190220 

8307250356 

6307250356 

8307290110 

8307290110 

8307060086 

8307110160 

8307140053* 

0307140200* 

8307220220* 

0307060200 

8307110149* 

0307120160* : 

8307290520 
63072S0S34 ! 

8307IB019I ! 

0307220131 I 


50-329 A 
PR 

71-9162 

71-9163 

71-210 

90-4S4 A 

CONTRACT 

PR 

50-400 A 
50-400 A 

CONTRACT 
CONTRACT 
50-445 e 
50-449 9 

90-446 9 


50-537 T 
TOPREP 
50-416 P 
90-373 S 

haste'mot 


50-289 

50-239 

P 

P 

HQVIS, J. B. 
HOWARD, 0, L. 
HOWARD, *0 L 

8307220131 

HASTE MOT 

CONTRACT 

8307070134* 

90-237 

P 

CONTRACT 

HOWE.P.w! 

HOWE. P. W. 

8307180147# 

90-237 

p 

90-269 

P 

8307190042 

8307260034 

90-324 

90-324 

a 

F 

50-490 

M-IO 

0 

Q 

HOWE, P. W. 
HOWE.P, W. 

HOYLE, A. 

HOYLE, J, 

HOYT, H. F. 

8307260460 

90-324 

V 

SO-341 

Q 

0307260490 

90-324 

P 

90-237 

Q 

8307250637 

CONTRACT 

90-266 

G 

0307110387 

PH 




8307060394 

90-443 

G 

90-346 

90-331 

0 

Q 

HDYT.H, F, 

HOYT, H. F. 

HOYT.H. F. 

HOYT, H. F. 

HOYT, H, F. 

8307080496 

90-443 

G 

90-454 

0 

8307130801 

90-443 

0 

90-10 

Q 

8307130290 

90-443 

0 

90-454 

0 

8307200107 

90-443 

G 



8307220363 

90-443 

G 

90-247 

90-247 

8 

S 

HOYT, H. F. 

HQVT, H. F. 

HOYT, H. F. 
HUBACEK. W. G. 
HUBBARD, 0. T. 

8307260246 

90-443 

0 

90-247 

6 

8307290066 

90-443 

0 

90-247 

90-247 

8 

S 

8307290150 

S3072S02S0* 

8307120236* 

90-443 

90-498 

QA999 

0 

A 

90-142 

90-148 

T 

0 

HUBBARD, 0, T. 
HUDSON, 0. 

HUDSON. 6. 

HUDSON, 8. 

HUDSON, 6. D. 

8307290147* 

0A999 


90-142 

50-142 

XPORTLIC 

G 

0 

8307290690* 

8307010011 

8307060149 

8307140319* 

90-263 

90-293 

90-271 

90-220 

F 

8 

8 

G 

XPORTLIC 

70-57S 

XPCWTLIC 


HUDSPETH, J. ft. 
HUDSPETH, J. B. 
HUETER, L. J, 
HUBTEH.L. J. 
HUGHES. P, 0. 

8307 180319* 
8307290699* 

90-348 

90-340 

F 

F 

XPORTLIC 

50-275 

R 

8307060108 

8307120280* 

8307120249 

90-331 

50-315 

50-308 

Q 

0 

8 


HUGHES, P. 0. 
HUGHES, M. R. 
HUKILL, H. 0. 
HOKILL, H. D. 
HUKILL, H. D. 


8307B90IS4 
8307120377* 
8307090149 
8307090194* 
33071 10436 



ACCESSION 

NUMBER 


6307120093* 

6307130227* 

6307190323 

83071B009B 

8307190149 

6307190238 

6307190231* 

8307190239 

8307210049 

8307220182 

B307S&0909 

6307270031 

8307270318 

8307120176* 

8307120197* 

6307120414* 

8307120430* 

6307120931* 

8307190006 

8307280288* 

8307080229 

6307140133* 

6307060284* 

8307120SB4* 

8307090117 

8307070083 

6307200190 

8307080200 

8307110832 

6307290109 

8309370843* 

8307120193* 

8307080632* 

8307220093 

8307140903 

6307140920 

6307180398 

8307220944 

8308190363 

6308190363 

6307090288 

6307080992 

8307080802 

8307290920* 

8307110280* 

8307290029 

8307290937 

8307110278* 

8307280009* 

8307220401 

8307280974 

8307090028 

8307080328* 

8307050280 

8307110081 

8307120487 

8307270222 

0307090109 

8307120224* 

B307190307 

8307280229* 

8307280498 

8307090933 

8307110903* 

8307180107* 

8307140073* 

8307140291* 

8307210201* 

8307220037* 

8307220493* 

8307280189 

8307180087* 

8307130317* 

8307190192* 

8308240037* 

8307210108* 

8307080342 

8307080390* 

8307080439 

8307080440* 

8307080449 

8307080492* 

8307270470 

B3072704B2 

0307120990 


PERSONAL AUTHOR INDEX 


435 


SUBJECT 

CATEOORV 

AUTHOR 

ACCESSint 

NUMBER 

SUBJECT 

CATEGORY 



JOHANSEN. E. 

6307260400 

90-344 

J 



JOHNSON. A. R. 

8307120293* 





JOHNSON. 6. 

8307260309 





JOHNSON. 6. D. 

8307090140 



90-289 

P 

JOHNSON. 6. D. 

6307080190 





JOHNSON. 6. D. 

8307080481 

90-299 

S 



JOHNSON. 6. 0. 

8307190012 





JOHNSON. E. 0. 

8307190209 





JOHNSON. B. D. 

8307200291 

90-295 


90-289 

R 

JOHNSON. C. R. 

83Q72B0433 





JOHNSON. F. R. 

8307220399* 

50-288 

P 



JOHNSON. 0. E. 

8307110296 





JOHNSON. O. E. 

8307110264* 





JOHNSON. G. E. 

8307110273* 

90-413 


90-937 

T 

JOHNSON. G. E. 

8307110289* 





JOHNSON. 6. E. 

8307110297* 

90-413 

0 



JOHNSON. 0. E. 

8307280032 





JOHNSON. H. V. 

8307190137 

NUREO 




JOHNSON. J- 

8307010011 



90-298 

Q 

JOHNSON. J. 

8307140409* 





JOHNSON. J. 

8307280449* 

50-293 

Q 



JOHNSON. M. K. 

8307290092* 





JOHNSON. P. H. 

8307060416* 





JOHNSON. P.H. 

8307120970* 

90-928 


PR 


JOHNSON. R. G, 

9307260479 

90-283 




JOHNSON. R. 0. 

8307260479 

90-283 

J 



JOHNSON. T. C. 

8307290949 

HASTE HOT 



JOHNSON. H. D. 

8307060019* 





JOHNSON. W. D. 

B307060040* 

30-289 


NUREO 


JOHNSON. W. 0. 

8307060291* 





JOHNSON. W. D. 

8307120013* 

90-482 

Q 



JOHNSON. W. D. 

8307120074 





JOHNSON. W. D. 

8307120247* 

90-313 



JOHNSON. U. D- 

B307120497* 



TOPREP 


JOHNSON. U. 0. 

0307120498* 





ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

JUNGE. hi. A. 

B307110427 

50-317 ! 

JONGEi M. A. 

8307180193 

50-310 ! 

JUNGE. H. A- 

8307210287 

50-317 ! 

JUSTUS.P S. 

8307220087 

WASTE MGT 

JUSTUS. P. 8. 

8307220098 

WASTE MGT 

JUSTUS. P. S. 

8307220103 

WASTE MGT 

JUSTUS. P. S. 

8307220192 

WASTE MOT 

KABADI. J. N. 

8307030323* 

TOPREP 

KAKU> H. 

3306170403 

50-142 

KALEEL. R. J. 

3307120018 

NUREG 

KALIVIANAKIS, N. 

33071 10081 

90-294 i 

KALIVIANAKIS. N. 

3307130219 

50-254 > 

KALIVIANAKIS, N. 

8307220234 

90-254 ! 

KALIVIANAKIS, N. 

3307220258 

50-289 i 

KALMAN. 0. 

8307110396* 

90-320 < 

KALMAN, 0. 

8307290413* 

50-320 ( 

KALMAN, K. 

8307210001 

90-373 1 

KALMAN. K. 

3307210148 

90-373 ! 

KALMAN. K. 

3307270190 

WASTE MOT 

KALMON. K. J. 

3307080331 

50-373 1 

KAMENARi P. 0. 

3307280104 

FOIA 

KAMENtC, M. 

8307130329* 

50-494 , 

HAMMER. D. 8. 

3307280207 

50-327 1 

KAMMER. D. S. 

3307280270 

90-259 i 

KAMMER, D. S. 

3307280297 

50-390 , 

KAMMER. D. S. 

3307270038 

50-327 1 

KAMMER, □. S. 

8307270178 

50-438 1 

KAMMER. 0. S. 

8307230370 

50-298 1 

KAMMER, 0. S. 

8307290109 

90-259 1 

KAMMER. 0. S. 

8307290146 

90-390 1 

KAMMER, D. S, 

8307290191 

90-390 . 

KAMMER. 0. S. 

8307290208 

90-299 1 

KANAi 0. 0. 

8307080388* 

TOPREP 

KANE. J. 

8307220419* 

90-382 

KANE. J 

6307250398* 

50-329 


REVIEW OBP 
rOPREP 
90-299 S 
90-322 0 

90-322 0 


JOHNSON. W. D. 
JQHNaON. W. D. 
JOHNSON. U. P. 
JOHNSON. W. P. 
JOHNSRUO. J.H. 


e307i20923> 
83071 90079* 
8307060203 
8307190142 
830709009? 


90-285 Q 
50-289 Q 
90-443 e 
90-443 K 
90-412 e 


KANOAi B, H. 
KANOAi B. K. 
KANOA. B. K. 
KANOA. 8, K. 
KANGA. 8. K. 


8307010099 

8307010117 

8307070149 

8307080008 

8307080229 


50-320 S 
50-320 Q 
90-320 P 
50-320 P 
90-320 R 


90-322 0 

NUREO 
NUREO 
CONTRACT 
90-413 0 


jaHNSTON.H-V. 
JONES. C. 
JONES. C. R. 
JONES. C. R. 
JONES. C. R. 


8302040962* 

8307120482 

8307260221 

8307260230 

8307260410 


90-387 P 
90-289 O 
90-298 P 
90-298 P 
90-298 H 


KANOA. B. H. 
KANOAi B. K. 
KANOAi B. K. 
KANOA. B. K. 
KANOA. 6. K. 


8307110441 

8307110448 

8307120004 

8307190199 

8307180168 


50-320 6 
90-320 8 
50-320 P 
90-320 P 
30-320 P 


&0-4i3 

A 

JONES. D. W. 

8307140377* 

70-1201 

90-413 

£ 

JONEB, V. H. 

8307200195* 

90-280 

50-461 

Q 

JONES. V. H. 

8307200197* 

90-280 

50-329 

0 

JONES. V. H. 

8307220389 

90-280 

50-409 

8 

JONES, U. C. 

8308160022* 

90-289 

50-409 

5 

JONES. M. C. 

8307060098 

50-285 

50-409 

0 

JONES, W. C. 

8307080423 

90-289 

>«n.9ta9 

n 

JONES. W. C. 

83O71204S4* 

90-269 

IJAfiTE MOT 

JONES. W. C. 

8307120469* 

90-289 

WA0TE MOT 

JONES. U. C. 

0307180162 

90-»9 



JONES. U. C. 

S30719012S 

90-269 

WASTE MOT 

JONES. W. C. 

S3Q7190198 

90-389 

LJACSTC Mi^T 

JONEB. W. C. 

6307220416 

90-289 

7ft- 1 1 43 


JONES, W. C. 

6307290426* 

90-285 

/V i * 

CONTRACT 


JONES. W. C. 

6307260143 

90-289 

go-272 

Q 

JONES. U. C. 

6307260179 

50-2B9 

90-31 1 

3 

JONES. U. C. 

6307270336 

50-289 

XPDPTLIC 


JORDAN, D. B. 

8307070090 

90-456 

50-271 

0 

JORDAN, D. B. 

8307070096 

90-436 

90-2B2 

Q 

JORDAN. E. L. 

6308270401 

50-3 

50-413 

0 

JORDAN. E. L. 

6308270404 

50-3 

50-389 

Q 

JORDAN. E. L. 

6307280294 

90-329 

50-395 

0 

JORDAN, H. 

6307130326* 

90-494 

50-309 

(3 

JORDAN. H. 

6307130331* 

90-494 

50-390 

Q 

JORDAN. W. B. 

6307070101 

PR 

40-B03S 


JORDAN. U. H. 

6307080461 

90-449 

50—373 

0 

JORDAN. W. S. 

8307070189 

PR 

50—4 54 

A 

JORDAN. W. S. 

8307280337 

90-443 

50—1 13 

0 

JORDAN. H. S. 

3307280337 

90-443 

50-373 

p 

JORDAN. W.S. 

8307280399 

90-443 

PftT A 


JORDAN. H. 8. 

B3D7280399 

90-443 

1 U i 

90—922 

0 

JORDAN. U. 8. 

83G72609» 

90-443 

90—922 

0 

JORDAN. H. 8. 

8307280938 

90-443 

90—922 

0 

JOYNER. J. 

33070901 12 

I«t£ 

90-522 

0 

JULIAN.C. 

3307140141* 

50-250 


0 

JULIAN.C. 

B3Q71401 94* 

90-339 

9U 

n 

JULIAN. C. 

8307220267* 

90-338 

WASTE MOT 

JULIAN. C- A. 

S307140418* 

90-339 

UAcarr MftT 

JUNGE. M. A. 

8307010124 

90-310 

50-298 

8 

JUNGE. M. A. 

83070101 42 

30-317 



KANOA. B. K. 

0307180178 

50-320 

S 

f) 

KANOA. B. K. 

3307180332* 

50-320 

F 


KANOA. B. K. 

B307190017 

71-6771 


j) 

KANOA. 8. K. 

8307190119 

50-320 

P 

r 

KANOA. 8. K. 

S307200164 

50-320 

P 

P 

KANOA. 8. K. 

6307210202 

30-320 

S 

<1 

KANOA. G. K. 

S307220927 

50-320 

8 


KANOAi G. K. 

8307220537 

50-320 

S 


KANOA. B. K. 

0307220950 

50-320 

S 

Q 

KANOA. 8. K. 

8307220956 

50-320 

8 

J 

KANOA. 8. K. 

6307220965 

90-320 

S 

D 

KANOA. B. K. 

8307290331 

90-320 

P 

a 

KANOA, G. K. 

6307290454 

90-320 

P 

Q 

KANOA. B. K. 

8307260474 

50-320 

P 

P 

KANOA. B. K. 

8307260397 

SO-320 

P 

P 

KANOA. B. K. 

8307260447 

90-320 

0 

Q 

KANNINEM. M. F. 

8307120009 

NUREO 


A 

KANNINEN. M. F. 

8307120012 

NUREO 


A 

KARMANi M. 

8307280024 

50-261 

0 

Q 

KARR. J. E. 

8307110168* 

30-537 

T 

Q 

KASBNER. 0. 

8307 110423 

90-304 

8 

o 

KASSNER. T. F. 

8307090133 

NUREO 


A 

KATAOKAi t. 

8307080592 

NUREO 


A 

KAUFMAN. P.H. 

8307060397 

90-275 

0 


KAUFMAN, P.H. 

S307130074* 

50-275 

O 

G 

KAUFMAN. P. H. 

0307150361* 

30-275 

0 


KAYE. J. A. 

G3D7180212* 

50-322 

R 

Q 

KAYSER, U. V. 

0307010197* 

50-282 

P 

0 

KAZA.A, N. 

8307190165* 

50-335 

P 

0 

KEATING. D. E. 

8307080292* 

90-341 

Q 

G 

KEATINO. D. E. 

0307140226* 

90-946 

Q 

0 

KEATINO. D. E. 

8307210149* 

90-461 

a 

0 

KElKtO. R. 

8307U0473 

50-277 

8 


KEIHIO. R. 

8307130007 

90-289 

S 

G 

KEIMIO. R. 

8307210124 

90-277 

s 

G 

KEIHIO, R. 

6307280333 

50-219 

6 

0 

KEIMIOrR. R. 

8307010009* 

50-410 

Q 

0 

KEISER.H. W. 

8307010031 

90-387 

8 

s 

KEISER. H. W. 

8307010054 

50-387 

S 

s 

KEISER.H. M. 

8307010069 

50-337 

S 
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A'CtajlON 

MjX3Eft 

sivTiruzis 

e>jMI227j 

S3v7II0436 

e5v7i:o-«42 

e30?i;C443 

t53<371S0J30 

B307lSC2fc4 

63O72Z0;?V 

eKTJiaais 

e307:j33i9 

02<:7:ici43'9 

a:3iJ7sac?9i 

a3070llX:46 

Q307010C40 

S30rc;-313=3« 

S30rZ4C<r9g 

S3O7CS0iC4 

Q307C:0104 

e.'307ja0C'B9 

B3C7I?a2i2 

03O7:;o3i3 

e3071S0:97» 

0307220271 

6307010047* 

a’.30722.>07s 

630 7260531* 
6307040291* 
B307040040* 
6307240264* 
6307220231 

B307260S47 

8307130092 

8307220496 

8307270240. 

8307080332* 

8307120216 
8X7120484 
8307120 X0* 
8X713-XI9 
0X72X316 

0X7260406 

8X7260472 

8X72X288 

8X7280463* 

8X7290312 

8X7130124 
8X71X094 
8X7220411* I 
8X7290110* 1 

8X72X311* i 

8307260331* • 

8X706X69 ‘ 

8X701X23* 
aX7J20464* 5 

8X7120472* 3 

SX7223I76 « 

0Xr29O32S 5 

8X71X310 p. 

8X3240296 Si 
0X7OMIOI 5( 


SX70X1B4 

8X7060099 

eX7C®027S 

8X7110131 

8X7110532 

8X7180073 

8X7250470 

8X7260464 

8X7280322 

8X7290446 

8X7200068 
8X7150155 
8X 720025? 
8X7110345 
0X7150014 

8X7110070* 

8X7110147* 

8X7180415 

8X7180416 

8X7190026* 

8X7250533 

8X7250535 

8X70X120 

8X7070520 

8X7190445 


SUBJECT 

CATECORy 


ACCESSION 

NUMBER 


SUBJECT 

CATEOOBy 


X-X9 f 
50-275 £ 

50-275 fl 
WASTE HOT 
X-277 P 


70-1201 

X-2950 

TO-2963 

70-2903 

70-2943 

ACRS 

ACflS 

M'Xl s 

“’ORTI.IC 

780Rn.Ic 


KIMBRELL.H. 
KIHERELL. H. 
KIK^.O. 
KIN.U. W 
KINCAtO.R. H 

KINO, N. 

KINS. S. E. 
KINO. T. L. 
KINO. T. L- 
KIW 8 . T. L. 

KINO.T. L. 
KIMe,T.L. 
KINO. T. L. 
KINHEKAN. J. 
KINNEHAN, J. 

KtNNEV.M. U. 
KINNEV.W, W. 
KINTNEB, L. L. 
KIPP, T, R. 
KIRK. H.F. 

KIRK.U.F. 
KIRXH.O. F. 
KtRSCH, D. F. 
KIRSCH, D. F. 
KISH, J. H. 

KISH.U.N. 
KISTER. H. 
KI 8 TER.H. 
KISTER. K. 
KISTER, H.B. 

KISTER, H.e 
KISTER. H.B. 
KISTER. H. B 
KISTER. H.B. 
KISTER. H. B 


50-392 

s 


50-352 

A 

KISTER. H.B 

90-392 

Q 

KISTER, H.B 

M-352 

9 

KLEIN, T. J. 

50-352 

A 

KLEINSOflOE.W 
KLIfC, J.H. 

90-352 

A 


50-392 

A 

KLINE.U. R. 

50-352 

Q 

KLINOLER.O 

50-352 

Q 

KLINOLER.e 

I1.E 


KLINOLER.O. 

kniceley.u.h. 

90-255 



50-470 

A 

kniceley.j.r 

50-329 

A 

KNIOHTON.e 

50-329 

A 

KNIGHTON, O.M 

50-286 

0 

KNIOHTON.O, II 
KNIOHTON, 8 . l|. 

90-298 

Q 


50-X7 

S 

KNIOHTON.O. 11 

50-X7 

Q 

KNIXTON, e.W 

50-X7 

Q 

KNIOHTON, 0 U 

90- X7 

Q 

KNIOHTX.O-W 
KNIOHTON.O. M. 

50'X7 

R 


50-X7 

s 

KNIOHTM.O H 

PR 


KNIOHTX, e.M 

50-237 

Q 

KNIOHTON . 0 W 

50-329 

H 

KNIOHTON, 0. H 
KNioHrm, e. u. 

50-329 

H 


90-341 

Q 

KNIOHTON.O H 

50-3 M 

0 

KNIOHTON. 0 U 

50-299 

s 

KNIOHTON.O M 

50-461 

A 

KNOP.R.c 

KHOP, R, c. 


KNOP.R.c. 
KNOP.R. c 
KNOP.R.c 
KNOP.R.c 
kmjrr, j. e. 

KNOns. J B 

wxtts.j.b' 

KNUBEL, J 
KO, J. D. 
WXNIO.E. C. 

KDESTER, 0. 1 . 
KOEBTEH.O L 
KOESTER.O l’ 

koester.o l' 

KDESTEH, 0. L.’ 

koester.o l 

KOESTER, © L 

koester.o l 
koester.o t’ 

KOESTER. 0 L 


SX713032a> 90-454 

S307I3033I* 90-454 

8X7110061 90-254 8 

8307150128* X-S93 P 

83072901 ie« 30-329 


BM7I90397 

8307190147 


KOESTER.O. L. 
KOESTER. 0. U. 
KOESTER. 0. L. 
KOESTER, 0. 
KOESTER.O, L. 


8307220635 

8307060007 


8307280442* 

8307060149 

8307220160 

B30728043S 

8X7010005* 


8307220179 

8307290487 

8307110762 

83071400BB* 

8307140430 

8307280223 

8306280432 

83070X114 

8307190321 


NUREO 


KOESTER, 0. L. 

NUREO 


KOESTER, 0. L. 

X-337 

T 

KOESTER, 0. L. 

50-537 

T 

KOESTER.O. L. 

50-937 

T 

KOHN, R. 

30-537 

T 

KOLB, 0. J. 

30-937 

T 

KOLB. L. E. 

X-937 

T 

KOLB, L. E. 

I 6 E 


KOLB, L. E. 

40-672 


KOLB.L.E, 

30-166 

0 

KOMORIYA, H. 

90-199 

a 

KOMORIYA.H. 

30-3SB 

A 

KONKLIN, J. E. 

50-329 

A 

KONKLIN. J. E. 

70-371 


KOOF, A. R. 

70-371 


KOSLA. 0. M. 

30-133 

3 

HOST. E. 0. 

90-273 

0 

KOST, E. 0. 

90-361 

0 

KOVACK, T. J. 

90-202 

a 

KRAFT, D. C. 

X-440 

a 

KRAUSE. D. F. 

90-271 

s 

KRAUSE, 0. F. 

X-244 

Q 

KRECHTINO, J. E. 

90-311 

s 

KRECHTINO, J. £, 

90-410 

Q 

KRICH, R.M. 

SO-410 

0 

KRIMM.R. M. 

90-M3 

Q 

KRIMM, R.H. 

90-220 

0 

KRIMM.R. H. 

30-244 

Q 

KRONZEK, A. L. 

90-247 

0 

KRUEOER.J. E, 

30-3X 

s 

KRUO, E. P. 

50-311 

Q 

KRUO, H. 

40-0904 


KRUSE, L.M. 

50-230 

a 

KUCZYNSKI.L, A. 

X-440 

0 

KUCZYNSKI.L. A. 


80-483 0 
SO-496 6 
80-482 0 
30-382 Q 


8307080262* M-10 

8307180112* 50-282 

8X7090399 M-27S 

^7090369 90-279 

8307070226 90-928 

8307070427 50-52B 

8307070437 S0-52S 

83070W637 X-X8 
^7080646 90-3B9 

8307140152 M-335 

8X7190043 »-3a9 

^719X90* 90-389 

^7190411 M-361 

8X7200473 go-al, 
8X72X498 X-4I3 

83072X903 |S-M2 

8X7220113 90-8M 

8X729X98 M-4^ 

8X72X192* ^273 

8X7110268 ^|Ir 
8X7110424 

8307180003 U-4S4 

8X7180X7. X-494 

8X71X132 M-AM 
8X7X0392 IS-aH 
8X711X43. ttslt 

8X70X117 PR 
8X7070140 PR 
8307260432 gS-3,, 

8X7210036* 90-4M 

8X7220X4 ^4?® 

83O7050OX X-ARs 
8X7090X7 x-4lf : 

8X7090113 tLtU 
?X709O219 Ins 
8X706X77 ^11 I 

83071X476* go-Afio 

i: 

ssjis. ds 


kuczynski.l.a 

KUCZYNSKI.L, A 
KUCZVNSKI.L. A, 
KUCZVNBKI.L.A. 
KUCZYNSKI.L. A. 

KUHRTZ.S, 0 , 
KULCHAK, R, D. 
KULP.C, J, 
KUNCHO, A. 
KUNCHO.A, 

KUNCL.L.O, 
KUNCL. L, 0, 
KUNKUB, 0. L. 

kupperman. d, a 

LABAROE. F. 

LACEY. W. 8 , 
LACEY, H. B. 
LACEY, W. 8 . 
LACEY, M, B, 
LACEY, H. a. 

LACEY, H. 8 . 

LADUM, R. H. 
LAFLAMME, 8 , J 
LAFLAMME, 8 . d 
LAOIEHSKI.J. 8 , 

laoiehski.j, a 

LAORANOE, fi.o 
LAINAS, 0 . c. 
LAINAS, 0 , c 
LAINAS, 0, C, 

LAINAS, 0 . c 

landau, M. 

LANDERS, D F 
LANDERS, D, F 
LANDERS, D. F. 

landers, D. F 
LANDORAF.L, C 
landsman, R 
landsman, R. d 
landsman, r. n! 

landsman, R. d 
lane, r. e. 
lane, R.E, 
lankbbury.r, D 
LANPHER.L, c 


ACCESSION 

NUMBER 

0307190110 

8307220487# 

0307290315 

0307290322 

83O72903B0 

0307290493 

0307260382 

0307290178 

0307290392 

8306170403 

0307150369 

0307120196 

0307120260 

0307220256 

0307250201 

0307120047 

0307130094 

0307110430* 

0307100137* 

8307270102* 

0307110070* 
0307070101* 
0307100130* 
0307 1 20060* 
0307120553 

0307090019 

0307090090 

0307090134 

0307100194 

8307120044* 

0306240439* 
0307190167 
0307190173 
0306090302 I 
0307120333* | 

0307140291* ! 

0307220037* ! 

0307060204 • 

8307010031 ! 

0307010094 • 

83071B0230 9 

0307220176 9 

8307220319 9 

0307220499 5 

0307200201 5 . 


buojeci 

cateobry 


8307250443* 

8307270300* 

0307070036 

0307190247* 

0307190247# 

0307100056 

0307200073 

0307100222* 

0307090133 

0307180395 

8307010136 

0307110412 

0307110446 

0307100170 

0307220277 

0307220443 

0307200173 

0307110299 

8307120082 

0307010076 

0307120144 

8307190201* 

0304200163* 

8307060470 

0307060407 

0307070446 

0307150155 

0307010091 

0307010176 

0307010179* 

0307290160 
0307010169 
0307060340 
0307140344* I 
0307250470 : 

0307260004* ! 

0307200183 * 

8307200199 ■ 

0307140422* a 
0307000209 5 


40-06 
NA 8 TE MOT 
50-412 A 
50-443 0 

50-443 0 
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AUTHOR 

ACCE8B10N 

NUMBER 

SUBJECT 

CATECORY 

LANPHER. L.C. 

8307320397 

90-322 

0 

LANPHERi L. C. 

8307320357 

90-322 

0 

LARIZZA.O. F. 

0307380366 

90-244 

8 

LARSON. C.E. 

B3070B0363 

90-263 

R 

LARSON. C.E. 

8307380393* 

50-263 

Q 

LARVIE.F. 

8307370300* 

WASTE MOT 

LATHAM. K. L. 

B307060167 

SO-322 

0 

LATHAM. K. L. 

8307190399 

90-322 

0 

LATHAM. 8. 

8307200210 

90-322 

0 

LATHAM. B. B. 

8307090180 

90-322 

0 

LATHAM. 8. B. 

6307090180 

SO-322 

0 

LATHAM. S.B, 

B307070803 

90-322 

0 

LATHAM. 8. B. 

0307390199* 

SO-322 

0 

LATIMER. P. a. 

8307390911 

NUREO 


LAUOE.L, 

8307390370* 

71-6400 


LAUER.R. J. 

B307190293 

90-329 

T 

LAUER. R. J. 

B307190392 

90-329 

T 

LAUER. R. J. 

8307320391 

90-329 

T 

LAUER.R. J. 

8307220391 

90-329 

T 

LAURENBOH. J. A. 

8307110319 

90-322 

0 

LAUREN80N. 0. A. 

B307H0A6B 

90-142 

0 

LAURENSON. J- A. 

8307230366 

90-322 

0 

LAURENT. N. N. 

8307320337 

90-29 

8 

LAURENCE. M. J. 

B307230S4B* 

WASTE MOT 

LAZARUS. U. J. 

0307010047* 

90-309 

Q 

LAZARUS. H. J. 

8307830179 

90-333 

8 

LAZQ.L. 

B307330043 

90-412 

A 

LAZOiL. 

8307330046 

90-412 

A 

LAZO.R.M. 

8307120972 

90-929 

0 

LAZO. R.M- 

8307380164 

70-29 


LEAHV. M. 

B307230360 

90-249 

8 

LEAVER. D. e. 

9307190301 

PR 


LEDDICK. R. 8. 

8307190303* 

90-908 

Q 

LEOOERWOOD.R. K. 

8307220240* 

WASTE MOT 

LEE. J. 

0307090071 

90-289 

0 

LEE. J. 

8307140493 

90-289 

0 

LEE. J. 

8307310292 

90-209 

H 

LEE. J. 

8307210294* 

90-289 

K 

LEE. J. 

8307290I3Q 

90-289 

0 

LEE.U. C. 

8307220039 

ACRS 


LEE.O. R. 

8307120408 

90-267 

0 

LEECH. P. 

8307190399 

90-339 

P 

LEMPOES. T. E. 

8307010033 

90-220 

0 

LEHPCES, T. E. 

8307010194 

90-220 

a 

LEMPOES. T. E. 

S3071 10263 

90-220 

S 

LEMPOES. T. E. 

8307110369 

50-220 

a 

LEMPOES. T. E. 

8307190014 

90-220 

a 

LEMPOES. T. E. 

8307190080 

90-220 

R 

LEMPOES. T. E. 

8307190119 

90-220 

a 

LEMPOES. T. E. 

8307220329 

90-220 

E 

LEMPOES. T. E. 

B307290438* 

90-220 

G 

LEMPOES. T. E. 

8307260199 

90-220 

F 

LEMPOES. T. E. 

8307280389* 

90-220 


LENAHAN. J. J. 

8307140196* 

90-290 


LENTtNE. F. 0. 

8307010103 

90-299 


LENTINE. F. 0. 

B3071203B1 

90-494 


LENTINE.F, 0. 

8307120391 

90-299 


LENTINE, F. 0. 

8307280379 

90-299 


LESSOR. L.C. 

8307260397 

90-298 


LE5SY.R. P. 

8307070016 

90-443 


LEB8Y, R-P, 

8307190190 

90-443 


LE66Y.R. P. 

8307190276 

90-443 


LETSCHS, K. J. 

8304290048* 

90-322 


LET8CHE. K. J. 

0304290048* 

90-322 


LETSCKE, K. J. 

8307090266 

90-322 


LETBCHE, K. J. 

8307120390 

90-322 


LETSCHE. K. J. 

8307120390 

SO-322 


LETSCHE, K. J. 

8307120390 

90-322 


LETSCHE, K. J. 

8307120390 

90-322 


LETSCHE. K. J. 

8307120390 

90-322 


LETSCHE, K. J. 

8307120367* 

50-322 


LETSCHE, K. J. 

8307120367* 

90-322 


LETSCHE, K. J. 

8307290194 

90-322 


LETSCHE. K. 0. 

8307290194 

90-322 


LETSCHE. K. J. 

8307290194 

90-322 


LETSCHE. K. J. 

8307290154 

90-322 


LBT9CHE.K. J. 

8307290194 

90-322 


LETSCHE. K. J. 

8307290199* 

50-322 


LETBCHE. K. J. 

8307290199* 

90-322 


LEVI.R. P. 

8307190172 

ADVCM 


LEVIN. H. A. 

8307210225 

90-329 


LEVIN, H. A. 

8307210233* 

90-329 


LEVIN. H. A. 

8307210291 

90-329 


LEVIN. H. A. 

8307210296* 

90-329 


LEVINE. D. L. 

8307190039# 

71-9992 


AUTHOR 

ACCES81CW 

NUMBER 

SUBJECT 

CATESORY 


LEVINE, J. H. 

8307090078 

90-360 

B 

LEWIS. M. 

8307190127 

90-352 

G 


8307190183 

PR 


LEWIS. H. I. 

8307190233 

NlfflEO 


LEWIS. N. D. 

8307110469 

PR 


LEWIS. K. D. 

8307280031 

W«TE MOT 


LEWIS. N. D. 

8307280036 

WASTE MOT 


LEWIS. N. 0. 

8307280049 

WASTE MOT 


LEWIS. N. D. 

8307280096 

HASTE MOT 


LEWIS. N. D. 

8307280098 

WASTE MOT 


LEWIS. N. D. 

83072B0067 

HASTE MOT 


LEWIS. N. D. 

8307280077 

WASTE MOT 



8307280097 

HASTE MOT 


LEWIS. N. D. 

8307280103 

WASTE HOT 


LEWIS. N.O. 

8307280109 

WASTE MOT 


LEWIS. N. D. 

8307280113 

W<^7E MOT 



8307280119 

WASTE MOT 


LEWIS. N. 8. 

8307280139 

HASTE MOT 


LEWIS. N. D. 

8307280149 

WASTE MOT 


LEWIS. N. 0. 

8307280198 

HASTE HOT 



B307280162 

HASTE MOT 


LEWIS. N. D. 

8307280171 

HASTE MOT 


LEWIS. N. D. 

8307280192 

WASTE MOT 



8307280197 

WASTE HOT 


LEWIS. R. C. 

8307090198 

90-416 

0 

LEWIS. R. C. 

8307090173* 

90-416 

0 

LEWIS, R.C. 

8307060287 

90-321 

0 

LEWIS. R.C. 

8307140094 

90-348 

Q 

LEWIS. R. C. 

8307140062 

90-299 

Q 

LEWIS. R. C. 

8307140068 

90-880 

F 

LEWIS. R.C. 

8307140093 

90-416 

F 

LEWIS. R.C. 

8307140112 

90-389 

a 

LEWIS. R.C. 

8307140169 

90-364 

0 

LEWIS. R. C. 

8307140189 

90-369 

Q 

LEWIS. R. C. 

8307140219 

TOPREP 


LEWIS, R.C. 

8307140216 

TQPREP 



8307140218 

90-369 

P 


8307140223 

90-280 

Q 

LEWIS. R. C. 

8307140227 

50-389 

Q 

LEWIS, R. C. 

8307140229 

90-250 


LEWIS, R.C. 

8307140231* 

90-280 

0 

LEWIS, R. C. 

8307140239 

90-400 


LEWIS. R. C. 

8307140246 

90-302 

Q 


8307140292 

90-269 

F 

LEWIS. R.C. 

8307140294 

90-424 

A 


8307140237 

90-369 

F 

LEWIS. R. C. 

8307140263 

TOPREP 


LEWIS. R. C. 

8307140266 

90-416 



8307140269 

90-299 


LEWIS. R.C. 

8307140273 

90-399 


LEWIS. R.C. 

8307140283* 

90-3B9 

Q 

LEWIS. R.C. 

8307140292 

90-321 

Q 


8307140336 

90-269 


LEWIS. R.C. 

8307140340 

90-327 

Q 

LEWIS. R.C. 

8307140393* 

90-327 



8307140399 

30-321 

P 


8307140360 

90-299 

Q 

LEWIS. R. C. 

8307140367 

90-416 



8307140376 

90-321 


LEWIS. R. C. 

8307140392 

90-261 

0 


8307140393 

90-335 

Q 


8307140402 

50-399 



8307140408* 

90-339 



8307140414 

90-302 

Q 

LEWIS, R. C. 

8307140467 

90-321 



8307 140473* 

50-321 

Q 


8307220001 

90-261 



8307220003* 

30-261 



8307220039 

90-399 


LEWIS. R.C. 

8307220068* 

90-399 

Q 


8307220204 

90-324 

Q 


B307220273* 

30-399 

Q 


8307220294 

90-324 



8307220333 

90-400 

Q 

LEWIS, R.C. 

8307220340* 

90-400 



8307220449 

50-261 

<3 


9307220464 

90-399 



8307220468* 

90-261 



8307220328 

90-299 

Q 

LEWIS, R.C. 

8307220932* 

S0-43S 



B30722093B* 

90-299 

0 

LEWIS. H. C. 

8307220948 

90-399 



8307220997* 

90-399 


LEWIS. R.C. 

8307220962 

90-324 

0 

LEWIS. R.C. 

8307220969* 

90-324 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

LEWIS. S. H. 

LIANG. C. 

B30706049S 

8307130120 

90-393 

TOPREP 

0 

LICITRA. E, A. 

8307090498 

50-926 

F 

LICITRA. E. A. 

3307220109 

90-400 

F 

LICKUS. R. M. 

3307200274* 

50-299 

0 

LIDEN. E. A. 

3307070057 

90-272 

F 

LIDEN. E. A. 

B307130299 

90-311 

S 

LIDSN.E. A. 

8307130276 

90-272 

8 

LIDEN. E. A. 

B307200004 

90-272 

F 

LIDEN. E. A. 

B307200067 

90-272 

P 

LIDEN. E. A. 

8307210037 

90-311 

P 

LIDEN. E. A. 

8307210104 

90-272 

P 

LIDEN. E. A. 

6307290427 

90-272 

P 

LIDEN, E. A. 

6307290449 

90-272 

F 

LIDEN, E. A. 

6307270402 

50-272 

P 

LIDEN. E. A. 

B307270416* 

90-272 

Q 

LIDEN. E. A. 

S3072901BO 

90-272 

P 

LIEBERMAN, J. 

6307130236 

90-398 

0 

LIHOU. H. 

6307220298 

SO-269 

8 

LIMAYE, G. S. 

LIME, J. F. 

6307120377* 

6307250109 

90-528 

NUREO 

a 

LIMOGES. C. 

0307220279 

90-247 

s 

LIN. D. L. 

LIND-HOUE. K. E. 

6307220200 

8307070196 

90-373 

PR 

R 

LINDER. F. 

83071 10127 

90-409 

5 

LINDER. F. 

8307110963* 

90-409 

F 

LINDER, F. 

6307120624* 

90-409 

F 

LINDER, F. 

8307200264 

90-409 

S 

LINDER. F. 

3307210293* 

50-409 

0 

LINDER. F. 

6307220222 

90-409 

R 

LINDER. F. 

LINDSEY. C. 0. 
LINDSEY. C. 0. 

B307220225 

0307080596 

0307190147 

90-409 

NUREO 

NUREO 

R 

LINENBERGER. G. 

8307090168 

30-946 

0 

UINVILLB. J. C. 

83071 10421* 

90-333 

0 

LIPIN3HI, D. R. 
LIPINSKI.W. C. 
LIPINEKI, W. C. 
LIPINSKI. W. C. 
LIPINSRI. W. C. 

6307010167* 

8307200342 

8307200342 

8307200347 

6307200347 

90-249 

ACRS 

ACRS 

ACRS 

ACRS 

0 

LIBENO.R. 

B307090029* 

90-333 

F 

LITKA. T. J. 

6307220446 

90-10 

g 

LITTLE, D. H. 

B3072B0399* 

50-341 

0 

LITTLE. W. 

B307190039 

50-946 

e 

LITTLE, W. S. 

6307080283 

90-461 

a 

LITTLE, W. 8 . 

8307060306 

50-341 

0 

LITTLE. U S. 

8307060289* 

50-341 

0 

LITTLE. W, S. 

8307080329 

90-374 

0 

LITTLE. W. 9. 

8307060448 

80-440 

0 

LITTLE, W. 8 . 

8307110139 

60~494 

0 

LITTLE, W. S. 

B3D7110392 

50-483 

0 

LITTLE, W. 8 . 

8307110360 

90-483 

0 

LITTLE. W. S. 

0307140071 

50-454 

0 

LITTLE. W. S. 

8307140079 

90-483 

Q 

LITTLE, W. 8 , 

8307140175 

30-373 

0 

LITTLE, W. 8 . 

8307140221 

90-946 

Q 

LITTLE, U. S. 

8307210139 

90-461 

Q 

LITTLE. W. S. 

8307210147 

90-374 

Q 

LITTLE. W. S. 

8307220463 

90-237 

0 

LITTLE. W. B. 

8307260011* 

90-329 

0 

LITTLE, U. S, 

83D72B0142 

90-374 

Q 

LITTLE, W. S. 

8307260247 

90-440 

0 

LITTLE, W. 8. 

8307230253* 

90-440 

0 

LOCHSTET.W.A. 

8307070094 

90-400 

D 

LOCKE. R. F. 

8307270147 

90-279 

0 

LODGE. J. L. 

8307260274 

50-440 

0 

LODGE, J. L, 

8307260274 

90-440 

0 

LODGE. T. J. 

8307130325 

90-440 

0 

LODGE. T, J. 

8307150329 

90-440 

0 

LODGE. T. J. 

8307200214 

90-440 

G 

LODGE, T. J. 

LOFTUS, P. A. 

8307200214 

83070S0314* 

90-440 

TOPREP 

0 

LOOIUDICE. J. M. 

8307200189* 

CONTRACT 

LOGSDON. H. 

8307090103 

WASTE MOT 

LOGSDON. H. 

8307220084 

WASTE MOT 

LOGSDON, M. 

8307220164 

WASTE MOT 

LOGSDON, M. J. 

B307220077 

WASTE HOT 

LOGSDON. M. J. 

8307220171 

WASTE MOT 

LOGSDON, H. J. 

8307260171 

WASTE MOT 

LOIS, L. 

8307110037 

50-261 

0 

LOMONACO. L. 

8307120032* 

90-286 

F 

LOMONACQ.L. M. 

8307120027* 

90-286 

F 

LONSROAN, T. 

8307260931* 

90-298 

Q 

LONG. J. K. 

8307120176* 

90-937 

T 

LONOENECKER. J. 

8307070086 

50-937 

A 
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lo«;cne:»£h .> 

LavO^HECflR. j 
LOfMEST. A w 
L0f«0. T P 

uoonifs. 0 •: 

uorcHjN, p 
l-OTITO, E 
LOVENDAIE, P C 
L0VENDA4.E.P C 
LOUSEi^. A 


ACCESSION 

WMSEfl 

3307070102 

S207I2034S 

8307210260 

0307220173 

8307210265 

0307060238 
S337200169 
8307120M6* 
a307ieC047» 
83-372200 S-l» 


SUBJECT 

CATECORy 

SO-537 A 
50-337 A 
fAfflEO 
WASTE MSI 
Nl^EO 

50-400 0 

30-317 R 
S0-4B3 0 

30-266 Q 
FOIA 


i.ay. c 

LUCK. W D 
UJCKS.A 3 
UiJCKS.A 5 

LUCKS. A S 

9307190I43* 

S307SS0363 

0307140349* 

S307I4Q392* 

B307140334* 

50-346 

30-337 

30-329 

50-329 

50-329 

LUCKS. A S 

LUCKS. A a 

LUCKS. A S 

LUCKS. A. S 

LUCKS. A S 

B30714035B* 

830714036J* 

6307140363* 

6307140370* 

0307140373* 

30-329 

90-329 

50-329 

50-329 

50-329 

LUCKS. A S 
LUttSKN.R C 
LUNDIW. S 
LUNOVALL.A £ 
LUNDVALL.A E 

&30714037H* 

6307060191 

e%37270035* 

B307060292 

8307110129 

50-329 
50-261 
50-247 
50-317 
50-3 IB 

LUNDVAU..A E 
LUNOVALL.A E 
LUNOVALL.A E 
LLNDVAUL, A £ 
LWDVALL.A E 

8307120264 

B3O71SOU0* 

8307200135 

0307210013 

0307210190 

50-317 

50-317 

50-317 

50-317 

50-317 

LUNDVALL.A E 
LUNOVALL.A £ 
LUNOVWJ..A E 
LUNOVALL.A E 
LUTTON.R J. 

0307250091 

8307280199 

0307280352* 

0307280430 

0307130137 

71-9111 

50-317 

50-317 

30-317 

NUREO 

LYNCH, « 0 

LYNCH, M 0 

LYNCH. N B 

LYNCH, M. D 

LYNCH. M P 

8307130297 

8307130301 

0307260407 

0307290493 

8307260268 

50-341 

50-341 

50-341 

50-341 

50-546 

MAC ANN. J. 
MACDONALD. C E 
MACDONALD. C E 
MACC£»<ALD.C E 
MACDONALD. C E 

0307280349* 

0307090260 

0307030273 

8307000623 

0307000697 

50-3B7 1 

PR 

HASTE MOT 

71-607B 

71-6406 

MACDONALO.C E 
MACDONALD. C E 
MACDONALO.C E 
MACroNALD.C E 
MACDONALO.C E 

0307060669* 

0307080672 

8307000676* 

6307110071 

8307110035 

71-6406 

71-9ia0 

71-9180 

71-9089 

71-5874 


MACOOMAUD.C E 
MACDONAi.O.C. E 
MACKJHACD. C E 
MACDONALD. C E 
MACDONALD. C E 

MACDONALD. C E 
KACDONAIO.C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 


8307110092 

8307120028 

8307120030 

8307120034 

8307130017 

8307J30022* 

8307130028 

8307130029 

8307130030 

8307130034 


71-9180 

71-9503 

71-9088 

71-6286 

71-3641 

71-5641 

71-6708 

71-9044 

71-500 

71-9033 


MACDONALD, C E 
MACDONALO.C E 
MACDONALO.C E 
MACDONALO.C E 
MACDONALO.C £ 

6307130034* 

8307130037 

6307130039 

6307130042 

6307130045* 

71-900 

71-9191 

71-499 

71-9971 

71-499 

MACDONALO.C E 
MACDONALD, C E 
MACDONALO.C E 
MACDtWALD. C E 
MACDONALO.C E 

6307130052 

8307130033 

6307130066 

6307130311 

6307130315 

71-9080 

71-9176 

71-9997 

71-9139 

71-494 

MACDONALO.C E 
MACDONALO.C E 
MACDONALO.C E 
MACOONALD.C E 
MACDONALO.C E 

6307190392 

8307190401 

6307190404* 

6307190415 

6307190420* 

71-9997 

71-9163 

71-9143 

71-9010 

71-9010 

MACDONALO.C E 
MACDCMALD.C C 
MACDONALO.C E 
MACOONALD.C E. 
MACDONALO.C E 

8307190428 

6307190434 

6307190468 

8307220105 

8307250023 

71-9089 

71-9070 

71-9143 

71-9070 

71-9100 

MACOONALD.C E 
MACOONALD.C E 
MACDONALO.C E 
MACOONALD.C E 
MACDONALO.C E 

8307250105 

8307250393 

8307290397 

8307290999 

8307290962* 

71-4771 

71-4990 

71-9392 

71-9098 

71-3392 


MACDONALD. C. E. 
MACDONALD. C. E. 
MACDONALD. C. E. 
MACDONALD. C E. 
MACDONALD. C. E. 

MACDONALD. C. E. 
MACDONALD. C. E. 
MACDONALD. C. E. 
MACDONALD. C. E 
MACDONALD. C. E. 

MAC DONALD. C.E. 
MACDONALD. C. E 
MACDONALO.C. E. 
MACDONALD. C. E. 
MACDONALD.e-E. 

MACDONALO.C- E. 
MACDONALD. C. E. 
MACDONALD. J. A. 
HACD0U0ALL.fi. 
MACDOUOALL. R. 

MACDOU&ALL.R. 
MACORECOR. N. 
MACRAE. B. L. 
HADEDA. T. 
MAOEDA, T. J. 

MAOEDA, T. J. 
MADISON. A. 
MADISON. A. 
MADISON. A. L. 
MADSEN. 9. L. 

MADSEN, a. L. 
MADSEN. 0. L. 
MADSEN. 9. L. 
MADSEN. 9. L. 
MADSEN, 9. L. 

MADSEN. 0. L. 
MADSEN. O. L. 
MADSEN, fi. L. 
MADSEN, 9. L. 
MADSEN, 0. L. 

MADSEN, 9. L. 
MADSEN, 9. L. 
MADSEN, 0. L. 
MADSEN, e. L. 
MADSEN. 0. L. 

MADSEN. Q. L. 
MADSEN. 9. L 
MADSEN, Q. L. 
MADSEN, e. L 
MADSEN. 0. L. 

MADSEN, O. L. 
MADSEN, 9. L. 
MADSEN, e. L 
MADSEN, 0. L. 
MADSEN, 9. L. 

MADSEN, 9. L. 

MADSEN, 0. L 
HAIDRANO. R. A. 
MAIEU.J. E. 

MAIEH, J. e. 

MAIER, J. E 
HAlEft, J.E. 

MAIER.J. E 
HAIER.U.E- 
maier. j. e. 

MAIER.J. E. 

MAIER, j. e. 

MAIER.J. E. 

MAiyA.P. S, 

MAKINO.M. 


ACCESSION 

NUMBER 

S307SS0969 

a307230570« 

e307S30973« 

B307R30373* 

8307290976 


SUBJECT 

CATEGORY 

71-9026 

71-9098 

71-9026 

71-6930 

71-6272 


B307290S77 71-210 

8307290981 71-6272 

8307290982* 71-210 

8307290999 71-9096 

8307290603 71-6400 


MANOAN, C. V 
MANOAN.C-V 
MANOAN. C. V 
MANOAN. C. V 
^<ANOAN, C. V. 

MANOAN, C. V 
MANOAN, C. V. 
MANOAN.C-V 

KANGAN, C. V 
MANGAN, C. V. 

MANN. B. 

MANN, S. 0 
MANNA, F. J 

manning, w. j. 

MANNO, S.F 


8307290609* 

8307290609* 

8307290372 

8307290380 

8307290386 

8307290411 

8307290422* 

8307210191* 

8307260132 

8307260192 


71-9096 

71-6400 

71-9009 

71-318 

71-6400 

71-5490 
71-9490 
90-443 T 
HASTE MOT 
HASTE MOT 


B30726(ei9 HASTE HOT 

8307220373 SO-443 G 

8307120018 NUREO 

B3070B0020 90-299 8 

8307120439* 90-373 0 

8307280329* 70-36 

8307220931 90-373 e 

8307260941 90-237 S 

8307180199* 90-373 0 

8307090119 90-267 Q 

8307090132 90-449 Q 

8307060122 90-296 8 

8307060132 90-267 P 

B307060149 90-449 G 

8307060241 90-3B2 o 

B307I2O299 90-267 0 

8307120390 90-267 0 

8307120409 90-298 Q 

8307120429 90-332 Q 

8307120440 90-3B2 Q 

8307120486 30-458 0 

8307120920 90-49B Q 

8307190122 90-498 0 

8307190133 90-267 Q 

8307190189 90-112 Q 

8307190281 90-382 Q 

8307190303 90-298 0 

8307190304 90-449 Q 

^7190334 90-498 G 

8307100273 50-267 p 


8307210192 

8307220285 

8307260280 

8307260433 

8307260914 

8307260931* 

8307290137 

8307210191* 

8307120031* 

8307120490 

8307190379 

8307190169* 

8307220262 

8307220377 

8307260449 

8307270468* 

8307280337 

8307280366 

8307090133 

8307220033 

8307010102 

8307070038 

8307070099 

8307120198 

8307120294 

8307120388 

8307140309 

8307140348 

8307220190 

8307290499* 

8307120016 

8307290491 

8307190119 

8307260167* 

8307190191 


30-244 F 
90-244 0 

90-244 S 
NIAEO 
HASTE MOT 


90-220 

90-220 

90-220 

71-6346 

90-220 


MARCHAL. J. 
MARCHAL. J. 
MARCHAL, J, 
MARCHAL, J, 
MARCHAL, J. 

MARCHAL. J. 
MARGULIEB, M. 0. 
MAR0ULIE9. M. D. 
MARGULIEB, M. B. 
MARK.R, 

MARK. R. 

MARGUARDT, H. 0. 
MARBCHALL, C. W. 
MAH8CHAUL, C.W, 
MARSHALL, J. R. 

MARSHALL, J.n. 
MARSHALL, J, R. 
MARSHALL, J, R. 
MARSHALL, J. R. 
MARSHALL, J. R. 

MARSHALL, J.R. 
MARSHALL, J.R, 
MARSHALL, J, R. 
MARSHALL, J.R. 
MARSHALL, J. R. 

MARSHALL. J.R, 
MARSHALL. J.R. 
MARSHALL, J. R. 
MARSHALL, J.R, 
MARSHALL. J.R. 

MARSHALL, J.R, 
MARSHALL, J. R 
MARSHALL, J.R, 
MARSHALL, J.R, 
MARSHALL, J.R, 

MARSHALL. J.R. 
MARSHALL, J.R. 
MARSHALL, J, R, 
MARSHALL, J.R. 
MARSHALL, J.R, 

MARSHALL, J.R, 
MARSHALL, J. 8. 
MARSHALL, M. H. 
MARSHALL, H. H, 
MARSHALL, R.K. 


MARTIN, D. E. 
MARTIN, 0. E. 
MARTIN. D. E, 
MARTIN, D, E. 
MARTIN, D. E. 

MARTIN, D, E. 
MARTIN, D. E. 
MARTIN, D. E. 
martin, 0. E. 
MARTIN. J. 

MARTIN, J. 
MARTIN, J, 
MARTIN, J. 
MARTIN, J, 
MARTIN, J. 

MARTIN, J. B. 
MARTIN, J, B, 
MARTIN, J. B. 
MARTIN, J, D, 
MARTIN, J. B. 

MARTIN, J. B. 
MARTIN. J. B. 
MARTIN, J. fl. 
MARTIN, J, B. 
MARTIN, J, B. 

MARTIN, L. H. 
MARTIN, R. A. 
MARTIN, R. A. 
MARTIN, R. E. 
MARTIN, R.E. 

MARTIN, R.E. 
MARTIN, R, B. 
MARTIN, R, E. 
MARTIN, R. E. 
MARTIN, T. 

MARTIN, T. J. 

martin, T. T. 
MARTIN, T. T. 
MARTIN, T. T. 
MARTIN, T. T. 


ACCESSION 

NUMBER 

0307070372 

0307110949 

8307110961 

0307190116 

0307200294 

0307390646 
8307140461 
0307290393 
8 307290492 
8307190229* 

0307190228* 

0306280993* 

0307120009 

0307120012 

0307060091 

0307060290 

0307080413 

8307110299* 

8307120191 

0307120269 

8307120306 
8307190271 
B3071 90383 
8307180079 
8307190069 

0307190199 

0307190181 

0307210197 

0307210299 

03O722O27S 

0307220309 

0307220310 

0307220917* 

0307220960 

0307290402 

0307260079 

B307260094 

8307260180 

B307260322 

0307260946 

0307260994 

8307210117 

0307070198 

8307070198 

8307180026 

B307090296 

8307090380 

8307090399 

8307090409 

8307190099 

B307190491 I 
8307190472 | 

B3O7260US I 
8307260127 I 
8307090191* j 

B3O7O90196* : 

8307090160* ! 

8307090169* ; 

8307090167* ! 

8307090173* S 

8307060376 9 

8307O6040S g 
8307140499* 9 

8307190292 g 
8307180169 N 


SUBJECT 

CATEGORY 

XPORTLIc" 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
90-410 0 

S0-26I 0 

80-261 e 
50-443 0 


30-443 

0 ' 

30-449 

NUREO 

NUREO 

' I , 

30-313 

P 

30-360 

F ■ 

30-313 

P . 

30-319 

P . 

90-368 

8 

30-313 

F : 

30-313 

p ' 

30-313 

a ' 

30-313 

6 

30-313 

F : 

30-313 

P 

30-313 

F ' 

30-313 

P ' 

80-313 

P 

30-313 

P 

30-313 

fi ; 

30-368 

R 

30-313 

p ' 

30-313 

a 

90-313 

Q 

90-313 

K 

90-36B 

8 

30-313 

0 

90-313 

R 

90-368 

8 

30-368 

P 

80-368 

8 

30-443 

A 

30-329 

0 

90-329 

0 


NAeTE MOT 
WASTE MOT 
WASTE MOT 
HASTE MOT 
WASTE MOT 

WASTE HOT 
WASTE MOT 
WASTE MOT 
HASTE MOT 
90-397 E 


8307890998* 

8307890964* 

8307890993* 

8307890613* 

8307870496 

8307130261* 

8307190390 

8307860043 

8307070949 

8307070996 

8307190373 

8307190377 

8307130309 

8307800449 

8307030201 

8307130199 

8307010007 

83070100M 

8307010039 

8307010040 


FOIA 

FOIA 

FOIA 

FOIA 

WASTE MOT 

90-400 0 

RES 

RES 

90-392 A 
90-392 A 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MARTIN, T. T. 
MARTIN. T. T. 

martin, T. T. 

83070I007S 

0307010125 

B307010128 

50-245 

70-698 

70-364 

G 

MARTIN, T- T. 

B307010I29 

50-247 

G 

MARTIN, T. T. 

8307010139 

50-271 

0 

MARTIN, T. T, 

8307010152 

50-352 

Q 

martin. T. T. 

8307060022 

50-244 

Q 

MARTIN, T, T. 

8307060030 

50-293 

Q 

martin, T. T. 
martin, T. T. 

8307060117 

8307060338 

50-271 

70-U00 

Q 

MARTIN, T. T. 

8307110251 

50-309 

0 

MARTIN, T. T. 

8307110259 

50-220 

0 

MARTIN, T. T. 
MARTIN, T, T. 

8307110200 

8307110351 

50-322 

70-1703 

0 

MARTIN, T. T. 

8307110362 

50-334 

Q 

MARTIN, T. T. 

8307110369 

50-97 

Q 

MARTIN,!. T. 

8307110386 

50-247 

Q 

MARTIN. T. T. 

83071 10410 

50-286 

0 

MARTIN,!. T. 

8307110463 

50-220 

Q 

MARTIN, T. T. 

8307110498 

50-271 

0 

MARTIN, T. T. 

8307110536 

50-244 

Q 

MARTIN, T. T. 
MARTIN. T. T. 

8307120214 

8307120253 

50-289 

70-371 

Q 

MARTIN, T. T. 

8307120456 

50-387 

Q 

MARTIN, T. T. 

8307140079 

50-57 

Q 

MARTIN, T. T. 

8307140232 

50-31 1 

Q 

MARTIN, T. T. 
MARTIN, T. T. 

8307140238 

8307140277 

50-29 

70-364 

0 

MARTIN, T. T. 

8307140386 

90-266 

Q 

MARTIN, T. T. 

8307140406 

90-333 

Q 

MARTIN. T. T. 
MARTIN. T. T. 
MARTIN, T. T. 

8307 150255 
8307150260 
8307190087 

50-277 

QA999 

40-672 

Q 

MARTIN,!. T. 

8307190206 

50-213 

0 

MARTIN, T. T. 

8307210018 

50-293 

Q 

MARTIN, T. T. 

8307210023 

50-322 

Q 

MARTIN, T. T. 

8307210033 

50-423 

Q 

MARTIN, T. T. 

0307210121 

50-443 

Q 

MARTIN, T. T. 

8307210130 

50-271 

F 

MARTIN- T. T. 

8307210204 

50-388 

G 

MARTIN, T.T. 

6307210213 

50-412 

G 

MARTIN. T. T. 

8307220058 

50-277 

F 

MARTIN, T. T. 
MARTIN, T.T. 
MARTIN, T. T. 

MARTIN, T. T. 
MARTIN, T. T. 
MARTIN, T. T. 
MARTIN, T. T. 

8307220393 

03O725OO6O» 

B3072S0116 

8307230349 

8307250440 

8307280123 

8307280164 

50-271 

FOIA 

70-2319 

40-672 

40-86 

40-672 

40-672 

Q 

MARTIN. T. T. 

8307280269 

50-309 

G 

MARTIN. T. T. 

8307280278 

50-333 

Q 

MARTIN. T. T. 

8307280312 

50-213 

Q 

MARTIN, T. T. 

0307280334 

50-354 

Q 

MARTIN, T. T. 

6307280343 

50-317 

G 

MASON. C. C. 

8307220474 

50-327 

R 

MASSEY. J. V. 

B3070701B1* 

50-237 

P 

MASSEY, J. V. 

B307180138* 

50-237 

P 

MASS IE, H. U. 

8307190067* 

50-237 

P 

MASTER60N, B. 

8307210048 

50-373 

8 

HASTERBON.V. Y. 

8307220193 

50-373 

8 

MASTERBON.V. V. 
MATAKAS, R. A. 

8307220201 

8307250060* 

50-373 

FOIA 

B 

MATERS, B. R. 

8307120239 

50-341 

A 

MATHIS, J. L. 

8307220493* 

50-390 

Q 

MATTHEWa.B.A. 

8307050231 

50-261 

G 

MATTHEU8. B.A. 

8307050236* 

50-261 

0 

HATTHENS, a.A. 

8307150346 

50-261 

0 

MATTHEWS, C.R. 
MATTHEWS, D. E. 
MATTHEWS, D. E. 

8306280588* 

8307150016* 

8307180436* 

90-445 

CONTRACT 

CONTRACT 

I 

MATTHEWS, T.P. 
matt I A. M. J. 
matt I A, M. J. 
MATTIA.M- j. 
matt I A, M. J. 

8307190158 

0307140119* 

8307140528* 

8307190458* 

8307250691* 

50-285 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

R 

MATTSON. R. J. 

B30S0606SS* 

50-322 

A 

MAURIN-L. V. 

8307260422 

50-382 

V 

maveal, W. T. 

8307260455 

50-16 

R 

maxwell, d. 

8307110115 

50-237 

8 

maxwell, 8. 

8307220141* 

50-400 

Q 

maxwell, 8. F. 

8307220344* 

50-400 

Q 

maxwell, 8. F. 

8307280442* 

50-440 

0 

MAV»E. l. 

8307010114 

50-29 

s 

MAV.E. L. 

8307150130 

50-29 

8 

MAY. E-l-. 

8307220327 

50-29 

B 


AUTHOR 

ACCES8ICW 

NUMBER 

SUBJECT 

CATEGORY 

MAYBERRY, 0. B. 
MAYES. R. 

8307290290 

8307280421* 

71-9006 

50-369 

P 

MAYES. R. 

8307280429* 

50-369 

P 

MAVWEATHER.L- 

8307220465 

50-361 

R 

HCALPlNE.e. J. 

MCALPINE.E. J. 
MCALPINE, B. J. 
MCALPINE, E. J. 
MCALPINE, E. J. 
MCALPINE, e. J. 

MCALPINE.E. J. 
MCBREARTY, R. 

8307010003 

8307140199* 

8307140283* 

8307140327* 

8307140330* 

8307140377* 

8307140460* 

8307280449* 

70-1201 

70-143 

70-1201 

70-1131 

70-1113 

70-1201 

70-llSt 

50-293 

0 

MCBREARTY.R. A. 

8307010146* 

50-271 

G 

MCBREARTY, S. A. 

8307060124* 

50-271 

0 

MCBREARTY.R. A. 

8307140315* 

50-220 

0 

MCBRIDE, M. H. 

8307110388* 

50-247 

0 

MCCABE. E. 

8307010079 

50-387 

8 

MCCABE, E. 

8307110274 

50-387 

S 

MCCABE, E. 

8307280127 

50-322 

A 

MCCABE, E. C. 

8307110620 

50-322 

A 

MCCABE. E. C. 

B307140469* 

50-354 

3 

MCCABE. E. C. 

8307150313* 

90-387 

G 

MCCABE. E. C. 

8307250442* 

50-322 

a 

MCCABE, E. C. 

0307280346* 

50-387 

0 

MCCABE, E. C. 

8307280349* 

50-387 

G 

MCCANN, J. 

0307150313* 

50-387 

G 

MCCARTEN, J. B. 

8307060197 

90-358 

0 

MCCASKILL.R. E. 

8306280580* 

50-445 

1 

MCCLESKEY.K. E. 

8307120381 

50-322 

G 

MCCLESKEY.K. E. 

8307120381 

50-322 

0 

MCCLESKEY.K. E. 

8307260411 

50-332 

0 

MCCLINTOCK.R.O. 
MCCLINTOCK.R.Q. 
MCCLINTOCK.R.O. 
MCCLINTOCKiR. 0. 

MCCLINTaCK,R. 0. 
HCCLUNO, R. H. 
MCCLUNO, R. W. 
MCCOLUOM.K. A. 

8307210341* 

8307210347* 

8307210358* 

8307220083* 

8307220102* 

8307210268 

8307250511 

8307080461 

70-378 

70-370 

70-378 

POIA 

FOIA 

NUREO 

NUREO 

50-443 

G 

MCCONNELL, T. 

8307250092* 

30-369 

F 

MCCRAY, 8. t. 

B3070S0129* 

50-267 

Q 

MCCREDA, B. 

8307260531* 

50-298 

Q 

MCCRORY, 8.L. 

8307050138* 

50-445 

Q 

MCCRORV. 3. L. 

8307150079* 

50-283 

Q 

MCCULLUOH.R. W. 

MCCUTCHEM,P. 
MCDERMOTT, B. 
MCDERMOTT, B. 
MCDERMOTT. D. 
MCDERMOTT, D. 

MCDIARMID.R. C. 

8307260440* 

8307220075* 

8307200172 

8307200181 

8307290161 

8307290420 

8307210216 

TJtfRB* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

50-416 

M 

MCDONALD. D. 0. 

8307150434 

50-250 

P 

MCDONALD. J.C. 
MCDUFFIE, H. A. 

8307180139 

8307010053 

NUREO 

50-400 

E 

MCDUFFIE, M. A. 

8307060095 

50-400 

E 

MCDUFFIE, M. A. 

8307060111 

50-400 

E 

MCDUFFIE, M. A. 

8307060114 

50-400 

E 

MCDUFFIE, M. A. 

8307060121 

50-400 

K 

MCDUFFIE, M. A. 

8307060144 

50-400 

E 

MCDUFFIE. M. A. 

8307060163 

50-400 

E 

MCDUFFIE, M. A. 

8307060234 

50-400 

£ 

MCDUFFIE, «. A. 

8307060302 

50-400 

E 

MCDUFFIE. M. A. 

8307070085 

50-400 

E 

MCDUFFIE, M. A. 

8307070125 

50-400 

E 

MCDUFFIE. M. A. 

8307080315 

50-400 

E 

MCDUFFIE. M. A. 

8307080390 

50-400 

E 

MCDUFFIE. FLA. 

8307140323 

50-400 

E 

MCDUFFIE, K. A- 

8307150225 

50-400 

F 

MCDUFFIE, K. A. 

8307210146 

50-400 

E 

MCDUFFIE, M. A. 

8307270057 

50-400 

K 

MCDUFFIE, M. A. 

8307270340 

50-400 

E 

MCDUFFIE, M. A. 

8307280361 

50-400 

E 

MCELROY, U. N. 
MCFARLAND. D. H. 

8307140478 

8307260024* 

RES 

50-237 

P 

MCFARLAND, 0. M. 

8307260028* 

50-337 

P 

MCOAUOHY, J. F. 

B3070SD166* 

50-416 

a 

MCGAUOHY, J. P. 

9307120102 

50-416 

8 

MCOAUOHY. J.P. 

8307120109 

50-416 

S 

MCOAUOHY. J. P. 

8307120275 

50-416 

8 

MCOAUOHY. J. P. 

8307120433 

50-416 

S 

MCOAUOHY. 0. P. 

8307120452 

50-416 

8 

MCOAUOHY, J.P. 

8307120459 

50-416 

8 

MCOAUOHY. J. P. 

B307I20473 

50-416 

S 

MCOAUOHY. J. P. 

8307120509 

50-416 

B 

MCOAUOHY. J. P. 

8307120525 

50-416 

8 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MCOAUOHY, J.P. 

6307120526 

50-416 

8 

MCOAUOHY, J. P. 

0307120592 

50-416 

S 

MCOAUOHY, J. P 

8307140230 

50-416 

0 

MCOAUOHY, J.P. 

B3071S0092 

50-416 

s 

MCOAUOHY, J. P. 

0307150113 

50-416 

s 

MCOAUOHY, J.P, 

B307150144 

50-416 

s 

MCOAUOHY, J. P. 

630715023? 

50-416 

s 

MCOAUOHY, J. P, 

B307150274 

50-416 

8 

MCOAUOHY, J.P. 

B3071S0369 

50-416 

8 

MCOAUOHY, J. P 

6307220296 

50-416 

8 

MCOAUOHY, J.P. 

83072204B2 

SO-416 

S 

MCOAUOHY, J. P. 

8307220500* 

50-416 

Q 

MCOAUOHY, J.P. 

8307220505* 

50-416 

Q 

MCOAUOHY. J.P. 

83072S0I64 

50-416 

S 

MCOAUOHY, J, P. 

8307250193 

50-416 

S 

MCOAUOHY, J, P. 

8307250289 

50-416 

8 

MCOAUOHY, J. P. 

0307250473 

30-416 

S 

MCOAUOHY, J-P. 

B307260464 

50-416 

8 

MCOAUOHY, J.P. 

S307290123 

50-416 

8 

MCOAUOHY, J. P 

B30729023S 

50-416 

8 

MCOAUOHY, R- W. 

8307010161 

50-331 

H 

MCOAUOHY, R. U. 

6307060177 

50-331 

P 

MCOAUOHY, R. W. 

8307060249 

50-331 

P 

MCOAUOHY, R. U. 

8307080386* 

50-331 

0 

MCOAUOHY, R. W. 

8307180033 

50-331 

Q 

MCOAUOHY, R. W. 

0307190100 

50-331 

P 

MCOAUOHY, R. W 

8307250103 

50-331 

P 

MCOAUOHY. R. W. 

8307250215 

50-331 

P 

MCOAUOHY. R. W. 

8307260140 

50-331 

P 

MCOAUOHY. R.W. 

8307260491* 

50-331 

Q 

MCOAUOHY, R. W. 

0307260497 

50-331 

P 

MCOOUAN, J. J. 

S3070B0243 

50-237 

8 

MCORANERY. J.P. 

83071 10454 

PR 


MCOUIRE, D. R. 

8307050181* 

50-416 

0 

MCOUIRE, D. R. 

8307060299* 

50-32 1 

a 

MCOUIRE, D. R 

8307080460* 

70-143 


MCOUIRE. D. R. 

8307140165* 

90-327 

Q 

MCOUIRE, D. R 

6307140312 

50-369 

F 

MCOUIRE, D. R. 

0307150355* 

50-335 

Q 

MCOUIRE. D. R. 

B307180094* 

50-261 

0 

MCOUIRE, D. R. 

0307190060* 

50-338 

Q 

MCOURREN, H. J. 

8307130234 

30-247 

0 

MCOURREN.H. J. 

8307180019 

50-338 

0 

MCOURREN. H. J. 

8307180022 

50-275 

0 

MCOURREN. H. J. 

8307210051 

50-247 

0 

MCINNE8. I. D. 

0307070104* 

50-237 

P 

MCINNES, I. D. 

6307070211* 

30-237 

P 

MCINNES, I. 0. 

6307070218* 

50-237 

P 

MCINNES, I. D. 

0307180147* 

90-237 

P 

MCINNES, I.D. 

8307180152* 

90-237 

P 

MCINNES, I. D. 

B3O7ie0l5B* 

90-237 

P 

MCINTOSH, M. D. 

0307290544* 

90-369 

F 

MCKENZIE, 8. 

8307070208 

90-170 

0 

MCKEQUN 

8307050201 

90-423 

8 

MCKEOUNi L. M. 

8307110425* 

90-286 

G 

MCKEOUN, L. M. 

8307140410* 

90-333 

G 

MCKINNEY, C. J. 

8307110370 

90-399 

S 

MCKINNEY. C. J. 

8307220252 

90-395 

S 

MCKINNEY, C. J. 

8307220274 

90-399 

8 

MCLEAREN, T. 

B3071S0034 

CONTRACT 

MCLEAREN, T. 

6307150413 

CONTRACT 


MCLE8KEV, K- E. 

6307160213 

90-322 

0 

MCNAMARA, A. E. 

8307220178 

50-244 

R 

MCNEIL, M. B. 

8307220026 

HASTE HOT 

MCNEIL, M.B. 

6307260029 

WASTE MOT 

MCNEIL. M. B. 

B307260263 

WASTE HOT 

MCNEILL. C. A. 

S307010017 

90-333 

8 

MCNEILL, C. A. 

6307010046 

90-333 

8 

MCNEILL, C. A. 
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QUIOO. P. 8. 

B3071BD066* 

50-373 

Q 

QUIKQi, V. M. 

8307360349 

90-49S 

K 

QUIRK, J. F- 

8307090197 

TOPREP 


RADEMACHER. U- M. 

8307080480* 

40-6264 


RAHE.E. P. 

8307070079 

90-260 

P 

RAHE. E. P. 

0307070155 

TOPREP 


RAHE, E. P. 

8307080304 

TOPREP 


RAHEi E. P. 

8307M0316 

TOPREP 


RAHE. E. P. 

8307130397 

PfiOJ 


fiAHE,E.P. 

8307190196 

TOPREP 


RAHEtE. P. 

8307390413 

PR 


RAHEi E. P- 

8307270299 

TOPREP 


RAHE. E, P. 

8307380114 

PROJ 


RAHE.E. P. 

9307280289 

NUREO 


RA JARAK. V. 

8307370413* 

HASTE HOT 

RAJARAH, V. 

8307370418* 

HASTE MOT 

RANSAMATH, S. 

830714«a99» 

90-27/ 

r 

RASKIN, B.B. 

8307190193 

50-279 

G 

RATHHUN, L. A. 

8309360240 

90-294 

P 

RAMSON. R. J. 

8306080387* 

90-322 

A 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

RAMSON, R. J. 

8307060379 

50-454 

0 

RAMSON, R. J. 

8307130294 

80-454 

0 

RAMSON. R. J. 

8307190002 

SO-322 

0 

RAMSON. R. J. 

B3072000B7 

SO-454 

0 

RAMSON. R. J. 

8307200093* 

90-494 

0 

RAY, H. B. 

8307060062 

90-361 

S 

RAY. H. B. 

8307060067 

50-36 1 

8 

RAY. H. B. 

8307060076 

50-361 

s 

RAY. H. B 

B3070600BO 

90-361 

s 

RAY. H. B. 

8307060214 

50-361 

s 

RAY, H. B. 

830706031 1 

80-362 

s 

RAY, H. a. 

8307060337 

80-362 

s 

RAY. H. B. 

8307060423 

80-361 

s 

RAY, H. B. 

63071300B1 

50-361 

s 

RAY, H. B. 

8307130096 

30-361 

s 

RAY, H. B. 

8307130239 

50-361 

6 

RAY.H B. 

B307130246 

90-36 1 

s 

RAY, H. B. 

8307130279 

50-36 1 

s 

RAY.H. B. 

6307180090 

90-36 1 

s 

RAY.H. B. 

6307180091* 

50-36 1 

8 

RAY.H. B. 

8307180053* 

50-361 

S 

RAY.H. B. 

8307160093 

90-361 

8 

RAY.H. B. 

8307160139 

50-361 

B 

RAY. H. B. 

3307180146 

50-36 1 

5 

RAY. H. B. 

8307220290 

50-206 

S 

RAY.H. B. 

8307220469 

50-361 

R 

RAY.H. B. 

S307220906 

90-206 

R 

RAY.H. B. 

0307290298 

90-362 

S 

RAY.H. B. 

8307290426 

50-362 

s 

RAY. H 8. 

8307290433 

90-206 

6 

RAY, H. B. 

83072504 99 

50-362 

8 

RAY. H. B. 

8307290462 

50-361 

S 

RAY.H. B. 

8307230472 

90-361 

S 

RAY.H. B. 

8307290474 

50-361 

S 

RAY.H. B. 

8307250476* 

90-361 

s 

RAY, H. B. 

B3072S0479* 

50-361 

s 

RAY. K. B. 

B3072S0490 

50-361 

s 

RAY. H. B. 

8307250491 

90-361 

s 

RAY.J. A. 

8307010130 

90-29 

F 

RAY.J. J. 

8306240436* 

50-447 

O 

RAYBURN, C. R. 

8307070180 

50-317 

F 

RAYBURN, C. R. 

8307120043* 

90-317 

F 

RAYMOND, R. L. 

8307290499* 

50-220 

F 

RAYMOND, M. J. 

8307060149 

50-271 

S 

RAYNOR, J. 

8307110456 

50-317 

S 

RAYNOR. J. M. 

9307010083 

90-317 

S 

RAYNOR. J. H. 

8307010160 

50-317 

S 

RAYNOR. J. M. 

8307180187 

50-317 

S 

RAYNOR. J. M. 

8307180193 

90-318 

s 

RAYNOR, J. M. 

8307180207 

50-317 

s 

RAYNOR. J. W 

8307180249 

90-317 

8 

RAYNOR. M. 

8307010087 

50-318 

S 

HEAD, D. F- 

8307070076 

90-400 

o 

REAOAN, 8. 

B3070B0648 

70-143 


REAVIS. J. 

8307190267 

50-269 

p 

REAVIS. J. A 

0307190180* 

90-369 

R 

REAVtS. J. A. 

8307190309* 

90-369 

R 

REBELLO. J. E. 

S3071S0016* 

CONTRACT 

REBELLO. J. E. 

8307180436* 

CONTRACT 

REBELLO, J. E. 

8307220079* 

CONTRACT 

REBELLO, J. S 

0307250909 

CONTRACT 

REBELLO. J. E. 

0307290520* 

CONTRACT 

REBELLO. J. E. 

8307290643* 

CONTRACT 

REBELLO. J. E. 

0307250693* 

CONTRACT 

REBELLO, J. E 

8307270488* 

CONTRACT 

REBELLO, J. E. 

8307290366* 

CONTRACT 

REBELOMSKI. T. A. 

8307190352* 

50-213 

Q 

REDANO. R. T. 

8307090129* 

80-267 

0 

REDANOrfi. T, 

8307150079* 

80-289 

O 

REONANZ. F. J 

8307190006 

80-321 

R 

REED.C. 

8307200216* 

80-237 

Q 

REED, C. 

8307290448 

50-237 

P 

REED, C. 

8307260301 

30-374 

A 

REED.C. 

8307280102* 

90-10 

a 

REED.C. 

8307280497* 

80-10 

Q 

REED, J. 

8307180263 

80-483 

8 

REEVES, E. 

B3071S0402 

50-364 

P 

REEVES. E. 

8307250967 

50-364 

P 

REOAN, U. H. 

8307050359 

PROJ 


REOAN. M. H. 

8307090397* 

PROJ 


REHM. T. A. 

8307090092 

COMMISSION 

REHM.T. A. 

0307090118 

COMMISSION 

REHM, T. A. 

8307190403 

COMMISSION 

REHM. T. A. 

8307190443 

COMMISSION 

REHM. T. A. 

0307290913 

COMMISSION 



PERSONAL AUTHOR INDEX 
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AUTHOR 

NUNBER 

CATEGORY 

REIULYiH. J. 

8307290060 

NUREO 


REILLY. H. 

0307210206* 

0A999 


REILLY. W. 

6307210224* 

QA999 


REINERS. 0. A. 

0307050139 

90-331 

S 

REINERS. 0. A. 

6307210067 

90-331 

8 

REIS.E. J. 

8307080425 

50-322 

0 

REIS.E. J. 

6307190314 

50-322 

0 

REKITO.U- A. 

G3071 10266* 

90-220 

0 

REKITO.U. A. 

6307250060* 

90-334 

0 

RENNEL8.A. E. 

B307O70216 

40-2061 


RENT8CKLER.R. R. 

8307110569 

70-2960 


RBNT8CM.ER.R. R. 

8307110994 

70-1297 


RENTSCHLER.R.R. 

8307110609 

70-364 


RENTSCHUER.R.R. 

8307110649 

70-27 


RENTSCHLER.R.R. 

8307110691 

70-396 


RENTSCHLER.R. fl. 

B3071B0069 

70-143 


RENUICK. U. C. 

8307110483 

90-373 

8 

REPKA. 0. A. 

B3070I0063 

50-322 

0 

REPKA. 0. A. 

6307090266 

90-322 

0 

REPKA. D. A. 

S307I 10039 

50-322 

0 

REPKA. D. A. 

6307 11 0042 

90-322 

0 

REPKA, 0. A. 

6307140470 

90-322 

0 

REQUA. 0. 

B3071 10037 

50-261 

0 

REQUA. 0. 

B307180430 

90-261 

p 

HEBNrKOFF.H. 

8307090117 

PR 


REST. J. 

6307090133 

NUREO 


REULAND.B. 

83070B0609* 

NUREO 


REVEtEY. H. T 

6307090192 

90-322 

0 

REUELEY. U. T. 

6307090192 

50-322 

0 

REVELEY. H, T. 

6307140447 

50-322 

0 

REVECEY.H. T. 

S307 140447 

90-322 

G 

REYES. L. A. 

8307140422* 

90-374 

Q 

REYES. L. A. 

8307200204* 

90-494 

0 

REYNOLDS. J. R. 

6307050242 

90-279 

0 

REYNOLDS. J. R. 

B307090242 

90-279 

G 

REYNOLDS. J.R. 

8307060437 

90-279 

0 

REYNOLDS. J.R. 

0307060437 

90-279 

0 

REYNOLDS. J. R. 

6307120571 

90-279 

G 

REYNOLDS. J. R. 

B307120971 

90-279 

G 

REYNOLDS. U. U. 

8307120393 

90-329 

E 

REYNOLDS. N. 6. 

6305100420 

90-908 

0 

REYNOLDS, N. S. 

6303100420 

50-908 

0 

REYNOLDS, N. S. 

8307070140 

PR 


REYNOLDS. N. B. 

8307030437 

90-906 

0 

REYNOLDS. N. 6. 

8307080437 

90-906 

G 

REYNOLDS. N. 8. 

6307110236 

50-906 

0 

REYNOLDS. N. S. 

6307110236 

90-906 

0 

REYNOLDS. N. S. 

8307120589 

90-445 

0 

REYNOLDS. N. 8. 

8307120989 

90-449 

0 

REYNOLDS. N. S. 

8307140464 

90-906 

0 

REYNOLDS, N. S. 

8307140464 

90-908 

0 

REYNOLDS. N. S. 

8307190226 

90-449 

G 

REYNOLDS. N. S. 

8307190228 

50-449 

0 

REYNOLDS. S. D. 

8307060029* 

90-244 

a 

RHINELANDER. J. 

6307260309 

40-2061 


RHirSLANDER. U. 

6307260309 

40-2061 


RHOADS. 9. 

6307010079 

90-367 

8 

RHOADS, 0. 

63071 10274 

90-367 

8 

RHOADS, e. 

8307150313* 

50-367 

Q 

RHOADS. 0. 

8307280349* 

90-367 

0 

RHOADS, 0.0. 

6307280346* 

90-387 

Q 

RHODE. 0. K. 

6307070062 

90-410 

Q 

RHODE. 0. K. 

8307220407 

90-410 

A 

RICE. D. A. 

6307010024 

90-29 

6 

RICE. D. H. 

0307270319 

NUREO 


niCE.U. H. 

6307220394 

90-498 

A 

RICKARD. H. E. 

6307060224 

90-322 

G 

RICKARDS. B.L. 

6307140199* 

70-143 


RICHARDS. B.L. 

6307140377* 

70-1201 


RICHARDS. 8. 

6307210026* 

90-322 

G 

RICHARDSON. J. D. 

8307260324 

90-416 

R 

RIDDLE. D. K. 

830S120S91* 

CONTRACT 


RIDONAY. D. A. 

8307140435 

90-400 

0 

RIDOUAY.D. A. 

8307140439 

90-400 

0 

RIDOHAY. 0. A. 

6307140494 

90-400 

0 

RIDOWAY.O, A. 

6307140454 

90-400 

0 

RTOOWAY. D. A. 

6307180176 

90-266 

0 

R rOOHAY. D. A. 

8307180200 

90-266 

G 

RIOOUAY. D.A. 

8307180200 

50-266 

G 

RIDSUAV.D. A. . 

8307180218 

90-266 

0 

RIOeUAY.D. A. 

8307190299 

90-320 

0 

RILEY. J. L. 

8307190239 

30-413 

G 

AINALOI.F. 

0307290402* 

90-329 

0 

RIMO.K. 

8307260006* 

90-329 

a 

RINO. N. A, 

6307200204* 

90-494 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

RIUENBARK.e. 

B307I40341 

90-366 

P 

RIVENBARK. 0. 

8307180424 

90-321 

P 

RIVENBARK.G. 

8307200397 

90-366 

P 

RtVERIA. J. A. 
ROBERDS. H. U. 

8307290375* 

8307120013* 

71-496 

90-4S2 

G 

R08ERDS. U. J. 

8307270410* 

HASTE MOT 

ROBERTS. L. B. 

8307190111 

90-312 

B 

ROBERTS. L. B. 

8307210122 

90-312 

S 

ROBERTS, T. H. 

8307200367 

COHHISSION 

ROBERTS. r.M. 

8307200369* 

COHHISSION 

ROBERTS. T. K. 

8307200372* 

CCMHISSION 

ROBERTS, T. H. 

8307200376* 

COHHISSION 

ROBERTS. r.H. 

8307200379* 

CIBIHISSION 

ROBERTS. H. B. 

8307220399* 

90-266 

P 

ROBERTSON. J. 8. 

8307270399 

HASTE NOT 

ROBERTSON. J.B. 

8307270483 

WASTE MOT 

ROBINSON. D. 

8307110340* 

90-319 

8 

ROBINSON. D. 

8307110347* 

90-319 

B 

ROBINSON, 0. 

8307260006* 

90-389 

<1 

ROBINSON. 0. 

8307260009* 

90-329 

Q 

ROD. S. R. 
RODRIGUEZ, R. J. 

B3070B0329* 

8307010034 

TOPREP 

90-312 

P 

RODRIGUEZ, R. J. 

8307060049 

90-312 

8 

RODRIGUEZ. R. J. 

8307060068 

90-312 

8 

RODRIGUEZ, R. J. 

8307060192 

90-312 

8 

RODRIGUEZ. R. J. 

8307060317 

90-312 

P 

RODRIGUEZ. R. J. 

8307070012 

90-312 

P 

RODRIGUEZ. R.J. 

8307110239 

90-312 

P 

RODRIGUEZ, R. J. 

8307120921 

90-312 

8 

RODRIGUEZ. R. J. 

8307180010 

90-312 

S 

RODRIGUEZ. R. J. 

8307180012 

90-312 

P 

RODRIGUEZ. R. J. 

8307190099 

90-318 

R 

RODRIGUEZ. R. J. 

8307190109 

90-312 

S 

RODRIOUEZ.R. J. 

8307190161 

90-312 

s 

RODRIGUEZ. R. J. 

8307290233 

90-312 

p 

RODRIOUEZ.R. J. 

8307260019 

90-318 

F 

RODRIOUEZ.R. J. 

630726017B 

90-318 

P 

RODRIOUEZ.R. J. 

8307260392 

90-312 

P 

RODRIGUEZ. R. J. 

8307260499 

90-312 

Q 

RODRIOUEZ.R. J. 

8307270433 

90-312 

K 

RODRIOUEZ.R. J. 

8307280290 

90-312 

Q 

RODRIOUEZ.R. J. 

8307280390 

90-312 

P 

RODRIOUEZ.R. J. 

8307280393 

90-312 

8 

RODRIOUEZ.R. J. 

8307280432 

90-312 

8 

RODRIOUEZ.R. J. 

8307280449 

90-312 

F 

ROGERS, H.R. 

8307120086 

90-327 

8 

ROGERS. H. R. 

8307120416 

90-388 

S 

ROGERS. H.R. 

8307120420 

90-327 

8 

ROGERS, H. R. 

8307120422 

90-327 

8 

ROGERS. H.R. 

8307120989 

90-328 

8 

ROGERS, J. C. 

8307210274* 

90-413 

0 

ROGERS, P. 

8307260322 

50~36S 

8 

ROGERS, P. 

8307260594 

90-368 

8 

ROGERS, P.C. 

8307120191 

50-368 

6 

ROGERS, P.C. 

8307190271 

90-313 

8 

ROGERS, P. C. 

8307190383 

90-313 

8 

ROGERS. P.J. 

8307210237 

90-326 

8 

ROGERS. M. H. 

8307290930* 

90-321 

F 

ROHRER.H. V. 

8307120109 

90-416 

B 

RQHRER.n, V. 

8307120909 

90-416 

B 

ROHRER, H. V. 

8307190113 

90-416 

B 

ROHRER.H. V. 

8307290164 

90-416 

8 

ROHRER, H.V. 

8307290193 

90-416 

3 

ROHRER. H.V. 

8307290289 

90-416 

8 

ROHRER, M.V. 

8307290473 

90-416 

S 

ROHRER.H. V. 

8307260464 

90-416 

8 

ROHRER.H. V. 

8307290238 

90-416 

8 

ROHAN. T. U. 

8307190080 

90-220 

R 

ROHAN. T. M. 

8307290499* 

90-220 

F 

ROHO. L. R. 

8307090188* 

90-329 

H 

ROOD.H. 

8307110968 

90-361 

P 

ROONEY, V. L. 

8307290941 

90-271 

P 

ROOT, L. E. 

ROSANO. R. 

8307190439* 

8307260364 

CONTRACT 

90-289 

8 

ROSANO.R. 

8307280377 

90-299 

8 

ROSENTHAL. A. 

ROBS, H. U. 

8307110393* 

8307220022* 

PR 

90-339 

0 

ROSSBACH. L. W. 

8307280311* 

90-286 

0 

ROSSI. C.E. 

S3Q712016S* 

90-537 

T 

ROSSOnONDO.C. 

8307080932 

90-2 

F 

ROTELLA. T, S, 

8307190209 

90-369 

8 

ROTELLA. T. 8. 

8307290209 

90-389 

8 

ROTH. li. 

ROTH, J. 

8307140106* 

8307140913 

70-687 

90-201 

P 

ROTH, J. 

8307200190 

90-201 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ROTH, J. 

G307210099* 

70-371 


ROTHBCHILD.M, U. 

8307130065 

90-908 

C 

ROTHSCHILD. M. U. 
ROUSE, L. C. 

ROUSE, L. C. 

ROUBE. L.C. 

ROUSE. L. C. 

ROUSE. L. C. 

ROUE. C. 

0307140526 

8307130436 

6307130445 

6307140497 

8307220076 

8307220120 

8307280170* 

90-449 

70-1143 

70-364 

70-1193 

70-1193 

70-364 

40-672 

f 

R0U80ME, F. H. 

6304200084* 

90-322 

A 

ROY, F. L. 

8307110064* 

90-261 

P 

ROY, F. L. 

83071 10077* 

90-261' 

P 

ROZAK. S. 

8307120007* 

90-263 

Q 

RUBIN, M. 

8307220419* 

90-362 

A 

RUBINSTEIN, D. 

8306080373* 

90-322 

A 

RUBINSTEIN. 0. 

B3O7260S40* 

90-322 

A 

RUBINSTEIN. D. 

8307260545* 

90-322 

A 

RUFF, A. B, 

8307220247* 

90-438 

6 

RUFTY, a. J, 

8307250491 

90-339 

P 

RUITER. 0. H. 

8307120263 

90-309 

R 

RULAND. U. H. 

8307220947* 

90-346 

Q 

RUMBLE, E. T. 

8307120168* 

90-937 

T 

RUMBLE. E. T. 

8307120176* 

90-937 

T 

RUMBLE. E. T. 

8307130219* 

90-937 

T 

RUNKLE. J. 

8307130242 

90-400 

0 

RUNKLE. J. D. 

83O72604B3 

90-400 

0 

RUNNER. W. R. 
RU88CHER.0. E. 
RUSBCHER.O. E. 

6307110479* 

8307120026 

8307180143 

90-260 

NUREO 

NUREO 

F 

RU8BELL. C.F. 

8307280299 

HASTE HOT 

RUSSELL. C. F. 

8307280273 

HASTE HOT 

RUSSELL. C.F. 

8307200289 

WASTE HOT 

RUSSELL, L. B. 

8307010076 

90-317 

B 

RUSSELL. L. B. 

8307010083 

90-317 

B 

RUSSELL. L. 8. 

8307010087 

90-318 

8 

RUSSELL. L. B. 

8307010142 

90-317 

8 

RUSSELL. L. 8. 

8307010160 

90-317 

8 

RUSSELL. L. B. 

8307070180 

90-317 

F 

RUSSELL. L. B. 

8307110427 

90-317 

B 

RUSSELL, L. 8. 

8307110443 

90-317 

6 

RUSSELL, L.B. 

8307110496 

90-317 

8 

RUSSELL. L. B. 

8307120043* 

90-317 

F 

RUSSELL. L. 8. 

8307120083* 

90-317 

F 

RUSSELL, L. 8. 

8307120144 

90-317 

a 

RUSSELL. L. B. 

8307120479 

90-317 

8 

RUBBEUL, L.B. 

8307160187 

90-317 

s 

RUeSELL. L.B. 

8307160193 

90-318 

s 

RUSSELL, L. D. 

6307160207 

90-317 

6 

RUSSELL. L. B. 

8307160249 

90-PI7 

8 

RUSSELL, L. B. 

8307210289 

90-317 

8 

RUSSELL, L. B. 

8307210287 

90-317 

S 

RUSSELL. L. B. 
RUSSELL. T. A. 
RUSSELL, V. 

6307220909 

8307290039 

8307190096* 

90-318 

71-9191 

CONTRACT 

8 

RUSSELL. U. T. 

8304270394* 

90-322 

A 

RUSSELL. U. T. 

8309260333* 

90-322 

A 

RUSSELL. M. T. 

8309260339* 

90-322 

A 

RUSSELL, U. T. 

8307110909* 

90-322 

A 

RUSSELL, W. T. 
RUTHER. H. E. 

8307290334* 

8307090133 

90-289 

NUREO 

0 

RUTHERFORD, N. A, 
RUTLEDGE, C. 

RYAN, J. S. 

8307140048 

8307080936 

6307190339* 

90-269 

40-8909 

CONTRACT 

P 

RYAN, K. H. 

RYAN, R.H. 

8307190320 

8307200197* 

90-397 

CONTRACT 

0 

RYBAK. B. 

8307070176 

90-237 

P 

RYBAK. B. 

8307190062 

90-237 

P 

RYBAK. B. 

8307190178 

90-237 

P 

RYBAK. B. 

8307190197 

90-237 

P 

RYBAK. B. 

8307210090 

90-269 

P 

RYBAK, B. 

8307220306 

90-249 

P 

RYBAK. B, 

8307220499 

90-237 

p 

RYBAK, B. 

8307290304 

90-237 

P 

RYBAK, B. 

8307290492 

90-237 

8 

RYBAK AS. 

RYMAN, J. C. 

8ABAD08, J. H. 

SACKS, I. J. 

BAITO, T. 

8307260020 

8307290199 

8307140327* 

8307110087 

8307280467 

90-237 

NUREO 

70-1191 

NUREO 

XPORTLIC 

P 

8ALAH, 8. 

8307290284 

90-416 

8 

8ALAH, 8. 
SALDARINI.J. C. 

8307290287* 

8307270389 

90-416 

REOOD 

8 

SALTZHAN, J. 

8307080009 

90-a 

J 

SALTZHAN, J. 
SALVENDY, G. 

6307060679 

8307220643 

90-141 

ACR8 

J 


PERSONAL AUTHOR INDEX 


445 


ACCESSION SUBJECT 
AWTHOR NUMBER CATEGORY 


8AUVENDY, 0. 

8307220A43 

ACRS 


SAUVESEN. D. 

83071 10461 

PR 


SAMUELS. P. 

8307030100 

30-247 

H 

SAMUELS. P. 

8307030110* 

30-247 

H 

SAMUELS. P. 

8307030116* 

30-247 

H 

SANCHEZ. R. A. 

B307060267* 

30-331 

P 

SANDERS. 0. A. 

8307030463 

NUREO 


SANDERS. 0. A. 

0307130131 

NUREO 


SANDERS. 0. A. 

8307150336 

NUREO 


SANDERS. U. F. 

8307140183* 

50-424 

Q 

SANDNER.H. H. 

B307U0293* 

50-315 

P 

SANDS. H. 8. 

8307220098 

FOIA 


8AN80NE. R.C. 

8307120333* 

50-352 

A 

SARGENT. I.H. 

B306060295* 

50-234 

P 

SARSOUR. B. 

8307220092 

30-346 

R 

SABTREiC. 

B307260022 

HASTE MOT 

GATHER. A. 

8307140044* 

30-329 

0 

6AUDER8. R. F. 

8307290173 

30-280 

s 

BCALETTI. D. C. 

8307130394 

50-447 

A 

BCARANO. R. A. 

8307230572* 

FOIA 


SCARANO. R. A. 

83072S0606* 

FOIA 


0CATTOLINI.L, D. 

8307220239 

HASTE MOT 

aCHAUFELBEROER 

6307260008 

50-298 

P 

SCHECTER.H. 

S307260161* 

FOIA 


8CHEIBELHUT, C. 

8307120584* 

30-350 

Q 

8CHEHEL. R. 

8307120168* 

50-637 

T 

SCHERER. A. E. 

8307010172 

50-470 

A 

SCHERER. A. E. 

8307250416 

PR 


SCHERER. A. E. 

8307270332 

50-470 

E 

SCHERER. A. G. 

8307270422 

TOPREP 


8CH1ERLIN0.H. 

B3071401SS 

50-275 

P 

8CHIERLIN0. H. 

8307150368 

50-275 

P 

SCHLAPPER.O. A. 

8307260366 

50-59 

H 

SCHLEICHER. R. J, 

8307220024* 

71-37 


SCHMIDT. H.C. 

8307050064 

50-445 

A 

SCHMIDT. H.C. 

B3071 10282 

50-445 

A 

SCHMIDT. H. C. 

8307110350 

50-445 

E 

SCHMIDT. H.C. 

8307120631 

50-445 

A 

SCHMIDT. H.C. 

6307230256 

50-445 

A 

SCHMIDT. H. C. 

8307230370 

50-445 

A 

SCHMIDT. H.C. 

8307260548 

50-445 

K 

SCHMIDT. R. J. 

83070601S5* 

50-423 

0 

aCHMITENDORF. 0. 

8307220192 

50-330 

R 

SCHMITT. H. W. 

8307180328* 

CONTRACT 


SCHMITT. T. J. 

8307260295 

HASTE MOT 

SCHMITZ. R.P. 

8307150276 

PR 


8CHNAUTZ. C. E. 

8307070452 

XPORTLIC 


SCHNEIDER. G. 

8307140195* 

50-369 

Q 

8CHNELL. D. F. 

8307050096 

50-483 

S 

SCHNELL. D. F. 

8307060034 

50-483 

A 

8CHNELL. D. F. 

8307110231 

50-483 

8 

SCHNELL. D. F. 

8307110237 

50-483 

A 

SCHNELL, D. F. 

8307110301 

50-483 

S 

SCHNELL, D. F. 

8307110334* 

50-483 

Q 

SCHNELL, D. F. 

8307110364* 

50-483 

0 

SCHNELL, D. F. 

8307260214* 

50-483 

Q 

SCHNELL. D. F. 

8307280401* 

50-483 

Q 

8CH0PPMAN. M. 

8307250493 

50-247 

K 

8CHREIBER.0. J. 

8307220212 

HASTE MOT 

SCHROCK, V. E. 

8307200352 

ACRS 


SCHROCK. V. E. 

8307200352 

ACRS 


SCHROEDER.B. A. 

8307150194 

50-237 

R 

SCHROEDER. B. A. 

8307220231 

50-237 

S 

SCHROEDER.C. U. 

8307050210 

50-373 

R 

SCHROEDER. C. U. 

8307110114 

50-373 

P 

SCHROEDER. C. H. 

8307110371 

50-373 

B 

SCHROEDER.C. H. 

8307120302 

50-373 

A 

SCHROEDER.C. U. 

8307120431 

50-373 

P 

SCHROEDER.C. U. 

8307120435 

50-265 

P 

SCHROEDER.C. H. 

8307120524 

50-374 

E 

SCHROEDER.C. H. 

8307220375 

50-373 

P 

SCHROEDER.C. H. 

8307220466 

50-374 

6 

SCHROEDER.C. M. 

8307260314 

50-373 

E 

SCHUERHAN.L. E. 

8307190023 

70-2926 


SCHULTZ. W. H. 

8307060301 

50-295 

Q 

SCHULZ, R. D. 

8307010036* 

50-410 

0 

8CHUK.U. 8. 

8307120498* 

50-482 

Q 

SCHUMACHER. M. 

8307120007* 

50-263 

0 

SCHUMACHER. M. C. 

8307180018* 

50-454 

Q 

SCHUMACHER, M. C. 

8307160107* 

50-282 

Q 

SCHUYLER. J. 0. 

8307010163 

50-275 

P 

SCHUYLER, U. 0. 

8307010170 

50-275 

R 

SCHUYLER, U. 0. 

8307060086 

50-275 

P 

SCHUYLER. J. 0. 

8307060178 

50-275 

F 

SCHUYLER, J. 0. 

8307060196 

50-275 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SCHUYLER. J. □. 

8307070026 

50-275 

P 

SCHUYLER. J. 0. 

8307110406* 

30-275 

P 

SCHUYLER. J. O. 

8307120324 

30-275 

R 

SCHUYLER. J. 0. 

ea07120SB2 

30-323 

S 

SCHUYLER. J. 0. 

8307130221 

50-273 

P 

SCHUYLER. J. 0. 

8307130278 

30-275 

P 

SCHUYLER. U. 0. 

8307180002 

50-273 

P 

SCHUYLER, J. □. 

8307190115 

30-133 

P 

SCHUYLER. J. 0. 

8307190171 

50-275 

P 

SCHUYLER. J. a 

8307220362 

50-275 

R 

SCHUYLER. J. O. 

8307260379 

50-273 

P 

SCHUYLER, J. □. 

8307270195* 

30-273 

F 

SCHUYLER, J. 0. 

8307270201* 

30-273 

F 

SCHUYLER. J. 0. 

8307280101 

30-275 

F 

SCHUYLER, J. □. 

8307280296 

50-273 

R 

SCHUYLER, J. 0. 

8307290195 

50-275 

P 

SCHUYLER. J. a. 

8307290221 

30-275 

P 

SCHHALLie, A. L. 

8307110149* 

50-537 

T 

SCHHAN, C. A. 
SCHUEITZER.O. 0. 

8307110391* 

8307260016 

70-1237 
HASTE MOT 

8CHHENCER, A. 

8307050293 

50-373 

P 

SCHHENCER. A. 

8307050333 

50-373 

P 

SCHHENCER, A. 

8307080447 

50-416 

F 

SCHHENCER, A. 

8307080471 

30-307 

P 

SCHHENCER. A. 

B307080SOO 

30-332 

D 

SCHHENCER. A. 

8307080510* 

50-352 

D 

SCHHENCER, A. 

83070B0S22* 

30-352 

□ 

SCHHENCER. A. 

8307080525* 

30-332 

D 

SCHHENCER, A. 

8307080527* 

S0-3S2 

D 

SCHHENCER, A. 

8307080543 

30-352 

A 

SCHHENCER, A. 

8307110569 

50-373 

P 

SCHHENCER. A. 

8307130006 

50-352 

A 

SCHHENCER, A. 

8307140145 

50-354 

A 

SCHHENCER, A. 

8307150044 

30-416 

P 

SCHHENCER. A. 

8307150046* 

50-416 

P 

SCHHENCER, A. 

8307150051* 

50-416 

P 

SCHHENCER, A. 

8307180369* 

30-307 

P 

SCHHENCER. A. 

8307180381* 

30-387 

P 

SCHHENCER, A. 

8307190410 

5(H-373 

F 

SCHHENCER, A. 

8307190494 

50-387 

P 

SCHHENCER, A. 

8307190495 

30-397 

0 

SCHHENCER, A. 

8307200050* 

50-387 

P 

SCHHENCER. A. 

8307200154 

30-354 

F 

SCHHENCER, A. 

8307200383 

30-458 

A 

SCHHENCER, A. 

8307200384 

50-352 

E 

SCHHENCER. A. 

8307200386 

50-397 

A 

SCHHENCER, A. 

8307200480 

50-354 

D 

SCHHENCER. A. 

8307200538 

30-410 

0 

SCHHENCER. A. 

B307220SB9 

90-458 

A 

SCHHENCER, A. 

8307270049 

50-461 

A 

SCHHENCER. A. 

8307270164 

30-354 

A 

SCHHENCER, A. 

8307270251 

30-354 

A 

SCHHENCER. A. 

8307270478 

30-387 

P 

SCHHENCER, A. 

8307280187 

30-410 

D 

BCHHINK.M. 

8307190399 

REVIEU ORP 

SCINTO.J. F. 
SCINTO, J. F. 

8307050374* 

8307100015 

PR 

50-445 

0 

SCOTT. D. E- 

8307220516* 

50-416 

Q 

SCOTT.D. J. 

8307060084 

30-249 

8 

SCOTT. D. J. 

8307060239 

50-237 

8 

SCOTT. D. U. 

8307080243 

50-237 

S 

SCOTT, D. J. 

8307080496 

50-237 

8 

SCOTT, D. U. 

8307110115 

30-237 

8 

SCOTT, D. J. 

8307110189 

90-237 

8 

SCOTT, D. J. 

83071 10359 

50-237 

8 

SCOTT. D. J. 

8307110409 

50-249 

S 

SCOTT, D. J. 

8307150194 

50-237 

R 

SCOTT, 0. U. 

8307200168 

50-237 

8 

SCOTT. D. J. 

8307200174 

50-237 

S 

SCOTT. O.U. 

8307200191 

50-237 

8 

SCOTT, D. J. 

8307200218 

30-249 

8 

SCOTT. D. J. 

8307200302 

50-237 

8 

SCOTT, D. J. 

8307220231 

50-237 

S 

SCOTT. D. J. 

8307220260 

50-249 

S 

SCOTT. D. J. 

8307260213 

50-237 

p 

8CQTT-WASILK. J. 

8307280071* 

50-346 

p 

SCULL. D. L. 

8307070215 

90-170 

0 

SCURRY, N. 

SCURRY. N. 

SCURRY, N. 

SCURRY. N. 

SCURRY, N. 

SCURRY. M. 

SEARS. C. F. 

8307050222 

830705(024 

8307050230 

8307050234 

8307200335 

8307260603 

8307140241 

ORO 

ORO 

□RO 

ORO 

ORO 

ORO 

30-423 

8 

SEARS. C. F. 

8307140271 

50-423 

A 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

SEARS. C. F 

8307140271 

50-423 

A 

SEARS. C. F. 

8307150193 

50-249 

P 

SEARS, C. F. 

8307150193 

50-249 

P 

SEARS. C. F. 

8307150208 

50-423 

S 

SEARS. C. F. 

8307130240 

50-423 

8 

SEARS. C. F. 

8307190253 

50-213 

P 

SEARS. J. R. 

8307190279* 

50-443 

T 

SEARS. P. 

8307060350* 

QA999 


SEARS. P. 

8307060360* 

QA999 


BEARS. P. M. 

8307060221* 

<3A999 


SEELY. S. 

8307110461 

PR 


SEELY. 8. 

8307150166 

PR 


SEELY. S. 

8307130176 

NUREG 


SEIDLE. U. C. 

8307060013 

50-285 

Q 

8EIDLE. H. C. 

8307060033 

50-205 

0 

SEIDLE. U. C. 

8307060135 

50-289 

Q 

SEIDLE, U. C. 

8307060282 

50-313 

Q 

SEIDLE. U. C. 

8307120010 

50-482 

Q 

SEIDLE. H. C. 

8307120240 

90-313 

Q 

SEIDLE. U. C. 

8307120449 

90-269 

Q 

SEIDLE. H.C. 

8307120460 

90-289 

0 

SEIDLE, H.C. 

8307120471 

90-482 

Q 

SEIDLE, U. C. 

8307120467 

90-289 

Q 

SEIDLE. U. C. 

8307120488 

90-482 

Q 

SEIDLE. U. C. 

8307120314 

50-285 

Q 

SEIDLE, H. C. 

B307150073 

50-289 

Q 

SEIDLE. H.C. 

8307180261 

90-402 

Q 

SEIDLE. H.C. 

8307220480 

50-482 

Q 

SEIDLE. U. C. 

8307220512 

90-313 

0 

SEIDLE. U. C. 

8307250410 

90-285 

Q 

SEIDLE. U. C. 

8307260433 

50-285 

Q 

SEIKEN, 8. J. 

8307060280 

50-482 

S 

8EIKEN, 8. J. 

8307060288* 

90-482 

s 

SEIKEN. S.J. 

8307250309 

50-482 

A 

SELBY. J. D. 

8307080321* 

50-293 

P 

8ELDVER, R. E. 

8307130306 

50-272 

Q 

SELOYER. R. E 

8307270393 

90-272 

Q 

8ERBU. R. U. 

8307110270* 

50-413 

0 

SERINt. B. L. 

8307290302 

70-2946 


BERKIZ, A. U. 

0307270023 

GEN TEC 

IS 

BERNE. R. J. 

8307270360 

NUREO 


8ESTAK. F. 

0307050137* 

90-279 

R 

8E8TAK.F. 

0307050143* 

90-279 

R 

SESTAK.F. 

8307050149* 

90-279 

R 

SEXTON. J. A 

8307060180* 

50-279 

F 

SEYFRIT.K, V. 

0307260256* 

50-382 

A 

SHACK. U. J. 

0307090133 

NUREO 


SHAFER. P.H. 

0307080518 

90-409 

Q 

SHAFER. P.H. 

0307110963* 

90-409 

F 

SHAFER. P.H. 

0307220964 

50-409 

P 

SHAFER, H. 

0307220401 

50-409 

8 

SHAFER. H. 

0307220531 

30-373 

8 

SHAPER. H. 

8307260541 

50-237 

S 

SHAFER. U. 

8307260574 

90-409 

s 

SHAFER. U. D. 

8307060131 

50-316 

0 

SHAFER. U. D. 

0307060134* 

50-316 

0 

SHAFER. U. 0. 

0307060319 

90-282 

0 

SHAFER. U. D. 

0307060324* 

90-282 

a 

SHAFER. H. D. 

0307080381 

90-331 

0 

SHAFER. U. D. 

030718001 1 

90-263 

0 

SHAFER. U. D. 

0307180125 

50-159 

0 

SHAFER. H. D. 

8307210005 

50-331 

0 

SHAFER. H. D. 

0307210249 

90-409 

Q 

SHAFER. H. D. 

8307290434 

50-373 

0 

SHAFFNER. J, A. 

8307200160 

27-48 


SHAFFNER, J. A. 

8307200182 

HASTE HGT 

SHAKEN. R. J- 

0307190294* 

50-443 

0 

SHAKSZAD.H. 

B3071B01S2* 

90-237 

P 

SHAM8ZAD. P. E. 

0307070211* 

90-237 

P 

SHANAHANY. M. E 

8307080325* 

TOPREP 


8HANBAKY.H. 

83071 10366* 

90-334 

□ 

8HANBAKY.H. 

83071 10388* 

50-247 

0 

SHANBAKY. M. M, 

03071 10287* 

90-322 

a 

SHANSAKY, K. M. 

8307140239* 

50-311 

0 

SHAPIRO. R. 

8307120367* 

90-322 

G 

SHAPIRO. R. 

8307290159* 

90-322 

0 

SHARKEY. U. J. 

8307080348* 

MI5C 


SHEA. 0. 

8307090189 

50-249 

p 

SHEA.J. F. 

8307120367* 

50-322 

0 

SHEA. J. J. 

83070S0434 

90-245 

p 

SHEA.U, J. 

8307130282 

30-245 

p 

SHEA. J. U. 

8307250524 

50-243 

p 

SHEARER. D. L. 

8307120018 

NUREO 


6HEDL05KY. J. T. 

B3070IOI67* 

90-245 

Q 

SHELKHET.e. L. 

8307190417* 

CONTRACT 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SHELLEY. H J 

B3070B094a 

40-8027 

SHEN. H U. 

S3070S0643« 

CONTRACT 

SHEPHERD. R. E 
SHERMATLC. I 

e3073S0060* 

B307060243t 

FOIA 

90-224 

0 

SHERR. T. 8 

SHERMOOD. D R 
SHERUOOD. 6 , 0 

S307230342 

B307270360 

6307010180 

FOIA 

NUREO 

90-447 

A 

SHERUODD.G C 

8307110470 

50-447 

A 

SHERUOOO. Q. 0 
SHERUOOO. G. a 

8307150179 

B307250377 

PB 

50-447 

K 

S^RUOOD. Q. 0. 

8307290382* 

50-447 

K 

BKERUOOO. G 0. 

8307290131 

90-447 

A 

BHICK.V 

SHIELDS. 8. U 

8307190331 

8307090174 

40-8331 

50-346 

S 

SHIELDS. 8. U. 

83070&0010 

90-546 

0 

SHIELDS. S.H 

8307110306 

50-546 

B 

SHIELDS. S.H 

G307190I40 

50-546 

I 

SHIELDS. S. H 

8307190172 

50-546 

a 

SHIELDS. S. H. 

8307190209 

50-546 

F 

SHIELDS. S U 

8307190210 

50-546 

0 

SHIELDS. S.H 

8307190261 

50-546 

s 

SHIELDS. S. U. 

6307220460 

50-546 

s 

SHIELDS. S. H 

8307220490 

50-546 

s 

SHIPPER. J. 

8307220271 

50-275 

S 

SHIPPER. J. 0 

8307130092 

50-275 

8 

SHIRAKAUA, T. 

9307110347 

XPORTLIC 

SHIRAKAHA. T. 

8307130121 

XPORTLIC 

BHIRAXAUA.T 

6307130337 

XPORTLIC 

SHIRAKAUA. T. 

8307130340 

XPORTLIC 

SHIRAKAUA, T. 

8307230648 

XPORTLIC 

SHIVELY, C. 

8309270010 

50-313 

P 

SHOEMAKER. C.J. 

8307050077 

50-382 

0 

SHOEMAKER.C. J. 

8307050109 

50-289 

0 

SHOEHAKER.C J. 

0307050159 

50-209 

0 

SHOEMAKER.C. J. 

8307060421 

50-443 

0 

SHOEMAKER.C. J 

8307080464 

50-275 

0 

SHOEHAKER.C. J. 

8307080469 

50-279 

0 

SHOEMAKER.C. J 

8307060479 

50-289 

0 

SHOEHAKER.C. J. 

8307080494 

90-382 

0 

SHCKMAKER.C J. 

8307110030 

50-289 

G 

SHOEHAKER.C J. 

8307120548 

50-266 

0 

SHOEMAKER. C. J. 

8307130070 

90-454 

0 

SieCMAKER. C. J. 

8307140438 

90-409 

0 

SHOEMAKER.C J. 

8307180269 

50-275 

H 

SHOEHAKER.C J. 

8307180272* 

50-275 

H 

SHOEMAKER.C J 

B307200120 

50-302 

0 

SHOEHAKER.C. J 

8307210250 

50-443 

0 

SHOEMAKER.C. J. 

83072I02BO 

50-289 

0 

SHOEMAKER.C. J 

8307220360 

90-443 

0 

SHOEMAKER. C. J. 

0307220371 

50-352 

0 

SHOEHAKER.C J 

3307280154 

50-454 

0 

SHOEMAKER.C J 

8307290077 

90-382 

0 

SHOOAM, fi. P. 

8307190257* 

50-213 

p 

SKOLLY, S. S. 
SHOLLY. 8. 8. 

EHOTUELL, J. A 

B307120I8S 

8307120194 

8307050203 

NUREO 

PR 

90-443 

0 

6H0TUELL.J. A. 

8307190212 

50-443 

0 

SHOTUELL. J. A 

8307190216* 

50-443 

Q 

SHOTUELL, J. A. 

3307190220* 

50-443 

0 

SHOTUELL. J. A 

8307260398 

50-443 

0 

SHREVE. 0. B. 
SHRSVE.O. 8. 
SHUNMUOAVEL. P 

8307200170* 

8307290326* 

8307210261* 

CONTRACT 

CONTRACT 

50-329 

0 

SHUWtUOAVEL, P. 

8307210261* 

90-329 

G 

SHYHLOCK. H. 8 

8307220267* 

50-338 

0 

SIBULKIH. M. 

SIETZ. J. 0. 

8307250530 

8307060293* 

NUREO 

50-331 

p 

SILAXOSKI.A F. 

8307190104* 

90-440 

0 

SILBEflO.U. E 

8307060238 

50-440 

T 

aiLBERD.J. E 

8307060239 

50-440 

T 

8ILBER0, J. E. 

8307060339 

90-440 

G 

SILBERO, J. E. 

8307060339 

90-440 

G 

SILBERO. J. E. 

8307060344* 

50-440 

0 

SILBERO. J. E 

8307060344* 

50-440 

0 

SILBERO, J.E 

8307190287 

90-412 

0 

SILBERO. J. E 

8307190287 

50-412 

G 

SILBERO. J. E 

8307190343 

50-412 

<3 

SILBERO. J. E 

8307190343 

30-412 

G 

SILBERO. J. E 

8307190390 

90-412 

G 

SILBERO. J. E. 

8307150390 

90-412 

0 

SILBERO. J. E. 

8307180190 

50-482 

G 

SILBERO. J. E. 

8307160204 

90-482 

0 

SILBERO. si. e 

8307180225 

90-412 

G 

SILBERO, si. E. 

8307180225 

90-412 

Q 

SILBERO. J E. 

8307190084 

90-440 

C 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

SILBERO. J. E. 

B307190084 

90-440 

0 

SILBERO, J. E. 

8307190203 

go-440 

0 

SILeEHO.J. E 

8307190203 

90-440 

0 

SILBERO, J. E. 

8307190208* 

90-440 

0 

SILBERO. J. E. 

8307190208* 

90-440 

G 

SILBERO. U.E 

8307190240 

50-482 

0 

SILBERO, J. E. 

8307190240 

90-482 

G 

SILBERG, J. E. 

8307190284 

90-412 

0 

SILBERO. J. E. 

8307190284 

90-412 

0 

SILBERO. U.E. 

8307210241 

50-482 

G 

SILBERO. J.E. 

8307210241 

90-482 

0 

SILBERO, J.E. 

8307210240 

50-277 

G 

SILBERO, J. E. 

8307270287 

90-440 

0 

S1LVER.C. 

8307180148 

NIRIEO 


SILVER. H. 

8307140923 

50-289 

P 

SILVER, H. 

B307iara94 

50-2B9 

P 

SILVIS.R.M. 

8307080983 

CONTRACT 


SILVre. R. H. 

8307200166 

CONTRACT 


SILVtS, R. K. 

8307290026 

90-201 

P 

SILVIS.R. H. 

8307290100 

COYTRACT 


SILVIS. R. H. 

8307290111 

CONTRACT 


SILVI8,R. K. 

8307290119 

CONraACT 


SILVIS.R. H. 

8307290143 

CONTRACT 


SILVIS.R.M. 

8307290169 

CWJTRACT 


SILVIS.R.M. 

83072901^ 

50-289 

P 

SILVIS.R. H. 

8307230226 

CONTRACT 


SILVIS, R.H. 

8307290241 

CONTRACT 


SILVIS. R. M. 

8307290196 

CONTRACT 


SILVIS. R. K. 

8307290321 

CONTRACT 


SILVIS.R. H. 

8307290494 

C04TRACT 


SILVIS. R. K. 

8307290480 

CONHIACT 


SILVIS.R. H. 

8307290494 

CONTRACT 


SrMAN-TaV.H. 

8307090314 

RES 


SIMON. A.C. 

8307090034 

71-900 


SIMON, J. A. 

8307140044* 

50-329 

G 

SIMON, M. A. 

8307130238 

50-528 

A 

SIKONDS.O. E. 

8307110302* 

50-413 

0 

SINCLAIR. J. 8. 

8307070038 

90-271 

F 

SINCLAIR. J. B. 

8307070103 

90-271 

P 

SINCLAIR. J. 8. 

8307260408 

90-271 

P 

SINCLAIR. K. 

8307030111* 

90-329 

H 

8INDERBRAND.C. 

8307070199 

PR 


SINOH. A. 

8307110260* 

90-413 

0 

StNOH, H. K. 

8307290990* 

CONTRACT 


SINI8I. j.n. 

8307200111 

.50-249 

sJ 

SINKE. S.J. 

8307130086 

40-8768 


SINKS. O.J. 

8307200209 

40-8768 


SINKE. G.J. 

8307200219 

40-0768 


SKINNER, P. 

8307140199* 

90-369 

Q 

SKINNER. P.H. 

8307140236* 

90-280 

a 

SKINNER, P. H. 

8307140421* 

90-302 

Q 

BK0LD8. J. L. 

8307220078* 

90-395 

a 

SKOLDB. J. L. 

8307220963* 

90-399 

8 

SKOVHOLT. D. J. 

B307I40497* 

90-89 

0 

8K0VH0LT. D. J. 

8307140462* 

90-89 

G 

SLADE. M. L. 

8307200227 

90-244 

0 

SLAGOIErE. L. 

8307260601* 

FOIA 


SLAUINSKI.M. J. 

8307220101 

70-1779 


SLIOER.E. K. 

B307I10164* 

90-937 

T 

SLIGER. E. K. 

8307110164* 

90-937 

T 

SLOWLY, L- 

8307180431* 

CONTRACT 


SHALLt U. 0, 

8307270300* 

WASTE MOT 

SMITH. A. L. 

8307180161* 

0A999 


SMITH. A. L. 

8307180192* 

QA999 


SMITH. A. V. 

8307080990 

NUREO 


SMITH, C. F. 

8307110087 

NlRIEe 


SMITH, C.N. 

8307090094 

70-143 


SMITH, C.N. 

- 8307090098 

70-36 


SMITH. C.N. 

8307110991 

70-27 


SMITH. C. N. 

83071 10996 

70-1113 


SMITH. C. H. 

8307110971 

70-371 


SMITH. C.N. 

83071 10976 

70-143 


SMITH, C. N. 

8307110982 

70-1297 


SMITH, C.N. 

8307110984 

70-1113 


SMITH. C. N. 

8307110987 

70-1308 


SMITH, C. N. 

8307110990 

70-1191 


SMITH. C. N. 

8307110992 

70-143 


SMITH, C.N. 

83071 10996 

70-27 


SMITH. C. H. 

8307110609 

70-139 


SMITH, C. N. 

8307110613 

70-734 


smith.c.n; 

8307110617 

70-143 


SMITH, C.N. 

8307110621 

90-27 

c 

SHITKiC. N. 

8307110623 

70-398 


SMITH, C. N. 

8307110624 

70-1193 


SMITH, C. N. 

8307110625 

70-143 



AUTHOR 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

SMITH.C.N. 

8307110628 

70-687 


SMITH, C. N. 

8307110643 

70-1257 


SMITH, C. N. 

83071 10647 

70-371 


SMITH.C.N. 

8307110648 

70-29 


SMITH, C. N. 

8307110694 

70-824 


SMITH. C, N. 

0307110698 

70-1100 


SMITH, C. N. 

B3071 10662 

70-139 


SMITH. C, N. 

8307110666 

70-27 


SMITH. C. N. 

8307110671 

70-1113 


SMITH. C. N. 

8307110698 

70-1143 


SMITH. C, N. 

8307110702 

70-794 


SMITH. C. N. 

8307110760 

70-1201 


SMITH, O, C 

8307110395* 

70-1703 


SMITH. O, C. 

8307110372* 

90-97 

Q 

SMITH. O. C. 

8307140086* 

90-97 

Q 

SMITH. O. C. 

8307140242* 

90-29 

Q 

SMITH. I. W, 

8307090168 

90-946 

0 

SMITH, I, W. 

8307060400 

90-484 

6 

SMITH, r, W. 

8307110324 

90-454 

0 

SMITH, 1 , W. 

8307190187 

90-494 

0 

SMITH. 1. W, 

8307 1 90293 

50-454 

0 

SMITH. 1. W. 

8307220361 

90-494 

0 

SMITH. I. M. 

8307280232 

90-454 

G 

SMITH. J, L. 

8307010004 

90-322 

A 

SMITH, J. L, 

8307010043* 

50-322 

0 

SMITH, s). L. 

8307010112 

50-322 

A 

SMITH. sJ. L. 

8307090031 

50-322 

E 

SMITH, vl. L, 

8307090038 

50-322 

A 

SMITH, sf. L. 

8307090091 

50-322 

A 

SMITH, U. L. 

8307050296 

50-322 

E 

SMITH, si. L. 

8307090274 

50-322 

E 

SMITH, s!. L. 

8307070019 

90-322 

A 

SMITH, si. L. 

8307070066 

90-322 

A 

SMITH, si. L. 

8307070094 

90-322 

A 

SMITH, O. L. 

8307070121 

90-322 

0 

SMITH, si. L. 

0307080269 

80-322 

E 

SMITH, si. L. 

8307080398 

50-322 

A 

SMITH, J. L. 

8307140200 

50-322 

A 

SMITH, J. L, 

8307140396 

80-322 

A 

SMITH, si. L, 

8307200002 

50-322 

K 

SMITH. J. L. 

8307200012 

50-322 

A 

SMITH, J. L, 

8307200141 

90-322 

E 

SMITH, J. L, 

8307290477 

50-322 

A 

SMITH. J. L. 

B3072B0079 

90-322 

F 

SMITH, J. L. 

8307280100 

50-322 

A 

SMITH, J. L. 

B3072B0300 

90-322 

8 

SMITH, K. R. 

8307060411* 

90-400 

0 

SMITH. U. C. 

8307070119* 

90-334 

P 

SMITH. M. 

8307220593* 

50-494 

0 

SMITH, M. P. 

0307270110 

50-423 

H 

SMITH, P. A. 

8307090284 

CONTRACT 


SMITH. F. A. 

8307090235* 

CONTRACT 


SMITH, F. A. 

8307090317 

CONTRACT 


SMITH. P. A. 

830709032S* 

CONTRACT 


SMITH. P. A. 

8307080997 

CONTRACT 


SMITH. P. A. 

8307080963* 

CONTRACT 


SMITH, P. A. 

8307 140487 

CONTRACT 


SMITH. P. A. 

8307140493* 

CONTRACT 


SMITH, P. A. 

8307190096* 

CONTRACT 


SMITH, P. A. 

8307190367* 

CONTRACT 


SMITH. P. A. 

8307190376* 

CONTRACT 


SMITH, P. A. 

8307190417* 

CONTRACT 


SMITH. P. A. 

8307190422* 

CONTRACT 


SMITH. P. A. 

8307 1 90430* 

CONTRACT 


SMITH. P. A. 

8307190439* 

CONTRACT 


SMITH, P. A. 

8307180429 

CONTRACT 


SMITH. P. A. 

8307100431* 

CONTRACT 


SMITH. F. A. 

B3071 90339* 

CONTRACT 


SMITH, P. A. 

0307190439* 

CONTRACT 


SMITH. P. A. 

8307200388* 

CONTRACT 


SMITH. P. A. 

8307250290* 

80-498 

A 

SMITH, P. A. 

8307290903 

CONTRACT 


SMITH. P. A. 

8307250909* 

CONTRACT 


SMITH. P. A. 

8307250627 

CONTRACT 


SMITH, P. A, 

8307290639 

CONTRACT 


SMITH. P. A. 

8307290649* 

CONTRACT 


SMITH, P. A. 

8307290687* 

CONTRACT 


SMITH, P. H. 

8307190494* 

CONTRACT 


SMITH. P. H- 

8307290630* 

CONTRACT 


8MITH, R. 

8307010080* 

50-245 

0 

SMITH. B. H. 

8307290060* 

FOIA 


SMITH, S. L. 

8307070090 

50-322 

a 

SMITH, T, M. 

8307010191 

90-284 

R 

SMITH. 14- O. 

8307OS00I9 

90-315 

8 

SMITH, 14. O. 

8307090094 

90-319 

8 
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AUTHOR 

NUMBER 
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AUTHOR 

NUMBER 

CATEOORY 

AUTHOR 

NUMBER 

CATEOORY 

SMITH. U. 0. 

8307030090 

50-313 

S 

STAR03TECK1.R. 

8307030347 

50-309 


STEWART, W. L. 

8307120336 



SMITH. U. 0. 

8307060378 

50-313 

8 

STAROSTECKI.R 








SMITH. H. O. 

8307000007 

50-316 

8 

STAROSTECKI.R 

8307110385 

50-271 


STEWART, W. L. 




SMITH. M. 0. 

8307I10I93 

50-316 

S 

STAROSTECKI.R. 

8307110392 

50-320 

0 

STEWART, W. L. 

8307120361 

50-338 


SMITH. H. 0. 

83071 10333 

50-313 

8 

STARD8TECKI. R. 

83071 10394 

50-333 

Q 

STEWART, W. L. 

8307140228* 

30-280 

0 

SMITH. U. 0. 

8307180104 

30-316 

8 

STAROSTECKt. R. 

8307110397 

50-166 


STEWART, W. L. 

0307180097 

30-338 


SMITH. H. 0. 

8307180140 


6 

STAROSTECKI.R 

8307110414 



STEWART, W. L 




SMITH. M. 0. 

e307800S73« 

50-313 

Q 

STAROSTECKI.R. 

8307110422 

50-443 


STEWART, W. L. 

B3O710O1O6 



SMITH. U. 0. 

8307850008 

30-316 

R 

STAROSTECKI.R. 

8307120213 

70-1143 

STEWART, W. L 

8307200194 



SMITH. U. 0. 

8307220097 



STAROSTECKI.R. 

8307120231 

50-247 

0 

STEWART, W. L 

6307210203 

50-280 

P 

SMITH. U. 0. 

8307820384 

30-315 

8 

STAROSTECKI.R. 

8307120387 

50-387 

S 

STEWART, W. L. 

8307220192 

30-338 


SMITH. U. 0. 

8307220403 



STAROSTECKI.R. 

8307120429 

50-245 


STEWART, W. L 




SMYTH. C.W. 

8307820182 

30-209 

R 

STAROSTECKI.R. 

8307120463 

50-334 

Q 

STEWART, U. L 

S3O7230431 



SNEIDER. C. 8. 

S3072602S9 



STAROSTECKI.R. 

8307120503 

50-352 


STEWART, W. L. 




SNELL. U. 

8307060303* 

30-233 

Q 

STAROSTECKI.R. 

8307140099 

70-687 


STEWART, W. L. 

0307270329 

30-280 

F 

SNIDER. J. M. 

8307130323* 

30r454 

A 

STAROSTECKI.R. 

8307140313 

50-220 

Q 

STEWART. W. L 




8NIEZEK. J. H. 

8307130437 

50-358 

A 

STAROSTECKI.R. 

8307140329 

50-322 

0 

STICKLEY. T. H. 




SNOU. A. C. 

8307130224* 

30-413 

0 

STAROSTECKI.R. 

8307140371 

50-244 

Q 

STIEDE, W. L. 




SNOU. A. L. 

8307130206* 

30-413 

0 

STAROSTECKI.R. 

8307140404 

50-293 

0 

8TIEDE. W. L. 

83072704S4* 

50-454 






STAROSTECKI.R. 

8307140459 

50-354 

0 

STILL. N. 

8307220038 

WASTE MGT 

SNYDER. A. M. 

83072300BO 

NUREO 


STAROSTECKI.R. 

8307150089 

50-317 

Q 

STILL, N. 



SNYDER. B. J. 

8306100004 

30-320 

H 

STAROSTECKI.R 

8307150101 

50-317 

<3 




SNYDER. B. J. 

8307290342 

30-330 

P 

STAROSTECKI. R. 

8307IS0I07 

70-364 


STILL, N. 

6307270363 






STAROSTECKI.R. 

8307150264 

50-272 

F 

STOHR. J. P. 




SOLLEY, 8. M. 

8307120470 

30-259 

8 

STAROSTECKI.R. 

8307150307 

50-38? 

0 

STOHR. J. P. 

0307010061 

70-1201 


SOLLEY. 8. U. 

8307220435 

50-239 

5 

STAROSTECKI.R. 

83071 50351 

50-213 






SOLLEY. 6. M. 

8307220440 

30-239 

8 

STAROSTECKI.R. 

8307180141 

50-220 

0 

STOHR. J.P. 




SOLOMON. A. A. 

8307200474 

ACR8 


STAROSTECKI.R. 

8307180203 

50-322 

B 

BTOHR, J. P. 




SOLOMON. A. A. 

8307200474 

ACR8 


STAROSTECKI.R. 

B307I90164 

50-244 

0 

STOHR. J.P. 





8307200413* 

50-369 

P 

STAROSTECKI.R. 

8307210007 

50-247 

Q 

STOHR. J. P. 

6307140050 

50-302 

F 

SOONO.A, L. 

8307180420 

70-143 


STAROSTECKI.R. 

8307210053 

30-271 

0 

STOHR. J, P. 





0307180039 

30-308 

A 

STAROSTECKI.R. 

8307210070 

30-352 

Q 

STOHR, J. P. 




SORENSEN. 0. C. 

8307200142 

30-397 

A 

STAROSTECKI.R. 

8307210086 

70-371 


STOHR, J. P. 




SORENSEN. 9. C. 

8307260319 

30-397 

E 

STAROSTECKI.R. 

8307210123 

50-293 

Q 

STOHR, J. P. 





8307260323 

50-397 

C 

STAROSTECKI.R. 

8307250403 

30-320 

Q 

STOHR, J. P. 

3307140194 

30-324 

F 

SORENSEN. 0. C. 

8307290177 

30-460 

A 

STAROSTECKI.R. 

8307250436 

50-220 

0 

STOHR. J.P. 





8307220413 

30-308 

E 

STAROSTECKI.R. 

8307250437 

50-322 

Q 

STOHR. J.P. 






WASTE MOT 

STAROSTECKI.R. 

8307270464* 

50-272 

Q 

STOHR. J.P. 




SAECTER.A. 

8307270019* 

30-320 

H 

STAROBTECKI.R. 

6307280188 

50-199 

Q 

STOHR. J. P. 





B21103014B 

30-447 

A 

STAROSTECKI.R. 

8307280211 

50-272 

Q 

STOHR. J.P. 

8307140261 

70- 1 43 


SPEI3, T. P. 

8304140030* 

30-322 

A 

STAROSTECKI.R. 

8307280276 

50-309 

0 

STOHR, J. P, 





8304200084* 

30-322 

A 

STAROSTECKI.R. 

8307280304 

50-286 

0 

STOHR. J. P. 






NUREO 


STAROSTECKI.R. 

8307280307 

30-317 

0 

STOHR, J. P. 




SPELLMAN, J. 

8307280130 

WASTE MOT 

STAROSTECKI.R. 

8307280318 

70-820 


STOHR. J.P. 





8307220239 

30-443 

8 

BTAROBTECKI.R. 

8307280332 

30-387 

a 

STOHR. J. P. 

8307140364 

70-1201 


SPESSARD, R. 

8307190039 

30-346 

8 

STAROSTECKI.R. 

8307280336 

S0-3Q7 

0 

STOHR. J. P. 





830708000? 

30-434 

Q 

STAROBTECKI.R. 

8307280354 

50-220 

0 

STOHR, J, P. 

8307140423 





30-454 

0 

STAROSTECKI.R. 

8307280438* 

50-219 

Q 

BTOHR. J. P. 





8307110411 

30-373 

0 

STAROSTECKI.R. 

8307280444 

50-293 

Q 

STOHR. J, P. 






30-266 

Q 

STAROSTECKI.R. 

8307280461* 

50-352 

Q 

STOHR. J. P. 

8307290140 

70-824 


SPeSSARD. R. L. 

8307180062 

30-373 

Q 

BTATTON. C. D. 

8307060023* 

QA999 


8T0LZ, J. F. 





8307200207 

30-237 

Q 

STEAD. L. 8. 

83072901B2 

50-334 

R 

BTOLZ. J. F. 






30-341 

0 

STEFANO. J. J. 

8307090111 

TOPR^ 


BTOLZ.J. F. 

8307060481 





30-341 

0 

STEFANO. J. J. 

8307290455 

TQPHEP 


BTOLZ. J.F. 





8307150137 

NUREO 


STEFFEV, U. J. 

8307060285* 

30-331 

P 

STOLZi J, F. 

3307080236 

30-312 

P 

8PITZBUR0, D. B. 

8307260323* 

4O-G3S0 


8TELL0.V. 

B3070S0522 

REVIEW 

GRP 

BTOLZ, J. F. 

8307060353 





30-337 

T 

STELLO. V. 

8307070059 

REVIEW 

GRP 

BTOLZ, J. F. 

B3070B0613* 

30-346 




I&E 


8TELL0, V. 

8307110298 

REVIEW 

3RP 

BTOLZ, J. F. 




bKbNlAWUKl* 17. 


I6E 


STELLO. V. 

8307200091* 

70-143 


STOLZ. J. F. 

63070B06S0 





I6E 


8TEPT0E. P. P. 

8307110150 

30-329 

O 

STOLZ.J. F. 

6307180266* 

30-269 

P 

SRENIAHSKI. D. J. 

8307220521 

70-2204 


STEPTOE, P.P. 

8307110150 

SO-329 

0 

STOLZ. J. F, 

6307190386 



SRENIAWSKI. 0, J. 


70-2204 


STEPTOE.P. P. 

B3072102S9 

30-329 

0 

STOLZ. J. F. 





8307220293 

30-29 

S 

STEPTOE, P-P. 

8307210259 

30-329 

0 

STOLZ, J. F. 





8307060381 

30-336 

8 

STEPTOE. P.P. 

8307260413 

30-329 

0 

STOLZ, J. F. 





B307I10399* 

30-289 

F 

BTERNBERO, D. M. 

8306170412 

30-397 

0 

STOLZ- J.F. 

6307200469* 

30-302 

P 

8TAN0E, 6. J. 

0307120073* 

30-289 

F 

STERNBERG, D. H. 

8307120511 

30-312 

0 

STOLZ. J. F. 

B3072I0335 





30-308 

A 

STERNBERG. D.n. 

8307120532 

50-397 

Q 

STOLZ, J. F. 

8307220385 

30-312 

P 

0 1 AKKi N. fl. 


30-337 

T 

STERNBERG. D. M. 

8307120541 

50-328 

Q 

STOLZ, J. F. 





8307110294 

30-261 

8 

STERNBERG. B. H. 

8307120558 

30-328 

Q 

STOLZ, J. F. 

B307220621* 

30-346 

P 



30-261 

0 

BTERNBERO, D. M. 

8307120560 

50-528 

0 

STOLZ, J. F. 

63072S0S44 

30-313 

P 

STARKEY. R.B. 

8307130059 

30-261 

R 

STERNBERG, D. H. 

8307I30I9B 

30-508 

0 

STOLZ, J. F. 



P 



50-261 

Q 

STETKA, T. F. 

8307210275* 

30-302 







8307220458* 

30-261 

0 

STEVENS, 0. P. 

8307220373 

50-443 

0 

BTOLZ. J. F. 



0 


8307260493 

30-261 

8 

STEVENSON. M. 0. 

8307250095 

NUREO 


STOLZ, J. F. 




P AKKbYf K. 


30-261 

8 

aTEMART, W. L. 

8305IOOIOB 

50-280 

P 

STOLZ, J. F. 

8307270044 

30-269 

V 

STARKEY, R.B. 

8307290179 

30-261 

8 

STEWART, W. L. 

8307010020 

30-281 

F 

STOLZ, J, F. 



P 


8307010002 

80-410 

Q 

STEWART, W. L. 

8307010090 

50-338 

P 






8307010016 

30-219 

0 

STEWART, K. L. 

8307050117 

PR 


STOLZ, J. F. 



P 


8307010018 

50-307 

Q 

STEWART. W. L. 

8307060042 

30-^338 

Q 

STOLZ, J. F. 



P 



30-410 

8 

STEWART, M. L. 

' 8307060230 

50-260 

P 

STOLZ, J. F. 

6307270231 

50-313 

P 

STAROSTECKI.R. 

8307010030 

30-309 

Q 

STEWART. W. L. 

8307110184* 

50-280 

F 

BTOLZ, J. F. 





8307010032 

30-219 

0 

STEWART. W. L. 

8307110479* 

50-280 

F 

STOLZ, J. F. 



V 



30-271 

a 

STEWART, W- L. 

8307120251 

50-280 







8307010096 

30-334 

Q 

STEWART, W. L. 

8307120268 

50-338 

P 




p 


8307010133 

50-248 . 

0 

STEWART, W. L. 

8307120302 

50-338 

P 

STOLZ, J. F. 

B3072900I2 

50-289 

p 
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AUTHOR 

NUMBER 

CATEGORY 

STRAIT. S. R 

80072S0240« 



STRAUORIDCE.L. 

S007110149> 



STRAUBRIDOE. L 

B007U01SB> 



STRAMBRIOGE. L. 

0307110164* 



STREETER, J. F 

9307050024 

50-373 

0 

STREETER. J. K. 

03070B002I 

50-263 


STREETER. J F. 

B3070B0023* 



STREETER, J. F 

8307000446 



STREETER. J F. 

0307140176 



STREETER. J. F 

S307I401B1* 

50-374 

Q 

STREETER. J F 

3307140412 



STREETER. J. F 

8307140415* 

50-255 


STREETER, J. F 

S307S00200 



STREETER, J. F 

8307500269 



STREETER. J. F 

8307280190 

50-282 

0 

STREETER, J. F. 

8307280351 

50-263 


STREETER. J, F 

□307200437 



STREETER. J. F 

6307280439* 



STRUCKMEVER 

83071 10503* 



STRUG KMEYER, R. 

8307290413* 

50-320 

Q 

STRUHUASSER. M 

8307050073 



STUCKY, S. H. 

83070502S4 



STUDNICKA. Z. 

8307150362* 



STYLES, L- C. 

8307210217* 

50-454 


STYLES. L. C. 

8307220348 

50-454 

G 

STYLES, U. C. 

8307220348 



SUERMANN. J F 

8307180262 



SUOARhIAN.R. J. 

8307110272 



SUGAR MAN. R J 

8307220364 



SUOARKAN. R. J. 

8307220364 

50-352 

0 

SULLIVAN, J. U. 

8307290457 

FOIA 



8307280458 

50-311 



8307060267* 

50-331 



8307060285* 

50-331 


SUND. H. J. 

8307060293* 

50-331 

P 

8UND, H. J. 

8307060313* 



SUNDAHL. J. A 

B30709010S 



8UN01N.R. E. 

8307070156 



SUTHERLAND, l< J. 

8307250294 



SUTPHIN.H. M. 

B3070B0450* 

50-155 

0 

SUTTON, J. M 

8307120300* 

QA999 



8307180215* 

QA999 



8307290063* 



SVEN350N, B. A. 

8307220008 

50-316 



8307220097 

50-315 

R 

SUAN.U. B. 

8307140069* 




8307120176* 

50-537 



8307060138* 

50-316 



8307060289* 




B30713020S 

50-335 

P 

SWARTZ, E.D. 

8307110056 




9307130309 




8307200121 

50-456 



8307210188 




8307260018 

50-237 

F 

SWARTZ, J. 

8307110482 

50-346 



83071 10363 




83071 10363 



SWARTZ, L. L. 

8307150308 



SWETLAND. P. 

8307280290* 

50-309 

0 

SWIFT, J. J. 

8307120168* 

50-537 



8307120176* 




8307280080 

GEN TEC 



8307150316 




8307150316 

50-440 

0 

5YNDER. B. J. 

8307190429 




8307110436 



SZUKIEUMICZ. A. 

8307200344 

50-317 



03O7OIOI57* 




8307070818* 

50-237 

p 

TALBOTT. D. C. 

8307180158* 




8307200302 

90-237 



83071 10265* 

50-309 

Q 


8307120430* 




7905150698* 

FOIA 


TARAS. D. N. 

8307210075* 

FOIA 



8307210113* 




8307050107 

50-341 



8307060362 

50-34 1 


J H. 

8307120278 

50-34 1 

E 

TAUBER, H. 

8307190330 

70-2926 



8307210028 




0307370207 




8307200014* 




8307350033* 

50-334 

G 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

TAVLOB. 0. J. 
TAYLOR. J. H. 
TAYLOR. J. H. 

8307220172 

0307130273 

83071402S9 

30-395 

TOPREP 

PT21 

R 


8307150244 

50-269 


TAYLOR. J. M- 

0306270406 

30-3 

8 

TAYLOR. P. A. 
TEDESCO. R. L 

8307J40073* 

Biossoosra* 

30-413 

Q 

TEDFORD. C- F. 

0307050303 


TENBEAU.P. N 
TENZER. D. E. 

0307290164* 

8307140206 

CONTRACT 

TOPREP 

TERAO. D. 

8307290072* 

50-494 


TERRELL. C W. 

0307360374 



TERUILLIOER. L. 

0307070456 


TEST.U D 

8307150001* 

50-392 



B30420D0B4* 

90-322 

A 

THEOFAKOUS. T G. 

8307120176* 



THiaAU.H. P. 

0307220413* 

90-399 



B307KO3I3 

90-239 

R 

THOMAS. C. 0 

0307220433 

0306030043 

50-299 

TOPREP 

R 

THOMAS. C. 0. 
THOMAS. C. 0. 

8307050263 

0307050367 

90-170 

F 

THOMAS. C. 0. 

0307060413 

30-2 


THOMAS. C. 0. 

B307070230 



THOMAS. C. 0. 

8307070515 

50-20 

F 

THOMAS. C. 0. 

0307070523 



THOMAS. C. O. 

0307070527 

30-54 


THOMAS.C.O. 

8307(fflD493 



THOMAS. C. 0. 
THOMAS. C. 0- 

8307090000 
03071 10224 

90-445 

TOPREP 

A 

THOMAS. C. 0. 

8307130307 



THOMAS. C. 0- 

8307130310* 

50-407 



0307150160 

30-470 



0307150170 

30-470 



B3071S043S 

30-229 

P 

THOMAS. C. 0. 
THOMAS. C. 0. 
THOMAS.C.O. 
THOMAS.C.O. 

0307150439* 

8307180312 

0307100406 

0307180421 

30-225 

TOPREP 

TOPREP 

TOPREP 

P 

THOMAS. C. □. 

8307180427 

8307 190388 

90-294 

NUREO 

F 


8307200027 



THOMAS. C.O. 

8307200035* 

90-73 



8307200374 

90-410 



8307200393 

90-407 

F 

THOMAS. C. 0. 

8307200511* 




8307210336 

50-54 



8307210330* 

30-34 



8307210343 




8307210344 

30-62 

F 

THOMAS. C. Q. 

8307210345 

90-166 

F 


8307250506 

30-407 



0307250610 



THOMAS. C. 0. 

0307270157 

50-470 



0307270173 

90-407 

V 

THOMAS. C. 0. 

0307270188 

90-447 



0307270235 

90-148 



0307270252 

30-131 



0307270293 

90-116 

F 


0307280104 

90-112 

F 

THOMAS.C.O. 

8307280107 

30-1B6 



8307280160 

90-243 



8307200179* 




8307070209 



THOMAS. O. S. 

0307210191* 

30-443 

T 

THOMAS. J. 

0307010023* 

50-219 


THOMAS. R. 0. 

THOMAS. R. D. 

THOMAS. R. D. 

THOMAS. R. 0. 

THOMAS. R. D. 

THOMAS. R. D. 

0307220493* 

8307060052 

8307060407* 

0307120101* 

8307100117* 

0307260456* 

0307260483* 

50-390 

37-4B 

27-48 

70-1339 

70-1257 

27-48 

0 

THOMASON. P. V. 

0307120550 




8307130213 

90-290 

8 

THOMASON. P. V. 

0307220184 



THOMPSON, H.L. 

8307260441 

B3072S03S 

90-298 

8 

THOMPSON. H. H. 

8307220254 



THOMPSON. R. H. 

8307230129 

90-302 

S 

THOMPSON, R. M. 
THOMPSON. S. L. 
THOMPSON. S. L 
THOMPSON. B, L. 
THOMPSON. T- 

8307230185 

8307110082 

8307110135 

8307110300 

0307100124 

50-302 

NUREO 

NUREO 

NUREO 

NUREO 

8 



ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

THOMPSON. T. 

B30722022S 




8307110396* 




8307110277 



THOROERSEN. J G. 

8307110284 




8307120451* 

50-316 

P 

THORNBEHRY. R. C. 

0307220496 




8307250196* 



THORNBURGH, D. 

8307060399 




8307070204 




8307010027 

90-249 

S 

THULL. T. 8. 

8307010122 

90-245 



8307060343 




8307060343 




8307110281 




8307190138 

90-249 

s 

THULL, T. 8, 

0307190193 

90-249 



8307250081 



TIEN. C. L. 

8307290081 



TIFFANY, T. A. 

0307210006 



TIFFANY, T. A 

B307220451 

90-309 

8 

TILLMAN, A, 

0307090101* 

90-416 



0309230444* 




0307120090 

90-366 



0307120979 

90-321 



0307120906 

90-321 

8 

TIPPB, S. 8. 

0307190064 




0307150071 




0307190094 




0307150120 

50-366 



0307190121 

50-321 

0 

TIPPB.B, D. 

0307190389 

90-366 



0307290096 




0307290166 




0307290191 

50-321 



0307250214 

90-321 

8 

TIPPS.S, B. 

0307250269 

90-366 



0307290293 




0307250343 

90-366 



0307290340 




0307060491 

50-329 

T 

TOBIN. U. J. 

8307080460* 

70-143 



8307180094* 




0307190221* 

90-344 



0307190224* 

50-344 



0307220007* 

90-344 

K 

TODD, J. J, 

0307120273 




8307100190 



TOMASKO. D. 

0307110139 



TOMLINSON, D. P. 

0307120414* 



TOMLINSON, M. P. 

0307060191 

90-261 

0 

TONER, K, A. 

0307120405 

90-199 



0307210032 




0307190006 



TOURIONY, E. 0. 

0307290940 

90-209 


TOURTELLOTTE, J. 

8307000299 

90-29 

P 

TOHNLEY, E. L. 

0307110612* 

90-315 



0307290357 

CONTRACT 


0307060342 

90-373 


THAMM. T. R. 

0306230264 

90-494 



0307090202 

70-2973 


TRAMM. T. R, 

0307290432 

90-494 



0307190403 



TRAMMELL. C. M. 

0307290041 

90-344 

P 


0307190032* 

71-9992 



0307280210 

71-9992 


TRIMBLE. D. C. 

0307150093* 



THIMBLE. D. C. 

0307280319* 




8307110473 

90-277 

8 


0307210124 



TRIPP, L. 

8307280229* 

90-272 

0 

TRIPP, L, E. 

0307010109* 

90-334 


TROSKOSKI, U. M. 

0307010109* 


0 

TROWBRIDOe, 0. F. 

0307060207 

90-261 



0307060207 


0 

TROWBRIDOE.O.F. 

8307060212* 

90-261 


TROWBRIDGE. G. F. 

0307060212* 


0 

TROWBRIDGE, G. F. 

0307190294 

90-261 

0 


0307220392 

90-261 


TROWBRIDGE, 0. F. 

0307220392 

90-261 

0 

TROWBRIDGE. 0. F. 

0307220393 

90-261 

0 

TROWBRIDGE, 0. F. 

0307220393 



TROWBRIDGE, 0. F. 

0307260264 

90-209 

0 


0307260264 



TROWBRIDGE, 0. F. 

0307200199 

90-209 

0 

TROWBRIDOE, 0. P. 

0307280159 

90-289 

0 


f 

( 
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SUBJECT 



ACCESSION 

SUB^SCT 


AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

TUCKER. H. B. 

830S370627« 

50-259 

Q 

UHRTC. R. E. 

3307050015 

30-333 

P 

TUCKER. H. B. 

0307010015 

50-413 

F 

UKRI8.R. E. 

8307030125 

50-389 

P 

TUCKER. H. B. 

8307050275 

50-269 

Q 

UHRfO.R. E. 

3307050070 

50-250 

P 

TUCKER. H. B- 

8307070037 

50-269 

K 

UHRIB.R. E. 

0307050209 

50-2S0 

P 

TUCKER. H. B. 

8307080352 

50-259 

P 

UHRtO.R.E. 

3307060215 

30-230 

P 

TUCKER. H. B. 

8307110053 

50-413 

A 

UHRie.R. E. 

8307060223 

50-335 

P 

TUCKER. H. B. 

8307110225 

50-269 

P 

UHBJO.B. E- 

3307060253 

50-335 

P 

TUCKER. H. B. 

B3071 10383 

50-413 

E 

UHRI8. R. E. 

B307O6026S 

30-3B9 

P 

TUCKER. H. B. 

8307120093 

50-270 

S 

UHRIQ.R. E. 

8307070077 

50-335 

P 

TUCKER. H. B. 

8307120115 

50-359 

s 

UHRIO.R. E. 

8307070084 

50-250 

P 

TUCKER. H. B. 

8307120200 

50-370 

s 

UKRtO.R. E. 

8307110153 

50-251 

P 

TUCKER. H.B. 

8307120289 

50-269 

s 

UHRIS.R. E. 

8307110241 

30-3B9 

C 

TUCKER. H. B. 

B3071203A9 

50-413 

s 

UHRIQ.R- E. 

8307110361* 

50-250 

F 

TUCKER. H. B- 

8307120371 

30-413 

s 

UHRIS.R- E. 

8307120410 

50-389 

P 

TUCKER. H- B. 

8307120393 

50-413 

s 

UHRIO.R. E. 

8307120469 

50-250 

P 

TUCKER. H. B. 

8307120427 

30-414 

s 

UHRIB.R. E. 

8307140198 

50-250 

P 

TUCKER. H. B. 

8307120583 

50-369 

8 

UHRIO.R. E. 

8307140217 

50-335 

Q 

TUCKER. H.B. 

8307120S97 

30-369 

s 

UHRIQ.R. E. 

8307140262* 

30-3B9 

Q 

TUCKER. H. B. 

8307120504 

50-287 

s 

UHRIO.R. E. 

8307140398* 

50-335 

0 

TUCKER. H. fi. 

8307120509 

50-259 

s 

UHRie.fl.E 

8307140401* 

50-335 

Q 

TUCKER. H. B. 

8307120613 

50-269 

s 

UHRIS.R E. 

8307130216 

50-250 

P 

TUCKER. H. B. 

8307130249 

30-413 

E 

UHRIO.R. E. 

8307150231 

50-309 

P 

TUCKER. H. B. 

8307130253 

30-259 

Q 

UHRIS. R. E. 

8307190132 

50-250 

P 

TUCKER. H. B. 

8307140057 

50-259 

0 

UHRIO.R. E. 

8307190141 

50-335 

Q 

TUCKER. H. B. 

8307140140 

50-413 

0 

UHRie.fl.E. 

0307190160 

50-333 

P 

TUCKER. H. B. 

B307140305* 

50-359 

0 

UHRIO.R. E. 

8307220330* 

50-309 

0 

TUCKER. H. B. 

8307140310* 

50-359 

Q 

UHRIO.R. E. 

8307220332* 

30-309 

Q 

TUCKER. H. B. 

8307150108 

30-359 

8 

UHRIO.R.E. 

8307320309* 

30-333 

Q 

TUCKER. H. B. 

8307150212 

50-359 

S 

UHRIO.R. E. 

8307220392* 

50-335 

0 

TUCKER. H. 8. 

8307150234 

50-359 

6 

UHRtfi.R.E. 

8307220503 

50-335 

P 

TUCKER. H. B. 

8307150253 

50-359 

S 

UHRIS.R. E. 

8307220308 

50-335 

P 

TUCKER. H. B. 

8307150259 

50-370 

s 

UHRIO.R. E. 

8307220518 

50-251 

R 

TUCKER. H. B. 

8307150305 

50-370 

8 

UHRIO.R. E. 

8307230173 

30-250 

P 

TUCKER. H. B. 

8307IS0340 

30-369 

8 

UHRIO. R. E. 

8307260353 

50-389 

P 

TUCKER. H. B. 

8307150391 

71-6698 


UHRIO.R. E. 

8307260505 

50-335 

Q 

TUCKER. H. B. 

8307180075 

50-369 

F 

UHRIO.R. E. 
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8 

WESTAFER, O.R. 

50-369 

8 

WESTAFER. 0. R. 

NUREO 


WESTAFER. O.R. 

60-412 

0 

WESTAFER, 0-R. 

PR 


WESTAFER, 0. R. 

30-153 

P 

WESTAFER, 0. R. 

50-237 

P 

WESTAFER, O.R. 

80-199 

P 

MEBTAFER, 0. R. 

50-262 

F 

WESTERHANi T. 

50-263 

F 

WE8TERMAN, T. F. 

90-263 

F 

WESTERMAN. T. F. 

50-341 

Q 

WeSTERMAN, T. F. 

CONTRACT 

WE8TERMAN, T. F, 

80-267 

8 

WESTERMAN, T. F. 

90-267 

R 

WESTERMAN, T. F. 

90-267 

P 

WESTERMAN, T. F. 

80-267 

8 

WESTERMAN, T.F. 

50-267 

S 

WESTERMAN. T. F. 

90-267 

Q 

WETTERHAHN, M. J. 

90-267 

S 

WETTERHAHN, M. J. 

90-267 

P 

WETTERHAHN, M. J. 

90-267 

P 

WETTERHAHN. M. J. 

90-267 

J 

WETTERHAHN. M.J. 

90-267 

0 

WETTERHAHN, M. J. 

30-867 

J 

WETTERHAHN, M. J. 

70-820 


WETTERHAHN, H. J. 

50-329 

8 

WETTERHAHN, M. J. 

90-329 

R 

WETTERHAHN. H. J. 

90-329 

Q 

WETTERHAHN, M. J. 

90-390 

G 

WETTERHAHN, M. J. 

30-398 

Q 

WETTERHAHN, M. J. 

90-398 

0 

WETTERHAHN, M. J. 

90-329 

G 

WETTERHAHN, M. J. 

90-329 

0 

WETTERHAHN, M. J. 

90-329 

a 

WHAN. 0. A. 

90-329 

0 

MHICHER.J. M. 

30-396 

0 

WHICHER, J. M. 

90-329 

A 

WHICHER.J. M. 

90-443 

0 

WHICHER, J. M. 

90-142 

T 

WHICHER.J. M. 



WHICHER. J. M. 

PR 


WHICHER.J. M. 

NUREO 


WHICHER, J. N. 



WHICHER, J. K. 

NUREO 


WHICHER.J. M. 

WASTE MOT 

WHICHER.J. M. 

NUREO 


WHICHER.J. H. 

90-133 

R 

WHICHER.J. H. 



WHICHER. J. M. 

NUREO 


WHICHER. J. M. 


A 

WHICHER.J. M. 

90-408 

E 

MHICHER.J. H.' 

90-496 

A 

WHICHER.J. H. 

71-9828 


WHICHER.J. M. 



WHICHER, J. M 


0 

WHICHER, J. M. 

70-139 


WHICHER, J. M. 



WHICHER.J. M. 

50-289 

0 

WHICHER.J. M. 


0 

WHICHER, J. H. 


0 

WHITE. 0. 8. 


90-269 

50-289 

50-289 

50-209 

50-346 

80-341 

80-341 

90-341 

80-320 

80-320 


8307220909 

8307060243* 

8307180137* 

B307180307* 

8307290118* 

8307060227 

8307060319 

8307070031 

B307(«027S 

8307110447 


50-318 

90-224 

90-4B3 

90-199 

90-389 

50-302 

90-302 

90-302 

90-302 

90-302 


WHITE. 0. S. 
WHITE, 0. S, 
WHITE, J. R. 
WHITEWAY, B. J, 
WHITMAN, 0. 0. 

WHITMAN,' J. H. 
WHITNEY, 0. D. 
WHITNEY, D. 0, 
WHITNEY, 0. 
WHITNEY, 0. 0. 

WHITNEY, 0. 0. 
WHITNEY, 0. 0. 
WHITNEY, 0. 0. 
WHITNEY, 0, 6. 
WHITNEY, G. G, 

WHITNEY, 0. 0. 
WHITNEY, 0. C. 
WHITNEY, 0. 0. 
WHITNEY, 0. 0. 
WHITNEY. 0, 0. 


ACCESSION 

NUMBER 


S307120370 

8307120499 

8307120992 

6307190038 

8307190333 

8307210209 

8307220294 

8307290129 

S307290IB9 

8307290471 

8307250463 

6307290184 

B307120414* 

8307090129* 

8307080136* 

8307060122 

8307120239* 

8307180079* 

6307180140* 

8307180318* 

8307210202* 

8307290141* 

8307060396 

0307060396 

8307070293 

8307070289 

6307130232 

8307130232 

8307210230 

B307210230 

0307260147 

0307280147 

6307200169 

8307260169 

0307260246 

8307200246 

8307260294* 

8307280284* 

6307280310 

8307080003 

6307090011 

6307030020* 

0307030020* 

0307090020* 

8307090032* 

8307090032* 

8307090032* 

0307090227 

0307090227 

8307090227 

8307000488 

0307120978 

6307120878 

0307120978 

8307120370 

0307220417 

0307220417 

0307220417 

0307220417 

0307260200 

0307260280 

0307260429 

0307260428 

0307260423 

0307090097 

8307090063* 

0307270298 

B307M03BB* 

0307080094* 

B307180371 

8307290299 

0307120403 

8307120403 

8307190249 

8307010066 

8307010134 
83071 10476 
0307110906 
0307120907 
0307190022 

0307190127 

0307130262 

0307190040 

8307220197 

0307220206 


SUBJECT 

CATEGORY 

90-302 J 
50 -302 J 
90-302 f 
90-302 f 
90-302 F 

90-302 f 
90-308 s 
90-302 8 

90 -302 9 

90 -302 f> 

90-302 , 9 
90-302 9 

80-298 a 
90-267 i 
90-448 a 

90-298 9 

90-267 a 
90-288 0 

90-267 9 

90-298 Q 

80-448 Q 
90-267 G 
90-398 G 
90-398 0 

90-392 G 

90-392 0 

90-392 G 
90-392 0 

90-392 0 

90-392 0 

90-392 0 

90-392 0 

90-392 0 

90-392 G 
90-393 0 

90-393 G 
90-393 G 
90-392 G' 
90-292 R 
90 - 4 9 4 0 

90 - 4 94 O' 
90-494 G 
90-4 94 0 

90-494 0 

90- 4 9 4 0 

90- 49 * 0 

90-494 0 


90-4S4 

0 

90-4 84 

0 

90-4 34 

0 

90-4 3 4 

0 

90-4 3 4 

G 

90-434 

0 

80-434 

0 

90-4 3 4 

0 

90-434 

G 

80-434 

G 

90-4 3 4 

G 

90-434 

G 

90-434 

0 

90-434 

0 

90-434 

0 

80-434 

G 

90-434 

0 

90-4 la 

0 

80-4 la 

0 

90-41 a 

0 

90-a47 

Q 

90-307 

NUREO 

Q 

*0-64,39 

90-307 

P 

90-807 

P 

90-893 

a 

90-293 

8 

90-893 

8 

90-893 

9 

90-893 

B 

90-893 

6 

80-893 

8 

90-893 

8 

90-893 

B 

90-893 

R 

90-8 93 

R 

90-893 

S 
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ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

WHITNBY. 0. 0. 

6007220331 

90-293 

8 

WILSON. S. U. 

8307060029* 

90-92B 

S 

WHITNEY. 0. 0. 

S30722091? 

90-293 

S 

WINEGURA. K. 

0307120467 

70-25 


WHITNEY. 0. 0. 

B3072B009? 

90-293 

S 

UINELAND. S. 

8307120467 

70-29 


WIEBE. J. 

B3071 10396* 

90-320 

Q 

WINOO. K. D. 

8307220246 

90-296 

S 

WIEBE. J. 

6307130007 

90-289 

S 

WINGO. H. D. 

8307250487 

30-296 

S 

WIEDEMAN. D. 0. 

6307090193 

70-2974 


WINOOURA. H. 

8307120467 

70-23 


WIEDEMAN. D. 0. 

8307090197* 

70-2974 


W18E.R. 

8307120447* 

50-352 

Q 

WIEDEMAN. D, 0. 

8307210031 

70-1393 


WISE.R. E. 

8307070181* 

90-237 

P 

WIE6EMAN. R. A. 

6307120399* 

PRDJ 


WISE. A. E. 

8307180138* 

90-237 

P 

H1B8EMANN. R.A. 

8307080309* 

TOPREP 


WITTENBURO. K. 

8307090088 

50-373 

S 

WIE8EMANN. R.A. 

8307080322* 

TOPREP 


WITTENBURO.K. 

8307090146 

90-373 

S 

WIE8EMANN. R.A. 

8307190200* 

TOPREP 


WITTENBURO. K. 

8307060094 

90-373 

s 

WIE8EMANN. R. A. 

8307280120* 

PROJ 


WITTENBURO. K. C. 

8307090070 

90-373 

S 

MIOOINS. E. 

8307140461 

CONTRACT 


WODECK.O. J. 

8307180392 

40-8714 

UlOOINS. E. 

8307140906 

CONTRACT 


WOJCHOUSKI. A. V. 

8307060292 

90-263 

s 

WIOOINTON.D. 

8307090061* 

PR 


WOLFE. S. J. 

8307090128 

50-382 

0 

WIOOINTON. D. 

8307290076 

90-319 

F 

WOLFE. S. J. 

8307070206 

90-302 

G 

WIOOINTQN. D. L- 

8307190437* 

90-348 

P 

WOLFE. S. J. 

8307190299 

SO-33B 

0 

WIOLE. 0. L. 

8307210373* 

71-6990 


WOLFF. «. 

8307120303* 

50-929 

s 

WILSORN. L. 

8307290141* 

90-267 

Q 

WOLLETT. 8. 

8307080947 

CCWTRACT 

WILCQVE. H. N. 

8307290390 

90-329 

G 

WOLLETT. 8. 

8307190107 

CtWTRACT 

WILKENi R. R- 

8307120467 

70-29 


WOLLETT. 8. 

8307290667 

CONTRACT 

WILKINSON. B. W. 

8307110220* 

90-294 

F 

WOLLETT. 8. 

8307290909 

CIMTflACr 

UILKOUaKI.O. M. 

8307120009 

NUREO 


WOUTNER.E. F. 

8307140281* 

70-364 


WILKOMSKl.O. H. 

8307120012 

NUREG 


WONO.'C.H. 

8307260494 

30-243 

p 

WILLIAMS. B.C. 

8307220337* 

90-399 

P 

WOOD. B. 

8307220161 

90-387 

H 

WILLIAMS. C. 

8307190039 

90-946 

S 

WOOD. E.C. 

8307110269 

90-309 

S 

WILLIAMS. C. 

8307260011* 

90-329 

0 

WOOD, E. C. 

B307I10444 

90-309 

s 

UILLIAH8.C.C. 

8307140074* 

90-494 

0 

WOODHEAD.C. P. 

8307010121 

90-142 

0 

WILLIAMS. C.C. 

8307140162* 

90-373 

Q 

WOODHEAD.C.P. 

8307090193 

SO-142 

0 

WILLIAMS. C.C. 

8307210194* 

90-374 

Q 

UOODHEAD. C. P. 

830708041^ 

90-440 

G 

WILLIAMS. C.C. 

8307280196* 

90-374 

Q 

WOODHEAD.C.P. 

8307110047 

30-341 

G 

WILLIAMS. C.C. 

8307280399* 

90-341 

0 

WOODHEAD.C.P. 

8307120094 

90-142 

0 

WILLIAMS. D. L. 

8307060320* 

90-282 

Q 

WOODHEAD.C.P. 

8307 120097 

90-142 

G 

WILLIAMS. J. 

8307060060 

90-398 

6 

WQODHEAD.C.P- 

8307120061 

90-142 

0 

WILLIAMS. J. 

8307060297 

90-398 

S 

WOQDHEAD.C. P. 

8307130227 

90-341 

0 

WILLIAMS. U. 

8307060327 

90-398 

B 

WOODHEAD. C. P. 

8307140490 

50-09 

0 

WILLIAMS. U. 

8307080294 

90-398 

8 

WOODHEAO. C. P. 

8307140492 

90-142 

0 

WILLIAMS. J. 

B3070B0327 

90-390 

S 

WOODHEAD. C. P. 

8307290134 

90-142 

0 

WILLIAMS. J. 

8307080339 

90-398 

S 

WOODLAN. D. A. 

8307190163 

REOOD 


WILLIAMS. J. 

8307060349 

90-398 

s 

WOODRUFF. E. H. 

B30719017B 

NUREG 


WILLIAMS. J. 

8307080428 

90-398 

8 

WOODS. J. T. 

83070901 18 

SO-304 

s 

WILLIAMS. J. 

8307080482 

90-398 

S 

WOODS. T. 0. 

B307060426* 

90-528 

0 

WILLIAMS. J. 

8307180293 

90-398 

A 

WOODWARD. K. W. 

8307220387* 

90-399 

p 

WILLIAMS. J. 

8307210002 

90-398 

B 

WOODWARD. K.W. 

8307220413* 

90-399 

p 

WILLIAMS. 0. 

8307210040 

90-398 

S 

WOQLEVER 

8307180279 

90-412 

K 

WILLIAMS. J. 

8307210044* 

90-398 

0 

WOOLEUER.E. J. 

8307110292* 

90-412 

Q 

WILLIAMS. J. 

8307210096 

90-398 

s 

WOQLEVER. E. J. 

8307190279 

90-412 

S 

WILLIAMS. U. 

8307210109 

90-398 

A 

WOQLEVER. E. J. 

8307180201 

90-412 

C 

WILLIAMS. J. 

8307210116 

90-398 

8 

WOQLEVER. E. J. 

8307220287 

90-412 

8 

WILLIAMS. J. 

830721 01 B6 

90-398 

8 

WOQLEVER. E. J. 

8307280360 

30-412 

C 

WILLIAMS. J. 

6307260990 

90-398 

8 

WOOLEVER. E. J. 

8307280367 

90-412 

A 

WILLIAMS. J. 

0307260996 

90-398 

8 

WDOLEVER.E. J. 

8307290100 

90-412 

C 

WILLIAMS. J. W. 

8307110249 

90-389 

8 

WOOLEVER. E. J. 

8307290103 

90-412 

K 

WILLIAMS. J. W. 

8307110402 

90-389 

8 

WORKMAN. E. 

8307140399* 

Stat* I 

Pros 

WILLIAMS. J. W. 

8307120134 

90-389 

8 

WORKMAN. E. U. 

8307140380* 

Btati 

Pros 

WILLIAMS. J, W. 

8307120166 

90-339 

S 

WRAY. if. A. 

8307140093* 

90-299 

0 

WILLIAMS. J. W. 

8307120172 

90-389 

S 

WRAY.J. R. 

8307140411* 

90-333 

0 

WILLIAMS. 0. W. 

8307120177 

90-389 

8 

WRAY.U. A. 

8307220220* 

90-338 

0 

WILLIAMS. J. W. 

8307120424 

90-291 

S 

WRAY, A. 

8307280297* 

30-275 

p 

WILLIAMS. J. W. 

8307120420 

90-389 

8 

WRI&HT.O. C. 

B3071B0129* 

50-199 

0 

WILLIAMS. J. W. 

8307190209 

90-389 

8 

WRIOHT.N. A. 

8307070020 

90-329 

G 

WILLIAMS. J. W. 

8307190266 

90-290 

8 

WRIGHT. N. A. 

8307090462 

90-329 

0 

WILLIAMS. J. W. 

8307190268 

90-389 

8 

WRIOHT.N. A. 

B30720DI04 

90-329 

0 

WILLIAMS. J. W. 

0307220329 

90-290 

R 

WRIOHT.R. 

8307220633 

WASTE 

MGT 

WILLIAMS. U. W. 

8307220427 

90-389 

8 

WRIOHT.R. 

8307260120 

WASTE 

HOT 

WILLIAMS, J. W. 

8307220478 

90-250 

S 

WRIOHT.R. J. 

8307220010 

WASTE 

MGT 

WILLIAMS, J. W. 

8307220939 

90-389 

B 

WRIOHT.R. U. 

8307220036 

WASTE 

MOT 

WILLIAMS, 0. W. 

8307290182 

90-309 

8 

WRIOHT.R. J. 

8307220041 

HASTE 

MOT 

WILLIAMS. J, W. 

8307290209 

90-389 

B 

WRIOHT.R. J. 

8307220091 

HASTE 

MOT 

WILLIAMS. R.E. 

8307290502 

40-8829 


WRIOHT.R.d. 

8307220122 

WASTE 

MOT 

WILSON. B.D. 

8307180333 

XPORTLIC 


WRIOHT.R. J. 

8307220127 

WASTE 

MOT 

WILSON. B. D. 

8307210246 

XPORTHC 


WRIOHT.R. J. 

8307220136 

WASTE 

MOT 

WILSON. B. D. 

8307210379 

XPORTLIC 


WRIOHT.R. U. 

8307220197 

WASTE 

MOT 

WILSON, C.L. 

8307120026 

NUREG 


WRIOHT.R. J. 

8307220168 

WASTE 

MOT 

WILSON. C. L. 

8307180143 

NUREO 


WRIOHT.R. J. 

8307220177 

WASTE 

MOT 

WILSON. 0. 

8307060333 

90-373 

8 

WRIOHT. R.J. 

8307220189 

WASTE 

MGT 

WILSON. J. 

8307110479* 

90-280 

F 

WRIOHT.R. J. 

8307220191 

WASTE 

MOT 

WILSON. J. L. 

8307120229 

90-280 

8 

WRIOHT.R. J. 

8307220196 

HASTE 

MOT 

WILSON. J. L. 

8307120939 

90-281 

S 

WRIOHT.R. J. 

8307220198 

WASTE 

MOT 

WILSON. J. L. 

8307290467 

90-280 

s 

WRIOHT. R. J. 

8307220249 

WASTE 

MOT 

WILSON, J. L. 

8307290489 

90-281 

8 

WRIOHT.R. J. 

8307220979 

WASTE 

MOT 

WILSON. J. L. 

8307290173 

90-280 

8 

WRIOHT.R. J. 

8307290036 

WASTE 

MOT 

WILSON, L. B. 

8307060191 

90-261 

G 

WRIOHT.R. J. 

8307260029 

WASTE 

MOT 

WILSON, R. 

8307210281 

90-400 

0 

WRIOHT.R. J. 

8307260109 

WASTE 

MOT 


ACCESSION SUQJECT 


AUTHOR 

NUMBER 

CATEGORY 

WRIOHT, R. J. 

WRIOHT. fi. J. 
WRIOHT.R. J. 
WRIOHT.R. J. 

WRIOHT, R. J. 

8307260146 

6307260199 

0307260199 

0307260209* 

0307260231 

WASTE MOT 
WASTE MGT 
WASTE MOT 
WASTE MOT 
WASTE MGT 

WRIOHT.R. J. 
WRIOHT.R. J. 
WRIOHT.R. J. 
WRIOHT.R, J. 

WRIOHT. R. J. 

0307260237 

0307260244 

0307260290 

0307270066 

0307270302 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WRIOHT, R. J. 

WRIOHT, R. J. 

WRIOHT. R. J. 

WRIOHT. R. J. 

WRIOHT, R. J. 

0307270307 

B307270309 

0307270314 

0307270313 

0307270321 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WRIOHT. R. J. 

WRIOHT, R. J. 

WRIOHT, R. J. 
WRIOHT.R, J. 

WRIOHT, R. J. 

0307270336 

0307270341 

0307270347 

0307270353 

0307270357 

WASTE MGT 
WASTE MOT 
WASTE MOT 
WASTE MGT 
WASTE MOT 

WRIOHT.R. J 
WRIOHT.R. J. 
WRIOHT.R. J. 

WRIOHT. R. J. 

WRIOHT. R. J. 

8307270362 

0307270371 

8307270403 

8307270423 

0307270426 

WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MOT 
WASTE MOT 

WRIOHT. R.J. 
WRIOHT.R. J. 
WRIOHT.R. J. 
WRIOHT.R. J. 

WRIOHT. R. W. 

8307270442 

8307270444 

0307270446 

8307270448 

0307220941* 

WASTE MOT 
WASTE KGT 
WASTE MOT 
WASTE MGT 
50-438 Q 

WRIOHT, 8. V. 

WU. A. K. 

WULLER. 0. E. 

WULLER. 0. E. 

WULLER. 0. E. 

0307270144 

0307190202 

8307110228 

8307120396 

8307150344 

27-48 
XPORTLIC 
90-461 F 

50-461 E 

50-461 V 

WULLER. 0. E. 

WULLER. 0. E. 

WULLER, 0. E. 

WURTZ. W. £. 

YAOOEE, F. L. 

0307190230 

0307260154 

0307280134 

6307140318 

8307090133 

90-461 F 

90-461 E 

70-2947 
50-289 G 

NUREO 

YANDELLi L. A. 
YANDELL.L. A. 

YANO, C. H. 

YANICHKA, 6. E. 
YAROER, K. 

0307120497* 

Q307120923* 

3307290930 

S307190257* 

8307050019 

50-2B9 Q 

50-289 Q 

NUREO 

90-213 P 

90-346 S 

YIN, I. T. 

YIN. I. T. 

YOUNG, F. 

VOUNO, 0. T. 

YOUNO. M. A. 

8307080014* 

8307140080* 

B307280260 

B307140483* 

6307090163 

90-494 Q 

90-483 Q 

MASTS MOT 
CONTRACT 
30-244 0 

VOUNO. M. A. 

YOUNG. M. A. 

YOUNO, M. A. 

YOUNG. M. A. 

YOUNG. M. A. 

0307090172 

8307110091 

0307120066 

8307120072 

8307130233 

0 

50-460 0 
50-494 0 
90-494 O 
50-494 G 
50-454 0 

YOUNO, M. A. 

YOUNG. M. A. 

YOUNO. M. A. 

YOUNO, M. A. 

YOUNO. M. A. 

83O713O2B0 

8307140433 

8307190302 

0307190004 

8307200109 

50-494 G 

50-454 O 

50-494 O 

90-244 G 

90-494 G 

YOUNO, T. 

YOUNO. T. 

VOUNO. T. 

YOUNO. T. 

YOUNO. T. 

8307060099 

8307060416* 

8307120919* 

8307120549* 

0307120964* 

90-312 3 
90-523 G 
50-312 Q 
90-92S Q 
90-923 0 

YOUNO, T- 
YOUNO. T. 

YOUNO, T. 
YOUNOBLOOD. B. J. 
YOUNOBLOOD. D. J. 

B307120968* 

0307120970* 

0307280306 

8307050391 

8307110076 

90-523 O 
90-928 O 
90-92B S 
90-445 F 
50-4B3 E 

YOUNGBLOOD. □. J. 
YOUNOBLOOD, D. J. 
YOUNOBLOOD, B. J. 
YOUNOBLOOD. B. J. 
VOUNOBLODD, D. J. 

0307130090 

8307130097 

8307130294 

8307130300 

0307130312 

90-483 E 
50-445 F 
30-449 A 
50-359 A 
50-482 A 

YOUNOBLOOD. D. J. 
YOUNOBLOOD. B. J. 
YOUNOBLOOD. B. J. 
YOUNOBLOOD, B. J. 
YOUNOBLOOD. B. J. 

8307130316 

8307140129 

8307140910 

8307140919 

8307140922 

90-445 F 
90-39B A 
90-433 e 
50-423 A 
50-423 A 

YOUNOBLOOD. B. J. 
YOUNOBLOOD. B.J. 
YOUNOBLOOD. B. J. 
YOUNOBLOOD. B. J. 
YOUNOBLOOD, B. J. 

8307190196 

8307200904 

8307290059 

8307290042 

0307290047 

90-423 D 
90-449 V 
50-449 F 
90-456 C 
90-494 A 
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JNOBLOOD.G J. 

B307S90430 

50-454 A 

JNSUIHO. E. J. 

8S071E0A01* 

50-322 G 

JNOLINO, E. J. 

8307500232 

50-322 0 

IDT.C. P. 

B307I20287 

50-344 8 

IDT. C. P. 

8307180149 

50-344 R 

aLOCKl, C. J 

8307190059# 

C0MMIS8IDN 

VOTELLl.H A. 

0307210205 

NUREO 

=F, D. H. 

S307010064* 

70-1201 

:ARiH. j. 

B3D713032S* 

50-454 A 

IDLER. J T 

83071303I3* 

30-454 A 

3ULSKY. H 

G3071402eia 

70-364 

1A. 0. E. 

0307150170 

NUREO 

1HERMAN. J 

03O7O7OS4& 

XPORTLIC 

1HERMAN. J. 

0307130341 

XPORTLIC 

1MERMAN, J. 

0307130342 

XPORTLIC 

1MERMAN. J. 

8307130344 

XPORTLIC 

1MERMAN. J. 

0307100305 

XPORTLIC 

werhan. j 

0307180338 

XPORTLIC 

IMERMANi J. V. 

0307050521 

XPORTLIC 

1MERMAN. J. V. 

0307050523 

XPORTLIC 

1MERHAN. J. V. 

8307050325 

XPORTLIC 

1MERMAN. J. V. 

0307070220 

XPORTLIC 

IflERHAN, J V. 

0307070324 

XPORTLIC 

1MERMAN, J. V. 

8307070371 

XPORTLIC 

IMERKAN. J. V 

8307070377 

XPORTLIC 

IMERMAN.J, V. 

0307070379 

XPORTLIC 

IHERMAN, J. V. 

8307070381 

XPORTLIC 

imerhan. j. U. 

8307070387 

XPORTLIC 

tnERKANi J. V. 

0307070300 

XPORTLIC 

IMERHAN, J. V. 

8307070309 

XPORTLIC 

IMERMAN.J. V. 

0307070393 

XPORTLIC 

IMERMANi J. U. 

8307070394 

XPORTLIC 

IHERMAN. J U. 

8307070403 

XPORTLIC 

IMERMAN. J. U. 

8307070407 

XPORTLIC 

IMERMAN. J. V. 

8307070414 

XPORTLIC 

IMERHAN. J. V. 

8307070410 

XPORTLIC 

IMERHAN. J. V 

8307070421 

XPORTLIC 

IMERMAN. J. V. 

0307070424 

XPORTLIC 

IMERMAN. J. V. 

0307070429 

XPORTLIC 

MERMAN. J. U. 

0307070450 

XPORTLIC 

MERMAN. J. V. 

8307070462 

XPORTLIC 

MERHAN. J. V. 

83O707046S 

XPORTLIC 

HERMAN. J. V. 

0307070523 

XPORTLIC 

MERMAN. J. V. 

8307070530 

XPORTLIC 

MERMAN, J. V. 

0307110512 

XPORTLIC 
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ZIMMERMAN. J. V. 

0307110335 

XPORTLIC 


ZIMMERMAN. J. V. 

8307110341 

XPORTLIC 


ZIMMERMAN. J. V. 

8307110344 

XPORTLIC 


ZIMMERMAN, J V. 

8307110343 

XPORTLIC 


ZIMMERMAN. J. V. 

B307I109M 

XPORTLIC 


ZIMMERMAN, J. V. 

8307130062 

XPORTLIC 


ZIMMERMAN. J. V. 

8307130064 

XPORTLIC 


ZIMMERMAN. J. V. 

8307180001 

XPORTLIC 


ZIMMERMAN, J. V. 

8307180004 

XPORTLIC 


ZIMMERMAN. J. V. 

B307I80292 

XPORTLIC 


ZIMMERMAN. J. V. 

8307190033 

XPORTLIC 


ZIMMERMAN, J- V. 

8307190036 

XPORTLIC 


ZIMMERMAN. J. V. 

8307190439 

XPORTLIC 


ZIMMERMAN, J. V. 

8307200234 

XPORTLIC 


ZIMMERMAN, J. V. 

8307200296 

XPORTLIC 


ZIMMERMAN, J. V. 

8307200319 

XPORTLIC 


ZIMMERMAN. J. V. 

8307210270 

XPORTLIC 


ZIMMERMAN, J. V. 

8307210317 

XPORTLIC 


ZIMMERMAN, U. V. 

8307210320 

XPORTLIC 


ZIMMERMAN, J- V. 

8307210339 

XPORTLIC 


ZIMMERMAN. J. V. 

8307210366 

XPORTLIC 


ZIMMERMAN, U. V. 

S30722063B 

XPORTLIC 


ZIMMERMAN, J. V. 

8307220640 

XPORTLIC 


ZIMMERMAN, J.V. 

8307220642 

XPORTLIC 


ZIMMERMAN, J. V. 

8307230071 

XPORTLIC 


ZIMMERMAN. J. V. 

8307230089 

XPORTLIC 


ZIMMERMAN, J. V. 

8307230097 

XPORTLIC 


ZIMMERMAN, J. V. 

8307230102 

XPORTLIC 


ZIMMERMAN. J. V. 

8307270073 

XPORTLIC 


ZIMMERMAN, J. V. 

8307270093 

XPORTLIC 


ZIMMER HAN.R.P. 

B307140403> 

30-244 

Q 

ZIMMERMAN. S. R. 

8307060073 

30-201 

F 

ZIMMERMAN, 0. R. 

8307060191 

30-261 

0 

ZIMMERMAN. 8. R. 

8307070128 

30-324 

P 

ZIMMERMAN, 8. R. 

8307070172 

30-261 

0 

ZIMMERMAN, 8. R. 

8307110038 

30-261 

P 

ZIMMERMAN, 8. R. 

83071 10378* 

30-324 

F 

ZIMMERMAN, 8. R. 

8307140063 

30-261 

P 

ZIMMERMAN, B. R. 

8307140267 

30-400 

K 

ZIMMERMAN. 0. R. 

8307220322 

30-261 

P 

ZIMMERMAN, S. R. 

8307220378 

30-261 

P 

ZIMMERMAN, 0. R. 

8307230290 

30-261 

G 

ZIMMERMAN, 8. R. 

8307230293 

30-324 

P 

ZIMMERMAN. S H. 

8307230304* 

30-261 

F 

ZIMMERMAN, 0. R. 

8307230310* 

30-261 
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ZIMMERMAN, S. R. 

0307260363 

50-400 

R 

ZIMMERMAN, 0. R. 

8307270435 

50-324 

F 

ZIMMERMAN, S. R. 

0307280353 

50-400 

K 

ZIMMERMAN, 8. R. 

0307200364 

50-261 

P 

ZIMMERMAN, S. R 

8307280411 

50-261 

P 

ZIMMERMAN, 8. R. 

0307290090 

50-324 

P 

ZIMMERMAN. S. R. 

0307290169 

50-261 

Q 

ZUDAN8, Z. 

0307190327 

30-335 

0 

ZUDAN8> Z. 

0307190327 

50-335 

0 

ZUDANS, Z. 

8307190345 

ACRS 


ZUDANS, Z. 

S30719034S 

ACRS 


ZUDANS, Z. 

0307200022 

50-373' 

0 

ZUDANS, Z. 

8307200022 

50-373 

0 

ZUDANS, Z. 

0307200475 

ACRS 


ZUDANS, Z. 

0307200475 

ACRS 


ZUKOR. D. 

8307290257 

50-275 

8 

ZUKOR, D. 

8307290268* 

50-275 

8 

ZUKOR, 0. 

0307290272 

50-304 

8 

ZUKOR, D. 

8307290200* 

30-304 

8 

ZUKOR, D. 

0307290298 

50-200 

8 

ZUKOR, D. 

0307290307* 

50-200 

S 

ZUKOR. D. 

8307290377* 

50-315 

a 

ZUKOR, D. 

8307290414 

50-280 

8 

ZUKOR. D. 

8307290434* 

50-200 

8 

ZUKOR, D. J. 

0307290320 

50-315 

8 

ZUPKO, J. M, 

8307050025 

50-311 

S 

ZUPKO, J- M. 

8307050036 

50-272 

6 

ZUPKO, J. M. 

8307050043 

50-272 

8 

ZUPKO, J. M. 

0307120238 

50-311 

a 

ZUPKO. J. M. 

0307120243 

50-311 

8 

ZUPKO, J. M. 

0307120450 

50-272 

8 

ZUPKO, J. M. 

0307140142 

50-272 

6 

ZUPKO, J- M, 

S307140196 

50-311 

8 

ZUPKO, J. M. 

8307140293 

50-311 

8 

ZUPKO, d. M. 

8307150072 

50-272 

R 

ZUPKO, J. M, 

B30715010S 

50-311 

R 

ZUPKO, J. H. 

8307190123 

50-311 

8 

ZUPKO, J. M, 

0307210003 

50-311 

B 

ZUPKO, J, M. 

0307210009 

50-311 

B 

ZUPKO, d. M. 

8307210112 

50-31 1 

e 

ZUPKO, d, M. 

0307210134 

50-311 

8 

ZUPKO, d. M. 

0307220343 

50-272 

8 

ZUPKO, d. M. 

0307220345 

30-311 

8 

ZUPKO, J. M. 

8307220550 

50-311 

8 

ZUPKO. J. M. 

8307280350 

30-311 

8 

ZUPKO, J- M. 

0307200427 

50-311 

8 

ZURAKOUSKI, P. R. 

0307260402* 

70-1007 


ZUIEO, A. 

0307290043 

50-312 
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8305100326 

90-289 

0 


8307220311* 

50-348 S 


0307090071 

90-289 

0 


0307220319* 

50-348 1 


8307060206 

90-289 

0 


G3D7220320* 

50-340 { 


8307140441 

50-289 

0 


8307220323* 

50-348 1 


0307090328* 

CONTRACT 



8307220338 

50-349 1 

CD. 

6307060289* 

QA999 



8307220930* 

50-348 C 

Oevelopmant Co, 

0307130209 

90-339 

P 


8307220930* 

50-348 ( 

slogy. Inc. 

0307280079* 

90-346 

P 


8307290699* 

50-348 f 

a. Inc. 

0307190331 

40-0331 



8307290170 

50-348 1 

t. of 

0307190439* 

CONTRACT 


Alden Raaiarch Labapatory 

8306200604* 

OEN TEC 11 

Zo. 

8309100008 

90-348 

S 


8307270033* 

OEN TEC IS 


8309100010* 

50-346 

8 

AiB*rlcan Nuclvsr Saclaty 

8307070100 

PR 


0307010132 

90-364 

P 


8307070117* 

PR 


0307010182 

90-348 

P 

Amafburvi HA 

8307070194 

50-443 ( 


0307010102 

90-348 

P 


8307070194 

50-443 C 


0307010187* 

50-340 

P 


8307000429 

50-443 1 


B3070101B7* 

90-340 

P 


a3070B042? 

50-443 t 


0307070080 

90-340 

P 

Anafco, Inc. 

8307190431 

71-9071 


0307070104 

90-340 

P 

Applied Risk Tacknnlcgy Carp. 

S3D729010B* 

50-247 C 


0307070104 

90-348 

P 

Apgonne Mbtional LaboratoTV 

8307080992 

NUREO 


0307080272 

50-346 

P 


8307080602 

NUREO 


8307080272 

90-348 

P 


8307090133 

NUREO 


8307080308 

90-348 

P 


8307120047 

REB 


8307080308 

90-348 

P 


9307130094 

50-470 * 


8307080402 

90-348 

K 


8307200030 

ACRS 


8307080409* 

90-348 

K 


8307200342 

ACRS 


8307080479 

90-348 

P 


8307200347 

ACRS 


8307080479 

90-348 

P 

Arliena Public Servlc* Co. 

8309130239 

50-929 


8307120286 

90-348 

0 


8307090026 

50-928 


8307120483 

90-348 

P 


8307090026 

90-928 


0307120483 

90-348 

P 


8307090026 

90-928 




B 


8307090133 

90-920 


8307120976 

90-348 

S 


0307090133 

90-928 


8307120990* 

90-348 

S 


8307090133 

50-923 


8307120994* 

90-348 

8 


8307090199 

90-928 


8307130262 

90-348 

P 


8307090199 

90-920 


8307130262 

90-348 

P 


8307090199 

90-928 


8307140427 

90-348 

Q 


8307050211 

90-928 


8307190093 

90-348 

P 


8307090211 

90-928 


0307190097 

90-348 

P 


8307090211 

50-928 


0307150097 

90-348 

P 


8307060012 

90-928 


030719009?* 

90-348 

P 


B3D7060DI2 
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0307190099* 

90-340 

P 
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90-340 

B 


8307060046 

50-523 


0307190106* 

90-340 

B 


8307060323 

90-923 


eaanaoio?* 90-340 s 

8307180099 90-340 R 
8307100099 90-340 R 
830710031 ?• 90-340 F 
8307190100 90-340 R 


a307a&031>8 

e3070&03&S 

B3070&03&S 

B3070i0379 

8307080379 


90-938 E 
30-928 E 
90-923 E 
90-923 S 
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0307110012 
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90-928 E 
90-928 E 
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8307120195 

30-329 S 


8307120296 



8307120366 

50-320 8 


8307120366 

30-328 S 


0307120366 

30-328 8 


0307120529 

30-330 8 


8307120330 

30-328 8 


8307140374 

30-328 E 


8307150363 

30-328 E 


8307180221 

30-328 8 


8307180221 

30-528 8 


8307 180221 

30-528 8 


0307190190 

30-328 F 


8307190190 

30-328 F 


0307190190 

30-328 F 


0307190194* 

30-328 F 


0307190194# 

30-320 F 


8307190194# 

30-328 F 


8307190223 

30-328 K 


8307190223 

30-328 K 


0307190223 

30-328 K 


0307190227 

30-329 0 


8307190227 

30-329 Q 


0307190232# 

30-329 0 


0307190232# 

30-329 0 


8307200117 

30-328 F 


0307260291 

50-328 0 


8307260291 

30-328 a 


0307260291 

30-328 0 


8307200313 

30-328 a 


B307280348 

30-328 S 


0307200413 

50-330 A 

Ariiona. State of 

0307290103 


0307050303 


Arkansas Pouer & Light Co. 

8305270010 

30-313 P 


8307030072 

30-313 P 


0307030072 

30-313 P 


B3070S0078 

30-368 8 


0307030079# 

50-313 P 


0307030079# 

30-313 P 


0307060051 

30-313 P 


0307060230 

30-368 F 


0307000413 

30-313 P 


0307120191 

30-368 S 


0307120269 

30-313 F 


0307120306 

30-313 p 


8307130271 

S0-3i3 8 


0307130383 

30-313 S 


0307100079 

30-313 F 


0307180079 

30-313 F 


0307190065 

50-313 P 


0307190090 

30-360 P 


0307190101* 

50-368 P 


0307190133 

30-313 F 


0307190101 

30-313 P 


B307210139 

30-313 P 


8307210139 

30-313 P 


8307210299 

30-313 P 


0307220270 

30-313 R 


8307220305 

30-368 R 


0307220310 

50-313 P 


0307220310 

30-313 P 


0307220314# 

30-313 P 


0307220314# 

30-313 P 


8307220317# 

30-313 G 


8307220360 

30-313 Q 


8307230402 

30-313 K 


0307230402 

30-313 K 


8307230406# 

30-313 R 


8307260073 

30-368 8 


0307260094 

30-313 0 


8307260180 

30-313 R 


0307260322 

30-368 8 


0307260546 

30-368 P 


0307260334 

30-368 8 

Armg. Dept, of 

7903130690# 

FOIA 


8307200240# 

CONTRACT 


8307200310 

30-332 0 


8307210073# 

FOIA 


8307210113# 

FDIA 


8307210118* 

FOIA 

Armg. Dept. of. Corps of Engineers 

8307220034# 


8307200137# 

CONTRACT 

Armg. Dept. of. Headauartars Material 
Development & Readiness Command 

8307220144 


0307130137 

NUREG 
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Autoaatie Switch Co. 

Autoaatlan Industrial! Inc. 
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8307230416 

0307060406* 

8307210033 

8307150H9 

0307290890 
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8307130873 
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8307130112# 

8307130244 

8307190013 

0307190139# 

8307230631 

0307230636# 

8307250673# 
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CONTRACT 

PR 

30-400 0 

30-546 C 
30-847 8 

71-9006 
TOPREP 
70-1801 
70-135 
30-346 P 

TOPREP 
70-133 
PT21 
70-364 
30-269 P 

70-824 
30-869 P 
XPORTLIC 
XPORTLIC 
CONTRACT 


0307870099# 

8307270104# 

8307890143# 

Babcoet ti Hllcoi Operatlna Plants Ounar* 8307010044 
Group 

8307120403 


XPORTLIC 

XPORTLIC 

70-884 

TOPREP 

30-287 P 


Baltlaor# Gas 6 Electric Co. 


0303230364# 

0307010076 

8307010083 

8307010087 

8307010124 


30-317 P 
30-317 8 
30-317 a 
30-318 8 
30-310 8 


0307010142 

0307010160 

0307060892 

8307070180 

0307070180 


30-317 a 
30-317 8 
80-317 0 
30-317 F 
80-317 F 


83071 10189 
8307110427 
8307110443 
8307110456 
0307120043# 


50-318 P 
30-317 8 
30-317 8 
30-317 a 
30-317 F 


8307120083# 

8307120144 

8307120264 

8307120479 

8307120339 


30-317 F 
30-317 8 
30-317 R 
30-317 8 
30-317 G 


8307180339 

0307130110# 

8307180187 

0307180193 

8307180207 


30-317 Q 
30-317 a 
30-317 8 
30-318 8 
30-317 6 


8307180243 

0307200133 

0307200169 

0307210013 

8307210013 


30-317 8 
30-317 F 
30-317 R 
30-317 K 
30-317 K 


8307210017# 

8307810017# 

8307810198 

0307210283 

8307210207 


30-317 K 
30-317 K 
30-317 P 
30-317 8 
30-317 8 


0307220309 

0307230091 

8307280199 

8307280199 

83072B0338# 


30-318 8 

71-9111 
30-317 P 
30-317 P 
30-317 Q 


Battella Mamorial Instltuta 
Battalia Memorial instltuta. Columbus 
Labaratarlas 


8307880332# 

8307280430 

8307280430 

8307270240# 

8307030326 


30-317 0 

30-317 P 
30-317 P 
WASTE MOT 
71-3937 


Battalia Manorial Initituta. Pacific 
Nartkwast Laboratarg 


8307030387# 

8307120009 

8307180012 

8307130363 

8303260240 


71-3937 
NUREO 
NUREO 
30-313 P 
30-234 P 


0307080396 

8307090109 

8307110560 

8307120018 

8307120026 


NUREO 
WASTE MOT 
RES 
NUREO 
NUREO 


0307130147 NUREO 
0307130178 NUREO 
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AUTHOR 

AFFILIATION 


BiAr Crtik Uranium Co. 
Bfchtil Corp. 


Bairt S< Dickion 
Bandit Carp. 

Barlln> Roltnani Kaaalar <• Cathdan 


Boatng Computar Sarvlcasi Inc. (subi. 
Baaing Co. ) 

Bolton Edlion Co. 


Brand-Roi Co. 


Brattlaboroi VT 
Bronitain> D. S. 

Brookhavan National Laboratory 


ACCESSION 

NUHBER 

SUBJECT 

CATE66RV 

6307100139 

NUREO 


8307100143 

NUREO 


83071B01&S 

NUREQ 


B3072S0931* 

90-298 

Q 

0307270360 

NUREO 


0307180394 

40-8492 


6307010213* 

90-424 

K 

6307060023* 

QA999 


6307060093* 

QA999 


6307070072* 

90-321 

P 

6307070112 

PR 


8307110244 

90-462 

0 

0307120303* 

90-929 

8 

0307120377* 

90-926 

0 

0307130201* 

90-279 

P 

6307130266* 

90-279 

P 

8307130302* 

90-279 

P 

8307190276 

PR 


8307190298* 

90-329 

T 

0307190296* 

90-329 

T 

6307190260* 

90-329 

T 

6307190260* 

90-329 

T 

8307210261* 

90-329 

0 

8307290946 

FOIA 


8307110726* 

40-1341 


6307110727* 

40-1341 


0307190076 

90-929 

0 

0307190076 

90-929 

0 

6307190081* 

90-929 

0 

8307190061* 

90-929 

0 

8307260367 

90-929 

e 

8307260403 

90-929 

s 

8307260403 

90-929 

s 

8307260407* 

90-929 

6 

8307260407* 

90-929 

0 

8307140926* 

CONTRACT 


0307190422* 

CONTRACT 


8306260980* 

90-449 

I 

8307010066 

90-293 

8 

6307010082 

90-293 

Q 

8307010134 

90-293 

8 

0307090292 

90-293 

6 

0307060037* 

90-293 

S 

0307060046* 

90-293 

Q 

0307110396 

90-293 

P 

8307110476 

90-293 

6 

8307110906 

90-293 

8 

6307120229 

90-293 

F 

B307120391 

90-293 

P 

0307120423 

90-293 

8 

8307120907 

90-293 

8 

0307120910 

90-293 

8 

0307130000 

90-293 

P 

6307130082* 

90-293 

P 

8307190022 

90-293 

S 

8307190068 

90-293 

P 

8307190070* 

90-293 

P 

8307190123 

90-293 

P 

8307190127 

90-393 

8 

8307190249 

90-293 

9 

8307190262 

30-293 

8 

6307190016 

90-293 

P 

0307190040 

90-293 

R 

6307210140* 

90-293 

Q 

8307220197 

90-293 

R 

8307220206 

30-293 

8 

8307220331 

30-293 

8 

8307220376 

90-293 

P 

8307220430 

90-293 

8 

0307220919 

90-293 

3 

6307220991 

90-293 

B 

0307260166 

90-293 

K 

0307260172* 

30-293 

K 

0307260402 

90-293 

P 

0307260971 

90-293 

F 

0307200099 

90-293 

8 

8307280399 

90-293 

R 

8307280404* 

90-293 

R 

8307190111 

90-312 

S 

8307210122 

90-312 

8 

8307290366* 

CONTRACT 

6307260399 

90-392 

e 

8307190149 

NUREO 


8307290930 

NUREO 




ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


6307260016 

HASTE MOT 


8307260022 

HASTE MOT 

Broan A Root Corp. (sub* of Halliburton 

0307220394 

30-490 

A 

Corp. ) 

Broun Boveri Corp. (tubs. Broun Ooverl 6 

8307110377* 

50-373 

8 

Co. > Ltd. } 

8307110377* 

50-373 

S 


83071 10361* 

30-373 

8 


6307130396 

RES 



0307130390 

50-397 

S 


0307190362* 

30-397 

S 


0307100317 

TOPREP 


Burataini C.H. 

0307100149 

30-332 

0 


8307100193* 

30-382 



0307160160* 

50-382 

0 


8307290092 

30-382 

0 


6307290096* 

50-382 

0 


0307290067* 

50-382 

0 

Businosiinen for tbc Public Intarest 

0307090003 

30-4 94 

0 


8307090003 

90-4 34 



8307090011 

30-494 

0 


8307090011 

90-494 

0 


0307000405 

90-4 94 

0 


6307120370 

90-434 

0 


0307120333* 

90-392 

A 

CONOCOtInc. (Continantal Oil Co.) 

0307130043 

40-8743 


Cahilli Gordon Reindel 

0307090930* 

REUIEH ORP 


0307060344 

MIBC 



0307260113* 

NtSC 



6307030079 

90-279 

0 


0307030241 

50-279 

0 


0307060397 

30-279 

0 


0307060397 

90-279 

0 


8307060403* 

90-279 

0 


6307060409* 

90-279 

0 


6307060413* 

30-279 

0 


63070&0413» 

30-275 

0 


6307130072 

90-279 

0 


6307130072 

90-279 

0 


0307130074* 

90-279 

0 


6307130074* 

90-279 

0 


6307130357 

90-279 

0 


0307130337 

90-273 

0 


6307190361* 

90-279 

0 


6307130361* 

90-279 

0 


6307200122 

90-279 

0 


B307250131* 

CONTRACT 


Callfornlai Univ. of> Berkalay 

0307060411* 

90-400 

0 

6307200332 

ACRS 



0307230061 

ACR8 


California^ Univ. of- Irvine 

6307010166 

90-326 

R 


8307010171 

90-326 

8 


0307210237 

90-326 

8 

California. Untv. of. Lot Angelas 

6307060412 

90-142 

0 

8307060417* 

90-142 

0 


8307060419* 

90-142 

0 


8307110133 

90-142 

0 


8307110136* 

90-142 

0 

Capital City Coach 

6307190339* 

CONTRACT 

Carolina Envlronmantal Study Group 

6307190239 



Carolina Pouar !. Light Co. 

8307010053 

90-400 


8307010053 

50-400 

E 


8307050117 

PR 



8307060073 

90-201 

F 


8307060093 

30-400 

E 


0307060093 

90-400 

E 


6307060111 

30-400 

E 


8307060111 

30-400 

E 


8307060114 

50-400 

E 


0307060114 

30-400 

E 


8307060121 

90-400 

K 


8307060121 

30-400 

K 


8307060127* 

30-400 

K 


6307060127* 

90-400 



6307060144 

80-400 

E 


6307060144 

30-400 

E 


8307060163 

50-400 

E 


8307060163 

30-400 

E 


8307060173 

30-400 

0 


8307060173 

50-400 

0 


8307060191 

30-261 

0 


8307060190 

90-400 

0 


B3O7O6O190 

50-400 

0 


0307060207 

30-261 

0 


0307060212* 

90-261 

0 



456 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFtLTATtOM 


ACCES8EDN SUBJECT 

NUMBER CATEODRV 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


B3070&0234 30-400 E 
B307060234 30-400 E 
8307060302 30-400 E 
8307060302 30-400 E 
8307070022 SO-4O0 0 

8307070022 30-400 0 
8307070023 30-400 0 
8307070023 30-400 0 
8307070071 50-400 0 
S307070071 30-400 0 

8307070083 30-400 D 
B3070700B3 30-400 0 
83070700BS 50-400 E 
8307070083 30-400 E 
8307070092 30-400 O 

8307070092 30-400 Q 
8307070123 30-400 E 
8307070123 30-400 E 
8307070128 30-324 p 
8307070172 30-261 0 

8307070173* 50-261 0 
8307080313 30-400 E 
8307080313 30-400 E 
8307080390 30-400 E 
8307080390 30-400 E 

8307110038 30-261 P 
8307110294 30-261 S 
8307110338 30-400 S 
8307110338 30-400 3 
8307110432 30-324 8 

8307110440 30-400 8 
8307110510 30-325 8 
8307110378* 50-324 F 
8307110386* 30-324 F 
8307110386* 30-324 F 

8307110389* 30-324 F 
8307110389* 50-324 F 
8307120129 30-324 S 
8307120207 30-400 S 
8307120207 30-400 S 

8307120291 30-323 8 
8307120316 50-400 8 
0307120337 30-261 0 
8307120338* 50-261 0 
8307120393 30-400 8 

8307120393 30-400 8 
8307130059 50-261 R 
8307130212 SQ-324 R 
8307130212 50-324 R 
8307130231 50-400 0 

8307130231 30-400 0 
8307130241* 30-400 D 
8307130241* 30-400 O 
8307130244 30-400 0 
8307130244 50-400 O 

8307130253* 50-400 0 
S307I30233* 30-400 0 
8307130261* 30-400 0 
8307140063 30-261 p 
8307140267 50-400 K 

8307140267 50-400 K 
8307140314 30-261 Q 
8307140323 30-400 E 
8307140323 30-400 E 
8307140433 30-400 0 

8307140433 30-400 S 
8307140437 30-400 0 
8307140437 30-400 0 
8307140440 30-400 0 
0307140440 30-400 S 


8307150380 50-400 8 
8307150380 30-400 8 
8307190003 30-400 8 
8307190042 30-324 0 
8307190283 30-400 0 

8307190283 30-400 0 
8307200130 30-323 Q 
8307210146 50-400 E 
8307210171 80-400 0 
B307210I71 30-400 0 

8307210203 30-400 0 
8307220002* 30-261 Q 
0307220143* 30-400 0 
8307220143 30-400 8 
8307220143 30-400 8 

8307220148* 30-400 0 
8307220298* 30-324 0 
8307220298* 50-324 Q 
8307220322 30-261 P 
8307220336* 30-400 Q 

8307220332 30-261 0 
8307220333 30-261 G 
8307220403 30-328 8 
8307220438* 30-261 Q 
8307220366* 30-324 Q 

8307220366* 30-324 Q 
8307220378 30-261 P 
8307230120 30-261 P 
8307230197 30-324 K 
8307230211* 30-324 K 

8307230290 30-261 0 
8307230337 30-400 G 
8307230337 30-400 0 
8307230346 30-400 0 
8307230346 30-400 0 

8307250330* 30-400 0 
8307230330* 30-400 0 
8307230373 30-261 0 
0307230399 30-400 8 
8307250404 30-400 8 

8307250504* 50-261 F 
8307250510* 30-261 F 
8307260084 50-324 F 
8307260084 50-324 F 
8307260360 30-400 G 

8307260360 50-400 G 
8307260363 50-400 R 
8307260363 50-400 R 
830726P397 50-323 8 
8307260404 50-324 8 

8307260460 50-324 V 
8307260460 50-324 U 
8307260485 50-400 8 
8307260493 50-261 8 
8307260496 50-324 S 

8307260498 50-324 P 
8307260504* 50-324 P 
8307270037 30-400 K 
8307270037 30-400 K 
8307270060* 30-400 K 

8307270060* 30-400 K 
8307270340 30-400 E 
8307270340 50-400 E 
0307270435 50-324 F 
8307270435 50-324 F 

8307280163 50-400 0 
8307280163 30-400 G 
8307280185 50-400 0 
8307280355 50-400 K 
8307280353 50-400 K 


8307140443 50-400 0 
8307140443 50-400 G 
8307140443* 30-400 0 
8307140443* 50-400 0 
0307140434 30-400 0 


8307280361 30-400 E 
8307280361 80-400 E 
B3072B0364 30-261 P 
8307280411 30-261 P 
8307290090 50-324 P 


8307140454 80-400 0 
8307140458 50-400 6 
8307140438 50-400 0 
8307130024 30-324 S 
0307130102 30-323 8 


8307290106 30-261 8 
8307290132 30-324 8 
8307290169 30-261 0 
8307290174 30-261 P 
8307290179 50-261 8 


8307150201 

8307130201 

8307130225 

8307150223 

8307130242 


30-400 Q 
30-409 0 
30-400 F 
30-400 F 
30-324 8 


Caniar for Law in thi Public Interatt 
Chapal Hill Antl-Nuel*ar Group Effort 


8307030242 

8307060437 

8307120371 

8307260233 

8307070076 


30-273 6 
30-273 0 
30-273 0 
50-273 0 
80-400 0 
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AUTHOR 

AFFILIATION 


Chim-Nuclaar Syititns. Inc. 


Chantran Corp. 

Cincinnati Oa« b Electric Cd. 


Circle Seal Controls 


Cltliant Ateoclatlon for Bound Enargij 


Clavatand Electric Illuminating Co 


Clavatand-CItfPs Iron Co. 


ACCESSION 

NUHBER 

SUBJECT 

CATESORY 

AUTHOR ACCESSION 

AFFILIATION NUMOER 

SUBJECT 

CATEGORY 

8307080404 

71-9096 


Coalition tor Nuclear Pouer Plant 0307090117 

PR 


a3070S0407« 

71-9096 


Postponement 



8307190442 

71-9026 


8307070189 

PR 


8307180310 

27-47 


Coalition for Safe Pouer 8307200126 

50-460 

<3 

83071V0027 

71-6601 


8307200131* 

90-460 

0 




8307200134* 

50-460 

0 

8307190266 

71-9111 





8307200364 

71-9111 


8307200130* 

90-460 

0 

8307200369* 

71-9111 


8307260298 

90-460 

0 

8307200129 

71-6601 


Colorado State Univ. 8307290643* 

CONTRACT 


8307290381 

71-231 


Colorado. State of 8307250193* 

CONTRACT 





Colt Industries. Inc. 8307190249* 

0A999 


8307200227 

40-8724 





8307060060 

90-388 

S 

CoeAustlon Engineering. Inc. 8307010172 

50-470 

A 

8307060297 

90-398 

a 

8307010184* 

50-470 

A 

8307060327 

90-390 

8 

8307150206* 

OA999 


8307060396 

90-390 

0 

8307200925 

70-36 





8307250416 

PR 


8307080294 

90-390 

8 




8307080327 

90-390 

8 

8307270352 

50-470 

E 

8307080339 

90-390 

a 

8307270422 

TOPREP 


8307000349 

90-350 

s 

8307270425* 

TOPREP 


8307000428 

90-390 

8 

Commerce. Sept, of, National Oureau of 8307200170* 

CONTRACT 





Standards 



8307000482 

90-350 

8 

8307290326* 

CONTRACT 


8307100293 

50-353 

A 




8307190199 

90-358 

0 

Cmmlttao to Oridge the Gap 8306170403 

50-142 

T 

0307210002 

50-398 

8 

8307060363 

50-142 

0 

0307210040 

90-398 

8 

8307060369* 

90-142 

0 




8307120559 

90-142 

0 

0307210044* 

90-398 

0 

Commonuealth Edison Co. 8306230264 

50-494 

A 

8307210047 

90-358 

A 




8307210096 

50-358 

8 

8306230264 

90-494 

A 

8307210109 

50-358 

A 

8306230264 

90-494 

A 

8307210116 

50-398 

B 

8306230264 

90-494 

A 




8306230264 

90-494 

A 

8307210186 

50-358 

8 

8306230264 

90-494 

A 

8307260990 

50-398 

8 




0307260996 

90-390 

8 

8307010103 

90-299 

0 

8307070413 

XPORTLIC 


8307010195 

90-237 

K 

8307220169 

XPORTLIC 


0307010195 

90-237 

K 




8307010195 

90-237 

K 

8307290093 

XPORTLIC 


8307010195 

90-237 

K 

8309200618 

90-449 

e 




0307120323 

PR 


8307010195 

50-237 

K 

830720021 1 

90-449 

e 

0307010195 

90-237 

K 

8307090202 

90-440 

A 

□307010196* 

90-237 

K 




8307010190* 

90-237 

K 

8307060069 

90-440 

s 

0307010190* 

90-237 

K 

8307060230 

90-440 

T 




8307060238 

90-440 

T 

0307010190* 

90-237 

K 

8307060277 

90-440 

E 

0307010201* 

90-237 

K 

8307060298 

90-440 

E 

0307010201* 

90-237 

K 




0307050020* 

90-494 

0 

8307060298 

90-440 

E 

0307050032* 

90-494 

0 

8307060339 

90-440 

0 




8307060339 

90-440 

8 

0307050032* 

90-494 

G 

8307060344* 

90-440 

0 

0307050933* 

90-373 

Q 

0307060344* 

90-440 

G 

8307090066 

90-304 

8 




0307090070 

90-373 

8 

8307080491* 

50-440 

Q 

8307090008 

90-373 

8 

8307110134 

90-440 

8 




8307110134 

90-440 

8 

03070901 17 

PR 


8307110316 

90-440 

8 

8307090110 

90-304 

8 

8307110316 

90-440 

8 

0307090146 

90-373 

S 




8307050199 

90-304 

0 

8307110302 

90-440 

3 

8307090210 

90-373 

R 

8307110302 

90-440 

8 




8307190316 

90-440 

8 

8307090213* 

90-373 

R 

8307180031 

90-440 

8 

8307090219* 

90-373 

R 

8307190030 

50-440 

B 

8307090218* 

90-373 

R 




8307090220* 

90-373 

R 

8307190030 

50-440 

8 

8307090223* 

90-373 

R 

0307190004 

90-440 

0 




8307190004 

90-440 

0 

8307090229* 

90-373 

R 

8307190104* 

90-440 

0 

8307090229* 

90-373 

R 

8307190104* 

SC-440 

0 

8307090233* 

90-373 

R 




8307090239* 

90-373 

R 

8307190136 

90-440 

s 

8307030239* 

90-373 

R 

8307190136 

90-440 

8 




8307190176 

90-440 

8 

8307090282 

70-2973 


8307190176 

90-440 

8 

8307060044 

90-294 

0 

8307190203 

90-440 

6 

8307060094 

90-373 

6 




8307060106 

50-237 

F 

8307190203 

90-440 

O 

B3O7O6O106 

90-237 

F 

8307190204 

90-440 

S 




8307190204 

90-440 

s 

8307060239 

90-237 

8 

8307190200* 

90-440 

0 

8307060333 

90-373 

8 

0307190208* 

90-440 

0 

8307060342 

90-373 

8 




8307060399 

90-494 

0 

0307200289 

90-440 

s 

8307070129 

PR 


0307210077 

90-440 

K 




0307210077 

90-440 

K 

8307070176 

90-237 

P 

0307210001* 

90-440 

K 

8307070176 

50-237 

P 

8307210081* 

90-440 

K 

8307070176 

90-237 

P 




8307070207 

90-494 

0 

8307220231 

90-237 

a 

8307080233 

30-295 

6 

8307220234 

90-294 

8 




0307220434 

bo-440 

8 

8307000243 

90-237 

a 

8307220434 

90-440 

8 

0307000334* 

50-374 

a 

8307180392 

40-8714 


8307000338* 

50-374 

0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEeORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


S3070a049I> 
83071100S6 
S3071100E1 
8307110114 
03071 10115 

83071 10l4ii* 

83071101B9 

8307110339 

8307110371 

8307110371 

8307110408 

8307110409 

8307110416 

B307110419* 

8307110423 

6307110434* 

8307110488 

8307110331 

8307120064* 

8307120068* 

8307120281 

8307120281 

8307120261 

8307120382 

8307120382 

8307120391 

8307120431 

8307120433 

8307120438* 

8307120324 

8307130219 

8307130309 

8307130309 

9307130317* 

8307130317* 

8307130322* 

8307130322* 

8307130322* 

8307130322* 

8307130322* 

8307150194 

8307180033* 

8307180063* 

8307180063* 

8307180099 

8307180191 

8307180198 

8307190062 

8307190062 

8307190062 

8307190111 

8307190122 

8307190126 

9307190147* 

8307190178 

0307190180* 

8307190183* 

8307190107 

8307190107 

8307190187 

9307190187 

S3O719O107 

8307190189* 

8307190192* 

8307190195* 

B307190201* 

8307200121 

8307200121 

8307200125* 

8307200168 

8307200174 

8307200183 

8307200191 

8307200199 

8307200213 

8307200216* 

8307200218 

8307200287 

8307200302 

8307210001 

0307210048 

8307210030 

83072100S2* 

8307210063 

8307210148 


30-837 S 
30-4S6 S 
SO-SS4 8 
50-373 P 
30-837 8 

S0-4S4 0 
30-237 8 
30-237 S 
30-373 8 
50-373 S 

50-373 S 
50-249 S 
30-373 8 
30-373 Q 
30-304 8 

50-373 O 
30-373 S 
30-254 O 
50-304 F 
50-234 F 

3Q-4S4 A 
50-434 A 
30-434 A 
50-373 A 
30-373 A 

50-295 P 
50-373 P 
30-269 P 
50-869 P 
50-374 E 

30-254 R 
30-454 A 
30-494 A 
30-494 A 
50-494 A 

50-494 A 
50-434 A 
50-494 A 
30-494 A 
30-494 A 

90-837 2 
30-373 e 
30-373 O 
50-373 0 
30-454 S 

50-373 8 
30-295 R 
50-237 P 
30-237 P 
50-237 P 

50-494 C 
30-494 e 
50-434 e 
50-434 0 
80-237 P 

30-237 P 
50-237 P 
30-837 P 
30-837 P 
30-237 P 

50-837 P 
50-237 P 
50-237 P 
50-837 P 
90-237 P 

50-237 P 
50-456 C 
90-456 C 
90-436 C 
90-237 S 

50-237 S 
90-295 S 
50-837 S 
50-299 8 
90-295 B 

90-837 0 
90-249 S 
90-899 S 
30-837 8 
30-373 8 

50-373 a 
30-265 P 
30-263 P 
30-373 S 
30-373 B 


8307210188 
8307210188 
8307210211 
B30721021 1 
8307210217* 

8307210217* 

8307810236 

8307210236 

8307210300 

8307210300 

8307220193 

8307220200 

8307880201 

8307820234 

8307220298 

8307280260 

8307220306 

8307220309* 

8307220348 

8307220348 

8307220375 

8307220476* 

8307220486 

8307220495 

8307220495 

8307220498 

8307220942 

8307290304 

8307230369 

8307290363 

8307290432 

8307290432 

8307290432 

8307290435* 

8307250439* 

8307230448 

8307290448 

8307290492 

8307290498 

8307260018 

8307860018 

8307260018 

8307260018 

8307260020 

8307260213 

8307260301 

8307260310 

8307260310 

8307260314 

8307260314 

8307260430 

8307270494* 

8307280102* 

8307280102* 

8307280102* 

8307280102* 

8307280102* 

8307280102* 

8307280102* 

8307280379 

8307280497* 

8307290102 

8307290102 

8307290109* 

8307290109* 


50 

-436 

A 

30 

-496 

A 

90 

-494 

0 

90 

-494 

0 

90 

-434 

0 

90 

-494 

0 

30 

-494 

0 

30 

-494 

0 

SO 

-400 

A 

30' 

-400 

A 

SO 

-373 

a 

90' 

-373 

R 

90' 

-373 

8 

90' 

-294 

8 

SO- 

-269 

8 

SO- 

-249 

8 

SO- 

-249 

P 

SO- 

-249 

P 

SO- 

-494 

0 

SO- 

-494 

0 

50' 

-373 

p 

90- 

-237 

Q 

30- 

-374 

6 

30- 

-237 

P 

SO- 

-237 

P 

30-237 

P 

SO- 

-373 

8 

SO- 

•237 

P 

SO- 

•494 

0 

SO- 

•494 

0 

SO- 

■494 

8 

SO- 

•494 

6 

so- 

•494 

8 

90- 

-373 

Q 

90- 

-373 

0 

90- 

•237 

P 

30- 

-237 

P 

go- 

•237 

B 

90- 

•294 

P 

30- 

•237 

F 

SO- 

•237 

F 

90- 

•237 

F 

90- 

•237 

F 

90- 

•237 

P 

90- 

■237 

P 

90- 

•374 

A 

90- 

484 

0 

90- 

•494 

0 

30- 

373 

E 

90- 

373 

E 

90- 

10 

J 

90- 

494 

0 

90- 

10 

0 

30- 

10 

a 

90- 

10 

a 

90- 

10 

Q 

90- 

10 

Q 

90- 

10 

0 

90- 

10 

0 

90- 

293 

P 

90- 

10 

Q 

90- 

494 

0 

90- 

494 

0 

90- 

494 

0 

90- 

494 

0 


Coaputer Sgstams Support Corp. 
Connoctlcut Yonlee Atomic Poursr 


8307290299* 

8307290299* 

8307190439* 

0307010067 

B30709014B 


90-299 F 
90-298 F 
CONTRACT 
90-213 P 
90-213 a 


8307120262 

8307140400 

8307190131 

8307190293 

8307220367 


90-213 R 
90-213 0 
90-213 P 
90-213 P 
90-213 R 


Connar tt Wattarhahn 


8307280326* 

8307060396 

8307060409 

8307070299 

0307130232 


90-213 Q 
90-398 0 
90-392 0 
90-392 0 
90-392 0 


8307190191 

8307190199 

8307210230 

8307280147 

8307200147 


90-410 0 
90-398 0 
90-382 0 
30-332 0 
30-332 0 


DOCKETED ITEMS 


459 


AUTHOR 

AFFILIATION 


Con«ol Idated Edison Co. of Neui Vori/ 


Construction Technologg Laboratories 
Consumers Pouer Co. 


ACCESSION 

NUMBER 

SUSv/ECT 

CATEOOHY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

83072G01&9 

90-382 

0 


8307190292 

90-329 

T 



e 


83071902 92 



8307280246 

50-392 

e 


83071908 98* 

50-389 




0 


8307190258* 

90-389 


0307280254* 

50-392 

0 


8307190260* 

90-329 

T 

8307010156 

90-247 

S 


9307190260* 

50-329 

T 


90-247 

p 


8307800073 

90-195 


8307050162* 

90-847 

p 


8307200079 

SO-329 

A 

8307050169* 

90-247 

p 


8307200291 

50-295 


8307060084 

90-249 

6 


3307810032 

50-195 


830706029S 

90-247 

Q 


8307210144* 

90-329 

A 

8307060309 

90-247 

S 


8307810144* 

90-329 


8307060331 

90-373 

8 


8307210208 

50-329 


8307070120 

PR 



8307210208 

90-329 


8307120239* 

50-247 

a 


8307210210* 

90-329 


8307120963 

50-247 

0 


8307210210* 

90-329 

A 


50-247 

0 


8307210259 

30-329 


8307190061 

90-247 

s 


S307210259 

50-329 


8307180060 

50-247 

e 


8307210261* 

90-329 


8307180060 

90-847 

0 


8307210261* 



8307180151 

50-247 

a 


8307210266* 

90-329 

0 


90-247 

8 


8307810266* 

90-329 


8307220279 

90-247 

S 


0307820174 

90-199 


8307220280 

50-247 

B 


8307820186 

90-199 


8307220369 

50-247 

R 


8307820219 

SO- 195 



50-247 

R 


8307220351 

90-329 

r 


90-247 

3 


8307220391 

90-389 

T 

8307290302* 

90-247 

K 


8307220402 

90-329 


8307210266* 

50-389 

0 


8307220408 

50-389 


8307210271* 

50-329 

0 


8307250123 

50-329 



90-199 

8 


8307250299 

90-324 

p 

8307090109 

90-199 

8 


8307290326 

90-195 



PR 



8307250431 




50-299 

9 


8307250431 

90-389 

8 

8307060011 

50-329 

S 


8307260836 

30-329 




S 


8307260236 

90-329 

E 


50-329 

A 


8307260893 

REOSD 



50-389 

A 


8307260320 







8307260380 


A 

8307060099 

90-329 

E 


8307860344 

90-195 



50-329 

E 


8307260451 

30-329 

Q 


90-329 

E 


8307260491 





P 


8307280023 





0 


8307280191 



8307070152 

90-329 

E 


8307280191 





E 


8307280872 

90-329 

8 


90-293 

P 


8307280872 





8 


S3072B0434 





8 


8307880434 

90-329 


S3O7O0O443 

50-199 

S 


83072901 13 

50-329 



90-299 

8 


8307290113 

90-329 

A 



A 


8307290191 




50-389 

R 


B307290191 




90-329 

R 


8307290196* 



8307110190 

90-389 

0 


B307290196* 


A 



0 

Cantlnuun Dynamics- Inc. 

8307190074* 

50-237 

p 

83071 10194* 

50-329 

0 

Controls for Envlronirisn ta 1 Pollutloni 

8307190019* 






Tnc. 




83071 10249 

50-199 

Q 

Coordination Council for North American 

8307190280 






Affairs 








8307190282 

XPORTLIC 


8307120040* 

90-299 

F 

Croaro. Inc. 

8307280080 

OEN TEC 

IS 










F 


8307290513* 





A 

Cvgna Energy Sorvicss 







DalTgland Pouer Cod{) era t i Ye 








8307110127 



8307120248* 

90-329 

A 


8307110963* 

90-409 

F 


90-389 

A 







E 







P 


8307200264 







8307210253* 







8307220222 

90-407 


8307140211 

50-389 

A 


8307220229 

30-409 

R 












8307220964 






Dallas PowiP & Light Co. 

8306280600* 






Danes 6 Koore 








83071 90376* 


B307190257 

PR 



0307800388* 

CONTRACT 



B 








Davlsi Polk & Uarduisll 




83071B0270 

50-329 

8 

DeKalb Area Alliance for Responsible 

8307050020* 






Enargij 















0307050237 

90-454 

0 

8307180311* 

90-159 

P 
















8307220417 



8307190209 

90-299 

S 







460 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFIUIATIQN 


DtS(vol<t li Liberman 


Del-Auar* Unlimited. Inc. 
Delaware River Satin Coaimltilon 
Delaware. State of 
Detroit Editon Co 


Ditto. S. J, 

Doherty. J.F 

Dooui Detlgn Studios. Inc. 
Don L. Warner. Inc. 

Dorsey. J. A 


Dow Chemical Co. 

Dravo Corp 

Dresser Industries. Inc. 

Dreiel Univ. 

Duke Power Co. 


ACCESSION 

HUHOER 


S307260SB8 

830736D2S5 

S3072diO4S5 

B307S60435 

S303I00420 

B307030II7 

8307070140 

0307080437 

8307110236 

8307120583 

8307140464 

8307190228 

8307210269 

8307230356 

8307290110 

8307220364 

8307260502 

8307140127* 

8307010173* 

8307010175* 

8307030107 

8307060016 

8307060064 

8307060137 

0307060362 

8307080302 

8307120239 

8307120270 

8307120282* 

8307190023 

8307190330 

8307210028 

8307260455 

8307270207 

0307270215* 

8307280032 

8307290082 

8307190458* 

8307150375 

8307110420 

8307180136 

8307290088 

8307290088 

8307290093* 

8307290093* 

8307290099* 

8307290099* 

8307270234* 

8307260228* 

8307060109* 

8307180148 

8305270627* 

83070100IS 

8307050250 

0307050250 

0307060275 

9307060275 

0307060275 

8307070087 

8307070087 

8307070087 

8307070196 

8307070196 

8307080362 

0307110053 

0307110053 
8307110226 
0307110291 
0307110291 
03071 103B3 

8307120093 

0307120115 

0307120200 

0307120289 

8307120349 

0307120349 

0307120371 

8307120371 

0307120398 

8307120427 

B307120SB3 

0307120597 

8307120604 

8307120609 

03O7I2O6I3 


SUBJECT 

CATEeony 


30-454 O 
50-454 0 

50-454 9 

50-454 G 
50-508 G 

PR 

PR 

50-508 6 

50-308 G 
50-445 6 

50-308 0 

30-445 O 
50-413 0 

50-445 G 
50-445 r 

50-358 G 
50-352 0 

50-872 H 
50-341 K 
50-341 K 

50-341 F 
SO-341 8 

50-341 S 
30-341 8 

50-341 F 

30-341 0 

50-341 A 
30-341 E 
50-341 E 
70-2986 

70-8986 
30-341 A 
30-16 R 
50-341 A 
50-341 A 

ACRS 

50-537 H 
CONTRACT 
70-080 
PR 


30-338 

6 

50-352 

0 

50-332 

G 

30-352 

0 

50-332 

G 

30-352 

0 

30-352 

0 

WASTE HOT 
QA999 

0A999 

NUREO 

50-269 

0 

30-413 

F 

30-413 

6 

30-413 

0 

50-269 

0 

50-269 

0 

30-269 

0 

50-269 

K 

30-869 

K 

30-269 

K 

50-413 

0 

50-413 

G 

50-269 

P 

30-413 

A 

50-413 

A 

30-269 

P 

50-413 

G 

30-413 

G 

50-413 

E 

50-270 

8 

50-369 

8 


30-370 8 
30-869 S 
30-413 8 

30-413 8 
50-413 8 
30-413 S 
50-413 8 
30-414 8 

50-369 8 
50-369 8 
30-287 a 
50-869 8 
50-269 S 


AUTHOR 

AFFILIATION 


ACCESaiQN 

NUHDEII 

SUBJECT 

CATEGORY 

8307130198 

50-413 

0 

0307130190 

50-413 

0 

0307130202* 

50-413 

0 

0307130202* 

50-413 

0 

0307130206* 

50-413 

0 

0307130206* 

50-413 

0 

0307130224* 

50-413 

0 

0307130224* 

50-413 

0 

0307130249 

50-413 

E 

0307130263 

50-269 

a 

0307140048 

50-269 

p 

0307140040 

50-269' 

p 

0307140067 

50-269 

a 

0307140140 

00-413 

a 

0307140140 

50-413 

a 

0307140305* 

50-369 

a 

0307140310* 

50-369 

a 

0307150100 

50-369 

8 

0307150212 

50-369 

8 

0307150234 

50-369 

8 

0307150253 

50-369 

s 

0307150259 

50-370 

8 

0307150305 

50-370 

8 

0307150340 

50-369 

8 

0307150391 

71-6698 



9307180076 

50-369 

F 

0307190005 

50-413 

E 

0307190005 

50-413 

E 

0307190135 

50-269 

P 

0307190137* 

50-269 

P 

0307190104 

50-369 

R 

0307190104 

50-369 

R 

0307190100* 

50-369 

R 

8307190100* 

50-369 

R 

0307190218 

50-413 

E 

0307190267 

50-269 

P 

8307190309* 

50-369 

A 

0307210269 

50-413 

0 

0307210269 

50-413 

0 

0307210272* 

50-413 

0 

8307210278* 

50-413 

0 

0307210274* 

50-413 

0 

0307210274* 

50-413 

G 

8307220007 

50-413 

a 

0307220007 

50-413 

a 

0307220221 

50-370 

s 

0307220257 

50-370 

s 

0307220269 

50-414 

e 

0307280272 

50-270 

0 

9307220409 

50-369 

8 

0307220470 

50-413 

0 

8307220470 

50-413 

a 

0307220499 

50-370 

0 

8307220504 

50-413 

Q 

0307220504 

50-413 

0 

0307220511 

50-207 

0 

0307250087* 

50-369 

F 

0307250092* 

50-369 

F 

0307250110* 

50-269 

F 

83072501 1 7 

50-269 

P 

0307250117 

50-269 

P 

0307250117 

50-269 

P 

0307250202 

50-369 

8 

0307250300 

50-269 

F 

0307250372 

50-413 

E 

0307250372 

50-413 

E 

0307250441 

50-207 

P 

8307250455 

50-413 

E 

83072S045S 

50-413 

E 

0307250625* 

50-413 

F 

0307250625* 

50-413 

F 

0307250639* 

50-259 

F 

8307250730* 

50-269 

F 

0307250744* 

50-269 

F 

0307260304 

90-269 

P 

0307260304 

50-370 

8 

0307260390 

50-370 

a 

0307260412 

50-269 

p 

8307260412 

50-269 

p 

0307260412 

50-269 

p 

8307260417* 

50-269 

p 

0307260426 

50-413 

8 

0307260462 

50-369 

a 

8307260495 

50-369 

a 

0307260526 

50-369 

p 



CORPORATE SOURCE INDEX 


461 


AUTHOR 

AFFILIATION 


IB Light Co. 


/-WAr* b AsBoclAtaii Inc. 
u Font da Nemouri & Co, ■ Inc, 

ranufac tuning Paebleii Inc. 


Inc. 

k Strvleati Inc. <iub«. oF Eniirch 

> 


bain Ik Pagne 


ACCESSION 

NUMBER 


8307260936 

8307260939 

0307360958 

8307360990 

8307260967* 

e307260569« 
030720040? 
83072804 19« 
e307280421» 
8307200429* 

8307290033 

0307390094 

0307290944* 

8307010136 

8307070119 

83070701 19* 

8307110292* 

8307110412 

0307110446 

8307120479* 

8307190110 

8307190275 

0307190387 

8307190343 

8307150390 

8307100118 

0307180170 

8307180201 

8307180206* 

8307180229 

8307180279 

0307190284 

8307200119 

8307320277 

8307220287 

8307220308 

8307220443 

8307390025* 

8307370193 

8307270197* 

8307280344 

8307280248* 

8307280277 

8307380282* 

8307280298 

8307380303* 

8307280360 

8307280367 

8307390100 

8307290103 

8307390182 

8307250630* 

8307090034 

S30709003B* 

8307360198* 

8307260169* 

8306240037* 

8307180382 

8307310269 

8307290080 

8307190112* 

8307070196 

8307140286 

8307190169* 

8307230098 

8307220419* 

8307270389 

8307060199 

8307060199 

8307060383 

8307060383 

8307060386* 

8307060336* 

8307060391* 

8307060391* 

8307060402 

8307060403 

8307190188 

8307260248 

8307260281 

8307260341 

8307090199 

8307090199 

8307090198 


SUBJECT 

CATEGORY 


50-369 

P 

90-369 

8 

90-369 

8 

90-369 

S 

90-369 

s 

50-369 

8 

90-369 

P 

90-369 

P 

90-369 

P 

90-369 

P 

90-269 

3 

50-369 

S 

50-369 

F 

50-334 

B 

50-334 

P 

50-334 

P 

50-412 

a 

50-334 

s 

50-334 

s 

90-334 

Q 

50-334 

P 

90-412 

e 

90-412 

0 

90-412 

0 

90-413 

0 

90-334 

P 

90-334 

8 

90-412 

C 

50-413 

c 

90-413 

0 

90-412 

K 

50-413 

0 

90-334 

F 

90-334 

8 

90-412 

S 

90-334 

R 

50-334 

S 

90-334 

8 

90-334 

P 

90-334 

P 

90-334 

P 

50-334 

P 

90-334 

P 

50-334 

P 

50-334 

K 

90-334 

K 

90-412 

C 

90-412 

A 

90-412 

C 

90-412 

K 

90-334 

R 


CONTRACT 

71-900 

71-900 

QA999 

QA999 
90-373 P 
XPQRTLIC 
NUREO 
NUREO 

CONTRACT 

PR 

TOPREP 
90-339 P 
POIA 

90-382 A 
REOOD 
50-400 0 

90-400 0 

90-400 0 

90-400 0 

90-400 0 

90-400 0 

90-400 0 

50-400 C 

90-400 0 

90-400 0 

90-400 0 

50-400 0 

50-400 C 

90-400 S 
90-400 0 

90-400 0 

90-400 0 


AUTHOR 

AFFILIATION 


Ederer. Inc. 

Edlou Incarnation* 1 Co. 

Elcan Natal Products Co. 

Elactric Pouer Research Institute 
Enargg Cansultants> Inc. 

Enargg> Dept of 


ACCESSION 

NUMBER 


8307090198 

8307050205* 

8307090209* 

8307210138 

8307070450 

8307220446 

8307080609* 

8307180213* 

8307180222* 

8306240429 

0307050414 

0307060485 

8307060489* 

8307070129 

8307070133 

8307070348 

0307090106 

8307110111 

8307110164* 

0307110168* 

8307110733 

8307130375 

8307180331 

8307100375 

8307190030 

8307190033* 

8307300304 

8307200495 

8307210367 

□307210385 

8307220117* 

8307220173 

0307220212 

0307220323 

8307220227 

8307220230 
8307220232 
0307220236 
830722024 4 
8307220348* 

8307220293 

8307220259 

8307220641 

B3072S0363 

8307270133 

0307270142 

8307270148 

8307270192 

8307270199 

0307370166 

0307270184 

B307270I94 

8307270204 

8307270208 

8307270314 

8307270218 

8307370223 

8307370248 

8307270393 

8307370297 

8307270262 

8307270269 

0307270270 

8307270274 

8307270284 

8307270291 

8307280029 

8307280034 

8307280214 

8307380216 


SUBJECT 

CATEOQRV 


90-400 a 
90-400 0 

50-400 0 

TOPREP 
XPOBTLIC 

90-10 S 
NUREO 

90-322 R 
90-322 B 
71-6499 

HASTE MOT 
HASTE MOT 
HASTE MOT 
PR 
PR 


PR 


HASTE 

MOT 

HASTE 

MOT 

90-537 

T 

90-537 

T 

40-1341 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

71-9552 

71-5552 

XPORTLIC 

50-201 

P 

71-6590 

XPORTLIC 

WASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

71-9828 

90-937 0 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

WASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

HASTE 

MOT 

40-6900 

71-9196 

71-9049 

HASTE 

MOT 


8307280218 

8307290273 

8307290331 

8307290349* 

8307290361 


71-5992 
71-6272 
HASTE MOT 
HASTE MOT 
71-6400 


Enarggt Dept. nF. Clinch River Breeder 
Reactar Plant 


0307290367* 71-6400 

8307290870* 71-6400 

0307290374* 71-6400 

8307070086 90-937 A 

8307070103 90-937 A 


Englitears International > Inc. 


8307070109* 90-937 A 

8307120345 90-537 A 

8307070906* CONTRACT 
0307250950* CONTRACT 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Environmental Coalition on Nutlear P 
Environmental Policy Institute 
Eravironmentol Protection Agency 

Epier, E. P 
Erteci Inc. 

European Conmunities. CommlsslDn of 


Eitel Corp. /Warner Assoc 1 ates , Inc . 

Ex ion Carp. 

Exion Nuclear Co . Inc. (sobs of Er« 
Corp. I 


FOI Servlcat 

Federal American Partners 

Federal Emergency Management Agency 


Florida Power J« Light Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 

aOOTSVOdlS* WASTE HOT 

03O7Z7Q41S« HASTE HOT 

ouier B307030079 30-418 O 

B307070I59 PR 

S307I1029S SG-400 D 

B3O72S0DZ0 40-3061 

9307330010 ACR3 

8307140483* CONTRACT 

9307070373 XPORTUIC 

83071 10S49 XPORTLIC 

8307 I ! 0S6 1 XPORTUIC 

8307190116 XPORTLIC 

9307200294 XPORTLIC 

8307250646 XPORTLIC 

6307050285* CONTRACT 

8307200167 40-8064 

on 8307010157* 50-382 p 

6307030009 TQPREP 
8307070520 XPORTLIC 
6307150346 TQPREP 


AUTHOR 

AFFILIATION 


ACCESSION 
NUMB ER 


8307190141 

6307190160 

8307820329 

8307220329 

6307220330* 


30 - 3^3 

80-8550 

80-930 

S0-3q^ 


8307220332* 

6307220389* 

9307280392* 

6307220427 

8307220478 


6307220503 50-3a a 
8307220508 50-33^ 
8307220514* 30-3a2 
0307220510 50-83* 
8307220523* 50-83 ( 

8307220535 50-3Qt» 
3307250173 90-aSo 
8307250182 50-3^9 
8307250209 SO-Sa? 
8307860353 50-3®^ 


8307190445 XPORTLIC 
S30719D449* XPORTLIC 
8307200513 70-1257 

8307260437 TOPREP 
8307260440* TOPREP 


8307260505 90-333 
8307870351 50-333 
8307270351 50-333 
8307280051 SO-SQ^ 
0307200090 50-230 


8306090382 

8307050033 

6307130452 

8306240433* 

6307060304* 


FOIA 

PR 

40-4492 
30-445 F 
50-312 F 


Florida Power Carp. 


0307260237 SO-SQ^ 
0307200314 S0-33S 
6307200316* S0-33S 
8307060227 S0-30i2 
6307060319 30-302 


0307130217 90-482 0 
8307140424* 50-333 F 
8307150167 SO-I5S F 
8307190173 30-307 F 
8307190177* 30-307 F 

8307190237 50-4S2 0 
0307190248 50-482 0 
8307010070 50-335 p 
8307080016 30-333 P 
8307090126 30-30? P 


8307070031 S0-3OS 
8307070033* 30-3Oa 
B3070S0275 S0-30a 
83071 10447 S0-3OS 
B307120249 SO-SOa 

8307120370 30-3032 
0307120493 50-303 
8307120552 50-303 
83071SOOBB 50-303 
8307130333 30-303 


6307060070 

8307060070 

8307060209 

8307060213* 

6307060216 

6307060216 

8307060223 

8307060233 

0307060265 

8307070077 

8307070084 
0307110133 
83071 102*1 
9307110245 
8307110361* 

8307110360* 

8307110402 

8307120134 

8307120166 

8307120172 

8307120177 

8307120410 

8307120424 

6307120428 

8307120469 

6307140198 
8307140217 
8307140282# 
6307! 40398* 
8307140401* 

S3071302OS 

8307150216 

8307130216 

8307130221* 

8307130221* 

8307 1 5023 1 
8307130266 
8307130268 
8307190132 
8307190132 

8307190133* 

6307190133* 

8307190134* 

8307190134* 


50-250 P 
30-250 P 
50-250 P 
SO-2SO P 
50-230 p 

50-230 P 
50-335 P 
S0-33S P 
50-309 P 
50-335 P 

30-2SD P 
50-251 P 
50-309 E 
50-339 8 

50-250 F 

50-250 F 
50-389 S 
50-339 8 

50-335 8 

50-389 8 

50-369 8 

30-369 P 
50-251 8 

50-389 8 

50-250 P 

50-250 P 
30-335 G 
30-389 0 

50-335 0 

30-335 a 

50-389 8 

30-250 P 
50-230 P 
30-230 P 
30-230 P 

50-389 P 
50-230 8 

30-3S9 8 

50-230 P 
50-250 P 

30-250 F 
30-250 P 
50-250 P 
50-230 P 



8307210209 

B3072202S4 

8307230129 

8307250185 

8307250471 

30-30 S 
30-302 
50-302 
30-302 
50-302 

Franklin Irstltute/FranUin Research 
Center 

8307230483 

8307290184 

8306060293* 

50-30a 

30-302 

50-254 


8306100146* 

8306140199* 

50-237 

50-286 


8306140436* 

8307070490* 

8307070382* 

0307120149* 

8307190327 

SO-344 

CONTRACT 

S0-26& 

50-331 

50-339 

Friends of the Earth 

Putura Coatingsi inc- 

8307190343 

8307200022 

8307200473 

8307130077 

8307200163 

ACR8 

50-373 

ACR8 

30-247 

4O-0O3S 

GA Tachnologlesi Inc. /General Atomic Co. 

8307070367 

8307070404 

8307070408* 

B307140288 

8307190275 

XPORTUrC 

XPORTLIC 

XPORTLIC 

50-89 

71-0707^ 

Gage-Babcoct Associates, ine 

Gall. H. R. 

8307210389 

8307220016 

8307220031* 

8307200198* 

6307220034 

XPORTL f C 

XPORTLIC 

XPORTLIC 

CONTRACT 

ACRS 

Galloway 6 Greenberg 

OarTeti Corg. 

Oanerai Electric Co. 

8307220126 

8307060261* 

6307010180 

8307010188 

8307030157 

50-337 

QA999 

50-447 

TOPREP 

TOPREP 


8307070048 

8307110470 

8307120446* 

830714039?* 

8307150081* 

70-1113 

50-447 

30-263 

30-277 

30-352 


0307130179 

0307130443 

0307100333 

8307190134 

PR 

71-907^ 

XPORTLIC 

PR 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Otntral Electric Uranium Manajement Corp. 
Oanaral P^l^•lc* Corp, 

Oanaral Public Utilities - OPU Service 
Corp. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

^FILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

e3O7?O0IOS> 

50-239 

P 



30-289 

F 

B307200203* 

30-361 

P 




F 

B307210246 

XPORTLtC 





K 

8307210379 

XPORTLIC 




30-289 

K 

S307230377 

30-447 

K 


8307280337 

30-320 

P 

83072S03G2« 

30-447 

K 


83072804 43* 

30-219 

Q 

8307230397 

TOPHEP 



0307280447 

30-320 

Q 


50-239 

P 


8307290038* 

CONTRACT 


a307270440» 

30-333 

P 




5 

8307280004 

71-3971 



8303230444* 

50-366 

S 

8307290131 

50-447 

A 




K 

0307290353 

71-4 



0307010166 

50-424 

K 

8307280038 

70-1308 





A 

8307280081* 

50-322 

F 


8307010183* 

30-424 

K 

B3070100S6* 

30-219 

0 


8307010183* 

50-424 

K 





8307010109* 

50-424 

K 

8307010059 

30-320 

s 


8307010189* 

30-424 

H 

8307010117 

50-320 

a 


8307010191* 

30-424 

K 

8307010143 

30-219 

p 


8307010191* 

50-424 

K 

8307030143 

30-289 

p 


8307010194* 

30-424 

K 

8307050134* 

30-289 

p 









8307010194* 

50-424 

K 

e3070S01£>t* 

30-289 

p 


0307010197* 

30-424 

K 

8307060008 

30-219 

p 


0307010197* 

30-424 

K 

8307060139 

30-219 

p 


8307010204* 

30-424 

K 

8307070149 

50-320 

p 


03O7O1O2O4* 

50-424 

K 

8307080008 

50-320 

p 









8307010203* 

30-424 

K 

8307080010 

50-219 

p 


8307010203* 

50-424 

K 

8307080223 

50-320 

R 


8307010209* 

30-424 

K 

8307080424 

30-219 

F 


8307010209* 

50-424 

K 

8307080426* 

50-219 

F 


8307010210* 

50-424 

K 

8307110436 

30-289 

a 









8307010210* 

50-424 


8307110441 

50-320 

s 


8307010214* 

30-424 

K 

8307110448 

30-320 

8 


0307010214* 

30-424 

K 

8307110399* 

30-289 

F 


8307010213* 

50-424 

K 

8307120004 

30-320 

P 


8307010213* 

30-424 

K 

8307120032* 

30-289 

F 









8307010216* 

30-424 

K 

8307120073* 

30-289 

F 


8307010216* 

30-484 

K 

8307120227* 

30-289 

a 


8307010219* 

30-424 

K 

8307120342 

30-320 

p 


8307010219* 

30-424 

R 

8307120347* 

30-320 

p 


8307010221* 

30-424 

R 

8307120332* 

30-320 

p 









8307010221* 

30-484 

R 

8307130159 

50-320 

p 


8307010222* 

50-424 

K 

8307130323 

30-289 

p 


8307010222* 

30-424 

K 

8307130329 

30-289 

0 


8307010223* 

50-424 

K 

8307180098 

30-289 

F 


8307010223* 

30-424 

K 

8307180166 

30-320 

P 









0307010225* 

30-424 

R 

8307180178 

30-320 

a 


8307010223* 

50-424 

K 

8307180332* 

50-320 

F 


8307010226* 

30-424 

R 

8307190017 

71-6771 



8307010226* 

30-424 

K 

83071901 19 

SO-320 

p 


8307010227* 

50-424 

R 

8307190148 

30-289 

p 









8307010227* 

50-424 

K 

8307190149 

30-289 

F 


8307010228* 

30-424 

K 

8307190226 

50-289 

P 


8307010228* 

30-424 

R 

8307190231* 

50-289 

P 


8307010230* 

30-424 

R 

8307190234* 

30-289 

P 


8307010230* 

30-424 

R 

8307190233 

30-289 

P 









0307010231* 

30-424 

R 

8307190230* 

30-289 

P 


8307010231* 

50-424 

R 

8307200006 

30-219 

P 


8307010233* 

30-424 

R 

8307200007* 

50-219 

P 


8307010233* 

50-424 

K 

8307200164 

30-320 

P 


8307010234* 

50-424 

K 

8307210049 

30-289 

P 









8307010234* 

50-424 

R 

8307210169 

30-219 

Q 


8307010233* 

50-424 

R 

8307210196 

30-219 

6 


8307010233* 

50-424 

R 

8307210282 

50-320 

6 


8307010237* 

50-424 

K 

8307220182 

30-289 

R 


0307010237* 

30-424 

K 

8307220188 

50-219 

R 









03O7O1O23B* 

30-424 

K 

8307220374 

30-289 

P 


8307010239* 

50-424 

K 

8307220483 

30-289 

P 


B3070I0239* 

30-424 

K 

8307220327 

30-320 

8 


8307010241* 

50-424 

R 

8307220337 

30-320 

8 


8307010241* 

30-424 

K 

8307220330 

30-330 

S 









8307010242* 

30-424 

R 

8307220556 

30-330 

S 


8307010242* 

30-424 

R 


30-320 

8 


8307010244* 

50-424 

R 

8307230231 

30-219 

F 


8307010244* 

30-424 

K 

8307230331 

30-320 

P 


8307060270 

30-321 

P 


30-320 

P 









8307060270 

30-321 

P 


30-320 

P 


8307060353* 

30-321 

0 


30-289 

P 


8307060352* 

50-321 

0 

8307260202 

30-219 

P 


8307070069 

30-321 


8307260208* 

30-219 

P 


8307110176* 

30-321 



30-219 

P 









8307110453 

50-484 

s 


50-219 

P 


8307120014 

50-321 

p 


30-320 

P 


8307120098 

30-366 

s 


50-320 

P 


8307120357 

30-366 

s 

8307260309 

30-289 

P 


8307120338 

30-424 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILTATION 


ACCESSION SUBJECT 

NUMBER CATecORV 


6307120412 50-424 A 
B3071204I2 50-424 A 
8307120513 50-424 A 
B307120313 50-424 A 
8307120579 50-321 g 

8307120504. 50-321 6 
83071 4005S 50-34.4, Q 
8307140243 50-321 Q 
8307140243 50-321 Q 
8307140472* 50-321 Q 

B307140472* 50-321 a 
8307150064 50-364 S 
8307150071 50-346 S 
B307 150094 50-346 5 
8307130120 50-346 S 

8307150121 30-321 S 
8307150385 30-364 S 
8307180101 50-366 P 
8307180251* 50-321 F 
8307190004 50-321 R 

8307220195 50-424 s 
8307220195 50-424 8 
8307220324 50-424 s 
8307220324 50-424 S 
B3072203O1 30-321 F 


B307230094 

0307250164 

0307250191 

8307250214 

8307250269 

6307250293 

8307250343 

B30723O34S 

8307270035 

6307270038* 


50-344 S 
50-346 8 
30-321 S 
30-321 S 
50-366 8 

50-321 S 
50-366 S 
50-364 S 
30-321 K 
30-321 K 


0« 1 1 y /PelTotaini t s Co 
eibbs i, Hill, Jnc Ijub*. 


S307290323* 
B3O7290523* 
8307290330* 
8307250299 
of Dravo Carp. 1 8307150273 


30-321 F 
30-321 F 
30-321 F 
40-6639 
30-445 S 


01 lb or e/Coimtionuea 1th Cos 


Oodfreij 4 Sunlahl 
Oolder Asicclate% 

Could, Inc. 

Oavernffient At c oon tab 11 1 ti; Project 


6307190207 

0307070001 

0307070001 

3307070282 

3307090105 

8307270410* 

6307270420* 

6307130333* 

8307030052 

B3071S0I75* 


REOOD 
30-440 S 
50-440 S 
30-440 S 
40-8714 

WASTE MOT 
WASTE M6T 
30-484 A 
S0-3SB G 
ADVCM 


0307150312 
8307150317* 
8307150322 
8307130324* 
8307 1 50327* 


50-358 0 
50-358 Q 
50-358 6 
50-358 G 
50-358 G 



8307150331* 

50-358 


8307150338* 

50-358 


0307220354 

50-454 


8307220354 

50-454 


8307220355* 

50-454 


B30722035S* 

50-454 


8307260001 

50-329 

Oraterfftpil Prisoners 

8307280161 

50-329 

Greenfield. Ma 

8307260395 

50-362 

8307250693* 

CONTRACT 

Craundueter Alliance 

Gu 1 f Nuc lear. Inc 

8307050117 

PR 

8307070467 

71-9162 


8307200466 

71-210 

Gulf Qll Carp. 

8307200467* 

71-210 


B307C50392 

71-9163 

Gulf States Utilities Co. 

8307050127 

30-458 


8307050144 

S0-4SB 


8307050206 

30-458 


830705020S 

50-458 


0307050216 

50-430 


0307050238 

50-450 


0307060017 

50-458 


8307060017 

50-450 


6307080332 

50-450 


8307080336 

50-458 1 


8307080374 
83070804 IS 
8307150173 
8307 1 50326 
8307150378 


30-438 B 
30-438 S 
30-438 S 
30-438 S 
30-438 S 


AUTHOR 

AFFILIATION 


HHH Associatei, Inc. 
Haapton, NH 


ACCESSION SUBJECT 

NUMBER CATEOOHV 


6307190179 30-438 S 
8307190265 30-430 K 
0307230204 30-458 5 
6307250447 30-458 8 
9307230466 30-450 3 

6307260003 50-458 A 
6307260056 30-458 8 
8307360414 50-458 S 
6307210200* 50-443 T 
8307190225* 50-443 0 


Hanford engineering Develapnent 
Laboratorv 

Hardlng-Lauson AisocfaCes 
Harnon it Mela* 


8307190225* 

0307190247* 

0307190247* 

8307140478 

8307200212* 

0307070109 

S3070702I4 

0307200200 

0307250368* 

8307260337 


50-443 0 
50-443 0 
30-443 0 
RES 

CONTRACT 

PR 

30-443 0 
30-443 e 
30-289 0 
50-443 G 


Haptaville Croup 


Health b Huaan Service*, Dept, of 






Howie of Rep., Energg 6 Commerce 
Houae of Hep., Foreign Affairs 
Houae of Sep., interior b Iniglai 
Hewibon Lighting b Power Co. 


Kovla. Cocfcrllt. 
Hubacek, K. O. 


Weaver b Bjur 


Hunton b Hllllama 


ICN Pharaaceutlcala. Inc. , ICN-CbR 
Developaent 
IRT Corp. 

•TT Ortnnell laub*. of ITT) 
Illlnolf Pobpar Co, 


8307260355 50-443 0 
0307260355 SO-443 & 
8307260538 50-443 G 
8307260530 50-443 0 
8307270135 50-289 G 


0307050231 

50-261 

8307050236* 

50-261 

0307150346 

50-261 

0307250176* 

50-289 

8307250256* 

CONTRACT 

8307270055* 

50-247 

8307140007* 

50-247 

0307190059* 

COMMISSli 

: 8307060443* 

50-289 

0307060118 

50-498 

S30706011B 

50-490 

0307060170 

50-490 

6307060170 

50-498 

8307060268 

50-490 

8307070134 

50-490 

0307070134 

50-490 

8307000476 

50-498 

8307080476 

50-498 

8307200417* 

50-466 

8307210008 

50-498 

8307210006 

50-490 

8307210010* 

50-498 

6307210010* 

50-498 

8307220292* 

30-498 

0307250465 

50-498 

0307250468 

50-498 

0307260349 

50-498 1 

8307260349 

50-498 1 


8307220131 

6307250250* 


HASTE MOT 
50-490 A 


6306150383 

8307050192 

8307070101 

8307070192 

8307080104 

0307120381 

0307120554 

8307120593 

9307120596* 

8307120616* 

8307140447 
8307180213 
8307210164 
8307260409 
830726041 1 

6307270140 

8307190124 

8307130181 

8307130182* 

8307060260* 

0307060020 

8307060073 

8307080290* 

0307080331* 

0307110031 

0307110220 

0307110322 

0307120396 


50-322 G 
50-322 0 

PR 

50-322 G 
50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 G 
50-322 0 

50-322 0 

50-322 0 

50-322 G 
50-322 0 

50-322 0 

50-322 G 
PR 

XPCRTLIC 
XPORTLIC 
50-508 A 

50-461 A 
30-461 A 
50-461 a 
50-461 A 
50-461 0 

50-461 F 
50-461 S 
SO-461 E 



CORPORATE SOURCE INDEX 


465 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


B307150344 

50-461 

V 


8307160009 

50-461 

s 


630716000? 

50-461 

S 


8307180036 

50-461 

s 


8307180086 

50-461 

H 


0307190230 

50-461 

F 


6307220379 

50-461 

A 


6307250367 

50-440 

A 


8307260154 

30-461 

E 


8307280063 

50-461 

R 


8307280134 

70-2947 


Illinois! State of 

8307110304 

40-2061 



8307120581 

50-461 

O 

Indiana L Michigan Electric Co. 

B3070S0019 

50-315 

8 


6307050054 

50-313 

3 


6307050062* 

30-318 

8 


6307050068* 

30-315 

S 


B3O70S0090 

50-315 

8 


8307060331 

50-315 

P 


6307060372 

50-313 

8 


8307070089 

50-313 

H 


8307080007 

30-316 

8 


6307110193 

30-316 

S 


8307110200* 

30-316 

s 


8307110209* 

50-316 

8 


8307110290 

30-313 

P 


8307110333 

30-313 

8 


0307110340* 

30-318 

8 


8307110347* 

30-318 

S 


8307110612* 

30-313 

F 


8307120400 

30-313 

P 


8307120400 

50-313 

P 


8307120401* 

30-315 

P 


8307I2040I* 

30-313 

P 


8307120443 

30-316 

P 


8307120607* 

30-313 

F 


8307120607* 

30-313 

F 


8307120610* 

30-313 

F 


6307120610* 

50-313 

F 


8307180104 

50-316 

S 


8307100140 

50-315 

S 


8307200273* 

50-315 

Q 


8307220008 

30-316 

R 


8307220097 

30-315 

R 


8307220384 

30-315 

8 


6307220403 

30-316 

8 


B3O72204I0* 

30-316 

8 


8307220426* 

30-316 

S 


8307280341 

30-313 

P 


8307280344* 

30-313 

P 


8307290162 

30-315 

K 


8307290166* 

30-315 

K 

Indiana (> Michigan Power Co. 

8307200130 

30-313 

a 

Indiana! State of 

8307070039 

30-346 

A 

Industrial Qualitgi Inc. 

8307200529 

ACRB 


Informatics! Inc. 

8307180431* 

CONTRACT 

Information Handling Services 

8307250509* 

CONTRACT 

Inhalation Toxlcologg Research Institute 

8307110124 

NUREO 


Institute of. Nuclear Pouer Operations 

0307120314* 

30-309 

ft 

Interior! Dept, of 

8307220185 

HABTE KOT 

Interior! Dept, ofi Bureau of Indian 

8307270479 

HASTE MOT 

Affairs 





8307270481 

WASTE MOT 

Interior! Dept, ofi Pish U Uildlife 

8307070036 

30-412 

A 

Service 





8307070050 

30-438 

A 


8307070098 

30-430 

A 


8307210172 

30-354 

0 

Interior! Dept, ofi Geological Surveg 

8307260012 

WASTE MOT 


8307270483 

WASTE MGT 

Interior! Dept, ofi National Park Service 0307070051 

30-346 

A 

International Business Services! Inc. 

8307050321* 

CONTRACT 

loue Electric Light 6 Power Co. 

6210190031* 

30-331 

F 


8210190034* 

30-331 

F 


8307010181 

30-331 

K 


8307OSOOSO 

30-331 

S 


8307050120 

50-331 

8 


8307050135 

30-331 

8 


8307050214 

30-331 

8 


8307060123 

30-331 

8 


6307060177 

30-331 

P 


8307060249 

30-331 

P 


8307080386* 

30-331 

a 


8307180038 

30-331 

0 


8307190100 

50-331 

p 


AUTHOR 

AFFILIATION 


Iowa Oeological SuTveg 
Iowa Stata Unlv. 

lowai Univ. of 
Ithaa> Lincoln tc Qsale 


Ifotopt Products Laboratories 
J. Stawart DIand Consulting 

JOC Corf. 

JRM Aosoclatts 

Jack A. Bonjamln t> Associates! Inc. 
Japani Oevt. of 


Joint AppIlcants-ClincA River Breeder 
Reactor 


Joint Applicants-Palo Verde 


Joint Intarvenore-Slablo Cangon 


Joint Intcrvenors-Shearon Harris 
Joint Intervenors-Materford 


Jog Manufacturing Co. 


ACCESSION 

NUMBER 


6307190132 

G307a001d>i 

6307210047 

6307210131 

6307220201 

6307230108 
63072301 13* 
8307230213 
6307230227* 
B30726O1A0 

6307240491* 

6307260497 

6307260301* 

8307080593* 

8307010131 

8307200332 

6307060335 

6307070207 

8307110130 

8307120391 

83071 30195 
6307180077 
630719011 1 
6307190122 
6307190126 

63071902 32 
6307200201 
8307210211 
8307210211 
0307210217* 

8307210236 

0307210239 

8307210239 

0307220347 

6307220347 

6307220346 

8307220349* 

8307220349* 

8307220331 

8307220331 

6307250326 

6307230363 

8307250363 

8307260310 

6307260310 

6307260344 

6307260413 

6307260413 

6307280153 

8307270102 

8307290102 

6307290103* 

8307290103* 

8307030533 

e3072l0173» 

8307220033 
8307 1 40266* 
B307130291* 
6307110547 
8307130121 

8307130337 

6307130340 

8307250648 

8307110149* 

8307110138* 

8307110164* 

6307110166* 

63071B0266 

6307060151 

6307060136 

8307190137 

6307050242 

6307060437 

6307060441* 

6307120571 

6307260233 

6307260463 

6307100143 

6307100133* 

83071S0160* 

6307290032 

6307290056* 

8307290067* 

6307130313* 


8UBJECT 

CATEOORY 


30-331 R 
50-331 0 

30-331 S 
30-331 S 
50-331 R 

50-331 P 
50-331 P 
50-331 P 
50-331 P 
30-331 P 

50-331 Q 
30-331 P 
50-331 P 
CONTRACT 
30-284 R 

ACR8 

30-434 0 

30-454 0 

30-329 0 

50-135 0 

50-329 0 

30-329 0 

30-454 0 

30-434 0 

30-434 0 

50-329 T 
30-454 O 
30-454 0 

50-454 0 

50-434 0 

30-454 0 

30-329 0 

50-329 0 

50-329 0 

50-329 G 

30-454 0 

50-329 G 
50-329 0 

50-329 T 
30-329 T 

30-135 0 

30-454 0 

50-454 0 

50-454 0 

50-454 0 

50-133 0 

50-329 0 

50-329 0 

50-^29 0 

50-454 0 

60-454 0 

50-434 0 

50-454 0 

XPORTLIC 
30-346 P 

WASTE MOT 
30-266 P 
30-275 P 
XPORTLIC 
XPORTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
30-337 T 

50-337 T 

30-537 T 
30-537 T 
30-537 0 

90-629 0 

50-529 0 

30-529 0 

30-275 0 

50-275 0 

50-273 0 

30-273 <3 

50-275 G 
30-400 0 

50-362 0 

50-302 6 

50-382 0 

50-382 0 

50-302 0 

50-382 G 
50-434 A 



466 


CORPORATE SOURCE INDEX 


AUTHOR 


ACCESSION 

SUBJECT 

AF^'lLJ/lTIO^J 


NUMDER 

CATEGORY 

Justice^ Dept o (' 


03O7?OO?75* 

ADUCn 


Kanep Eng ineer •, 


S307270230S 

HASTE HOT 

Kansas Gas •*, Electric Cc 


3307050080 

30-482 

A 



83070500B7 

50-482 

S 



3307050113 

30-482 

8 



3307050219 

50-482 

S 



3307060077 

50-482 

V 



3307I20476« 

30-482 

0 



8307I20S1S 

50-482 

s 



8307150241 

50-482 

s 



8307150243 

50-482 

s 



a30719027B« 

50-482 

0 



3307190110 

50-482 

s 



3307190240 

30-482 

0 



3307210241 

50-482 

o 



0307220487a 

50-482 

Q 



030725031S 

50-482 

s 



8307250322 

30-482 

s 



3307250380 

50-482 

s 



33072504 53 

30-482 

s 



3307260332 

50-482 

s 



3307290173 

50-482 

8 



3307290352 

30-482 

S 

Kansas. Univ nf 


03O712O5S3 

50-148 

a 

Kerp-McGee Cfiemical Corp 

( subs of 

0307260305 

40-2061 


Kerr^flcGee Cori* ) 





Kerr-MeOee Corp. 


3307030543 

40-8027 




3307130036 

40-8768 




3307200209 

40-8768 




8307200219 

40-8768 


Keyboard CaniiHun i cations. 

tnc 

03071401 19» 

CONTRACT 


Key ser ling, U M 


8307250535 

ACRS 


Kirtpatrlcli. Lockhart, Hill, Christopher 

8304290048* 

30-322 

A 

t. Phillips 


3307050046 

50-322 

e 



3307030209 

50-273 

o 



33071 10276 

50-322 

G 



3307120350 

50-322 

0 



3307120367* 

50-322 

e 



3307140444 

50-322 

0 



0307140443* 

50-322 

G 



B30714047I 

30-322 

G 



3307220357 

50-322 

0 



3307260302 

50-322 

G 



□307260347 

50-322 

G 



3307290154 

50-322 

0 



3307290159* 

50-322 

0 

Korea, De/nocratic Peoples 

Flepub 1 ic (North 

3307210036* 

50-423 

0 

Korea ) 

Kud lu A1 1 lance 


8307050195 

30-400 

o 



8307050195 

30-400 

a 



3307050205* 

30-400 

s 



3307050205* 

50-400 

0 

LIXI, Inc 


3307150295 

PR 


Laurence Derhelcy Laboratory 

3307210373* 

71-6550 


Laurence Livermore Laboratory 

3306020343* 

50-286 

p 



33071 10037 

NUREO 




3307130139 

NUREO 




8307270319 

NUREG 


LeDoeuf. Lamb, Lelby & Mac 

:Rae 

5307010169 

30-341 

K 



8307070075 

50-283 

H 



8307030302 

30-341 

6 



3307190270 

30-244 

O 



3307190273* 

50-244 

C 

League of Women Voters of 

Rocifordi IL 

B3D7030020* 

50-434 

6 



3307050032* 

30-434 

G 



3307050227 

50-454 

0 



3307070209 

50-454 

Q 



B307070209 

50-454 

0 



33071 100S7 

30-434 

0 



8307110057 

50-434 

G 



8307120578 

30-454 

G 



8307220417 

30-454 

6 



B3072602SB 

50-454 

6 



6307260309 

SO-434 

O 



8307260309 

50-434 

G 



8307260423 

50-454 

G 



8307260425 

50-434 

G 

Lehigh Univ 


B3071904S7 

NUREO 


Lelco Industries, Inc. 


3307190464 

NUREO 



8307050536 

XPORTLIC 


Leuls, H. 


8307150183 

PR 




8307150235 

NUREO 


Licensing Revieu Group II 


8307190127 

30-352 

G 


3307250367 

50-440 

A 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Limerlct Ecology Action 

8307180136 

50-352 

0 


0307180136 

50-352 

0 


8307180142* 

50-352 

G 


8307180142* 

50-352 

0 


S30729000B 

50-352 

0 


Q307290088 

50-352 

0 


0307290093* 

50-352 

0 


□307290093* 

50-352 

0 


8307290099* 

50-352 

G 


8307290099* 

50-352 

0 

Literature Research Corp. 

8307250687* 

CONTRACT 


Lodge, T. J 

8307130325 

50-440 

0 


8307200214 

50-440 

0 

Lone Tree Council 

8307050188* 

50-329 

H 

Long Island Lighting Co. 

8306150383 

50-322 

0 


8307010004 

50-322 

A 


8307010043* 

50-322 

0 


8307010112 

50-322 

A 


8307050031 

50-322 

E 


8307050038 

50-322 

A 


8307050091 

50-322 

A 


8307050117 

PR 



8307050192 

50-322 

0 


8307050256 

50-322 

E 


8307050266 

50-322 

0 


8307050274 

50-322 

E 


8307070015 

50-322 

A 


8307070066 

50-322 

A 


3307070090 

50-322 

a 


8307070094 

50-322 

A 


8307070121 

50-322 

0 


8307080184 

50-322 

0 


8307080194 

50-322 

0 


8307080269 

50-322 

E 


8307080398 

50-322 

A 


8307110358 

50-322 

0 


8307120381 

50-322 

0 


8307120554 

50-322 

0 


8307120593 

50-322 

0 


8307120596* 

50-322 

0 


8307120601* 

50-322 

0 


8307120606* 

50-322 

0 


8307120616* 

50-322 

G 


8307140200 

50-322 

A 


0307140335* 

50-322 

0 


8307140356 

50-322 

A 


8307140447 

50-322 

0 


8307200002 

50-322 

K 


8307200003* 

50-322 

K 


8307200012 

50-322 

A 


8307200141 

50-322 

E 


0307200145* 

50-322 

E 


8307200222 

50-322 

0 


8307210164 

50-322 

0 


3307250477 

50-322 

A 


3307270034 

50-322 

F 


8307270140 

50-322 

0 


83072B007S 

50-322 

F 


8307200100 

50-322 

A 


8307280300 

50-322 

8 

Los Alaaos Scientific Laboratory 

0307150390 

RES 



8307250095 

NUREO 



8307250109 

NUREO 



8307260043 

RES 


Louisiana Pouer fc Light Co 

S307010019 

50-3B2 

E 


0307010119 

50-382 

K 


B307050021 

50-382 

8 


8307050170 

50-382 

8 


B3070S0204 

50-382 

8 


8307050406 

70-2946 



8307060246* 

50-382 

□ 


8307060251 

50-382 

A 


8307060314 

50-382 

A 


0307060332 

50-382 

A 


8307070045 

50-382 

K 


8307080298 

50-382 

A 


8307080442 

50-382 

F 


8307110055 

50-382 

F 


8307120046* 

50-302 

F 


8307 120048* 

50-382 

F 


8307120202 

50-332 

B 


3307120516 

50-382 

3 


8307120543 

50-382 

8 


8307150261 

50-302 

8 


8307150289 

50-382 

8 



CORPORATE SOURCE INDEX 


467 


AUTIIDR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


0307130339 

50-302 

S 


8307190220# 

30-443 

G 


03071 SO3B0 

50-302 

S 


a3O7190225» 

30-443 

0 


0307130300 

30-302 

s 


8307190225# 

50-443 

a 


03072S0413 

50-382 

A 


8307190241# 

50-443 

0 


8a073204i9« 

50-382 

A 


8307190241# 

50-443 

G 


83073A01 14 

50-302 

3 


8307190247# 

50-443 

G 


8307Sd>0136 

30-382 

8 


8307190247# 

50-443 

O 


0307260223 

30-302 

A 


8307190254# 

50-443 

G 


8307260229 

30-302 

A 


8307190254# 

50-443 

0 


8307260356 

30-302 

8 


8307260239 

50-443 

G 


8307260392 

50-302 

S 


8307260358 

50-443 

G 


8307260422 

50-302 

V 

Mattheus. D E. 

8307130016# 

CONTRACT 



0307260470 

50-302 

E 


8307100436* 

CONTRACT 



8307260409 

50-382 

A 

HcOereiett) Inc. 

8307200033 

TOPREP 



0307260311 

30-302 

E 

HcOraut-Hil 1 Publications Co. 

Q3O7O0OS63# 

CONTRACT 



0307260510 

30-302 

E 

Mechanics Research) Inc. 

B3071SQ042# 

71-6679 



8307260360 

50-382 

E 

HerrlmaC) HA 

8307220373 

50-443 

0 


8307260362 

50-382 

E 

Metropolitan Edison Co. 

8307050123 

50-209 

G 


B307260S68 

50-382 

E 


8307050271 

50-209 

G 


8307280363 

30-382 

Q 


8307150329 

50-209 

G 


B307290104 

50-302 

S 


8307190077 

50-209 

O 

Louitlanai State oF 

8307270488# 

CONTRACT 



8307190274 

50-209 

0 

Lovalact Bloniei] b Environmental Research 

G307110124 

NUREO 



8307200315 

50-209 

G 






8307260264 

50-209 

G 


8307060195 

PR 



8307200135 

50-209 

0 


8307070163 

PR 











8307290130 

50-287 

0 


0307190133 

30-275 

0 

MetroteC) Inc. 

8307190313# 

CONTRACT 


Maine Yankee Atomic Pouter Co. 

0303090466 

30-309 

R 

Mlaeil Valley Power Project 

8307050052 

50-350 

G 


8307010006 

30-309 

S 


8307 1 503 1 2 

50-358 

G 


8307060163 

50-309 

Q 


8307150317# 

50-350 

0 


8307110269 

50-309 

B 










83O71S0322 

50-350 

G 


8307110299 

30-309 

8 


8307150324# 

50-358 

0 


8307110328# 

50-309 

F 


830715032 7# 

50-358 

G 


8307110334# 

30-309 

F 


8307130331# 

50-353 

G 


8307110378 

30-309 

P 


8307150330* 

50-350 

G 


8307110444 

50-309 

3 










8307250282 

50-358 

G 


8307110430 

30-309 

a 

Michigan State Univ. 

8307110220# 

50-294 

F 


8307120002 

30-309 

s 

Michigan) State of 

8307210242 

50-253 

H 


8307120468 

50-309 

s 


8307230104# 

CONTRACT 



0307120496 

50-309 

p 

Michigan) Univ. of 

8307100139 

NUREO 



8307120617 

30-309 

a 










□307190097* 

40-672 



0307120626# 

50-309 

0 


8307200257 

50-2 

Q 


0307130233 

50-309 

s 


8307220035 

ACRS 



8307150330 

30-309 

e 

Middle South Services) Inc. 

0307070 1 1 0 

PR 



8307180408# 

50-309 

F 


8307200060 

MISC 



8307180409# 

30-309 

F 









Miranda Associates) Inc. 

8307150430# 

CONTRACT 



8307190123 

50-309 

P 

Mississippi Power t> Light Co. 

8307010026 

50-416 

P 


0307190130# 

50-309 

P 


8307010081 

30-416 

F 


8307210006 

30-309 

S 


8307030166* 

50-416 

O 


8307220012 

30-309 

R 


8307060101 

50-416 

I 


8307220431 

30-309 

8 










8307060101 

SO-416 

I 


8307260476 

30-309 

F 


83070601 13# 

50-416 

I 


8307280317 

50-309 

P 


83070601 13# 

30-416 

I 


8307280320# 

50-309 

P 


8307120102 

50-416 

8 


8307200436 

50-309 

Q 


8307120109 

30-416 

S 

Mai line trod t> Inc. 

830726031 1 

PR 











8307120275 

50-416 

S 

Management Analysis Co. 

8307060043# 

30-443 

A 


8307120433 

50-416 

s 


8307140179# 

30-423 

A 


8307120452 

50-416 

s 


8307140183# 

30-423 

A 


8307120452 

50-416 

s 


8307270466# 

50-278 

Q 


8307120459 

30-416 

s 


8307070198 

50-329 

0 










3307120473 

50-416 

s 

Marsh (c McLennani Inc. 

8307070190 

50-329 

Q 


8307120 509 

50-416 

s 


8307000031 

50-327 

J 


8307120323 

30-416 

s 


8307130107 

50-250 

J 


8307120326 

50-416 

s 


0307130240 

30-272 

J 


8307120392 

30-416 

s 


8307130237 

30-259 

J 










8307140230 

50-416 

Q 


8307200008 

30-327 

xl 


B3071S0092 

50-416 

s 


8307200099 

50-483 

J 


8307150092 

50-416 

s 


8307200111 

30-243 

J 


8307I50I 13 

30-416 

s 


8307200146 

50-259 

J 


8307150144 

50-416 

s 


8307280407 

50-272 

J 










8307150190 

REGGD 


Marubeni America Corp. (subs, of Marubeni 

8307230653 

XPQRTLIC 



B307 150239 

50-416 

s 






8307150239 

50-416 

s 

Maryland) State of 

8307140493# 

CONTRACT 



8307150274 

50-416 

s 

Maryland) Unlv. of 

8307200177* 

CONTRACT 



8307150369 

50-416 


Massachusetts Institute of Technology 

8307280441 

50-20 

P 





Massachusetts Public Interest Research 

8307260373 

50-293 

0 


8307150369 

50-416 


Sroup 





83071801 13 

PR 







8307100131 

PR 



8307260576* 

50-293 

Q 


B3O710O175 

30-416 

p 

Massachusetts) Commonuiealth of> 

8307050203 

50-443 

S 


8307100247 

50-416 

p 


8307190212 

50-443 

Q 






8307190212 

50-443 

e 


B307190O73 

50-416 

p 



30-443 

0 


8307190079# 

30-416 

P 






8307210177 

30-416 

p 


8307190216# 

30-443 

s 


□307210181# 

30-416 

p 


8307190220# 

30-443 

0 


3307210195 

50-416 

p 



468 


CORPORATE SOURCE INDEX 


AUTHOR 

ACCESSION 



NUHflEfi 

CATESORV 


0307330396 

30-416 



0307230360 




0307330402 

30-416 



e307230S00> 

30-416 

Q 


0307320503* 

30-416 

Q 


83072S0164 

30-416 

S 


0307230193 

30-416 

0 


03O72SO22S 

30-416 



8307230209 

30-416 

S 


0307330473 

30-416 

8 


0307360324 

30-416 



0307260464 

30-416 

S 


8307290126 

30-416 


State of 

0307290238 



6307190106 

30-416 

P 

Ml«sourl> State of 

0307230171* 



KitfubisM Corp. ) 

<sub». of 8307200467 

XPORTLIC 


Mltiul i, Co <U3A), Inc. (tubi 
<> Co. . Ltd ) 

of Mitsui 0307070336 

XPORTLIC 



03070704 1 7 XPORTLIC 
0307130343 XPORTLIC 


Monsanto Co, 

Monsanto Research Carp. 

0307030010 

8307270079* 

8307270006* 

6307200103 

83072B0466 

70-372 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

Montana College of Mineral Science 6 
Technology 

Montgomerg Countg, md 

8307120419 

6307070208 

8307070208 

8307070213 

8307070213 

PR 

30-170 e 
30-170 0 
30-170 0 
30-170 d 

Morgan As sac lates 

Morgani Leuis 6 Docklus 

8307230643* 

8307120033 

B307120S6S 

8307110142 

8307160266 

CONTRACT 
50-247 e 
80-247 0 

30-337 T 
30-337 © 

Morrlson-Knudsen Co.. Inc. 

Mound Faeilltg/Monsanto Research Corp, 

8307220330 

8307260369 

8307270300* 

8307280149 

0307210233 

30-537 9 

30-337 0 

WASTE MOT 
71-9029 
NUREO 

NUS Corp. 

8307060339 

8307060366* 

8307190096* 

8307200819 

8307220639 

71-496 
71-496 
30-332 C 
FOIA 

71-9151 


8307230033 

8307230040* 

8307230042* 

8307230043* 

8307230047* 

71-9131 

71-9131 

71-9151 

71-9151 

71-9131 


0307230493 

0307260399 

8307290369 

8307290373* 

8307290461 

30-247 K 
FOIA 

71-496 

71-496 

FOIA 

NU8AC. Inc. 

NUTECH Engineers. Inc. 

8307200162* 

8307030094* 

8307060267* 

8307060285* 

8307060293* 

CONTRACT 
30-387 0 

30-331 p 

50-331 P 

30-331 P 


8307060306* 

8307060313* 

8307070181* 

8307070181* 

8307070181* 

30-331 P 
30-331 P 
30-237 P 
30-237 P 
30-237 P 


8307070184* 

8307070184* 

8307070184* 

8307070211# 

8307070211* 

30-237 P 
30-237 p 
30-237 P 
SO-237 P 
30-237 P 


8307070211* 

8307070218* 

8307070218* 

8307070218* 

8307070228* 

SO-237 P 
30-237 P 
30-237 P 
30-237 P 
30-237 P 


8307070220* 

8307070239* 

8307070239# 

8307130128* 

8307180138* 

30-237 P 
50-237 P 
30-237 P 
30-293 P 
30-237 P 


8307180138* 

8307180138* 

30-237 P 
30-237 P 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8307180147* 

0307180147* 

8307180147* 

8307180152* 

S3071B01S2* 

30-237 P 
30-237 P 
30-237 P 
30-237 P 
30-237 P 


8307160132* 

8307180138* 

8307180138* 

8307180138* 

8307180179* 

30-237 P 
30-237 P 
30-237 P 
30-237 P 
30-237 P 

Natural Reaeureea Defansa Council 

8307180179* 

8307180186* 

8307180186* 

8307190067* 

8307070101 

30-237 P 
30-237 P 
30-237 P 
30-237 P 
PR 

Navg. Degt. of 

Nebraika Public Pouer District 

8307120337 

8307220126 

8307220020 

8307220024* 

8306290396 

30-337 T 

30-337 A 
71-37 

71-37 

PR 


8306290396 

8307010126 

83070S0IS7 

8307120244 

8307120404 

PR 

30-298 P 
30-298 P 
30-298 P 
90-298 P 


8307120406 

8307120407 

8307120480 

8307120330 

8307130213 

50-290 P 
30-298 K 
80-298 P 
30-298 S 
50-298 8 


8307180036 
8307180037* 
8307220 1 84 
8307260008 
8307260221 

30-298 P 
30-298 P 
30-298 R 
30-298 P 
30-298 P 


8307260230 

83072603S7 

8307260361 

8307260410 

8307260441 

30-298 P 

30-290 8 

30-298 P 
30-298 H 
30-298 8 

Nautron Predueti. inc. 

Non England Coalition on Nuclear 
Pollution 

8307280073 

8307280093* 

0307290193 

8307210063* 

8307070214 

30-298 R 
30-298 K 
30-298 P 
FOIA 

30-443 0 


8307110461 

8307IS016B 

8307130176 

8307200208 

8307260337 

PR 

PR 

NUREO 

30-443 0 

30-443 0 

Neu Jereeg. btata of 

8307260333 

8307260335 

8307260338 

8307260338 

8307230443* 

30-443 0 
30-443 0 
30-443 0 
30-443 0 
40-86 

New Neilcot Univ. of 

Neu York. State Uolv. of. Stony Brook 

New York. State of 

8307230444* 

8307230310 

8307180336 

8307290164* 

B307070110 

40-86 

30-232 R 
XPORTLIC 
CONTRACT 
NUREO 

Neuburvporti HA 

Niagara Mohaut Pouter Corp, 

0307070114 

8307080499 

8307180082 

8307200220 

8307010033 

NUREO 

PR 

30-322 0 

30-443 0 

30-220 Q 


0307010102 
8307010134 
8307070038 
. 8307070062 
8307070099 

30-220 Q 
30-220 0 
30-220 P 
30-410 Q 
30-220 P 


9307110263 

8307110363 

8307120198 

8307120203* 

B307120294 

30-220 8 
30-220 S 
30-220 K 
80-220 K 
30-220 P 


8307120388 

8307140309 

8307140348 

8307140330* 

8307130014 

30-220 F 
30-220 P 
30-220 P 
90-220 P 
30-220 S 


8307130080 

8307130113 

8307190131 

8307190191 

30-220 R 
30-220 8 
30-410 8 
30-410 0 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


North Carolina State Unlv. 
North Carolina! Stati of 

North Shore Committal Againat 
Thermal Pollution 


Northeait Nuclear Energy Co. 
Northiaet Utllitlee) 


Northeait Utllltlai 


Nuclear b 


(lub*. of 


ACCESSION 

NUMBER 


S30719O243 

B30719O249» 

3307210059 

8307220150 

B3072B0329 

3307820407 

a307SS043e» 

S3072S0499» 

8307250499* 

8307260155 

8307280309* 

8307070161 

8307130091 

8307130213* 

8307120350 


8307120367* 

8307290154 

6307290159* 

8306800396 

8307010010 

8307010087 

8307010030 

8307010074 

8307010122 

8307010133 

8307010148 

8307090104 

8307060024 

8307060082 

8307060136 

8307060140* 

8307060182 

8307060183* 

8307060189* 

8307060299 

B307060343 

8307060381 

8307080319 

8307080303 

B3070B0400 

B3071100I9 

0307110019 

8307110281 

8307110390 

8307180409 

8307180438* 

8307180588 

8307140271 

8307190193 

8307190197* 

83O71B0197* 

8307190208 

8307190240 

8307180164 

8307190131 

6307190138 

8307190193 

8307210012 

8307210342 

8307220042 

8307220104 

8307220408 

8307250469 

8307260197 

8307260346 

8307260391* 

8307260493 

8307260522 

8306200396 

8307010010 

8307010027 

8307010030 

8307010074 

8307010122 

8307010133 

8307010148 

8307090104 

8307060024 

B3070600B2 

8307060136 

8307060140* 

8307060182 

8307060299 


SUBJECT 

CATESOftY 


90-220 

R 

90-220 

R 

90-410 

71-6346 

8 

30-220 

6 

90-410 

A 

90-220 

Q 

90-220 

F 

30-220 

F 

90-220 

P 

90-220 

a 

90-297 

F 

50-400 

D 

90-413 

e 

30-322 

o 


90-322 

e 

90-322 

0 

90-322 

0 

90-423 

5 

90-423 

a 

90-245 

3 

90-336 

8 

90-249 

F 

90-245 

8 

90-423 

8 

90-423 

S 

90-336 

B 

50-336 

8 

90-249 

P 

90-336 

K 

90-336 

K 

90-423 

O 

90-423 

a 

90-423 

« 

90-336 

s 

90-249 

3 

90-336 

3 

90-423 

A 

90-336 

P 

90-336 

P 

90-245 

F 

90-245 

F 

90-249 

8 

90-423 

8 

90-249 

8 

90-249 

Q 

90-423 

6 

90-423 

A 

90-243 

P 

90-249 

P 

50-245 

P 

90-423 

8 

90-423 

8 

90-336 

8 

90-213 

P 

90-249 

B 

90-243 

B 

30-336 

S 

90-336 

8 

90-336 

R 

90-245 

R 

90-336 

8 

90-336 

P 

90-423 

A 

90-249 

P 

90-243 

P 

90-249 

P 

90-249 

P 

50-423 

8 

50-423 

Q 

50-249 

8 

90-336 

8 

90-249 

F 

90-249 

8 

50*423 

B 

50-423 

S 

90*336 

8 

90-336 

8 

90-243 

P 

90-336 

K 

50-336 

K 

50*423 

a 

90-336 

8 


AUTHOR 

AFFILIATION 


Northern States Pou*r Co. 


Norton! Burt*! Berry 6 French 


Nuclear Aeiuranca Corp. 


Nuclear Fuel StrvicfSa Inc. (tube, of 
Oat-ty Oil Co. ) 


ACCESSION 

NUMBER 


8307060043 

B3070600B1 

8307080319 

8307080093 

8307080400 

8307110019 

8307110019 

8307110281 

8307110390 

8307120409 

8307120402* 

8307120988 

8307140241 

8007140271 

8307150193 

8307150208 

8307190240 

8307180164 

8307190131 

8307190138 

8307190193 

8307210012 

B307220042 

8307220104 

8307220408 

8307290469 

8307260197 

8307260346 

8307260493 

8307260922 

8306030261 

8307010104 

8307010123* 

8307010144 

8307010144 

83070101 49* 
8307010149* 
8307010193* 
8307010193* 
8307010178 

8307010178 

8307010178 

9307010178 

8307090092 

8307050092 

8307050098* 

8307050098* 

8307050102* 

9307050102* 

8307060229 

8307060292 

8307070107 

8307080030 

8307080198 

8307080204* 

8307080363 
8307 150065 
8307180326* 
S3071B0327* 
8307220461 

8307220961 

8307290642* 

8307290642* 

8307250642* 

8307290642* 

8307250650* 

8307290690* 

8307250650* 

B3072S06S0* 

830726047S 

8307260479 

8307260479 

6307270283 

8307280393* 

8307200203 

8307200203 

8307200311 

8307200311 

8307260275 

8307250938* 

8307280433 

8307080629 

8307200014* 

8307200019* 


SUBJECT 

CATEOORV 


90-245 £ 

50-336 E 
50-423 A 
50-336 P 
50-336 P 

50-245 F 
50-245 F 
50-245 8 

50-423 8 

50-245 8 

50-249 Q 
50-423 S 
50-423 S 
50-423 A 
90-245 P 

50-423 8 

50-423 S 
90-336 8 

50-213 P 
90-245 S 

50-245 S 
30-336 8 

30-336 R 
30-245 R 
30-336 B 

90-336 P 
90-423 A 
90-249 P 
90-249 P 
90-249 P 

71-Y191 
90-263 P 
50-263 P 
90-282 P 
90-282 P 

90-282 P 
50-282 P 
90-282 P 
50-282 P 
50-263 F 

50-263 F 
50-263 F 
50-263 F 
50-282 P 
50-282 P 

50-282 P 
50-282 P 
90-282 P 
90-282 P 
90-306 8 

90-263 S 
PR 

90-263 P 
50-282 K 
50-282 K 

90-263 R 
90-282 R 
50-282 F 
90-282 F 
90-263 F 

30-2B2 F 
90-263 F 
50-263 F 
90-263 F 
90-263 F 

50-263 F 
90-263 F 
90-263 F 
90-263 F 
90-263 J 

90-263 J 
50-263 J 
90*282 P 
90*263 0 

50-279 0 

90-279 0 

90-279 0 

90-279 0 

90-275 0 

FOIA 

71-9010 

70-143 

70-143 

70-143 



470 


CORPORATE SOURCE INDEX 


AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATESORV 


8307200029* 

70-143 



8307200029* 

70-143 



8307200032* 

70-143 



8307200034* 

70-143 



8307200039* 

70-143 



S307200042* 

70-143 



8307200043* 

70-143 



8307200049* 

70-143 



8307200051* 

70-143 



8307800053* 

70-143 



8307200056* 

70-143 



8307200058* 

70-143 



8307200059* 

70-143 



8307200062* 

70-143 



8307200069* 

70-143 



8307200072* 

70-143 



8307200075* 

70-143 



8307200077* 

70-143 



8307200080* 

70-143 



8307200083* 

70-143 



B3072000B6* 

70-143 



8307200462 

70-143 



8307280135 

70-143 



B307280I90* 

70-143 


Nuclear Information ti Resource Service 

8307120417 

PR 


Nuclear Metals. Inc. 

8307190091* 

40-672 



8307190095* 

40-672 



8307230354* 

40-67S 



8307280129* 

40-672 


Nuclter Packaging. Inc. 

8307290340 

71-9132 


Nucltar System 

8305120591* 

CONTRACT 

O'Duyar k Bernstein 

8307060632* 

90-286 

K 

Oak Ridge National Laboratory 

8307120021 

NUREO 



8307150136 

NUREO 



8307190371 

NUREO 



8307190035* 

71-9992 



8307200026 

ACRS 



8307200043 

ACR3 



8307210260 

NUREO 



8307210268 

NUREO 



8307290159 

NUREO 



8307250511 

NUREO 


Office of Management & Budget 

8307280223* 

71-9992 


8307090222 

ORO 



8307090224 

DRO 



8307050230 

ORO 



8307090234 

ORO 



8307200335 

ORO 


Ohio Cltluns for Responsible Energy 

8307260603 

ORO 


8307070144 

90-440 

0 


8307070144 

90-440 

e 


8307070194* 

90-440 

Q 


8307070194* 

90-440 

0 


8307070202 

90-412 

0 


8307070229 

90-440 

0 


8307110310 

90-440 

0 


8307190114 

90-440 

0 


8307190186 

90-440 

0 


8307190186 

90-440 

0 


8307190222 

90-440 

0 


8307190222 

50-440 

0 


8307210179 

90-440 

0 

Ohio. State of 

Oklehoniai Univ. of 

8307220071 

8307290489* 

8307190192* 

FQIA 

CONTRACT 

90-112 

Q 

Omaha Public Pouer District 

8307260374 

8306160022* 

90-112 

50-289 

V 

F 


8307060098 

90-289 

p 


8307080423 

90-289 

s 


8307120494* 

90-289 

a 


8307120469* 

90-289 

0 


8307120482 

90-289 

a 


8307120489* 

90-289 

D 


8307180182 

90-289 

Q 


8307190129 

90-289 

J 


8307190198 

90-2B5 

R 


8307220416 

50-289 

a 


8307290428* 

90-289 

Q 


8307260031 

90-289 

K 


8307260143 

90-209 

p 


8307260179 

90-285 

p 


8307260182* 

50-289 

p 


8307270333 

90-289 

0 

Oregon State Unlv. 

8307270349* 

8307260494 

50-289 

90-243 

o 

p 


AUTHOR 

AFFILIATION 


□rcgon* State ot 
Owent-Cornlng Fiberglat Corp. 
Pacific Air Products Co. 
Pacific Oa< ft Electric Co. 


Pacific Legal Foundation 


Palnatto Alliance 

Paranta Concerned About Indian Point 
Paraoni> BrinkerhoFf. Ouada it Oougla*. 
Inc. 

Patel Engineers 


Pathfinder Hines Corp. 
Pennsylvania Pouer t, Light Co. 


ACCESSION SUBJECT 

NUMBER CATEOORV 


0307260490* 

S3072S0191 

8307270028* 

B307190129* 

8307010163 

8307010170 

83070600Q8 

8307060178 

8307060178 

8307060180* 

8307060180* 

8307060196 

8307060199* 

8307060202* 

8307070026 

8307110406* 

8307120324 

8307120327* 

8307120973 

S307I209B2 

8307130092 

8307130221 

8307130278 

8307130278 

8307130298* 

8307 1 902 18 
8307190218 
8307180002 
8307100070 
8307180070 

8307190119 

8307190171 

8307200203 

8307200203 

0307200311 

8307200311 

8307220271 

8307220362 

8307220492 

8307220496 

8307290139* 

8307290196* 

8307260279 

8307260379 

8307270147 

8307280101 

8307200119* 

8307200296 

8307280301* 

Q307290199 

8307290221 
8307070108 
83070701 17* 
8307110363 
8307190308 

8307190239 

8307130077 

8307270230* 

8307110064* 

8307110077* 

8307280198 

8307200207* 

0307010023* 

8307010023* 

8307010031 

8307010094 

8307010099 

8307010069 

8307010099 

8307010099 

8307090084 

8307060069 

8307080368 

8307000371* 

8307090061* 

8307U0431 

8307110439 

8307110439 

8307110466 

8307110466 

8307120296 

8307120273 

8307120436 

8307120442 


90-243 P 
WASTE MOT 
OEN TEC IS 
QA999 
90-279 P 

90-279 R 
90-279 P 
90-279 F 
90-279 F 
90-279 F 

90-279 F 
90-279 P 
90-279 P 
90-279 P 
90-279 P 

90-279 P 
90-279 R 
90-279 R 
90-133 0 

90-323 8 

90-279 6 

90-279 P 
90-279 P 
90-279 P 
90-279 P 

90-279 0 

90-279 0 

90-279 P 
90-279 0 

90-279 0 

90-133 P 
90-279 P 
90-279 0 

90-279 0 

90-279 0 

90-279 0 

90-279 8 

90-279 R 
90-133 R 
90-279 R 

90-279 F 
90-279 F 
90-279 0 

90-279 P 
90-279 0 

90-279 F 
90-279 F 
90-279 R 
90-279 R 
90-279 P 

90-279 P 

PR 

PR 

90-322 0 

90-322 0 

90-413 0 

90-247 0 

WASTE MOT 

90-261 P 
90-261 P 

XPORTLIC 
XPORTLIC 
90-387 Q 
90-387 a 
90-387 8 

90-387 8 

90-387 P 
90-387 8 

90-387 8 

90-387 8 

90-387 Q 
90-387 8 

90-387 a 
90-387 a 
30-387 P 

90-387 P 
90-387 P 
90-387 P 
90-387 P 
90-387 P 

90-387 8 

90-387 8 

90-387 a 
90-387 8 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Ptnn«vlv4nla Stati Unlv. 
Panntylvaniai Commonuita 1 th oft 


Phlladtlphia Electric Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATECORY 

5307120443 

90-387 

8 

S3071204A4* 

90-387 

a 

8307120472* 

90-387 

a 

9307140109 

70-2983 


9307190150 

90-388 

E 

8307150230 

90-387 

S 

5307180264 

90-387 

8 

5307220176 

90-397 

R 

5307220269 

90-387 

8 

8307320299 

90-387 

8 

8307220312 

90-387 

8 

5307220319 

90-387 

S 

8307220499 

90-387 

8 

8307220453 

90-387 

S 

8307260076 

90-387 

F 

8307260076 

90-387 

F 

8307260300 

90-388 

R 

5307260336 

90-397 

P 

8307260339* 

90-387 

P 

8307260342* 

90-387 

P 

5307280281 

90-387 

8 

8307250325 

90-387 

8 

8307070094 

90-400 

0 

8307090159 

90-289 

9 

8307060190 

90-289 

0 

5307060399 

90-412 

0 

5307070204 

90-412 

0 

8307190329 

90-289 

e 

5307190339* 

90-289 

e 

8307190417* 

CONTRACT 


8307290027* 

90-334 

e 

8307290033* 

90-334 

0 

8307010009 

90-277 

p 

8307010009 

90-277 

p 

8307010093 

90-392 

A 

8307010093 

90-392 

A 

5307010106 

90-277 

0 

8307010106 

90-277 

Q 

8307010109 

90-392 

K 

6307010159 

90-392 

K 

8307010190* 

90-392 

K 

8307010192* 

90-392 

K 

8307010192* 

90-392 

K 

8307010193* 

90-392 

K 

8307010193* 

90-392 

K 

8307060081 

90-277 

P 

8307060249 

90-392 

E 

8307060249 

90-392 

E 

8307060409 

90-392 

0 

8307060409 

90-352 

0 

8307070037 

90-352 

A 

8307070037 

90-352 

A 

8307070167 

90-392 

A 

5307070167 

90-352 

A 

8307070170* 

90-352 

A 

8307070170* 

90-352 

A 

8307070299 

90-392 

0 

8307070299 

90-392 

e 

6307070286 

90-392 

A 

8307070286 

90-392 

A 

8307080296 

90-392 

A 

6307080296 

90-392 

A 

8307080300 

90-392 

A 

8307080300 

90-392 

A 

8307080392* 

90-277 

P 

8307080494 

90-277 

J 

8307080494 

90-277 

J 

8307080909 

90-392 

A 

8307080909 

90-392 

A 

8307110499 

90-392 

A 

8307110499 

90-392 

A 

8307110491 

90-392 

A 

8307110491 

90-392 

A 

8307120216 

90-392 

S 

8307120216 

10-392 

S 

8307120330 

90-392 

A 

8307120330 

90-392 

A 

8307120484 

90-392 

A 

8307120484 

90-392 

A 

8307120908* 

90-392 

a 

8307120908* 

90-392 

S 

8307120934 

90-392 

E 

8307120934 

90-392 

E 

8307130019 

90-352 

8 

8307130019 

90-392 

8 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


8307130232 

50-392 

0 

8307130232 

90-392 

0 

8307130271 

90-392 

A 

0307130271 

30-392 

A 

8307 140208 

50-277 

P 

0307190067 

90-332 

E 

8307130067 

90-392 

E 

8307130069 

90-392 

E 

8307150069 

90-392 

E 

8307130079 

50-392 

A 

03O71SOO79 

30-332 

A 

8307190076 

90-332 

F 

8307IS0076 

90-352 

F 

8307190132 

90-392 

E 

8307190132 

80-332 

E 

8307190238* 

50-277 

Q 

8307130292 

90-277 

F 

8307130292 

30-277 

F 

8307180054 

30-392 

E 

8307180054 

90-392 

E 

8307180080 

90-277 

P 

8307180084* 

90-277 

P 

8307180089* 

90-277 

P 

8307180087* 

90-277 

P 

8307180091* 

SO-277 

P 

8307180092* 

90-277 

P 

8307190082 

90-392 

C 

8307190082 

90-392 

C 

8307190092* 

50-352 

c 

8307190092* 

50-392 

C 

830719011B 

90-352 

A 

8307190118 

90-392 

A 

8307190121 

SO-352 

A 

8307190121 

90-352 

A 

0307190197 

90-352 

A 

8307190197 

30-392 

A 

8307200298 

90-277 

P 

8307210049 

90-277 

R 

8307210230 

50-352 

0 

8307210230 

50-352 

0 

8307220238 

30-277 

K 

8307220241* 

30-277 

K 

B307220300 

30-277 

R 

8307220404 

90-277 

S 

8307220424 

50-277 

S 

8307220466 

50-277 

8 

8307220469 

90-277 

S 

8307230316 

90-392 

A 

8307230316 

30-392 

A 

03O72SO676* 

90-277 

F 

8307230676* 

50-277 

F 

8307290600* 

50-277 

F 

8307260147 

30-392 

A 

8307260147 

90-392 

A 

8307260390 

50-392 

A 

8307260350 

90-392 

A 

8307260372 

90-392 

A 

8307260372 

90-392 

A 

0307260406 

50-392 

A 

8307260406 

80-392 

A 

8307260421 

50-277 

F 

8307260472 

90-352 

A 

8307260472 

90-392 

A 

B307270043* 

90-277 

F 

0307270043* 

90-277 

F 

8307270046* 

90-277 

F 

8307280063 

90-392 

K 

8307280063 

90-392 

K 

0307280147 

90-392 

0 

8307280147 

90-392 

0 

8307280169 

90-392 

0 

8307280169 

90-392 

0 

8307280242 

90-392 

A 

8307260242 

90-352 

A 

8307280246 

90-352 

0 

6307280246 

90-392 

0 

8307280294* 

90-352 

e 

8307280294* 

90-392 

0 

8307280297 

90-392 

A 

8307280286 

50-277 

Q 

8307280286 

90-277 

0 

8307280288 

90-352 


8307280288 

90-392 


8307280294 

90-392 

A 

8307280294 

90-392 

A 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOM 


Phil4d»lpfilA, PA 
Photnii Aiioclatif, inc. 


Plifflo Baaehi CA 
Plateau Reiources^ Ltd. 


Portland General Electric Co. 


Power Authority oP the State o 


Project Henagt/nent Corp. 


Public Affaire Informatlonj Inc. 
Public Interest Reeaaeeh Group. 
Public Service Co. at Colorado 


ACCESSION 

Nunaen 


8307280030 

B307S8D330 

8307280338 

8307280338 

0307280450 

8307280420 

8307280463* 

8307290080 

8307290080 

8307290101 

8307290317 

8307290329* 

8307080179 

8307070484* 

8307290629* 

83072S0640* 

0307290647* 

8307180274* 

8307130368 

8307130367* 

8307180390 

8307060039 

8307060078 

8307110003 

8307110143 

8307120029 
8307120287 
8307180049 
8307 180 149 
8307190219 

8307190221* 

8307190224* 

8307210223 

8307220088 

8307220087* 


SUB>«CT 

CATEGORY 


90-392 A 
80-392 A 
80-392 A 
50-382 A 
30-382 A 

90-382 A 
90-392 0 

30-382 A 
80-352 A 
80-277 F 

70-2988 
70-2988 
50-392 H 
CONTRACT 
CONTRACT 

CONTRACT 
CONTRACT 
80-279 H 
40-8698 
40-0698 

40-8698 
80-344 F 
90-344 P 
80-344 P 
80-344 P 

80-344 P 
30-344 8 

90-344 F 
80-344 R 
80-344 p 

80-344 P 
90-344 P 
90-344 F 
30-344 K 
80-344 K 


8307220091* 
8307260400 
f New Yort 0307010017 
8307010046 
8307010060 


80-344 K 
80-344 J 
30-333 8 
30-333 B 
80-333 B 


8307010110 

8307010111 

8307030023 

8307050029* 

B3070S0034* 


50-333 p 
50-333 a 
80-333 F 
30-333 p 
90-333 F 


8307080337* 

8307080341* 

8307110223 

8307110228 

8307110229* 


90-286 P 
30-286 P 
80-033 F 
80-333 p 
90-333 P 


8307110233* 

9307110309 

8307110314 

8307110400* 

8307110429 


80-333 P 
80-333 9 
80-333 P 
50-333 Q 
50-286 P 


8307110433* 
83071 10438* 
8307120027* 
8307120032* 
8307120039 


90-286 P 
90-286 P 
90-286 F 
90-286 F 
90-247 0 


8307120927 

8307120969 

8307190018 

8307190294 

8307180108 


90-333 H 
90-247 0 
90-286 8 
50-286 S 
80-333 p 


8307210011 

8307220281 

8307280194 

8307280200* 

0307280238 


80-333 P 
80-286 R 
80-286 K 
90-286 K 
50-333 K 


8307250248* 50-333 K 
8307290267 50-333 0 
8307290278* 90-333 Q 
8307260468 90-286 Q 
0307270339 90-333 P 

8307270439 50-333 P 
8307110142 50-937 T 
8307220390 90-937 6 
8307290363 90-937 0 
8307260369 90-937 B 


8307190367* 
Ney York 0307130077 
8307010041 
8307090002 
8307090008* 


CONTRACT 
90-247 0 

90-267 8 

90-267 R 
90-267 R 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8307090069 90-267 P 
8307090106 90-267 8 
8307060244 90-267 P 
8307060296 90-267 P 
8307120087 90-267 S 

8307120400 90-267 Q 
8307140197 90-267 0 
8307180276* 90-267 P 
0307190010 90-267 8 
8307190109* 90-267 J 


8307290398 

8307260218 

8307260338 

8307260343* 

8307260494 


90-267 Q 
90-267 F 
90-267 F 
90-267 F 
90-267 d 


Public 8arvlc* Co. of Indiana. Ine. 


Public Service Co. of Ncu Hampihlre 


Public Service Electric b Gee Co. of N*u 

Jepcty 


8307090174 

8307060010 

8307060204 

8307060204 

8307110306 

8307190140 

8307190140 

8307190142* 

B307190I72 

8307190172 

8307190209 

8307190210 

0307190210 

8307190261 

8307190261 

8307220460 

8307220460 

8307220490 

8307060039 

8307060090 

8307060129 

8307060162 

8307060162 

8307060203 

8307060203 

8307120312 

8307120379 

8307120379 

8307120383 

8307120383 

8307120444 

8307120444 

8307140222 

8307150076 

0307190096 

8307190142 

8307150142 

8307190149* 

8307190289 

8307190289 

8307180318 

8307180318 

8307210189 

0307210189 

8307210191* 

8307210191* 

8307220279 

8307220279 

8307220972 

8307290376 

8307290376 

8307290378* 

8307290378* 

8307090029 

8307090036 

8307090043 

8307070057 

8307070097 

8307120238 

8307120243 

8307120490 

8307130087 

8307130299 

8307130276 

8307130287 

8307130306 

8307130306 

8307140001 

8307140142 


90-546 8 
90-946 Q 
90-946 0 
90-946 6 
90-946 8 

90-946 1 
90-946 I 
90-946 I 
90-946 Q 
90-946 a 

90-946 F 
90-946 0 
90-946 Q 
90-946 8 
90-946 8 

90-946 8 
90-946 8 
90-946 a 
90-443 A 
90-443 E 

90-443 E 
90-443 0 
90-443 0 
90-443 G 
90-443 0 

90-443 E 
90-443 0 
90-443 0 
90-443 0 
90-443 G 

90-443 G 
90-443 G 
90-443 S 
90-443 6 
90-443 8 

90-443 K 
90-443 K 
90-443 K 
90-443 9 
90-443 8 

90-443 8 
90-443 a 
90-443 T 
90-443 T 
90-443 T 

90-443 T 
90-443 8 
90-443 S 
90-443 B 
90-443 T 

90-443 T 
90-443 T 
90-443 T 
90-311 8 

90-272 8 

90-272 8 
50-272 F 
90-272 F 
90-311 8 
90-311 8 

90-272 8 
90-394 K 
90-31 1 8 
90-272 S 
90-394 A 

90-272 Q 
90-272 G 
90-272 S 
90-272 8 
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AUTHOR 

AFFILIATION 


Pu9<t Sound Pouer & Light Co. 


Purdu* Riitarch Foundation 
Purdua Unlv. 

R. e, Ullliatna t> Affoclatati Inc. 


Raid, J. 0. 

Ranifalaar Pelgteehnlc Init. 
Rhona-Poulane< Inc- 


Robart L. Cloud Aiiociatati Inc. 
Reehattar Cat ti Elactrlc Corp. 


Rockland Countgi NY 

Reekuall Intarnatlonal Corp. 

Rockv Mountain Enargy Co. 

Rondout Afsoclataa 
Ropaa 1< Orag 


ACCESSION 

NUtIDER 


BSOTldOl?* 

□307140293 

0307150072 

63071S010S 

B307150174 

8307150199 

8307190123 

8307200004 

030720004.7 

B3072I0003 

0307210009 

0307210037 

0307210104 

8307210104 

8307210112 

8307210134 

8307220343 

8307220345 

8307220530 

0307250427 

8307250427 

8307250449 

8307230456 

8307270195* 

0307270195* 

0307270201* 

8307270395 

8307270395 

8307270402 

8307270402 

8307270406* 

8307270416* 

8307270416* 

8307280358 

8307280427 

8307290180 

8307290185* 

8307190182 

8307190102 

8307210303 

8307210303 

B307I405I7* 

8307200474 

8307220643 

8307250502 

8307250506* 

0307180263 

8307200185* 

8307070531 

8307180345 

8307130258 

8307120031* 

8307120037* 

8307120490 

0307150379 

8307190169* 

8307190270 

8307190273* 

8307220170 

8307220262 

8307220377 

8307260445 

8307270468* 

8307270471* 

8307280337 

0307200366 

8307050100 

8307050100 

8307050110* 

8307050110* 

8307050116* 
83070501 16* 
8307220240* 
8307260009* 
8307270296* 

8307180254 

8307180256* 

8307220009 

8307200033 

8307060162 

8307060165 

8307120379 

8307120379 

8307120383 

8307120303 


SUBJECT 

CATESORY 

50-311 

S 

50-311 

s 

50-272 

R 

50-311 

REOOD 

R 

50-354 

6 

50-311 

s 

50-272 

F 

50-272 

P 

50-311 

8 

50-31 I 

S 

50-311 

P 

50-272 

P 

50-272 

P 

50-31 1 

a 

50-311 

a 

50-272 

S 

50-311 

B 

50-311 

8 

50-272 

P 

50-272 

P 

50-272 

F 

50-354 

V 

50-275 

F 

50-275 

F 

50-275 

F 

50-272 

a 

50-272 

a 

50-272 

p 

50-272 

p 

50-272 

p 

50-272 

Q 

50-272 

Q 

50-311 

8 

50-311 

8 

50-272 

P 

50-272 

P 

50-522 

D 

50-522 

D 

50-522 

D 

50-522 

CONTRACT 

ACR8 

ACR8 

40-8829 

40-8829 

D 

50-483 

CONTRACT 

XPORTLIC 

XPORTLIC 

0 

50-275 

R 

50-244 

F 

50-244 

F 

50-244 

P 

50-244 

S 

50-244 

a 

50-244 

0 

50-244 

0 

50-244 

R 

50-244 

s 

50-244 

0 

50-244 

p 

50-244 

F 

50-244 

F 

50-244 

a 

50-244 

B 

50-247 

H 

50-247 

H 

50-247 

H 

50-247 

H 

50-247 

H 

50-247 

H 

UASTE HOT 
FOIA 

MA8TE HOT 

40-8380 

40-8380 

40-8380 

ACR8 

50-443 

0 

50-309 

0 

50-443 

0 

50-443 

0 

50-443 

0 

50-443 

o 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Runkl*> J. D. 

SA6 af Tanas. Ltd. 

SRI Intarnaticnal 

Sacraainto Municipal Uttlitg District 


Safa Enargv Csalltlon 

San Dlago Oas <■ Elactrlc Co. 
Santfia Laboratorias 


Sapgant t: Lundg. Inc. 


Sassafras Audubon Soclatg 


Sclanca Applications. Inc. 


Bclantlflc tnspaction Tachnologg. Inc. 


Sciantlst* & Enginiars for Sacura Enargg 
Scottaberoi AL 

Saaeoast Anti-Pollution Laagua 

Banata 

Saparativa Work Unit Corp. 

8haw> Plttnan. Potts ti Troubrldga 


8307120444 

8307210185 

8307250376 

8307130242 

0307250520* 

0307290150* 

0307010034 

8307010044 

8307060049 

8307060068 

8307060152 

8307060317 

0307070012 

B307110235 

8307110237* 

8307120403 

8307120521 

0307180010 

8307180012 

8307180240 

6307190099 

8307190102* 

8307190109 

8307190161 

8307190229 

8307250233 

8307250240* 

8307260015 

8307260178 

8307260352 

0307260459 

B307260SS3 

0307270433 

0307270437* 

0307280250 

8307280350 

6307280393 

8307280432 

0307200445 

0307250527 

0307000392 

0307050465 

0307000590 

8307110082 

8307110135 

B307U030B 

0307130358 

0307150131 

0307150356 

0307150359 

0307150365 

0307210267 

B307250294 

0307070223* 

0307070223* 

0307180168* 
8307180168* 
0307260024* 
030726002 0* 
0307070131 

0307070139 

0307070143 

3307260268 

8307260366 

8209200358* 

82 10040180* 
8307050496* 
0307140206* 
0307220114* 
8307190236 

0307190236 

8307190244* 

8307190246* 

8307110454 

6307220075* 

0307150279 

8307270019* 

0307110521 

8307050123 

0307050271 

8307060173 

8307060198 

0307060198 

8307060207 

8307060212* 


50-443 O 
50-443 T 
50-443 T 
50-400 0 

CONTRACT 

CONTRACT 
50-312 P 
TOPREP 
50-3 1 2 S 
50-312 8 

50-312 8 

50-312 P 
50-312 P 
50-312 P 
50-3 1 2 P 

50-287 P 
50-3 1 2 9 

50-312 8 

50-312 P 
50-312 9 

50-312 R 
50-312 R 
50-312 8 

50-312 S 
50-312 Q 

50-312 P 
50-312 P 
50-312 F 
50-312 P 
50-312 P 

50-312 Q 
50-312 B 
50-312 K 
50-312 K 
50-312 a 

50-312 P 
50-312 S 
50-312 8 

50-312 F 
FOIA 

50-361 R 

NUREO 

NUAEO 

NUREO 

NUAEO 

NUAEO 

RES 

NUREO 

NUREO 

NUREO 

50-313 P 
NUREO 
NUREO 
50-237 P 
50-237 P 

50-237 P 
50-237 P 
50-237 P 
50-237 P 
PR 

PR 

NUREO 
50-546 0 

50-546 0 

50-338 0 

50-219 0 

CONTRACT 
50-322 A 
FOIA 
71-501 

71-501 

71-501 

71-501 

PR 

CONTRACT 

NUREO 
50-320 H 
XPORTLIC 
50-289 0 

50-289 0 

50-400 0 

50-400 0 

50-400 0 

50-261 0 

50-261 0 
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AUTHOR 

AfFIt-IATlON 


ACCESSION 

NUMBER 


8307060233 

8307060238 

8307060339 

8307060339 

8307060344* 

8307060344* 

8307070092 

8307070092 

8307080373 

8307130231 

8307130231 

8307130241* 

8307130241* 

B307I302S3* 

8307130233* 

8307140435 

8307140433 

8307140440 

8307140440 

8307140443 

8307140443 

8307140434 

8307140434 

8307130201 

3307130201 

8307 130287 
8307130316 
8307130343 
8307150330 
8307180176 

8307180176 

8307180183* 

8307180183* 

8307180190 

8307180196* 

8307180200 

8307180204 

8307160203* 

8307180218 

8307180223 

8307180229* 

8307190077 

8307190084 

8307190203 

8307190203 

8307190208* 

8307190208* 

8307190229 

8307190240 

8307190242* 

8307190250 

8307190233* 

8307190259 

8307190263* 

8307190268 

8307190271* 

8307190274 

8307190278* 

8307190283 

8307190283 

8307190284 

8307190288* 

8307190288* 

8307190294 

8307190299* 

8307200215 

8307210203 

8307210241 

8307210248 

8307210248 

8307210248 

8307210248 

8307210248 

8307210248 

8307210231* 

8307210251* 

8307210231* 

8307210231* 

8307210231* 

8307210231* 

8307220352 

8307220333 

8307230337 

8307230346 

'3n7PAfi346 


SyBUeCT AUTHOR ACCESSION SUDJECT 

CATEODRY AFFILIATION NUMBER CATEOaRY 


30-440 T 
30-440 T 
30-440 e 
30-440 e 
30-440 O 

30-440 9 
30-400 e 
30-400 e 
30-483 0 
30-400 6 

30-400 0 
30-400 0 
30-400 0 
50-400 G 

30-400 G Shorahaa Opponsnl* Coi 


8307230330* 30-400 0 

8307230330* 30-400 0 

0307260264 30-289 0 

8307260303 40-2061 

8307260360 30-4 00 0 

8307270287 30-440 0 

8307270287 30-440 0 

8307270477* 30-440 0 

8307270477* 30-440 0 

8307280133 S0-2B9 0 

8307280163 30-400 0 

8307280183 S0-'4OO 0 

8307290130 30-889 0 

8307290142 30-4 0 0 0 

llfclon 8307050266 30-322 0 


50-400 G 
30-400 6 
30-400 G 
30-400 9 
30-400 0 


Slvnan* Oammasonies 


8307120330 

8307120367* 

8307290134 

8307290139* 

B307180IS0 


30-32 2 0 

30-322 0 

30-322 0 

30-322 0 

PR 


50-400 O 
50-400 9 
30-400 G 
50-400 Q 
30-400 G 


Slarra Club 

Slakans Industriiij Inc. 


8307050117 
8307 1 20337 
8307220126 
8307220131 
8307130036* 


PR 

30-337 T 
30-337 A 
WASTE MOT 
CONTRACT 


50-412 G 
30-440 0 
30-412 6 
30-412 9 
30-266 9 

50-266 0 
30-266 9 
30-266 9 
30-482 9 
50-482 9 

30-266 9 
30-482 0 
50-266 9 
50-266 Q 
50-412 G 

30-266 9 
30-289 9 
30-440 9 
30-440 9 
30-440 0 

50-440 0 
30-440 G 
30-312 6 
30-482 O 
30-312 0 

50-483 0 


Sinclatri H. 

81nnli*i|>pi Alliance For the Environment 
<8AFE) 


8307280161 

8307030020* 

8307030032* 

8307030227 

8307120378 


30-329 

30-934 

30-4 34 
30-434 
30-434 


0 

9 

0 

0 

0 


aull Bueinsss Adminiftratlon 


8307220417 50-434 9 

B3072602SB 30-434 0 

8307030321* CONTRACT 
8307130454* CONTRACT 
B3071903I3* CONTRACT 


Snell li Hllmar 


8307190418* 

8307190438* 

8307060151 

8307060136 

8307190137 


CONTRACT 
CONTRACT 
S0-S29 0 

S0-S29 0 

30-329 9 


Sanervell Countyi tx 

South Carolina Electric Si On 


8307190137 

8307190227 

8307190227 

8307190232* 

8307190232* 

8307220346 

8307030209 

8307060272 

8307110210 

8307110262 


S0-S29 0 

50-329 0 

30-329 0 

30-329 0 

30-3 2 9 0 

30-44 3 0 

30-393 P 
30-393 P 
50-39 3 S 
30-393 8 


30-483 

9 



30-320 

0 

8307110370 

30-39 » 

30-320 

9 

8307120081 

S0-39S 

50-382 

0 

8307120196 

30-390 



8307120260 

30-39 0 

30-382 

9 

8307120438 

30-390 

50-209 

9 



30-289 

0 

8307140213 

30-390 

30-400 

9 

8307140230 

30-390 

30-400 

0 

8307150297 

NUREO 



8307220063* 

30-390 

30-412 

0 

8307220172 

50-390 

50-400 

9 



30-400 

0 

8307220232 

30-390 

30-261 

6 

8307220236 

30-390 

30-261 

9 

8307220274 

30-393 



8307220283* 

30-390 

30-289 

0 

8307220284 

30-390 

30-400 

9 



30-482 

0 

8307220380 

30-390 

30-277 

0 

8307220383* 

30-390 

30-277 

9 

8307220387* 

50-390 



8307220413* 

30-390 

50-277 

0 

8307220434 

30-390 

30-277 

0 



30-277 

9 

8307220473* 

80-39 0 

30-277 

0 

8307220332* 

30-39 0 

30-277 

0 

8307230138 

30-390 



8307230201 

30-390 

30-277 

9 

8307230496 

30-390 

30-277 

O 


30-277 

G 

8307230313 

30-390 

30-277 

0 

8307260340 

30-390 

50-277 

O 

8307260394 

30-390 



8307260399* 

30-390 

50-261 

0 

8307260461 

50-390 

30-261 

9 


50-400 

0 

8307260463* 

30-390 

30-400 

0 

8307260463 

30-390 

50-400 

9 

8307260469* 

30-390 



8307260337 

30-390 


8 

8 

8 

8 

8 

Q 

Q 

0 

R 

8 

a 

8 

0 

8 

P 

P 

P 

P 

8 

Q 

9 

8 

8 

8 

8 

F 

P 

P 

P 

P 

P 

P 

8 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


South Cirollnai State of 

South Hlstlssippl Electric 
Aiiociation 
Southaoiptoni NY 


Southern California Edlion 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEOORY 

AFFILIATION 

NUMBER 

CATEOORY 

B307S70006 

50-395 

P 


8307250426 

50-362 

S 

03072700 13» 

50-393 

P 


8307250433 

50-206 

S 

0307270013 

50-393 

P 


8307250450 

50-206 

P 

03072700200 

50-393 

P 


8307250459 

50-362 

8 

B30727001.2 

50-393 

P 


8307250462 

50-361 

S 

a307270l82e 

50-395 

F 


B3072S0472 

50-361 

s 

8307290085 

50-395 

P 


8307250474 

50-361 

8 

8307290092 

50-395 

P 


8307250474 

50-361 

8 

8307290175 

50-395 

S 


8307250476* 

50-361 

8 

8307290186 

50-395 

S 


8307250479* 

50-361 

8 

8307070053 

50-413 

A 


8307250490 

50-361 

S 

8307070139 

50-413 

A 


8307250491 

50-361 

S 

83070601 10< 

50-416 

I 


8307360135 

50-206 

F 





8307270029 

50-206 

F 

8307050180 

50-322 

0 


8307270162 

50-361 

P 

8307070203 

50-322 

e 








Southern Co. Services. Inc. 

a307010220» 

50-424 

K 

8307120350 

50-322 

0 


8307110453 

50-424 

S 

8307120367* 

50-322 

o 


8307120358 

50-424 

S 

8307290IS4 

50-322 

0 

Southwest Fabricating (■ Ueldlng Co. 

S3 07 1 50263 

50-461 

8 

8307290159* 

50-322 

0 

Isubs. of lU International Corp ) 




8307050010 

50-361 

a 

Southwest Research Institute 

8307060388* 

TQPREP 


8307050010 

50-361 

0 


0307080551* 

CONTRACT 


8307060062 

50-361 

8 

Spiegel l> McOiardild 

8307210216 

50-416 

M 

8307060066 

50-361 

F 

Stantrls. 0 . 

8307280161 

50-329 

0 

8307060066 

50-361 

F 

Standardtied Nuclear Unit Pouer Plant 

8307060257 

50-482 

F 

8307060067 

50-361 

3 

Sgsten 








8307060257 

50-402 

F 

8307060076 

50-361 

a 





8307060080 

50-361 

8 


8307060257 

50-482 

F 

8307060091 

50-361 

P 


8307060264* 

50-4B2 

F 

8307060091 

50-361 

P 


8307060264* 

S0-4B2 

F 

8307060128 

50-362 

P 


8307060264* 

50-482 

F 





8307060280 

50-402 

8 

8307060155 

50-361 

P 





8307060155 

50-361 

P 


8307060280 

50-4B2 

S 

8307060214 

50-361 

8 


8307060280 

50-4B2 

8 

8307060311 

50-362 

S 


8307060288* 

50-402 

S 

8307060387 

50-362 

8 


8307130268 

50-432 

E 





8307250309 

50-482 

A 

8307060423 

50-361 

8 





8307070065 

50-362 

a 

Statoi Dept, of 

8307210277 

XPDRTLIC 


8307070067* 

SO-362 

o 

Statoa Dept. of. Bureau of Oceans L Inti. 

8307180379 

XPORTLIC 


8307070164 

50-361 

p 

Environ. 6 Scientific Affairs 




8307070166* 

50-361 

p 

Stoan Osnerator Owners Oroup 

8307210300 

50-400 

A 




Stona li Webster Engineering Corp. 

8307050134 

50-275 

R 

8307080392 

50-361 

R 


8307050137* 

50-275 

R 

8307110232 

50-206 

P 





8307120008 

50-206 

0 


8307050143* 

50-275 

R 

0307130081 

50-361 

a 


8307050149* 

50-275 

R 

8307130096 

50-361 

8 


8307070120 

PR 






8307150257 

PR 


8307130096 

50-361 

8 


8307180154 

50-275 

R 

0307130192 

50-361 

R 





8307130192 

50-361 

R 


0307200179 

OEN TEC 

IS 

8307130235 

50-361 

S 


8307250233 

50-329 

A 

8307130246 

50-361 

S 


8307200425* 

50-280 

P 




Stono 6 Uebstcri Inc 

8307080453 

50-329 

A 

8307130248 

50-206 

P 


8307080453 

50-329 

A 

8307130275 

50-361 

9 





8307130275 

50-361 

S 


8307110038 

50-329 

A 

8307150222* 

50-206 

a 


0307110038 

50-329 

A 

8307150222* 

50-206 

0 


8307110040* 

50-329 

A 





8307110305 

50-329 

A 

8307150222* 

50-206 

a 


8307140349* 

50-329 

Q 

8307180050 

50-361 

3 





8307180050 

50-361 

3 


8307140352* 

50-329 

Q 

8307180051* 

50-361 

8 


8307140354* 

50-329 

0 

8307180053* 

50-361 

a 


8307140358* 

50-329 

Q 





8307140361* 

50-329 

Q 

8307180093 

50-361 

8 


8307140365* 

50-329 

a 

8307180093 

50-361 

a 





8307180096 

50-361 

p 


8307140370* 

50-329 

0 

8307180096 

50-361 

p 


8307140373* 

50-329 

Q 

8307180105 

50-361 

p 


8307140378* 

50-329 

a 





8307250261* 

50-329 

A 

8307180105 

50-361 

p 


8307250261* 

50-329 

A 

8307180121 

50-362 

p 





8307180126* 

50-362 

p 


8307260547 

50-329 

A 

8307180135 

50-361 

8 


8307260547 

50-329 

A 

8307180146 

50-361 

8 

Structural Mechanics Associates 

8307180307* 

50-155 

P 





8307100315* 

50-155 

P 

8307180236 

50-361 

P 


8307220411* 

50-329 

A 

8307180236 

50-361 

F 





0307180284 

50-361 

8 


8307290118* 

50-329 

A 

8307180286* 

50-361 

8 

Suffolk Counts. NY 

B30429004B* 

50-322 

A 

8307200202 

50-361 

P 


8307050046 

50-322 

0 





8307050067 

50-322 

0 

8307210064 

50-361 

P 


8307050266 

50-322 

0 

8307220290 

50-206 

8 





0307220465 

50-361 

R 


8307110296 

50-322 

0 

8307220465 

50-361 

R 


8307120350 

50-322 

0 

8307220506 

50-206 

R 


8307120367* 

50-322 

0 





8307140444 

50-322 

0 

8307250298 

50-362 

8 


8307140448* 

50-322 

0 

8307250379 

50-206 

P 





8307250383* 

50-206 

P 


8307140471 

50-322 

0 

0307250394 

50-362 

8 


8307220357 

50-322 

Q 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


SugArman. R. J. 


SunTloutr A1 1 i anct 


TERA Corp. 


TRC Environmental ConfUltant«> 
Target Rock Corp. 
Technaesoclates* Inc. 

Taknetron Research. Inc. 
Teknekron. Inc. 

Tcledgne Engineering Services 


Tennessee Valleg Authority 


ACCESSION 

NUMBER 


0307260303 

5307260347 

8307290154 

8307290139* 

0307110272 

8307220364 

03O71SO323 

8307200214 

8307260294 

0307210225 

03O72IO22S 

8307210233« 

0307210333* 

0307210391 

0307210391 

0307210296* 

8307120018 

0307100051 

0307150454* 

8307190418* 

8307120016 

8307290503* 

8307010091 

6307010100* 

5307010176 

8307010179* 

8307050093 

8307050245 

0307050253* 

8307060233 

8307130097 

6307130207 

8307130214* 

0307190044 

8307200001 

8307200084* 

8307220334 

0307220378* 

0307260506 

6307260527* 

0307260539 

8307260544* 

8307280292 

0307260297* 

6307290160 

8307290163* 

8307010284 

8307010284 

6307050226 

63070i0226 

6307060071 

8307060133* 

8307060218 

8307060218 

0307060210 


SUBJECT 

CATEfiOnV 

50-322 e 
50-322 e 
50-322 e 
30-322 0 

S0-3S2 A 

50-332 « 

30-440 0 

50-440 0 

50-440 0 

50-329 R 

50-329 R 
50-329 R 
50-329 R 
50-329 R 
50-329 R 

50-329 R 
MURES 
50-528 8 

COhlTRACT 
CONTRACT 

WIREO 
CONTRACT 
50-322 R 
50-322 R 
50-322 A 

50-328 A 
50-275 R 
50-275 R 
50-275 R 
50-275 F 

50-875 P 
50-275 R 
50-875 R 
50-875 P 
50-275 R 

50-275 R 
50-275 P 
50-293 P 
50-275 R 
50-245 P 

50-275 R 
50-275 fl 
50-275 P 
50-275 P 
50-322 R 

50-322 R 
50-390 K 
50-390 K 
50-390 A 
50-396 A 

50-327 R 
50-327 R 
50-259 P 
50-259 P 
50-259 P 


AUTHOR 

AFFILIATION 


8307070003 50-328 p 
8307070005* 50-328 P 
8307070011* 50-328 p 
6307070122 50-259 P 
6307070122 50-25? P 


6307070122 50-259 p 
6307070124* 50-259 p 
0307070124* 50-259 P 
8307070124* 50-259 P 
8307060356* 50-259 p 


6307060356* 50-326 P 
8307080356* 50-259 P 
6307080356* 50-328 P 
0307110054 50-390 F 
0307110054 50-390 F 


6307110164* 

8307110168* 

0307110506 

0307110308 

8307120076 

8307120066 

0307120091 

6307120160 

6307120160 

8307120167 


SO-537 T 
50-537 T 
50-390 S 
50-390 B 
50-39A 8 

50-327 8 
50-260 S 
50-390 8 
50-390 8 
50-436 6 


ACCESSION 

NUMBER 


6307120219 

8307120250 

8307120250 

6307120250 

8307120267 

6307120416 

6307120418 

8307120420 

8307120422 

8307120470 

8307120481 

83071204B1 

8307120501 

8307120544 

6307120569 

8307120575 

8307120575 

8307120575 

0307120577 

6307120577 

8307120589 

6307120596 

6307120596 

6307140043 

6307140045 

0307140275 

6307140275 

8307140345* 

8307140351* 

8307150021 

6307150166 

8307150166 

8307150207 

6307150236 

8307150236 

8307150267 

8307150267 

8307190069 

B307190094* 

6307190146 

8307190166 

6307200095 

6307200100* 

8307220060 

8307220111 

8307220155 

8307220169 

8307220169 

8307220211 

6307220211 

6307220211 

6307220217 

6307220229 

8307220235 

8307220246 

8307220261 

8307220266 

8307220266 

8307220302 

6307220304 

8307220304 

8307220313 

8307220316 

8307220321 

8307220420 

8307220422 

8307220433 

8307220435 

8307220437 

8307220437 

8307220440 

8307220474 

8307220526* 

8307220529 

8307220533* 

8307220533* 

8307220533* 

8307220544 

8307220554 

8307250127 


SUBJECT 

CATE80RY 


50-259 8 

50-390 8 

50-390 8 

50-390 a 
50-328 8 

50-328 8 

50-260 8 

50-327 8 

50-327 8 

90-259 8 

50-390 a 
50-390 0 

50-259 8 

50-259 8 

50-390 S 

50-259 P 
50-259 P 
50-259 P 
50-390 8 

50-390 B 

50-328 S 
50-390 a 
50-390 a 
50-328 P 
50-438 R 

50-327 V 
50-327 V 
50-327 0 

50-327 0 

50-260 8 

50-438 8 

50-438 6 

50-390 6 

50-390 S 
50-390 8 

50-438 8 

50-430 8 

90-328 P 
50-328 P 
PR 

50-327 P 
50-259 P 
50-259 P 
50-438 8 

50-25? 8 

50-259 Q 
90-438 8 

50-438 8 

50-259 a 
50-259 Q 

50-259 0 

50-259 S 
50-260 8 

50-320 S 
50-296 6 

50-259 8 

50-259 8 

50-260 8 

50-438 a 
50-438 8 

50-438 8 

50-259 R 
TOPRBP 
50-438 8 

90-328 S 

50-439 8 

50-259 R 
90-259 8 

50-438 8 

50-438 8 

50-259 8 

50-327 R 
90-438 0 

50-259 8 

50-259 0 

50-259 0 

50-259 a 
50-259 S 
90-390 S 
50-259 a 


8307120179 

8307120179 

8307120180 

8307120180 

8307120210 


50-390 0 
50-390 8 
50-390 3 
50-390 8 
50-438 8 


8307250127 

8307250127 

8307250219 

8307250230 

8307250292 


50-259 a 
50-259 a 
50-327 F 
50-438 8 
50-390 8 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Tennissaei Statt of 

Taiaf ALH Unlv, i Collagi Stationi TX 


Ttxa* Etaetric Sarviet Co. 
Taiat Municipal Pouar Agancv 
Taiaa Pauer & Light Co. 

Ta>at Utllltlaa Co. 

Taxai Utllltlti Ocnapating Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

8307230292 

50-390 

S 


8307190233* 

50-445 

8307250393 

50-390 

8 


0307190233* 

50-445 

8307230395 

30-390 

S 


0307210117 

50-445 

0307250405 

30-390 

s 


8307210117 

50-445 

8307230400 

30-430 

8 


8307210132 

50-445 

0307250464 

30-438 

8 


8307210161* 

50-445 1 

0307250464 

50-430 

S 


8307210161* 

50-445 f 

0307250407 

50-296 

8 


83072202 59 

50-445 £ 

0307250633* 

30-259 

F 


8307250356 

50-445 ( 

0307250633* 

50-259 

F 


8307250359* 

50-445 C 

0307230633* 

30-259 

F 


0307250359* 

50-445 C 

8307260032 

30-239 

P 


0307260391 

50-44 5 £ 

8307260032 

30-259 

P 


0307260403 

50-445 

0307260032 

30-259 

P 


0307270172 

50-445 

0307260041* 

50-239 

P 


0307270172 

50-445 

0307260041* 

50-259 

P 


8307280070 

50-445 

0307260041* 

30-259 

P 


03072901 10 

50-445 

0307260207 

30-327 

P 

T»a* Utilities Services/ Inc. 

0307050064 

50-445 

0307260270 

30-239 

P 


03071103 50 

50-445 

0307260274 

REOOD 



0307120631 

50-445 

0307260297 

50-390 

A 


0307150163 

REGGD 

0307260297 

30-390 

A 


03O72SO2S6 

50-445 

0307260419 

50-430 

a 


0307250260* 

50-445 

8307260434 

50-390 

a 


8307250370 

50-445 

8307260434 

50-390 

B 


8307250370 

50-445 

8307260503 

50-438 

8 


0307260540 

50-445 

8307260320 

30-390 

S 


0307260540 

50-4 45 

8307260520 

30-390 

8 

TaxaSf Vnlv oF> Austin/ TX 

8307050002 

50-192 

8307260552 

30-296 

S 

Tha Analytic Sciences Corp. 

8307270190 

WASTE MOT 

8307260533 

50-438 

8 

Thraa Kile Island Alert 

8307060393 

50-289 

8307260355 

50-438 

a 


0307130220 

50-239 

8307260564 

30-260 

s 


0307290127 

50-2 89 

8307270036 

50-327 

p 

Toledo Edison Co. 

03O7OSOO! 5 

50-346 

8307270036 

50-327 

p 


0307060115 

50-346 

8307270040* 

50-327 

p 


0307060220 

50-346 

8307270040* 

30-327 

p 


8307060226 

50-346 

8307270176 

30-430 

8 


8307070041 

50-346 

8307270180* 

50-438 

a 


8307070126 

PR 

8307200370 

50-296 

p 


0307070170 

50-346 

8307290034 

30-390 

s 


0307110120 

50-346 

8307290034 

30-390 

s 


8307110123* 

50-346 

8307270034 

30-390 

8 


8307110126* 

50-346 

8307290034 

50-390 

9 


8307110197* 

50-346 

8307290039 

30-327 

8 


8307110482 

50-346 

8307290003 

30-296 

8 


8307120220 

50-346 

0307290096 

50-327 

8 


8307120237* 

50-346 

8307290109 

50-259 

P 


0307120411 

50-346 

0307290109 

50-259 

P 


0307120413* 

50-346 

0307290109 

50-259 

P 


0307120415* 

50-346 

8307290133 

50-438 

8 


0307150091 

50-346 

0307290135 

50-430 

8 


0307180035 

50-346 

8307290148 

50-390 

A 


0307180177 

50-346 

8307290148 

50-390 

A 


0307180101 

50-346 

8307290151 

50-390 

A 


0307180304* 

50-346 

8307290151 

50-390 

A 


0307180306* 

50-346 

8307290155* 

50-390 

A 


8307210129 

50-346 

8307290155* 

50-390 

A 


8307210167 

50-346 

8307290172 

50-390 

6 


8307210302 

50-346 

8307290172 

50-390 

8 


8307210309* 

30-346 

8307290176 

50-390 

S 


8307210314* 

50-346 

8307290176 

50-390 

8 


8307220092 

50-346 

0307290206 

50-259 

P 


8307220228 

50-346 

8307290206 

50-259 

P 


8307250121* 

30-346 

8307290206 

50-259 

P 


8307250125* 

50-346 

0307290230 

30-259 

8 


830726032 1* 

50-346 

0307000648 

70-143 



8307260530 

50-346 

8307190283* 

50-443 

T 


B307260537* 

30-346 

8307260223 

50-120 

P 


0307280069 

50-346 

8307260300 

30-128 

P 


8307200071* 

50-346 

8307260566 

50-59 

H 


8307200201 

50-346 

8306280593* 

50-445 

I 


0307280206* 

50-346 

8306280588* 

50-445 

I 

Torroy Pinas Technology 

0306290356 

50-358 

8306200603* 

50-445 

I 


0307050220* 

30-928 

8306280607* 

50-445 

I 


8307080485 

50-398 

8305230578 

50-445 

A 


8307150238 

50-S2B 

0306200376 

50-445 

I 


8307200307 

50-390 

8307060153* 

50-445 

0 


8307280262 

90-390 

0307110202 

30-445 

A 

Trana Co. 

8307150290 

50-322 

0307120272 

50-445 

H 

TraniaMarlca Oalaval/ Inc. 

0307120606* 

90-322 

8307120505 

50-445 

0 


0307250335 

50-206 

8307130100 

50-445 

8 


0307250335 

30-206 

8307150294 

60-445 

6 


0307250461 

50-322 

030715031 1* 

50-445 

0 

Transeor Inc. 

8307100067* 

50-373 

0307190228 

50-445 

e 

Transnuclaari inc. 

8307070361 

XPORTLIC 

8307190228 

50-445 

0 


8307070528 

XPORTLIC 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUNBEH 

SUBJECT 

CATEeORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


B307200S71 

XPORTLIC 



8307110169* 

50-338 

F 


aaoToaosdd 

HISC 



8307110169* 

50-338 

F 


a3070e0348e 

HISC 



8307110184* 

90-280 

F 


83072601 13* 

HISC 



8307110373 

90-339 

S 

Latham & Shea 

8307090180 

50-322 

0 


8307110439 

90-333 

S 


8307200210 

50-322 

G 


8307110479* 

90-280 

F 


8307150033 

71-6679 



8307120094 

90-339 

S 

Enginicrlng ) 





8307120229 

90-280 

8 

8307lS0035-« 

71-6679 



8307120231 

90-280 

Q 


83071 5003ee 

71-6679 



8307120234 

90-339 

8 


83071500'l0« 

71-6679 











8307120268 

90-330 

P 


e307270l‘l‘1 

27-40 



83O712026B 

90-338 

P 


oaovieooid* 

30-373 

0 


830712029? 

90-338 

8 


8307ie00ise 

90-373 

0 


0307120302 

50-338 

P 


8307100066* 

90-373 

0 


8307120302 

90-338 

P 


8307150237 

PT21 











8307120308* 

50-338 

P 


8307010013 

90-54 

F 


8307120300* 

90-338 

P 


83070101 13 

SO-34 

F 


0307120336 

90-338 

P 


B3070S03I4 

RES 



8307120356 

90-338 

P 


8307190264 

70-607 



8307120361* 

90-339 

P 


8307030096 

30-403 

S 










8307120361* 

90-338 

P 


8307060034 

50-403 

A 


8307120386 

90-200 

F 


8307080375 

90-403 

e 


8307120386 

50-280 

F 


8307080383* 

90-483 

Q 


8307120386 

90-280 

F 


8307110231 

90-403 

a 


8307120392* 

90-280 

F 


8307 11 0257 

90-403 

A 










8307120441 

90-339 

P 


83071 10301 

90-403 

8 


B307 120491 

90-339 

8 


83071 I03S4* 

90-403 

O 


8307120504 

50-338 

S 


8307110364* 

90-403 

fl 


8307120939 

50-281 

B 


8307120477 

90-483 

R 


8307120961 

50-338 

P 


8307190230 

90-403 

e 










8307120961 

50-338 

P 


B307260214* 

90-483 

Q 


8307120962 

50-338 

8 


8307280401* 

50-483 

0 


8307120966* 

90-338 

P 

Union Minerals 

83071 10762 

40-8384 



8307120966* 

90-338 

P 

Union of Conrerned Scientists 

83071 10300 

50-289 

G 


8307130068 

90-280 

J 


8307120185 

NUREO 











8307140228* 

90-280 

Q 


8307120194 

PR 



8307140264* 

50-280 

P 


8307930077 

50-247 

e 


0307140264* 

50-280 

P 


8307250362 

50-289 

0 


0307100097 

50-338 

P 


83072S0366* 

90-809 

0 


8307180100 

50-338 

P 


8307250368* 

90-209 

0 










8307180106 

50-333 

0 


8307270135 

50-889 

0 


8307200194 

90-280 

R 

United Nuclear Corp. 

8307050281 

70-820 



8307200199* 

50-280 

R 


8307090102 

70-820 



8307200197* 

50-280 

R 


8307110524 

70-371 



8307210205 

50-280 

P 


830719001 1 

70-820 











8307220048 

50-338 

8 


B307200460 

70-371 



8307220118 

90-339 

8 


8307220147 

70-020 



8307220123 

90-339 

S 


8307220639 

70-371 



8307220192 

50-330 

R 


8307200519* 

70-820 



8307220385 

50-200 

R 

Uelslcol Chemical Corp. 

8307080480* 

40-6264 











8307250320 

90-281 

P 

Uermont Yanles Nuclear Pouer Corp. 

8307010022 

90-271 

s 


8307290451 

90-339 

P 


8307010085 

30-271 

s 


8307290467 

90-280 

8 


8307010098* 

90-271 

0 


0307290489 

50-281 

8 


8307010105 

90-271 

s 


8307270209 

90-338 

F 


8307070058 

30-271 

F 










8307270329 

50-280 

F 


8307070103 

30-271 

p 


0307280418 

90-280 

P 


0307110389* 

30-271 

0 


8307290098 

90-339 

S 


8307150288 

50-271 

R 


8307290073 

90-339 

S 


8307150354 

30-271 

s 


8307290171 

90-338 

8 


8307190078 

30-271 

R 










8307290173 

90-280 

e 


8307210096* 

30-271 

Q 


8307290187 

50-339 

a 


8307220397* 

30-271 

0 


S3D72901S9 

30-338 

a 


8307220484 

50-271 

0 

Virginia. Univ. of. Charlottesville. VA 

8307120206 

90-62 

3 


8307250519 

71-502 



8307290521* 

90-62 

F 


8307260408 

30-271 

P 









Wabash Valleij Pouer Association. Inc. 

8307190143* 

90-946 

I 


8307260480 

30-271 

K 

Washington Legal Foundation 

8307260104 

FOIA 



B3072604S1* 

30-271 

K 

Washington Public Pouer Supply System 

8305100420 

90-900 

0 


8307290336 

71-6346 



8306170416* 

90-397 

0 

Virginia Electric t> Pouer Co. 

8309100103 

50-200 

P 


8306170422* 

90-397 

0 


830510010B 

30-200 

P 










8307050001 

90-397 

A 


8305100111* 

30-200 

P 


0307050004 

90-397 

E 


8305100111* 

30-200 

P 


8307050022 

90-397 

A 


8307010020 

50-281 

F 


8307050085 

90-397 

a 


8307010090 

30-338 

P 


83D709O136 

90-397 

E 


8307010090 

30-330 

P 










8307090141* 

90-397 

E 


8307030117 

PR 



8307050151* 

90-397 

E 


8307060042 

50-330 

0 


8307050196* 

90-397 

E 


8307060042 

30-330 

G 


B3070S0160* 

90-397 

E 


8307060230 

30-280 

P 


830709016S* 

90-397 

E 


8307060230 

30-280 

P 










0307090167* 

50-397 

E 


8307060239* 

30-280 

P 


8307050173* 

50-397 

E 


8307060239* 

50-200 

P 


8307090196 

90-397 

E 


8307110165* 

50-330 

F 


8307090270 

50-508 

A 


8307110165* 

30-338 

F 


8307060045 

90-397 

E 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


HafhlngtoTii State ot 


WaihlngtOTii Univ. of< Seattle. UA 
Uaite Nanagetnent Oroupi Inc. 


Ueit Branch Censervation Association 

Hast Chicago. IL 

Mast Jaraeg Manufacturing Co. 


ACCESSION 

NUMBER 


8307060ES8 

83070<!>0333« 

830701>0237e 

8307060393 

8307070003 

8307070006 

B307070013e 

8307070130 

8307080334 

8307080437 

8307110007 

8307110336 

8307110377 

8307110331* 

8307130241 

8307180309 

8307120313» 

8307130499 

8307130499 

8307130939 

8307130345 

8307140464 

8307190303* 

8307150337 

8307190310 

8307150318* 

8307180037 

8307180034 

8307180034 

8307180059 

8307180083 

8307180144 

8307180144 

8307190313 

8307190315* 

8307190317* 

8307300143 

8307300498 

8307330415 

S30735013S 

8307360919 

8307360523 

8307370493 

8307280399 

8307380349 

B3072S0396 

8307380399 

8307290177 

8307060407* 

8307110465 

83071 S0330 
8307310218 
B3072B0035 
8307380031 
8307380036 

8307280042 

8307280049 

8307380056 

8307380058 

83072S0067 

8307280077 

8307380090 

8307380097 

8307280103 

8307380109 

8307380113 

8307280119 

8307260124 

8307360130 

8307280139 

B3073B0I45 

B3072B0198 

8307360163 

8307380171 

8307280193 

8307380197 

8307380303 

8307260209 

6307180246* 

8307290391 

8307290400 

8307130077 

8307070216 

8307210206* 

8307310224* 


SUBJECT 

CATEODBY 


90-397 a 
90-397 S 
90-397 6 

90-508 A 
90-309 P 

90-397 A 
90-397 A 
PR 

50-908 A 
50-506 e 

50-397 E 
90-508 0 

90-305 6 

90-397 F 
90-513 8 

50-397 E 
90-397 E 
90-460 S 
90-460 8 

50-397 F 

90-397 H 
50-508 a 
90-908 Q 
50-397 A 
90-903 F 

90-906 F 
90-397 6 

50-460 a 
90-460 S 
50-508 A 

90-397 8 

90-460 S 
90-460 8 

50-397 A 
90-397 A 

90-397 A 
90-397 A 
70-3950 
90-508 E 
90-908 A 

90-397 E 
90-397 C 
90-397 F 
90-460 S 
50-460 8 

90-908 A 
90-397 A 
50-460 A 
27-48 
PR 

90-397 6 

90-908 A 


WASTE 

MOT 

WASTE 

MGT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

HOT 

WASTE 

MOT 

WASTE 

HOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

Mor 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

HOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

70-119 

WASTE 

MOT 

WASTE 

MOT 

50-247 

’ 0 

40-2061 

0A999 


QA999 



AUTHOR 

AFFILIATION 

West Valley Agricultural Protection 
Council. Inc 


Westchester County. NV 


Westinghovse Electric Corp. 


Whlchar. J. H 


Wilson. R. 

Wilt. D. D. 

Wisconsin Electric Poutr Co. 


ACCESSION 

NUMBER 

B307090344 

8307090244 

8307090347* 

8307090347* 

8307090291* 

6307090391* 

8307190076 

8307190076 

0307190081* 

8307190081* 

8307210041* 

8307360343 

8307260343 

8307360291 

8307260251 

0307360367 

8307360367 

8307360403 

8307360403 

8307360407* 

8307260407* 

8307180071 

S3071S007I 

8307100074* 

8307180074* 

8307010131* 
8307010217* 
8307070079 
83070701 19* 
8307070155 

8307070364 

0307070452 

8307070456 

8307080304 

8307080309* 

8307080314* 

8307080316 

8307060322* 

8307080325* 

8307110187* 

B307110295* 

8307120334* 

8307120397 

8307120399* 

8307130325* 

8307150196 

8307150200* 

8307190303* 

8307180025 

03O719O257* 

8307250412 

8307270295 

8307280114 

8307380130* 

8307280389 

03O73SO417 

8307260208 

6307360288 

8307260435 

8307260439 

8307210381 

8307360394 

8307090346 

8307070021 

830/070113 

83070701 13 
8307 II 0343* 
8307110346* 
63071 I04B7* 
8307120364 

8307130369* 

8307130320 

8307130220 

8307130226 

8307140260 

6307150066 

8307190066 

6307180300 

8307190018 

8307190174 

8307220310 

8307320356 

8307330356 

8307350157 


SUB JECT 
CATEGORY 


50-529 <5 

50-529 G 
S0-S29 G 
30-529 G 
50-529 0 

50-939 O 
90-929 O 
90-929 e 
90-529 0 

50-529 G 

90-929 0 

S0-S29 G 
90-929 G 
90-539 G 
90-529 0 

50-529 G 
50-929 0 

30-529 G 
90-929 0 

50-529 G 

S0-S29 0 

50-247 G 
30-247 0 

90-247 G 
50-247 0 

70-698 
90-424 K 
50-260 P 
90-334 P 
TGPREP 

XPOHTLIC 

XPORTLJC 

XPDRTLJC 

TOPREP 

TQPREP 

TOPREP 

TQPREP 

TOPREP 

TOPREP 

70-1191 

90-313 P 

70- 1 143 
PROJ 
PROJ 

90-494 A 

TOPREP 

TOPREP 

TOPREP 

71- 9450 

90-2 1 3 P 

PR 

TOPREP 

PROJ 

PROJ 

NUREG 

30-4 54 0 
50-4 34 0 
90-494 G 
50-454 G 
50-454 G 

50-400 0 

50-440 0 

30-301 P 
50-366 P 
30-366 P 

50-366 P 
30-266 F 
90-366 F 
50-366 Q 
30-366 P 

50-266 P 
30-366 P 
50-366 P 
50-266 P 
50-266 P 

50-266 R 
50-266 R 
50-266 G 
71-9010 
30-301 S 

50-301 S 
50-266 P 
30-266 P 
30-266 P 
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CORPORATE SOURCE INDEX 


AUTHQH 

AFFILIATION 


ACCESSION 

NUMBER 


e3072&0339 

e3075i>0439 

S307S703eS« 

0307270362* 

6307290145 


SUBJECT 

CATEGORY 


30-2A6 F 
SO-S66 K 
30-26& K 
90-266 K 
90-301 P 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMDEFI CATEGORY 


83070SOA92* 
8307090-4 92» 
8307270470 
8307270480 
8307270482 


90-922 D 
90-922 D 
HASTE MOT 
HASTE MOT 
HASTE MOT 


Uitconiin Public Service Corp 


B307060107 

8307110239 

0307110254 

8307120263 

B307190063 


50-309 Q 
90-309 F 
90-309 8 
90-309 H 
90-305 R 


Yankee Atonic Electric 


8307010 024 
83070 1 0 037 
83070101 14 
8307010127 
a3'07010 190 


90-29 8 
90-29 8 
90-29 6 
90-29 8 
90-29 F 


8307190086* 

8307290266 

8307250296 

8307290340 

8307290486 


50-309 K 
90-305 0 
50-305 Q 
50-309 R 
90-309 P 


83070301 17 
83070&0033 
8307060090 
8307060 1 29 

8307OQO366* 


PR 

90-443 A 
90-443 E 
90-443 E 
90-29 P 


MKcpnsin'i Environment*! Decade 
Hitceniln. State of 


6307270902* 

8307270906* 

6307110461 

0307070159 

B307290473* 


90-305 F 
90-305 F 
PR 
PR 

CONTRACT 


8307120312 

8307140222 

8307130096 

8307130096 

8307130130 


90-443 E 
90-443 8 
90-443 8 
90-443 8 
90-29 8 


Uoad-Leaver 6 Associates! Inc. 
Hooduerd Governor Co. 

Ugle Laboratories 


8307190301 

8307290043 

8307060025* 

8307120491* 

8307130328* 


PR 

90-312 S 
90-928 S 
90-316 P 
50-494 A 


8307130277 

8307130289 

8307130319 

8307180318 

8307180318 


PR 

90-443 8 
90-29 8 
90-443 8 
90-443 8 


8307130328* 

8307130330* 

8307130330* 

8307130331* 

8307220359* 


90-494 A 
90-494 A 
90-494 A 
90-494 A 
50-266 P 


8307220 039 
8307220 2 79 
8307220 2 79 
8307220299 
8307220327 


90-29 R 
90-443 8 
90-443 6 
90-29 6 
90-29 8 


Ugemln; Mineral Corp. 
Hgoalng! State of 

Yalin* Indian Nation 


8307060538 

0307070156 

8307090099 

8307180399 

8307080342 


40-8989 

PR 

State Pros 
40-299 
50-922 D 


8307220 367 
8307220967 
8307220 972 
8307260416 
8307260 423* 


90-443 8 
90-443 8 
90-443 8 
90-29 P 
90-29 P 


8307060390* 

8307080439 

50-922 

90-922 

D 

D 


0307280462 

90-29 

P 

8307080440* 

90-922 

D 


8307260464* 

90-29 

P 

8307080440* 

90-922 

D 

Yarwaf Corp. 

0307210229* 

90-482 

a 

8307060449 

90-922 

D 







REPORT NUMBER INDEX 


subject category column in this index gives the docket 
bar and the symbol for the category of information 
in that docket; for example, 50-320 P. The docket subject 
gories are defined in Appendix A. 

ect categories for nondocketed items are also entered 
ils column by symbol; for example, ACRS. These cate- 
3s are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


EPOfiT 

ACCESSION 

SUBJECT 

OTHER REPORT 

REPORT 

ACCESSION 

SUBJECT 


OTHER REPORT 

lUtlBER 

NUMBER 

CATEOORY NUMBER 

NUMBER 

NUMBER 

CATEGORY 

NUMBER 

09 , 

8307130386* 

50-275 

P 

IOW-40-I99-A ROl 

8307060306* 

50-331 

P 


H-Ol 

8307130391* 

50-275 

P 

LBL-216a 

8307210373* 

71-6550 


S2S20 

HOD 

B30780010S* 

50-259 

P 

NEOO-10676 

8307150081* 

50-352 

A 

72NED8i 

ROO 

8307120446* 

50-265 

P 

NEDa-34036 ROl 

0307260279* 

50-259 

P 



B30706002S* 

50-528 

8 

NE0a-242Bl ERR 

0307270440* 

50-333 

P 

aONED2B5 


B3071204S1* 

50-316 

p 

NM79-137 

0307270240* 

HASTE MOT 

00244 


6307130331* 

50-454 

A 

NUREe-004O V07 W2 

8307250591 

NUREO 



VOX 

B3071303SB* 

50-454 

A 

NUREe-04e5 VOS N05 

0307050483 

NUREO 



V02 

8307130330* 

50-454 

A 

NUREe-04a3 VOS N06 

0307270366 

NUREO 




8307SS0339* 

50-266 

P A-6134B 

NUREe-0340 VOS NOS 

03071 10275 

NUREO 




8307220376* 

50-293 

P 

NURE«-OSeO Via N06 

0307250332 

NUREO 




8307180333* 

50-352 

A 

NURE0-074B V03 NOS 

0307210262 

NUREO 




8307190074* 

50-237 

P 

NURE0-O7SO VI6 N02 

8307100115 

NUREO 



114 

8307030314 

RES 


NUREe-07S0 V16 N03 

8307250535 

NUREO 



i&O 

8307110060 

RES 


NUREO-0787 SOS 

8307130139 

50-3B2 

E 


I9B 

8307130358 

RES 

BAND83-XX!<X 

NUREO-0797 803 

8307250079 

50-443 

E 


78 

8307140478 

RES 

0352445 

NUREe-0830 S02 

8307150141 

50-483 

E 


190 

8307150390 

RES 


NUREe-0e37 V02 NOSER 

8307180124 

NUREO 



>43 

8307260043 

RES 

0-6-018 <R673) 

NURE0-08B1 802 

8307120036 

50-482 

E 


MAC 83-6 

8307120047 

RES 


NUREO-0896 802 

0307190446 

50-444 

E 


>JRC 83-7 DRl 

8307130094 

50-470 

A 

NUREe-093B 

0307050471 

NUREO 



EAR 

8307190139* 

50-269 

P 

NUREC-096B VOl ERR 

8307200187 

50-537 

£ 


1 

8307120246* 

50-346 

P 

NUREe-0974 

0307050479 

50-352 

D 



8307010051* 

TOPREP 

77-1142462-00 

NUREe-09B3 

8307110313 

50-192 

E 



8307130042* 

71-6679 

22468 

NUREO-0994 

8307050490 

70-734 



>1 

8307130323* 

50-454 

A 

NURE0-0998 

8307220626 

NUREO 



3 ROS 

8307270180* 

50-438 

Q 

NUREO-lOll 

8307250323 

50-266 

P 



8307010184* 

50-470 

A 

KUREO/BR-002S V09 N6 

8307I301SS 

NUREO 



:»-NP-A 

8307270425* 

TOPREP 


NUREe/BR-0069 

8307110089 

NUREO 



>39-1 ROO 

8307180138* 

50-237 

P 

NUREe/CR-2000 V02 NS 

B30712002I 

NUREO 


ORNL/N8IC-200 

>39-3 ROO 

8307180147* 

50-237 

P 

NURE0/CR-22B4 

8307150359 

NUREO 


SAND81-1755 

>39-3 ROO 

8307180152* 

50-237 

P 

NUREO/CR-233S 

8307210265 

NUREO 


EGO-2200 

>39-4 ROO 

8307180158* 

50-237 

P 

NUREO/CR-2397 

8307230159 

NUREO 


DRNL/CSD-90 

>39-A ROO 

8307180179* 

50-237 

P 

NUREe/CR-247S 

0307250530 

NUREO 


ENL-NUREG-51492 

>39-7 ROO 

8307180186* 

50-237 

P 

NURE0/CR-2S9S 

8307180148 

NUREO 



>41-1 ROO 

8307070181* 

50-237 

P 64.305. 1100 

NUREe/CR-2399 

8307180143 

NUREO 


PNL-4190 

41-3 ROO 

8307070184* 

50-237 

P 64.305. 1101 

NUREO/CR-2634 

8307230294 

NUREO 


SANDe2-0676 

41-3 ROO 

8307070211* 

50-237 

P 64. 305. 1102 

NUREe/CR-27Sl V04 

8307130371 

NUREO 


0RNL/'Trt-8369/V4 

>41-4 ROO 

8307070218* 

50-237 

P 64.305. 1103 

KUREO/CR-SeiO 

8307210260 

NUREO 


aRNL/TM-8413 

41-6 ROO 

8307070228* 

50-237 

P 27.0200.2105 

NUREQ/CR-2B14 V02 

0307250095 

NUREO 


LA-95S6-PR 

>41-7 ROO 

8307070239* 

50-237 

P 27.0200.2105 

NUREe/CR-2e24 VOl 

8307210268 

NUREO 


aRNL/TM-B4!a/Vl 

>33 ROO 

8307190067* 

50-237 

P 64. 316. 0042 

NUREe/CR-2B43 V03 N4 

8307110082 

NUREO 


8AND82-17ee 

VOS R06 

8307070105* 

50-537 

A 

NUREe/CR-2843 V04 

8307110308 

NUREO 


8ANDS2-17eB 

>210 

8307220117* 

UASTE MOT 

NUREe/CR-8849 

8307250109 

NUREO 


1.A-9461-MS 

7 ROO 

8307120282* 

50-341 

E 

NUREO/CR-SaSl 

8307120026 

NUREO 


PNL-4293 


8307060406* 

50-400 

0 

NUflEe/CR-2aS3 VOl 

8307050465 

NUREO 


SANDB2-1796 

-304 ROO 

8307130322* 

50-454 

A 

NUREe/CR-2883 VW 

8307150131 

NUREO 


8ANDB2-1796 

: ROO 

8307130317* 

50-454 

A 

NUREO/CR-2aS3 VOS 

8307150356 

NUREO 


SAND8 2-1796 

1 

8307060411* 

50-400 

0 

NUREO/CR-2884 

8307150178 

NUREO 


PNL-4343 

>8 801 

8307050228* 

50-528 

E 

NURE07CR-2913 

8307110135 

NUREO 


aANDa2-t935 

il 

8307110727* 

40-1341 

00345 

NUREe/CR-2915 

8307110007 

NUREO 


UC ID- 19457 

99-1 VOl ROl 

8307060267* 

50-331 

P 

NUREe/CR-2926 

8307210255 

NUREO 


MLM-2983 

99-3 VOS ROl 

8307060285* 

50-331 

P 

t4UREe/CR-S932 VOS 

8307210257 

NUREO 


SAND&1-2027 

99-S VOS ROl 

8307060293* 

50-331 

P 

NURE«/CR-2nB 

8307270360 

NUREO 


PNL-4453 

99-6 V06 ROO 

8307060313* 

50-331 

P 

NUREO/CR-29S7 

8307180139 

NUREO 


PNL-4390 
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REPORT NUMBER INDEX 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUDJE' 

CATEOl 

NUftEO/CR-2963 

8307180165 

NUREO 





NUflEO/CH-2967 

8307250911 

NUREO 





NUHE0/CR-a970 V02 

8307090133 

NUREO 


8ECV-82-464 

8307260601* 



8307080S96 

NUREO 


SECY-83-232 



NUREO/CR-306! 

8307130147 

NUREO 

PNL-4541 

BECY-83-243 

0307030302 






SECV-93-248 

8307110103 



8307290080 

NUREO 


SECY-B3-267 

8307290969 


NUfiE0/CH-3l33 

8307270319 

NUREO 





NUREO/CR-3142 VOl 

8307120012 

NUREO 


^V-B3-267A 

8307290978 


NUREO/CR-3142 V02 

8307120009 

NUREO 


SNA 13701.092003 V03 

83072901 18* 



8307120016 

NUREO 


SNA 13701. 09R003 VOS 

8307220411* 






SKA 13703. 01R003 R03 

8307180307* 



8307080390 

NUREO 

SAN0B3-O639 

8MI1-6982 

8307060383* 



8307130365 

30-313 





NURE0/CR-32S0 

B307120018 

NUREO 

PNU-4700 

TER-C9906-130 

8306140199* 



8307080992 

NUREO 

ANL-B3-37 

TER-C9906-3g0/391 R1 

8306100146* 



8307150136 

NUREO 

ORNL/TM-8702 

TER-C9906-3S2 SRFT 

8307120149* 






TER-C9906-382/3a3 DR 

8307070382* 



8307110124 

NUREO 


■reR-C0906-3e6/3B7 

8306060293* 


NURE0/CR-333S 

8307080602 

NUREO 





NUREa/CR-3396 

8307150137 

NUREO 


TER-C9906-398 



NURE0/CR-33S7 

8307190149 

NUREO 


TH-109 



NUREO/CR-3363 VOl 

8307190464 

NUREO 

TS-a3l-I 

TR-8633-3 

8307010100* 










8307190457 

NUREO 

TS-031-II 

TVA-TR79-1 R06 

8307220316 



8307190035» 

71-9332 





PE-4S2 

830 70602601 

30-308 

A 

VEP-N08-4 




83071 100640 

30-261 

P 

VEP-m3-6 



PEI-TH-e3-6-aB 

8307110077* 

50-261 

P 

|MPl>-LP<CE)-296 

8307290367* 






UAPD-fiStCCl ROl 

8307290370* 



83071902240 

30-344 

P 

MCAP-10217-A 




83072002050 

50-361 





04-014 RB 

83072903750 

71-496 

22938 

WCAP-10230 

8307110299* 



83072005260 

FOtA 


UCAP-10»6 

8307190297* 



B3O7120637O 

30-449 

A 

WCAP-1029a-A 

83070B0314* 






UCAP-10337 




82092003580 

50-338 

0 

XN-NF-IA R06 




82100401800 

30-219 






83071402060 

30-322 

A 

XN-NF-83-aa 

8307010197* 



B3O722024OO 





SECY-8 a-306 

82080403240 

FOIA 






OTHER REPORT 
NUMBER 


IEB-82-03 


TAG 46840 
TAG 46736 
TAG 07988 
TAG 07727 
tAC 08077 

TAG 07716 


410 

409 

NRF830449B 


AEP; NRG: 09140 



CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document the date 
issued, and the category enables locating the title listing of 
the enclosure. 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8306170422 

8306170412 

83/06/13 

50-397 

0 

8306240037 

8307050333 

83/06/21 

50-373 

P 

8306240426 

8307200390 

83/07/08 

50-447 

D 

8306240435 

8306240435 

83/03/22 

50-445 

F 

8306280580 

8306280576 

83/06/15 

50-445 

I 

8306280588 

8306280576 

83/06/15 

50-445 

1 

8306280593 

8306280576 

83/06/15 

50-445 

I 

8306280600 

8306280576 

83/06/15 

50-445 

I 

8306280603 

8306280576 

83/06/15 

50-445 

I 

8306280604 

8307270023 

83/07/12 

(JEN TEC 

IS 

8306280607 

8306280576 

83/06/13 

50-445 

I 

8306290594 

8307150256 

83/07/13 

PR 


8306290600 

8307150256 

83/07/13 

PR 


8306290603 

8307150256 

83/07/13 

PR 


8306290605 

8307150256 

83/07/13 

PR 


8307010005 

8307010002 

83/06/14 

50-410 

0 

8307010012 

8307010007 

83/06/14 

50-272 

Q 

8307010021 

8307010014 

83/06/15 

50-322 

a 

8307010023 

8307010018 

83/06/28 

50-387 

a 

8307010025 

8307010016 

83/06/17 

50-219 

a 

8307010032 

8307010029 

83/06/15 

50-410 

a 

8307010036 

8307010029 

83/06/15 

50-410 

0 

8307010043 

8307010035 

83/06/14 

50-322 

a 

8307010047 

83070 1 0038 

83/06/17 

50-309 

a 

8307010048 

8307010040 

83/06/16 

50-220 

8 

8307010051 

8307010044 

83/06/30 

TOPREP 


8307010056 

8307010052 

83/06/28 

50-219 

a 

8307010064 

8307010061 

83/06/17 

70-1201 


8307010080 

8307010072 

83/06/15 

50-245 

a 

8307010098 

8307010089 

83/06/27 

50-271 

a 

8307010100 

8307010091 

83/06/30 

50-322 

R 

8307010109 

8307010096 

83/06/14 

50-334 

a 

8307010123 

8307010104 

83/06/24 

50-263 

p 

8307010131 

8307010125 

83/06/24 

70-698 


8307010146 

8307010139 

83/06/14 

50-271 

0 

8307010149 

8307010144 

83/06/24 

50-282 

p 

8307010153 

8307010144 

83/06/24 

50-282 

p 

8307010157 

8307010144 

83/06/24 

50-282 

p 

8307010161 

8307010152 

83/06/14 

50-352 

0 

8307010167 

8307010155 

83/06/14 

50-245 

0 

8307010173 

8307010169 

93/06/30 

50-341 

K 

8307010174 

8307010166 

83/06/22 

50-424 

A 

8307010175 

8307010169 

83/06/30 

50-341 

K 

8307010179 

8307010176 

83/06/29 

50-322 

A 

8307010183 

8307010166 

83/06/22 

50-424 

K 

8307010184 

8307010172 

83/06/29 

50-470 

A 

8307010187 

8307010182 

83/06/28 

50-348 

P 

8307010189 

8307010166 

83/06/22 

50-424 

K 

8307010190 

8307010185 

83/06/30 

50-352 

K 

8307010191 

8307010166 

83/06/22 

50-424 

K 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7905150698 

8307210054 

83/03/07 

FOIA 


8103300508 

8307290467 

83/05/18 

FOIA 


6206030682 

8307250020 

83/05/05 

50-272 

S 

8208040324 

0307290442 

83/OS/ie 

FOIA 


8209200358 

8307060160 

83/06/20 

50-330 

Q 

8210040160 

8307060309 

83/06/2B 

50-219 

0 

8210190031 

8210190028 

82/10/01 

50-331 

F 

8210190034 

8210190028 

82/10/01 

50-331 

F 

8210290407 

8307260111 

B3/05/1 1 

FOIA 


8302040562 

8208060366 

82/07/20 

50-387 

P 

8303220392 

8307180312 

83/06/27 

TOPREP 


8304140030 

8307260516 

83/07/11 

50-332 

A 

8304140613 

8211030140 

82/10/03 

50-447 

A 

8304200084 

S307260S16 

03/07/11 

50-322 

A 

8304200163 

8307150256 

03/07/13 

PR 


8304200521 

8307140302 

83/06/24 

50-369 

0 

8304200525 

8307140302 

83/06/24 

50-369 

Q 

8304200529 

8307140302 

83/06/24 

50-369 

Q 

8304270394 

8307260516 

83/07/1 1 

50-322 

A 

6304290048 

8307260516 

83/07/11 

50-322 

A 

6305050085 

8307260516 

83/07/11 

50-322 

A 

B3050S033B 

8307260516 

83/07/11 

50-322 

A 

8305060655 

8307260516 

83/07/1 1 

50-322 

A 

8305100010 

8305100008 

03/05/02 

50-348 

8 

8305100111 

8305100103 

83/05/04 

50-280 

P 

8305120551 

8305120547 

03/05/09 

CONTRACT 


8305230444 

8305230439 

03/05/09 

50-366 

S 

B30S2S05SS 

8307200344 

03/06/14 

50-317 

P 

8305250564 

8307200344 

83/06/14 

50-317 

P 

8305260333 

8307260516 

83/07/11 

50-322 

A 

8305260339 

8307260516 

83/07/11 

50-322 

A 

6305270627 

8305270612 

83/04/25 

50-269 

a 

8305270630 

0305270612 

83/04/25 

50-269 

Q 

8305270636 

8305270612 

83/04/25 

50-269 

0 

8305270643 

0305270612 

83/04/25 

50-269 

a 

8306020348 

8307250528 

83/06/29 

50-286 

p 

8306060295 

8307180026 

83/06/27 

50-234 

p 

8306080369 

8307260516 

83/07/1 1 

50-322 

A 

8306080373 

8307260516 

83/07/11 

50-322 

A 

8306080379 

8307260516 

03/07/11 

50-322 

A 

8306080383 

8307260516 

83/07/11 

SO-322 

A 

8306080387 

8307260516 

83/07/1 1 

50-322 

A 

8306080390 

8307260516 

83/07/11 

50-322 

A 

8306080394 

8307260516 

83/07/11 

50-322 

A 

8306100146 

8307130303 

03/07/11 

50-237 

P 

8306140199 

8307070495 

83/06/10 

30-286 

Q 

8306140436 

8307290466 

83/07/18 

30-344 

P 

8306160022 

8306160016 

83/06/06 

50-205 

F 

8306160669 

8307090096 

83/06/27 

50-331 

P 

8306170416 

8306170412 

83/06/13 

50-397 

0 
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CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUHQER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

B307010192 

83070101SS 

63/06/30 



S307010193 

6307010163 

63/06/30 



8307010194 

6307010166 




8307010196 

6307010198 

83/06/29 



B307010197 

6307010166 

63/06/22 

30-424 

K 

8307010196 

8307010193 

63/06/29 



6307010201 

6307010193 

63/06/29 



6307010204 

6307010166 

83/06/22 



6307010203 

6307010166 

63/06/22 

30-424 


6307010209 

6307010166 

63/06/22 

50-424 

K 

9307010210 

6307010166 

83/06/22 



9307010213 

8307010166 

63/06/22 



9307010214 

6307010166 

83/06/22 



9307010213 

6307010166 

63/06/22 

30-424 


6307010216 

6307010166 

63/06/22 

50-424 

K 

8307010217 

8307010166 

83/06/22 



9307010219 

6307010166 

83/06/22 

30-424 

K 

9307010220 

6307010166 

63/06/22 



9307010221 

6307010166 

63/06/22 

50-424 


9307010222 

6307010166 

83/06/22 

30-424 

K 

6307010223 

6307010166 

63/06/22 



6307010223 

6307010166 

63/06/22 

30-424 


6307010226 

8307010166 

63/06/22 



6307010227 

8307010166 

63/06/22 

30-424 


8307010226 

6307010166 

63/06/22 

30-424 

K 

6307010230 

8307010166 

83/06/22 



6307010231 

8307010166 

63/06/22 

30-424 


8307010233 

8307010166 

63/06/22 

30-434 


□307010234 

8307010166 

63/06/22 

80-424 


6307010233 

8307010166 

63/06/22 

30-424 

K 

6307010237 

8307010166 

63/06/22 

30-424 


6307010236 

8307010166 

83/06/22 



6307010239 

8307010166 

63/06/22 

30-424 


6307010241 

8307010166 

83/06/22 

50-424 

R 

6307010242 

8307010166 

83/06/22 

30-424 

K 

6307010244 

8307010166 

83/06/22 

30-424 

K 

6307030008 

8307030002 

63/06/21 



8307030012 

8307030007 

63/06/29 

SO-ISS 


B3070S0017 

8307050006 

03/06/26 

30-329 

R 

8307030020 

830703001 1 

63/06/29 

30-434 

0 

8307030029 

8307050023 

63/06/30 

50-333 

F 

8307030032 

8307050011 

63/06/29 



8307030033 

8307030024 

63/06/28 

80-373 


8307050034 

S3070S0023 

63/06/30 

50-333 


8307030061 

8307150236 

83/07/13 

PR 


8307030062 

8307030054 

83/06/22 



8307030063 

B307OS00S7 

83/06/27 

50-412 


B30703006B 

8307030034 

63/06/22 

50-315 

6 

8307050079 

8307030072 

63/06/30 



B3070300B9 

8307030061 

63/06/26 

70-23 


8307030094 

8307030084 

63/06/30 

30-367 


6307030096 

8307050092 

83/07/01 

50-282 


9307080102 

8307050092 

63/07/01 

30-262 


9307030110 

8307050100 

63/06/27 

30-247 


9307030111 

8307030101 

63/06/27 

30-329 

H 

9307050116 

8307030100 

83/06/27 

30-247 

H 

8307030121 

8307050119 

83/06/16 



8307030129 

8307030119 

63/06/16 

30-267 


8307030137 

8307030134 

63/06/30 

30-275 

R 

8307030136 

0307030132 

63/06/15 

30-443 

Q 

8307030141 

8307030136 

63/06/23 

50-397 

E 

6307030143 

8307030134 

03/06/30 

30-273 

R 

6307030149 

8307030134 

63/06/30 

30-273 


6307050131 

9307030136 

63/06/23 

30-397 

E 

6307030134 

8307OS0I4S 

83/06/24 

30-269 

P 

S3070S0136 

8307030136 

63/06/23 

30-397 

E 

8307030160 

8307030136 

63/06/23 

30-397 


B3070S0161 

9307030143 

63/06/24 

50-289 

P 

8307030162 

9307030152 

83/03/03 

80-247 

P 

8307030163 

03O7OSOI36 

63/06/23 

50-397 

E 

8307090166 

8307030136 

63/06/89 

50-416 

Q 

8307090167 

8307030136 

63/06/23 

30-397 

E 

8307090169 

8307030132 

63/03/03 

80-247 

P 

8307090173 

8307050136 

63/06/23 

30-397 

E 

8307090178 

8307030136 

63/06/29 

30-416 

0 

6307030161 

9307030138 

83/06/29 

30-416 

0 

8307030166 

8307030164 

83/06/26 

50-329 

K 

8307030197 

6307050193 

83/06/26 

70-2974 


8307090203 

6307080190 

83/06/27 

50-400 

0 

8307090213 

6307030210 

63/06/24 

50-373 

R 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

6307030213 

6307030210 

63/06/24 

30-373 

R 

6307030217 

6307030212 

63/06/30 

30-462 

0 

8307050218 

8307030210 

63/06/24 

30-373 

R 

6307030220 

8307030210 

83/06/24 

30-373 

R 

8307050223 

6307030210 

83/06/24 

30-373 

R 

8307030223 

8307030210 

63/06/24 

80-373 

R 

6307030226 

8307030211 

63/06/30 

30-326 

E 

6307030229 

8307030210 

63/06/24 

30-373 

R 

6307030233 

6307030210 

63/06/24 

30-373 

R 

8307030233 

6307030210 

63/06/24 

30-373 

fl 

6307030236 

8307030231 

83/06/27 

50-261 

0 

6307030239 

8307030210 

63/06/24 

30-373 

R 

8307050247 

8307030244 

63/06/29 

30-329 

0 

S3070S02S1 

B3070S0244 

63/06/29 

30-329 

0 

6307030233 

0307030243 

83/06/30 

30-273 

R 

63070302S7 

6307050234 

63/07/01 

30-289 

0 

6307030262 

83070d0249 

83/06/23 

30-10 

Q 

8307030293 

6307030264 

63/03/06 

CONTRACT 

8307030321 

8307080317 

63/04/23 

CONTRACT 

9307030327 

0307030326 

63/06/13 

71-3937 


6307030326 

6307030324 

63/06/20 

CONTRACT 


6307030343 

6307030342 

83/06/17 

30-262 

P 

9307030337 

6307030333 

83/06/13 

PRQJ 


8307030374 

6307030367 

83/06/13 

PH 


8307030376 

8307030371 

83/06/10 

30-266 

P 

8307030376 

8307030367 

63/06/13 

PR 


8307030427 

6307030421 

63/06/14 

HI6C 


6307030433 

6307030449 

63/06/17 

30-247 

Q 

6307050438 

0307030457 

63/06/17 

30-272 

F 

8307030463 

6307030437 

03/06/17 

30-272 

F 

B3070S0496 

8307030493 

83/06/03 

CONTRACT 


83O7OS0SOS 

8307030301 

83/06/27 

30-436 

6 

6307030327 

8307030322 

83/06/24 

REVIEU ORP 

6307030330 

9307030322 

63/06/24 

REVIEW ORP 

6307030334 

8307050322 

63/06/24 

REVIEW ORP 

8307060019 

0307060013 

63/06/06 

30-263 

a 

6307060023 

6307060016 

63/07/01 

QA999 


8307060023 

6307060013 

83/06/17 

30-326 

6 

8307060029 

8307060022 

83/06/20 

30-244 

a 

8307060037 

8307060030 

83/06/30 

30-293 

6 

6307060040 

8307060033 

83/06/30 

30-283 

Q 

9307060043 

6307060033 

63/06/21 

30-443 

A 

6307060046 

6307060030 

63/06/30 

30-293 

Q 

6307060093 

83070600B7 

83/06/29 

QA999 


6307060100 

6307060096 

63/06/06 

QA999 


6307060104 

6307060096 

63/06/06 

0A999 


8307060106 

0307060099 

63/06/29 

80-341 

Q 

6307060109 

6307060103 

83/06/24 

QA999 


6307060110 

0307060101 

83/06/30 

30-416 

1 

6307060112 

6307060096 

63/06/06 

QA999 


6307060113 

6307060101 

83/06/30 

50-416 

1 

8307060116 

6307060099 

63/06/29 

30-341 

0 

6307060124 

6307060117 

83/06/20 

50-271 

Q 

6307060127 

6307060121 

83/06/30 

30-400 

K 

8307060133 

8307060071 

B3/06/29 

30-327 

R 

8307060134 

6307060131 

93/06/20 

30-316 

0 

6307060136 

8307060131 

63/06/20 

30-316 

0 

6307060140 

6307060136 

63/06/30 

30-336 

K 

6307060141 

9307060133 

63/03/04 

50-263 

Q 

6307060133 

B307060I4S 

83/06/30 

30-443 

6 

6307060174 

9307060160 

83/06/20 

30-336 

Q 

6307060176 

8307060160 

83/06/20 

30-338 

0 

6307060160 

8307060178 

83/07/01 

30-273 

F 

6307060183 

8307060162 

83/06/30 

30-423 

0 

8307060183 

6307060162 

83/06/30 

30-423 

Q 

6307060167 

6307060164 

63/06/29 

30-244 

P 

6307060189 

6307060186 

63/06/09 

aA999 


6307060192 

6307060168 

63/06/09 

QA999 


6307060199 

6307060196 

83/07/01 

50-278 

P 

6307060202 

8307060196 

63/07/01 

50-273 

P 

8307060212 

8307060207 

63/06/30 

50-261 

0 

8307060213 

6307060209 

63/06/30 

50-250 

P 

6307060213 

6307060210 

83/06/01 

QA999 


6307060221 

8307060210 

83/06/01 

aA999 


6307060232 

6307060228 

83/06/24 

50-397 

8 

8307060233 

6307060230 

63/06/30 

50-260 

P 

8307060237 

6307060226 

83/06/24 

50-397 

8 

6307060243 

9307060236 

63/06/17 

50-224 

0 

6307060246 

9307060241 

63/06/30 

50-362 

Q 

B307060260 

8307060233 

63/06/13 

50-506 

A 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUHDER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENr 

ISSUED 

CATEOORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

6307060264 

8307060297 

Sa/06/’30 

90-482 

F 

0307070484 

8307070480 

03/06/24 

CONTRACT 


6307060267 

8307060249 

83/06/30 

90-331 

P 

0307070490 

83070704BS 

83/06/27 

CONTRACT 


6307060281 

8307060274 

83/07/01 

0A999 


0307070904 

0307070499 

83/06/10 

90-286 

0 

6307060289 

8307060249 

83/06/30 

90-331 

P 

8307070906 

8307070903 

83/06/03 

CONTRACT 


6307060288 

8307060280 

83/06/30 

90-482 

S 

0307070997 

0307070594 

83/06/24 

90-321 

P 

830706028? 

8307060283 

83/06/29 

QA999 


8307070902 

0307190399 

83/06/30 

90-266 

P 

6307060291 

8307060282 

83/06/29 

90-313 

o 

0307000012 

0307000009 

83/06/22 

90-494 

Q 

8307060293 

8307060249 

83/06/30 

90-331 

p 

0307000014 

0307080009 

83/06/22 

90-494 

0 

8307060294 

8307060179 

83/06/29 

90-199 

p 

8307000019 

0307000015 

83/07/09 

90-409 

0 

8307060299 

8307060287 

83/09/17 

90-321 

o 

8307000023 

0307080021 

83/06/24 

50-263 

0 

8307060303 

8307060296 

83/06/20 

90-299 

o 

0307090026 

8307080021 

83/06/24 

50-263 

Q 

8307060306 

8307060249 

83/06/30 

90-331 

p 

6307000204 

8307080198 

83/06/30 

50-282 

K 

8307060313 

8307060249 

83/06/30 

90-331 

p 

0307000290 

8307000236 

83/06/24 

90-312 

P 

8307060318 

8307060309 

83/06/28 

90-219^ 

o 

8307000263 

0307000294 

83/06/13 

90-294 

Q 

8307060322 

8307060309 

83/06/28 

90-219 

Q 

8307000284 

8307000278 

83/06/23 

90-398 

Q 

8307060324 

8307060319 

83/06/20 

90-282 

O 

6307000289 

8307000286 

83/06/24 

90-341 

a 

8307060328 

8307060319 

83/06/20 

90-282 

a 

0307000290 

8307080203 

83/07/05 

90-461 

0 

8307060330 

8307060326 

83/06/09 

0A999 


6307000292 

8307080286 

83/06/24 

90-341 

0 

8307060336 

8307060326 

83/06/09 

QA999 


8307000309 

8307080304 

83/06/24 

TOPREP 


8307060341 

8307060337 

83/06/02 

0A999 


8307000311 

8307080306 

83/07/07 

90-249 

p 

8307060344 

8307060339 

83/07/01 

90-440 

o 

8307000314 

8307080304 

83/06/24 

TOPREP 


8307060347 

8307060337 

83/06/02 

0A999 


8307000321 

8307080299 

83/06/22 

90-299 

p 

8307060390 

8307060349 

83/06/03 

OA999 


8307000322 

8307080316 

83/06/20 

TOPREP 


8307060392 

8307060346 

83/06/30 

90-321 

a 

8307000329 

8307080316 

83/06/20 

TOPREP 


8307060396 

8307060349 

83/06/30 

90-329 

a 

8307090331 

8307080299 

83/06/22 

50-461 

A 

8307060360 

8307060393 

83/06/06 

0A999 


8307000334 

8307080329 

83/06/30 

90-374 

Q 

8307060369 

8307060398 

83/06/02 

QA999 


8307080337 

8307080299 

83/06/22 

90-286 

P 

8307060366 

8307060399 

83/06/20 

71-496 


8307080338 

8307080329 

03/06/30 

90-374 

0 

8307060369 

8307060363 

83/06/30 

90-142 

0 

8307080341 

8307080299 

03/06/22 

90-286 

P 

8307060374 

8307060398 

83/06/02 

QA999 


8307080348 

8307080344 

83/07/09 

disc 


8307060380 

8307060373 

83/06/21 

90-309 

p 

8307080390 

8307080342 

83/06/30 

90-922 

D 

8307060382 

8307060398 

83/06/02 

QA999 


8307080392 

8307080299 

83/06/22 

90-277 

P 

8307060384 

8307060376 

83/06/19 

90-312 

F 

8307080398 

8307080299 

83/06/22 

90-259 

P 

8307060386 

8307060383 

83/06/30 

90-400 

9 

8307080366 

8307080299 

03/06/22 

90-29 

P 

6307060386 

8307060389 

03/06/24 

TOPREP 


8307080371 

8307080368 

83/06/30 

90-387 

Q 

6307060391 

8307060383 

03/06/30 

90-400 

O 

8307080383 

8307080379 

83/07/09 

90-483 

0 

8307060392 

8307060389 

03/06/13 

90-286 

P 

8307080386 

8307080381 

03/06/29 

90-331 

Q 

8307060399 

8307060396 

03/07/01 

90-398 

o 

8307080396 

8307080387 

83/07/07 

90-299 

P 

6307060403 

8307060396 

03/07/01 

90-398 

9 

0307080399 

8307080387 

83/07/07 

90-295 

P 

8307060409 

8307060397 

03/07/01 

90-279 

0 

0307080409 

8307000402 

83/07/01 

90-348 

K 

8307060406 

8307060383 

83/06/30 

90-400 

9 

8307080407 

0307000404 

83/06/28 

71-9096 


8307060407 

8307060401 

83/06/30 

27-48 


8307000426 

0307000424 

83/07/01 

90-319 

F 

8307060411 

8307060383 

83/06/30 

90-400 

0 

8307000439 

0307000434 

83/07/09 

90-249 

P 

8307060419 

8307060397 

83/07/01 

90-279 

9 

8307000440 

0307080439 

83/06/30 

90-932 

D 

8307060416 

8307060408 

83/06/30 

90-928 

a 

8307000490 

8307080446 

83/06/22 

90-199 

O 

8307060417 

8307060412 

83/06/30 

90-142 

9 

8307000491 

8307080448 

83/07/09 

90-440 

0 

83b7060419 

8307060412 

83/06/30 

90-142 

9 

8307000492 

8307080449 

83/06/30 

90-922 

0 

8307060420 

8307060408 

83/06/30 

90-928 

a 

8307000460 

8307080499 

83/07/01 

70-143 


8307060426 

8307060408 

83/06/30 

90-928 

a 

8307000473 

0307080468 

83/07/06 

50-440 

0 

8307060427 

8307060422 

83/06/19 

90-312 

F 

8307030474 

0307080467 

83/06/0? 

40-6364 


8307060433 

8307060430 

83/06/24 

90-312 

P 

8307000480 

0307080467 

83/06/09 

40-6264 


8307060441 

8307060437 

83/06/30 

90-279 

9 

8307000484 

0307080467 

83/06/0? 

40-6264 


8307060443 

8307060439 

83/06/24 

90-28? 

U 

8307000910 

8307080900 

83/06/24 

90-392 

0 

8307060489 

8307060489 

83/06/23 

UA8TE NOT 

8307000922 

8307080500 

83/06/24 

50-392 

0 

8307060497 

8307060493 

83/06/23 

40-6940 


8307000929 

0307080900 

83/06/24 

90-392 

0 

8307060632 

8307060629 

83/06/21 

90-286 

H 

8307000927 

8307080900 

83/06/24 

50-392 

0 

8307070009 

B 307070003 

83/07/01 

90-328 

P 

8307030991 

8307080947 

83/06/27 

CONTRACT 


8307070011 

8307070003 

83/07/01 

90-328 

P 

8307030963 

8307080997 

83/06/27 

CONTRACT 


8307070013 

8307070006 

83/06/30 

90-397 

A 

8307030999 

8307080983 

83/06/27 

CONTRACT 


8307070033 

8307070031 

83/06/22 

90-302 

P 

8307000609 

8307080609 

83/06/21 

NUREO 


8307070063 

8307070060 

03/06/30 

90-483 

9 

8307000619 

8307080611 

83/06/16 

90-346 

P 

8307070067 

8307070069 

03/07/09 

90-362 

a 

8307080620 

830708061 1 

83/06/16 

90-346 

p 

8307070072 

8307070069 

03/06/16 

90-321 

p 

8307080622 

8307080611 

83/06/16 

90-346 

p 

8307070109 

8307070102 

03/07/06 

90-937 

A 

8307080699 

8307080690 

83/06/24 

90-278 

p 

83070701 17 

8307070100 

03/06/30 

PR 


8307080663 

8307080690 

83/06/24 

90-278 

p 

8307070119 

8307070119 

03/06/24 

90-334 

P 

8307080669 

8307080697 

03/06/23 

71-6406 


8307070124 

8307070122 

03/06/24 

90-299 

P 

8307080676 

8307080672 

03/06/37 

71-9180 


8307070194 

8307070144 

03/06/29 

90-440 

0 

8307090038 

8307090034 

83/06/09 

71-900 


8307070166 

8307070164 

03/07/09 

90-361 

P 

0307090061 

8307090098 

83/06/39 

90-307 

p 

8307070170 

8307070167 

03/07/01 

90-392 

A 

8307090100 

8307090096 

83/06/37 

90-331 

p 

8307070179 

8307070172 

03/06/30 

90-261 

O 

8307110040 

83071 10038 

83/06/28 

90-329 

A 

8307070181 

8307070176 

03/06/27 

90-237 

P 

8307110064 

8307110098 

83/07/01 

90-261 

P 

8307070184 

8307070176 

03/06/27 

90-237 

P 

8307110067 

83071 10063 

83/06/29 

70-1201 


9307070211 

83070701 76 

03/06/27 

90-237 

P 

8307 1 1 0070 

8307110063 

83/06/29 

70-1201 


8307070218 

8307070176 

03/06/27 

90-237 

P 

8307110077 

8307110088 

83/07/01 

90-261 

P 

8307070223 

8307070176 

03/06/27 

90-237 

P 

8307110123 

0307110120 

83/07/01 

90-346 

P 

8307070228 

8307070176 

03/06/27 

90-237 

P 

0307110126 

0307110120 

83/07/01 

90-346 

P 

8307070239 

8307070176 

03/06/27 

90-237 

P 

8307110138 

0307110133 

83/06/23 

90-142 

0 

8307070242 

8307070230 

03/06/08 

90-309 

0 

B307U0146 

8307110139 

83/07/06 

90-494 

0 

8307070408 

8307070404 

83/06/13 

XPQRTLIC 


8307110147 

8307110140 

83/06/29 

70-2990 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

B3071I0U9 

8307110194 

S307I1019S 

8307110164 

8307110163 

8307110168 

830711016? 

8307110176 

8307110184 

8307110187 

8307110197 

8307110200 

8307110209 

8307110220 

8307110229 

8307110233 

8307110237 

8307110293 

8307110260 

8307110264 

8307110269 

8307110266 

8307110270 

8307110273 

8307110276 

8307110279 

8307110287 

8307110289 

8307110292 

8307110293 

8307110299 

8307110297 

8307110302 

8307110312 

8307110321 

8307110328 
83071 10329 
8307110334 
8307110340 
8307110343 

8307110347 

8307110348 

8307110394 

8307110399 

8307110361 

8307110364 
83071 10366 
8307110368 
8307110372 
83071 10377 

8307110381 
8307110388 
83071 103B9 
8307110391 
8307110393 

8307110396 

8307110400 

B3071I0401 

8307110406 

8307110417 

8307110418 

8307110419 

8307110421 

8307110429 

8307110426 

8307110430 
B307I 10433 
8307110434 
8307110438 
8307 1 10469 

8307110479 
8307110487 
83071 10903 
0307110909 
8307110918 

8307110926 
8307110939 
8307110963 
8307110964 
83071 10973 


PHINCIPAL 

DOCUMENT 

8307110142 

8307110190 

8307110142 

8307110142 

8307110199 

8307110142 

8307110199 

8307110173 

8307110179 

8307110181 

8307110194 

8307110193 

8307110193 

8307110209 

8307110229 

8307110229 

8307110239 

8307110291 

8307110296 

8307110296 

8307110291 

8307110299 

8307110296 

8307110296 

8307110266 

8307110296 

8307110280 

8307110296 

8307110289 

8307110296 

8307110290 

8307110296 

8307110296 

8307110298 

8307110317 

8307110329 

8307110298 

B307II0329 

8307110333 

8307110339 

8307110333 
8307110339 
8307110392 
83071 10391 
8307110397 

8307110360 

8307110362 

8307110397 

8307110369 

8307110371 

0307110371 

8307110386 

8307110389 

8307110384 

8307110387 

8307110392 

8307110394 

8307110397 

8307110002 

6307110414 

8307110410 

8307110411 

8307110414 

8307110410 

8307110422 

8307110424 

8307110429 

8307110411 

8307110429 

8307110463 

8307110474 

8307110480 

6307110498 

8307260916 

8307110919 

8307110924 

8307110936 

8307110999 

8307110999 

6307110968 


DATE 

ISSUED 

03/07/00 

83/07/06 

83/07/08 

83/07/08 

83/06/24 

83/07/08 

83/06/24 

83/06/24 

83/06/24 

83/09/29 

83/06/24 

83/06/29 

83/06/29 

83/06/24 

83/07/07 

03/07/07 

03/06/29 

83/06/22 

83/07/08 

83/07/08 

83/06/22 

83/06/22 

83/07/00 

83/07/08 

83/07/06 

83/07/08 

83/06/24 

83/07/08 

83/07/01 

83/07/08 

83/07/09 

83/07/08 

03/07/08 

83/07/08 

83/06/24 

83/06/24 

83/07/08 

83/06/24 

83/06/29 

83/06/24 

83/06/29 

83/06/24 

83/07/06 

83/06/22 

83/06/24 

83/07/06 

83/06/22 

83/06/24 

83/06/22 

83/07/07 

83/07/07 

83/06/24 

83/07/01 

83/07/01 

03/07/07 

83/06/23 

83/07/01 

83/06/23 

83/07/11 

83/06/22 

83/06/22 

83/07/06 

83/06/22 

83/06/22 

83/06/22 

83/06/27 

83/07/06 

83/07/06 

83/07/06 

83/06/24 

83/06/24 
83/07/06 
83/06/24 
03/07/ 1 1 
83/09/26 

83/09/02 

83/06/22 

83/06/24 

83/06/29 

83/06/28 


SUBJECT 

CATEOORV 

90-937 T 
90-329 0 

90-937 T 
90-937 T 
90-338 F 

90-937 T 
90-338 F 
90-321 F 
90-280 F 
70-1191 

50-346 F 
90-316 S 
90-316 S 
90-294 F 
90-333 P 

90-333 P 
90-312 P 
90-309 0 

90-413 0 

90-413 O 

50-309 a 
90-220 d 
90-413 0 

90-413 e 
90-461 9 

90-413 e 
SO-322 0 

90-413 0 

90-412 Q 
50-413 0 

90-315 P 
90-413 e 
90-413 e 
REVIEU GRP 
90-397 F 

90-309 F 
REVIEU ORP 
90-309 F 
90-313 S 
90-266 F 

90-319 a 

90-266 F 
90-403 Q 
70-1703 
90-290 F 

90-483 0 

90-334 a 
90-290 F 
90-97 a 
90-373 S 

50-373 S 
90-247 0 

90-271 0 

70-1297 
PB 

90-320 a 
90-333 0 

90-166 0 

90-279 P 
90-333 a 

90-286 Q 
90-373 0 

90-333 Q 
90-286 0 

00-443 a 

90-946 0 

90-286 P 
90-373 Q 
90-286 P 
90-220 0 

90-280 F 
90-266 Q 
90-271 0 

90-322 A 
70-139 

70-371 
90-244 Q 
90-409 F 
00-329 A 
00-361 P 


ENCLOSURE 

0307110979 
83071 10086 
8307110989 
8307110999 
8307110612 

8307110726 

8307110727 

8307120007 

8307120011 

0307120013 

8307120027 

0307120031 

8307120032 

8307120037 

8307120040 

8307120043 

8307120044 

8307120046 

8307120048 

8307120090 

B307120092 

8307120064 

8307120068 

8307120073 

8307120083 

8307120101 

8307120128 

8307120149 

8307120149 

8307120168 

8307120176 

8307120188 

8307120193 

8307120197 

8307120203 

8307120204 

8307120209 

8307120209 

8307120211 

B30712021S 

8307120220 

8307120221 

8307120224 

8307120226 

8307120227 

8307120230 

8307120232 

8307120233 

S30712023S 

8307120236 

8307120237 

8307120242 

8307120246 

8307120247 

8307120248 

8307120259 

8307120271 

8307120280 

8307120282 

8307120284 

8307120293 

8307120300 

8307120303 

8307120308 

8307120313 

8307120314 

8307120327 

8307120329 

8307120333 

8307120334 

8307120338 

8307120347 

8307120392 

8307120361 

8307120367 

8307120369 

8307120377 

8307120392 

8307120399 

8307120401 


PRINCIPAL 

DOCUMENT 

83071 10570 
8307110970 
8307110970 
8307110999 
03071 10607 

8307110723 

8307110723 

8307120006 

8307120010 

8307120010 

6307120023 

8307120029 

8307120023 

8307120029 

8307120033 

8307120039 

8307120033 

8307120042 

8307120042 

8307120049 

8307120091 

8307120098 

8307120062 

B307I20069 

8307120080 

8307120096 

8307120129 

8307120137 

8307120146 

8307120196 

8307120196 

8307120196 

8307120196 

8307120196 

8307120196 

8307120201 

B307I2019S 

8307120201 

8307120196 

8307120212 

8307120196 

8307120212 

8307120213 

8307120218 

8307120214 

8307120223 

8307120196 

8307120223 

8307120231 

8307120223 

8307120228 

8307120240 

8307120228 

8307120240 

8307120249 

8307120299 

8307120266 

8307120266 

8307120270 

8307120279 

8307120290 

8307120299 

8307120296 

8307120302 

8307120309 

8307120311 

8307120324 

8307120328 

8307120330 

8307120328 

8307120337 

8307120342 

8307120342 

8307120356 

8307120390 

8307120364 

8307120366 

8307120386 

8307120397 

8307120400 


DATE 

ISSUED 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

83/06/06 

83/06/06 

83/06/27 

83/06/14 

83/06/14 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

03/06/24 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

83/06/24 

83/07/08 

83/06/24 

83/06/23 

83/06/23 

83/07/08 

83/07/08 

83/07/08 

83/07/08 

83/07/08 

03/07/08 

83/06/13 

83/07/01 

03/06/13 

83/07/08 

83/06/13 

03/07/08 

03/06/13 

83/06/30 

83/06/17 

83/07/06 

83/06/13 

83/07/08 

83/06/13 

83/07/01 

83/06/13 

83/07/09 

83/06/19 

83/07/09 

83/06/19 

83/07/01 

83/09/23 

83/06/28 

03/06/28 

83/07/08 

83/06/09 

83/06/17 

83/06/17 

83/06/30 

03/07/01 

83/06/22 

03/07/08 

83/06/24 

83/06/17 

83/07/07 

03/06/17 

83/07/08 

83/07/07 

83/07/07 

83/07/06 

83/07/07 

83/07/09 

83/06/27 

83/07/01 

83/06/30 

83/07/08 


SUBJECT 

CATEGORY 

90-324 F 
90-324 F 
90-324 F 
90-289 F 
90-319 F 

40-1341 
40-1341 
90-263 a 
90-482 a 
90-482 a 

90-286 F 
90-244 F 
90-286 F 
90-244 F 
90-259 F 

90-317 F 
90-299 F 
90-302 F 
90-302 F 
90-299 F 

90-209 F 
90-304 F 
90-294 F 
90-289 F 
90-317 F 

70-1399 
90-294 P 
90-294 F 
90-331 P 
90-937 T 

90-937 T 
90-937 T 
90-937 T 
90-937 T 
90-937 T 

QA999 
90-220 K 
QA999 
00-937 T 
aA999 

90-937 T 
QA999 
70-1143 
aA999 
90-289 a 

QA999 
90-937 T 
aA999 
90-247 Q 
QA999 

90-346 P 
90-313 0 

90-346 P 
90-313 a 
90-329 A 

90-267 a 
90-319 a 
90-319 a 
90-341 E 
aA999 

aA999 

0A99? 

90-929 8 

90-338 P 
90-397 E 

90-309 R 
90-279 R 
QA999 
90-392 A 
0A999 

90-261 Q 
90-320 P 
90-320 P 
90-338 P 
90-322 0 

90-266 P 
90-920 8 

90-280 F 
PROJ 

90-319 P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


AcceasioN number 


PRINCIPAL 
ENCLOSURE DOCUMENT 

8307120413 8307120411 
8307120414 8307120409 
8307120419 8307120411 
8307120426 8307120381 
8307120430 8307120429 

8307120432 8307120429 
8307120438 8307120439 
8307120439 8307120434 
8307120446 8307120439 
8307120447 8307120440 

8307120491 8307120449 
8307120494 8307120449 
8307120497 8307120493 
8307120462 8307120493 
8307120464 8307120496 

8307120469 8307120460 
8307120472 8307120496 
8307120479 8307120463 
8307 1 20476 8307 120471 
8307120489 8307120482 

8307120492 8307 120487 
8307 1 20494 8307 120488 
8307120497 8307120487 
8307120498 8307120480 
8307120909 8307120486 

8307120906 8307120902 
8307120908 8307120903 
8307120919 830712091 1 
8307 120922 8307 120912 
8307120923 8307120914 

8307120931 8307120920 
8307120937 8307120932 
8307120942 8307120938 
8307120947 0307120938 
8307120949 B307I20941 

8307120991 8307120540 
8307120964 8307120960 
8307120966 8307120961 
8307120967 8307120963 
8307 1 20968 8307 120998 

8307120970 8307120960 
8307120980 8307120974 
8307120984 8307120974 
8307120990 8307120976 
8307120994 8307120976 

8307120996 8307120993 
8307120601 8307120993 
8307 1 20606 8307 1 20993 
8307 120607 8307 1 20600 
83071206 1 0 8307 120600 

8307120616 8307120993 
8307120624 8307120612 
8307120626 8307120617 
8307120637 8307120631 
8307 1 3002 1 6307 1 300 1 8 

8307 1 30022 8307 1 300 1 7 
8307130029 8307130018 
8307130036 8307130030 
830713004 9 8307 1 30039 
8307130074 B307130072 

8307130082 8307130080 
8307130112 0307130104 
8307130118 8307130104 
8307130 129 830729004 9 
8307130182 8307130181 

8307130202 8307 130198 
8307130206 8307130198 
8307130213 8307130198 
8307 1 302 1 4 8307 1 30207 
830713021 9 8307 130211 

8307130224 8307 130198 
8307 1 30241 8307 1 3023 1 
8307130293 8307 1 3023 1 
8307130260 8307 1 30294 
8307130261 8307130231 

8307130269 8307130269 
8307130281 8307130278 
8307 1 30284 83071 30280 
8307130286 8307130278 
8307130289 8307130282 


DATE SUBJECT 

ISSUED CATEOaRV 

83/07/08 90-346 P 

83/06/17 90-298 0 

83/07/08 90-346 P 

83/07/08 90-322 0 

83/06/06 90-382 Q 

83/07/09 90-249 9 

83/07/09 90-269 P 

83/07/07 90-373 0 

83/07/09 90-269 P 

83/09/23 90-382 9 

83/07/08 90-316 P 

83/07/01 90-289 9 

83/06/17 QA999 

83/06/17 0A999 

03/07/01 90-387 9 

83/07/01 90-209 9 

83/07/01 90-387 0 

83/07/08 90-334 9 


83/07/01 

90-402 

Q 

83/07/01 

90-289 

Q 

83/09/18 

90-289 

Q 

83/06/19 

90-482 

a 

83/09/18 

90-289 

0 

03/06/19 

90-482 

a 

83/09/16 

90-498 

a 

83/06/22 

90-403 

0 

03/07/06 

90-392 

a 

83/06/20 

90-312 

Q 

83/06/24 

90-279 

0 

83/06/14 

90-289 

0 

83/06/09 

90-498 

0 

83/06/29 

90-397 

0 

83/06/28 

90-263 

0 

83/06/28 

90-263 

Q 

83/06/27 

90-920 

a 

83/06/27 

30-361 

Q 

83/06/23 

90-928 

a 

83/07/01 

90-338 

p 

83/07/07 

90-247 

e 

83/06/20 

90-928 

0 

83/06/23 

90-928 

0 

83/06/28 

90-398 

a 

83/06/28 

90-398 

0 

83/06/22 

90-348 

8 

83/06/22 

90-348 

S 

83/07/07 

90-322 

0 

83/07/07 

90-322 

0 

83/07/07 

90-322 

0 

83/06/24 

90-319 

F 

83/06/24 

90-319 

F 

83/07/07 

50-322 

0 

83/06/24 

90-409 

F 

83/07/06 

90-309 

Q 

83/06/10 

90-449 

A 

83/06/28 

90-329 

P 

83/06/29 

71-9641 


83/06/28 

90-329 

P 

83/07/07 

71-900 


83/06/29 

71-499 


83/07/08 

90-279 

0 

83/07/07 

90-293 

P 

83/06/28 

90-369 

P 

83/06/28 

90-369 

P 

83/07/21 

90-272 

s 

83/06/27 

XPORTLIC 

83/07/08 

90-413 

0 

83/07/08 

90-413 

9 

83/07/00 

90-413 

<3 

83/07/08 

90-279 

R 

83/07/11 

90-937 

T 

83/07/08 

90-413 

0 

83/07/08 

90-400 

0 

83/07/08 

90-400 

e 

83/07/12 

90-494 

0 

83/07/08 

90-400 

8 

83/07/11 

90-237 

P 

83/07/01 

90-279 

P 

83/07/11 

80-494 

0 

83/07/01 

90-279 

P 

83/07/07 

90-249 

P 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 

8307130290 8307130280 
8307130291 0307130278 
8307130298 8307130270 
8307130302 8307130273 
8307130304 8307130300 

8307130308 8307130303 
8307130310 8307130307 
0307 I 303 13 83071 30309 
8307130317 8307130309 
8307130319 8307130316 

8307130322 8307130309 
0307130329 8307130309 
0307130328 8307130309 
8307130330 8307130309 
8307130331 8307130309 

8307 1 30333 8307 1 30309 
8307130367 8307130369 
8307130383 8307130354 
0307140007 0307140004 
8307140009 8307260134 

8307140030 8307140026 
8307140038 8307140032 
8307140041 8307140039 
8307140044 8307140032 
8307140093 8307140046 

8307 1 40066 8307 140060 
8307140069 8307140064 
8307140073 8307140070 
8307140074 8307140071 
8307 1 40077 8307140072 

8307140080 8307 1 40079 
8307140086 0307140079 
8307140088 8307140083 
8307140089 8307140081 
8307140092 8307140083 

8307140103 8307140097 
8307140106 8307140099 
8307140116 8307140110 
8307140117 8307140112 
8307140119 0307140119 

8307140124 8307140120 
8307140127 8307140121 
8307 140133 8307 140129 
8307140139 8307140126 
8307140141 8307140131 

8307140194 8307140147 
8307140196 8307140191 
8307140169 8307140198 
8307 140179 8307 140174 
8307140181 8307140176 

8307140182 8307140179 
8307140183 8307140174 
8307140184 8307140169 
8307140189 0307140177 
8307140199 0307140189 

8307140199 8307140193 
8307140206 8307140200 
8307140208 8307140191 
8307140226 8307140221 
8307140228 8307140223 

0307140231 8307 1 40223 
8307140233 0307140232 
0307140234 8307140223 
8307140239 0307140232 
8307140236 0307140223 

8307140242 8307140238 
8307140249 0307140249 
B307140264 8309100108 
8307140268 B307140260 
0307140281 0307140277 

8307140282 8307140274 
0307140283 8307140279 
8307140289 0307140274 
0307140287 8307140274 
8307140291 8307140274 

8307 140299 8307 1 40298 
8307140309 8307 140302 
8307140308 8307140302 
8307140310 8307140302 
0307 1 403 1 9 8307 140313 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

83/07/11 

90-494 

0 

83/07/01 

90-275 

P 

83/07/01 

90-279 

P 

03/07/01 

90-279 

P 

03/07/06 

90-390 

A 

83/07/11 

90-237 

P 

83/07/07 

90-407 

P 

83/07/07 

90-494 

A 

83/07/07 

90-494 

A 

03/07/06 

90-449 

F 

83/07/07 

90-494 

A 

83/07/07 

90-494 

A 

83/07/07 

90-494 

A 

83/07/07 

90-494 

A 

83/07/07 

90-454 

A 

83/07/07 

90-454 

A 

83/06/20 

40-8648 


83/07/01 

90-328 

P 

83/06/28 

50-247 

U 

83/07/20 

90-290 

e 

83/06/22 

90-269 

Q 

03/07/01 

90-329 

0 

83/06/16 

90-299 

Q 

83/07/01 

90-329 

a 

83/06/23 

90-259 

Q 

83/06/13 

90-261 

Q 

83/06/24 

90-390 

Q 

83/06/23 

90-413 

0 

83/07/01 

50-494 

Q 

83/06/24 

90-327 

0 

83/06/30 

90-483 

0 

83/06/29 

90-97 

Q 

83/06/24 

90-250 

a 

83/06/24 

90-261 

Q 

83/06/24 

90-327 

Q 

83/06/24 

90-389 

a 

83/06/27 

70-607 


83/07/06 

90-348 

p 

83/02/29 

90-389 

0 

82/12/01 

CONTRACT 

83/06/21 

90-416 

Q 

83/07/01 

90-272 

H 

83/06/23 

90-413 

Q 

83/06/21 

90-324 

P 

83/06/24 

90-250 

0 

03/O6/J4 

90-339 

0 

83/06/17 

90-290 

Q 

83/07/11 

90-327 

Q 

83/06/30 

90-423 

A 

03/07/01 

80-374 

a 

83/06/30 

50-373 

Q 

83/06/30 

90-423 

A 

83/02/03 

90-364 

0 

03/06/20 

90-424 

Q 

63/06/16 

90-369 

0 


83/06/28 70-143 


83/07/11 90-322 A 
03/06/20 90-250 0 
83/06/30 90-946 Q 


83/06/28 

90-280 

a 

63/06/28 

90-280 

Q 

83/06/28 

90-31 1 

0 

83/06/28 

90-280 

Q 

83/06/28 

90-31 1 

a 

83/06/28 

90-280 

Q 

83/06/30 

90-29 

Q 

83/06/23 

90-424 

0 

83/09/04 

90-280 

p 

83/07/07 

90-266 

p 

83/06/27 

70-364 


83/06/30 

90-389 

0 

83/06/28 

70-1201 


83/06/30 

50-389 

Q 

83/06/30 

90-389 

0 

83/06/30 

90-38? 

Q 

83/07/01 

90-277 

P 

03/06/24 

90-369 

Q 

83/06/24 

90-369 

0 

83/06/24 

90-369 

Q 

83/06/27 

90-220 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLC^URE 

8307140316 

8307140317 

B307I4033I 

8307140327 

8307140330 

8307140339 

8307140341 

8307140344 

8307140349 

8307140349 

8307140390 

8307140391 

B30714039S 

8307140394 

8307140399 


PRINCIPAL 

oocur^Nr 

8307140314 

8307140314 

8307140314 

8307140329 

8307140324 

8307140329 

8307140337 

8307140337 

8307140340 

8307140337 

8307140348 

8307140340 

8307140337 

8307140337 

8307140340 


DATE 

ISSUED 

03/01/09 

83/01/09 

83/01/09 

83/06/28 

83/06/29 

83/07/08 

83/06/30 

B3/06/30 

83/06/27 

83/06/30 

03/07/08 

83/06/27 

83/06/30 

83/06/30 

83/06/27 


SUBJECT 

CATEOORy 


90-261 

50-261 

90-261 

70-1131 

70-1113 

50-322 

90-329 

90-329 

50-327 

90-389 

50-220 

90-327 

50-329 

50-329 

50-327 


8307140337 83/06/30 50-329 

8307140337 83/06/30 50-329 

^7140363 8307140340 83/06/27 50-327 

8307140365 8307140337 83/06/30 50-329 

8307140368 8307140340 83/06/27 50-327 

0307140337 83/06/30 

8307140337 83/06/30 

8307140364 83/06/23 

8307140337 83/06/30 

8307140375 83/02/22 


8307140370 

8307140373 

8307140377 

8307140378 

8307140380 


8307140389 

8307140391 

8307140399 

8307140396 

8307140398 

8307140399 

8307140401 

8307140403 

8307140409 

8307140407 

8307140408 

8307140409 

0307140410 

8307140411 

8307140413 

8307140419 

8307140416 

8307140417 

8307140418 

830714042] 

8307140422 

8307140424 

8307140429 

8307140426 

8307140428 

8307140432 

8307140449 

8307140448 

8307140499 

0307140497 

8307140460 

8307140462 

8307140463 

8307140469 

8307140469 

8307140472 

8307140473 

8307140474 

8307140476 

8307140483 


8307140493 

8307140907 

8307140909 

8307140519 

8307140916 

8307140917 

8307140928 

8307190016 

8307190039 

B3071900M 

8307150040 

8307190042 

8307190046 

8307190048 

8307190049 


8307140381 

8307140386 

8307140390 

8307140371 

8307140394 

8307140389 

8307140393 

8307140371 

8307140394 

8307140394 

8307140393 

8307140404 

8307140406 

8307140394 

8307140393 

8307140412 

8307140414 

8307140412 

8307140393 

8307140414 

8307140176 

8307140420 

8307140419 

8307140423 

8307140423 

8307140419 

8307140440 

8307140444 

8307140492 

9307140490 

8307140496 

8307140490 

8307140499 

8307140499 

8307140499 

8307140467 
8307140467 
6307140467 
8307140467 
8307140481 


50-329 C 
50-329 Q 
70-1201 
90-329 Q 
3ttt» Prog 


8307140487 

8307140501 

8307140504 

8307140906 

8307140912 

®3O714O9O0 

8307140923 

8307190009 

8307190033 

8307190033 

8307190033 

8307190033 

8307190044 

8307190049 

8307190046 


83/07/01 

83/03/30 

83/07/12 

83/04/01 

83/04/01 

83/07/12 

83/07/11 

83/07/12 

83/07/12 

83/07/12 

83/06/24 

83/07/12 

83/06/28 

83/06/28 

83/06/28 

83/06/27 

83/06/27 

83/06/27 

83/06/27 

83/06/16 


83/07/01 

83/07/09 

83/06/24 

83/06/24 

83/06/24 

83/06/16 

83/06/16 

83/07/01 

83/06/30 

83/06/30 

83/06/30 

83/06/30 

83/07/01 

83/06/10 

83/07/01 


50-374 

50-339 

90-409 

70-143 

70-143 

50-409 

50-400 

50-322 

50-142 

50-89 

70-1191 

90-89 

90-394 

50-394 

90-394 

90-321 

50-321 

90-321 

90-321 

CONTRACT 

CONTRACT 

50-272 

90-333 

50-220 

90-293 

CONTRACT 

CONTRACT 

CONTRACT 

71-6679 

71-6679 

71-6679 
71-6679 
80-416 f 
90-389 F 
80-416 f 


ENCLOSURE 

B3O71800S0 

8307190081 

8307130086 

8307180070 

S3O7190074 

B307IS0079 
8307180081 
B3071S0093 
83 07180099 
8307180106 

83 0 7180109 
8307180110 
8307180112 
8307180128 
B3O71S0129 

8307180139 
8307180140 
83 07130149 
8307190148 
8 3 07190169 

0307180171 
83 0 7180179 
83 07190192 
83 0 7180197 
8307180200 


PRINCIPAL 

DOCUMENT 

8307190048 
8307190044 
8307190094 
83071 90068 
8307190073 

8307190073 

8307190079 

8307190089 

8307190097 

8307190103 


DATE 

IBBUEO 

83/06/10 

83/07/01 

03/06/27 

03/07/11 

83/06/27 

83/06/27 

03/07/18 

03/06/27 

03/07/00 

83/07/07 


SUBJECT 

CATEoanv 

90-309 P 
80-416 P 
CONTRACT 
80-293 P 
90-209 0 


90-289 

80-392 

90-317 

90-340 

00-348 


83/06/22 

80-400 

Q 


B3/06/29 

80-286 

0 

8307130202 

83/02/07 

80-239 

p 

8307180203 

83/06/27 

80-244 

Q 

830 7150221 

83/06/27 

80-338 

Q 

8307130222 

8307150249 

83/04/07 

6t«tt Pros 


83/06/29 

50-335 

0 

83O71S02SB 

83/06/27 

50-244 

a 

83 07130269 

83/06/27 

50-339 

a 

6307190283 

83/06/27 

50-333 

0 

6307190284 

8307190286 

83/06/29 

50-333 

a 


B3/06/30 

30-293 

0 

6307190309 

83/06/2S 

50-333 

Q 

03O719O3II 

83/06/27 

50-335 

0 

8307190313 

83/06/29 

50-335 

0 

8307 1 90319 
8307190317 

83/06/30 

50-233 

Q 

83/03/23 

80-302 

0 

8307 1 90318 

83/06/30 

80-233 

0 

8307 1 90324 

83/06/29 

50-335 

0 

8307 1 90327 

83/03/23 

30-302 

Q 

8307190331 


0307190338 
B307190341 
8307190392 
8307190399 
8307 1 90361 

0307190362 

8307190367 

8307190376 

0307190393 

8307190409 

S3071SO417 
8307190422 
03071 90430 
6307190439 
8307190437 

83071 90439 
0307190494 
8307100007 
830718 0013 
83071 80018 

830718 0023 
8307180030 
8307100049 
6307100047 
8307180091 

6307100093 
8307180097 
83071800 9S 
8307100063 
8307100064 

8307100069 

8307180066 

8307180067 

8307180074 

8307100084 


8307190103 

8307190101 

8307190107 

8307190123 

8307190129 

83/07/07 

83/07/11 

83/07/11 

83/07/11 

83/07/08 

SO-348 

90-317 

70-364 

90-293 

6A999 

8307190133 

8307190133 

8307190142 

8307190122 

8307190162 

63/06/24 

83/06/24 

63/07/11 

63/06/30 

63/06/17 

90-267 

90-267 

90-443 

80-498 

90-271 

8307190164 

8307190172 

8307190189 

8307190193 

8307190196 

63/06/13 

63/06/30 

63/07/11 

83/07/07 

63/06/27 

90-277 

ADVCM 

90-112 

90-249 

TOPREP 

8307190196 

6307190198 

8307190216 

8307190219 

8307190247 

03/06/27 

03/07/12 

03/07/11 

63/07/11 

63/07/06 

TOPREP 

90-908 

90-290 

90-206 

0A999 

8307190299 

8307190260 

6307190281 

8307190261 

8307190282 

83/07/13 

63/07/13 

63/06/30 

63/06/30 

63/07/08 

90-277 

0A999 

80-302 

80-382 

0A999 

8307190282 

8307190304 

8307190307 

8307190303 

8307190312 

63/07/08 

93/07/11 

83/07/01 

03/06/24 

03/07/12 

QA999 

80-449 

90-307 

90-298 

30-398 

8307190310 

8307190322 

8307190322 

8307190322 

8307190329 

63/07/12 

83/07/12 

83/07/12 

83/07/12 

83/07/06 

90-908 

90-398 

90-398 

80-398 

90-289 

8307190322 
836? 190334 
8307190391 
8307190347 
8307190397 

83/07/18 

83/06/24 

83/07/01 

83/07/12 

83/07/08 

90-398 

80-438 

90-213 

80-339 

30-279 


6307190398 

8307190364 

8307190374 

8307190390 

8307190403 

8307190413 

8307190420 

8307190427 

8307190433 

8307190432 

8307190438 

83071S0493 

8307100003 

B3071B0011 

B3071B0016 

8307180017 

8307180026 

8307160044 

8307180044 

8307160090 

8307180090 

8307160086 

8307180099 

6307160062 

8307160062 

8307180062 

8307160062 

8307160062 

8307180071 

0307180060 


83/04/26 

83/07/01 

83/06/23 

83/06/21 

83/06/22 

83/06/29 

83/07/07 

83/06/09 

83/07/08 

83/06/29 

83/07/07 

83/06/12 

83/06/28 

83/06/27 

83/07/07 

83/07/11 

83/06/27 

03/07/01 

83/07/01 

83/07/08 

83/07/06 

83/07/12 

83/06/27 

83/07/11 

83/07/11 

83/07/11 

83/07/11 

83/07/11 

83/07/11 

83/07/06 


80-397 8 

CONTRACT 
CONTRACT 
RES 

80-368 P 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
80-348 P 

80-229 p 
CONTRACT 
80-494 0 

80-263 a 
80-494 Q 


80-373 

90-294 

80-266 

80-266 

80-361 

30-361 

80-298 

80-271 

90-373 

80-373 

80-373 

90-373 

80-370 

30-247 

30-277 


Q 

P 

0 

0 

a 

8 

P 

0 

0 

0 

a 

0 

0 

0 

p 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEBSION NUMBER 



PRINCIPAL 

DATE 

0UOJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8307180099 

6307160080 

83/07/00 

90-877 

P 

8307180097 

6307180080 

83/07/08 

90-277 

P 

83071800?! 

0307180080 

83/07/08 

90-877 

P 

83O7180093 

6307180080 

83/07/00 

90-877 

P 

8307180094 

6307180090 

83/07/13 

90-861 

0 

8307180107 

8307180108 

83/07/01 

90-808 

0 

83071801 IS 

8307180109 

83/07/14 

90-882 

0 

8307180117 

8307180110 

83/06/28 

70-1897 


8307 1801 SB 

8307180181 

83/07/14 

90-368 

p 

8307180189 

83071B018S 

83/06/89 

90-199 

0 

8307180130 

8307160187 

03/07/01 

90-863 

Q 

8307180133 

6307160187 

03/07/01 

90-863 

9 

8307180137 

6307160138 

83/06/30 

90-403 

0 

8307180138 

8307070176 

83/06/87 

90-837 

P 

8307180148 

8307180136 

83/07/11 

90-398 

0 

8307180147 

8307070176 

83/06/87 

90-237 

p 

8307180198 

8307070176 

83/06/87 

90-237 

p 

8307180193 

8307160149 

83/07/19 

90-302 

a 

8307180197 

8307180199 

63/06/84 

0A999 


8307180198 

6307070176 

63/06/87 

90-837 

p 

83071801BO 

8307180149 

83/07/19 

90-308 

0 

8307180161 

8307180199 

83/06/84 

QA999 


8307180168 

8307070176 

83/06/27 

90-237 

p 

8307180179 

8307070176 

83/06/87 

90-237 

p 

8307180180 

8307160173 

83/06/16 

90-863 

p 

8307190183 

8307180176 

83/07/13 

90-866 

0 

8307180196 

8307070176 

63/06/87 

90-837 

p 

8307190198 

B3071801B4 

03/06/89 

04999 


8307190189 

8307180169 

83/07/01 

QA999 


8307180198 

6307160169 

83/07/01 

QA999 


8307180196 

6307180190 

83/07/13 

90-488 

0 

8307180197 

8307180164 

83/06/29 

QA999 


8307180199 

8307180199 

83/07/01 

90-373 

(3 

8307180809 

8307160800 

83/07/13 

90-866 

0 

8307180806 

8307160201 

83/07/14 

90-418 

c 

8307180810 

B3071B0209 

83/06/81 

QA999 


8307180818 

8307180203 

03/07/13 

90-388 

R 

8307180819 

6307180809 

83/06/21 

QA999 


8307180888 

6307180803 

83/07/13 

90-328 

R 

8307180889 

8307180818 

83/07/13 

90-866 

0 

8307180246 

6307180844 

83/07/13 

70-119 


8307180291 

8307180849 

83/06/84 

90-381 

F 

8307180296 

8307180894 

83/06/17 

40-0380 


8307180868 

8307180862 

83/06/87 

90-869 

P 

8307180872 

8307180869 

83/07/14 

90-879 

H 

8307180874 

8307180869 

83/07/14 

90-879 

H 

8307180876 

8307160273 

83/07/11 

90-867 

P 

8307180878 

8307180861 

83/07/13 

90-488 

Q 

B3071B08B6 

6307160884 

83/07/14 

90-361 

8 

8307180304 

6307160300 

03/06/84 

90-346 

F 

8307180306 

0307100300 

83/06/84 

90-346 

F 

8307180307 

0307100302 

03/07/18 

90-199 

P 

8307180311 

0307180302 

83/07/18 

90-199 

P 

8307180319 

8307180308 

83/07/18 

90-199 

P 

8307180319 

8307180314 

83/06/84 

90-348 

F 

8307180336 

0307180383 

83/06/84 

90-888 

F 

8307180387 

8307180383 

83/06/84 

90-802 

F 

8307180388 

8307180389 

83/07/08 

CONTRACT 


8307180338 

8307100330 

83/06/84 

90-380 

F 

8307180369 

8307870479 

83/07/18 

90-307 

P 

8307180381 

8307870470 

83/07/18 

90-307 

P 

8307180404 

8307180402 

83/06/84 

90-199 

F 

8307180408 

63071B0409 

83/06/84 

90-309 

F 

8307180409 

8307180409 

83/06/84 

90-309 

F 

8307180431 

8307180489 

83/07/09 

CONTRACT 

8307180436 

8307180434 

83/06/30 

CONTRACT 


8307190001 

8307180446 

83/06/19 

90-309 

P 

8307190019 

8307190011 

83/07/01 

70-080 


8307190088 

6307190080 

83/07/18 

90-880 

P 

8307190026 

6307190084 

83/06/30 

70-2949 


8307190033 

6307190030 

83/06/89 

71-9998 


8307190039 

8307190030 

83/06/89 

71-9992 


8307190099 

8307190097 

83/06/88 

COMMISSION 

8307190060 

8307190041 

83/07/19 

90-338 

0 

8307190067 

8307190062 

83/07/18 

90-837 

P 

8307190070 

8306870407 

83/07/14 

90-279 

P 

8307190074 

8307190068 

83/07/18 

90-837 

P 

8307190079 

8307190073 

83/07/11 

90-416 

P 

8307190081 

8307190076 

83/07/19 

90-929 

0 

8307190086 

8307190083 

83/07/19 

90-309 

K 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

0307190091 

8307190037 

03/07/13 

40-678 


0307190092 

0307190088 

03/07/19 

90-392 

C 

8307190094 

0307190089 

03/07/13 

90-328 

P 

8307190099 

83071900B7 

03/07/13 

40-672 


0307190096 

8307190008 

03/07/19 

90-392 

C 

0307190097 

8307190007 

83/07/13 

40-672 


0307190101 

0307190090 

83/07/12 

90-368 

p 

0307190102 

0307190099 

83/07/07 

90-312 

R 

8307190104 

8307190004 

03/07/19 

90-440 

0 

8307190109 

0307190103 

83/07/07 

90-867 

J 

8307190112 

0307190107 

83/07/01 

CONTRACT 


0307190130 

8307190180 

03/07/14 

90-309 

P 

0307190133 

8307190132 

03/07/19 

90-890 

P 

0307190134 

8307190132 

83/07/19 

90-890 

P 

0307190137 

8307190139 

B3/07/13 

90-869 

P 

0307190139 

0307190139 

83/07/13 

90-269 

P 

0307190142 

0307190140 

B3/07/I4 

90-946 

1 

8307190143 

0307190140 

03/07/14 

90-946 

1 

8307190147 

8307190149 

03/07/13 

90-494 

Q 

0307190169 

8307190160 

03/07/19 

90-339 

P 

0307190169 

8307190164 

83/07/19 

90-244 

a 

0307190177 

8307190173 

03/06/13 

90-387 

F 

8307190180 

8307190170 

03/07/12 

00-237 

P 

0307190103 

8307190178 

03/07/12 

90-837 

P 

0307190188 

8307190104 

83/07/19 

90-369 

R 

030719010? 

0307190170 

03/07/12 

90-237 

P 

8307190192 

8307190178 

03/07/12 

90-237 

P 

8307190194 

8307190190 

03/07/19 

90-928 

F 

8307190199 

8307190178 

03/07/18 

90-837 

P 

8307190801 

8307190178 

03/07/18 

90-237 

P 

6307190808 

8307190803 

83/07/14 

90-440 

0 

6307190819 

8307190213 

83/07/08 

90-397 

A 

0307190816 

0307190218 

83/07/19 

90-443 

0 

6307190817 

8307190213 

03/07/00 

90-397 

A 

8307190880 

8307190218 

03/07/19 

90-443 

9 

8307190881 

8307190S19 

83/07/12 

90-344 

P 

8307190384 

8307190219 

03/07/12 

90-344 

P 

8307190829 

0307190212 

83/07/19 

90-443 

0 

0307190231 

8307190386 

03/07/11 

90-209 

P 

0307190232 

8307190887 

03/07/19 

90-929 

9 

8307190833 

8307190288 

03/07/19 

90-449 

0 

8307190234 

8307190886 

83/07/11 

90-289 

P 

8307190338 

0307190839 

03/07/14 

90-289 

P 

0307190241 

0307190218 

03/07/19 

90-443 

9 

B30719024S 

8307190289 

03/07/13 

90-312 

9 

8307190244 

8307190236 

03/09/03 

71-901 


8307190846 

0307190836 

83/09/03 

71-901 


8307190847 

0307190818 

83/07/10 

90-443 

9 

8307190849 

0307190843 

83/06/83 

90-220 

R 

8307190894 

0307190812 

83/07/19 

90-443 

9 

8307190399 

8307190890 

03/07/13 

90-403 

0 

6307190897 

8307190293 

03/07/06 

90-213 

P 

8307190296 

8307190852 

03/07/19 

90-329 

T 

8307190860 

0307190292 

03/07/19 

90-329 

T 

8307190863 

0307190299 

03/07/13 

90-320 

0 

8307190871 

0307190860 

83/07/13 

90-302 

0 

8307190873 

0307190869 

83/06/81 

90-339 

P 

8307190873 

8307190270 

03/07/19 

90-244 

0 

B307190S7B 

8307190274 

03/07/13 

90-209 

9 

6307190279 

8307190876 

03/07/19 

90-443 

T 

6307190881 

0307190276 

03/07/19 

90-443 

T 

0307190889 

8307190276 

83/07/19 

90-443 

T 

0307190280 

8307190283 

03/07/13 

90-400 

9 

8307190299 

8307190294 

03/07/13 

90-261 

0 

8307190309 

0307190184 

03/07/19 

90-369 

R 

8307190313 

0307190307 

03/06/10 

CONTRACT 

8307190339 

8307190339 

83/07/07 

CONTRACT 

8307190361 

8307190399 

03/06/16 

90-263 

F 

8307190370 

8307190399 

03/06/16 

90-263 

F 

8307190303 

8307190376 

03/09/03 

90-317 

P 

8307190404 

8307190401 

03/06/89 

71-9163 


8307190410 

0307190411 

83/06/29 

CONTRACT 

8307190480 

0307190419 

83/07/12 

71-9010 


8307190439 

3307190430 

03/07/14 

CONTRACT 

8307190444 

8307190440 

03/07/00 

90-307 

P 

0307190449 

8307190449 

03/07/13 

XPORTLIC 

8307190490 

0307190493 

83/07/07 

CONTRACT 

8307190481 

0307260916 

83/07/11 

90-322 

A 

0307190491 

8307190489 

83/07/00 

90-437 

A 

8307800003 

8307200002 

03/06/30 

90-328 

K 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUnSER 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 

6307200007 8307200006 
8307200014 8307200010 
8307200019 8307200010 
8307200029 8307200010 
8307200029 8307200010 

8307200032 8307200010 
8307200034 8307200010 
8307200039 8307200027 
8307200039 8307200010 
8307200042 8307200010 

830720004 9 83072000 1 0 
8307200049 8307200010 
8307200090 8307270478 
8307200051 8307200010 
8307200093 8307200010 

8307200056 8307200010 
8307200098 8307200010 
8307200099 8307200010 
8307200062 8307200010 
8307200069 8307200010 

8307200072 8307200010 
8307200079 8307200010 
8307200077 8307200010 
8307200080 8307200010 
8307200083 8307200010 

0307200084 8307200081 
8307200086 8307200010 
8307200091 8307200010 
8307200093 8307200087 
8307200096 0307200010 


DATE SUBJECT 

ISSl^D CATEGORY 

03/07/13 90-219 P 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

03/04/28 70-143 

83/04/28 70-143 

83/07/11 50-73 P 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/07/18 90-387 P 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

83/04/28 70-143 

03/07/15 50-279 R 

83/04/28 70-143 

83/04/28 70-143 

83/07/10 90-454 0 

83/04/28 70-143 


0307200100 

8307200103 

8307200110 

8307200116 

8307200129 

8307200099 

0307200099 

8307200106 

0307200109 

0307200121 

83/07/13 

83/07/13 

83/07/19 

83/07/18 

63/07/19 

90-299 

90-299 

90-364 

50-494 

90-496 

8307200131 

B307200134 

8307200138 

6307200149 

8307200137 

8307200126 

8307200126 

8307200126 

0307200141 

8307200193 

83/07/13 

03/07/13 

83/07/13 

03/06/27 

83/07/06 

90-460 I 
90-460 1 
90-460 < 
90-322 i 
CONTRACT 

8307200162 

8307200170 

0307200177 

8307200188 

8307200199 

8307200199 

6307200166 

8307200172 

8307200181 

8307200194 

83/07/09 

03/06/27 

63/06/30 

83/07/09 

03/07/19 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
90-280 fl 

6307200197 

9307200190 

0307200204 

6307200203 

0307200212 

8307200194 

8307200188 

8307200200 

8307200202 

8307200206 

03/07/19 

83/06/20 

03/07/09 

83/07/10 

03/07/09 

90-280 R 
'CONTRACT 
90-494 0 

90-361 p 

CONTRACT 

6307200216 

8307200240 

8307200273 

8307200279 

0307200350 

8307200207 

8307200221 

8307200269 

8307200274 

8307200397 

03/07/19 

83/07/05 

63/07/14 

03/06/24 

63/06/29 

50-237 Q 
CONTRACT 
90-315 0 

ADVCM 
90-366 p 

0307200360 

8307200361 

8307200369 

0307200369 

6307200372 

8307200357 

8307200357 

8307200364 

8307200367 

8307200367 

63/06/29 

03/06/29 

03/06/29 

03/06/14 

03/06/14 

90-366 p 
90-366 P 
71-9111 
COMMISSION 
COMMISSION 

0307200376 

0307200379 

8307200380 

8307200412 

8307200417 

8307200367 

8307200367 

8307200380 

8307200409 

8307200409 

03/06/14 

83/06/14 

83/07/13 

83/07/11 

83/07/11 

COMMISSION 
COMMISSION 
CONTRACT 
SO-466 A 
90-466 A 

8307200467 

8307200469 

8307200471 

0307200910 

0307200911 

8307200466 

8307200469 

8307200469 

8307200509 

8307200909 

83/07/08 

03/07/12 

83/07/12 

83/07/11 

83/07/11 

71-210 
90-302 P 
90-302 P 
90-97 P 

90-97 p 

8307200919 

8307200926 

8307200931 

8307200943 

8307210010 

8307200909 

8307200923 

8307200924 

8307200938 

8307210008 

83/07/11 

83/09/06 

83/06/30 

83/07/13 

83/07/19 

90-97 p 
FOIA 

90-254 P 
SO-4IO D 
90-498 K 

8307210014 

6307210017 

8307210020 

8307210029 

8307210026 

8307210007 

0307210013 

8307210019 

8307210018 

8307210023 

83/07/09 

83/07/18 

83/06/10 

83/07/06 

83/07/06 

50-247 Q 
30-317 K 
40-8681 
50-293 0 

90-322 Q 


ENCLOSURE 

8307210036 

8307210041 

8307210044 

8307210052 

8307210096 

8307210061 

8307210063 

8307210069 

8307210072 

8307210073 

8307210079 

8307210078 

8307210080 

8307210081 

8307210083 

8307210089 

8307210092 

8307210099 

8307210102 

8307210106 

8307210111 

8307210113 

8307210118 

8307210126 

8307210133 

8307210140 

8307210144 

8307210149 

8307210194 

8307210161 

8307210173 

8307210181 

8307210191 

8307210200 

8307210201 

8307210202 

8307210206 

8307210210 

8307210212 

B3072I0219 

8307210217 

8307210219 

8307210224 

8307210226 

8307210229 

8307210233 

8307210291 

8307210293 

8307210294 

8307210261 

8307210266 
8307210271 
8307210272 
8307210274 
0307210279 

8307210296 
8307210304 
8307210307 
8307210309 
8307210313 

8307210314 
0307210321 
8307210323 
8307210329 
8307210330 

8307210331 
8307210338 
8307210339 
8307210341 
8307210347 

830721039B 
8307210373 
8307210370 
8307220002 
8307220003 

8307220004 
8307220009 
8307220006 
8307220022 
8307220024 


PRINCIPAL 

DOCUMENT 

0307210033 

8307210037 

S30721003S 

8307210090 

8307210093 

B30721OO91 
83072100 94 
83072100 94 
8307210094 
8307210070 

8307210094 

8307210070 

8307210094 

8307210077 

8307210094 

8307210086 

8307210094 

8307210086 

8307210094 

0307210094 

8307210094 

8307210094 

8307210094 

8307210181 

8307210181 

8307210123 

8307210129 

8307210139 

B307210I47 

8307210192 

8307210167 

B3072I0I77 

8307210189 

8307210169 

8307210197 

8307210192 

8307210190 

8307210208 

6307210204 

8307210213 

830721021 1 
8307210213 
8307210190 
8307210213 
8307210221 

8307210229 

8307210249 

8307210247 

8307210232 

8307210299 

8307210259 
8307210299 
8307210269 
8307210269 
8307210240 

8307210291 
8307210094 
8307210094 
8307210302 
8307210054 

8307210302 
8307210094 
8307210084 
8307210094 
8307210094 

8307210326 
8307210336 
8307210339 
8307210094 
8307210094 

8307210094 
8307210367 
8307210034 
8307220001 
8307220001 

8307220001 
8307220001 
8307220001 
8307220013 
8307220020 


DATE 

ISSUED 


83/07/03 
03/07/19 
83/07/13 
03/07/13 
83/07/14 

03/07/13 
83/03/07 
83/03/07 
83/03/07 
83/07/03 

83/03/07 
03/07/03 
83/03/07 
83/07/19 
83/03/07 

83/07/07 
83/03/07 
83/07/07 
83/03/07 
83/03/07 

83/03/07 
83/03/07 
83/03/07 
83/07/07 
83/07/07 

83/07/14 
83/07/13 
83/07/08 
83/07/06 
B3/07/1Q 

03/07/14 
03/07/19 
83/07/13 
83/07/13 
83/07/01 

83/06/09 

83/07/14 

83/07/19 

83/07/07 

83/07/06 

83/07/19 

83/07/06 

83/07/14 

83/07/06 

93/07/03 

83/07/13 

03/07/13 

83/07/13 

83/07/20 

83/07/18 

83/07/18 
83/07/18 
83/07/13 
83/07/19 
B3/07/0I 

B3/07/i3 
B3/03/07 
B3/03/07 
83/07/13 
B3/03/07 

B3/07/13 
B3/03/07 
B3/03/07 
B3/03/07 
03/03/07 

03/07/01 
03/07/12 
03/07/00 
03/03/07 
B3/03/07 

03/03/07 
03/07/01 
03/03/07 
03/07/13 
03/07/13 

03/07/13 
03/07/13 
03/07/13 
03/06/28 
03/07/08 


SUBJECT 

CATEODRV 


90-423 a 
30-329 0 

90-338 0 

30-263 P 
30-271 Q 

30-247 0 

FOIA 
FOIA 
FOIA 

90-332 0 

FOIA 

30-332 Q 
FOIA 

30-440 K 
FOIA 

70-371 
FOIA 
70-371 
FOIA 
FOIA 

FOIA 
FOIA 
FOIA 

30-443 Q 
30-443 0 

30-293 0 

30-329 A 
30-461 Q 
30-374 Q 
30-448 K 

30-346 P 
S0-4I6 P 
80-443 T 
80-443 T 
90-393 0 

30-443 0 

QA999 
30-329 A 
30-388 Q 
30-412 0 

30-434 0 

90-412 Q 
0A999 
30-412 Q 
30-482 8 

30-329 R 
30-277 0 

30-409 a 
30-209 H 
30-329 0 

30-329 0 

30-329 0 

30-413 0 

30-413 0 

30-302 a 

30-329 R 

FOIA 

FOIA 

30-346 P 
FOIA 

30-346 P 

FOIA 

FOIA 

FOIA 

70-378 

30-333 F 
30-34 P 
30-366 P 
70-378 
70-378 

70- 378 

71- 6330 
FOIA 

30-261 0 

30-261 0 

30-261 Q 
30-261 0 

30-261 a 
30-333 0 

71-37 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


9307220031 

5307220037 

B3072200S4 

eao72soo&o 

83O72200&1 

BaO72200i>3 

S3O7SS0069 

8307220068 

8307220070 

8307220073 

8307220078 

830722007B 

8307220063 

8307220087 

8307220091 

8307220094 

8307220099 

8307220102 

8307220107 

8307220108 

8307220112 

8307220114 

8307220117 

8307220123 

8307220133 

8307220134 

8307220139 

8307220140 

8307220141 

8307220143 

8307220148 

8307220207 

8307220209 

8307220220 

8307220240 

8307220241 

8307220247 

8307220246 

8307220267 

8307220273 

8307220276 

8307220263 

8307220292 

8307220296 

8307220301 

8307220307 
8307220309 
83072203 1 1 
8307220314 
8307220319 

8307220317 

8307220320 

8307220323 

8307220330 

8307220332 

8307220339 

8307220336 

8307220337 

8307220339 

8307220340 

8307220341 

8307220342 

8307220344 

8307220349 

8307220399 

8307220399 

8307220376 

8307220383 

8307220387 

8307220389 

8307220392 

8307220399 

8307220397 

8307220396 

8307220400 

8307220410 

8307220411 

8307220413 

8307220419 

8307220426 


PRINCIPAL 

DOCUMENT 


8307220016 

8307220028 

8307210094 

8307220099 

6307220044 

6307210094 

8307220099 

6307220099 

8307220099 

8307210094 

8307220097 

8307220099 

8307210094 

8307220089 

8307220089 

0307220089 

8307220089 

6307210094 

8307220089 

8307210094 

8307220089 

8307220106 

8307220089 

8307210054 

8307220130 

8307220126 

8307220130 

8307220137 

8307220130 

0307220130 

8307220130 

8307220202 

8307220204 

8307220214 

8307220236 

8307220238 

8307220242 

8307220244 

8307220224 

8307220270 

8307220270 

8307220270 

8307220289 

8307220294 

8307220294 

8307220294 

8307220306 

8307220303 

8307220310 

8307220303 

8307220294 

8307220303 

8307220303 

8307220326 

8307220326 

8307220326 

8307220333 

8307220326 

8307220326 

8307220333 

8307220326 

8307220333 

8307220333 

0307220347 

8307220394 

8307220396 

8307220376 

8307220380 

8307220380 

8307220381 

8307220381 

8307220381 

8307220393 

8307220381 

8307220381 


DATE 

ISSUED 


S3/07/01 

83/06/29 

83/03/07 

83/07/07 

83/09/18 

83/03/07 

83/07/14 

03/07/14 

B3/07/14 

83/03/07 

B3/09/11 

03/07/14 

03/03/07 

83/07/20 

83/07/20 

83/03/18 

83/03/18 

83/03/07 

83/03/18 

83/03/07 

83/03/18 

83/09/06 

83/03/16 

83/03/07 

83/07/19 

83/07/09 

83/07/15 

83/03/31 

83/07/15 

83/07/19 

03/07/19 

83/06/29 

83/02/22 

83/06/26 

83/05/20 

83/07/20 

83/07/01 

83/09/20 

83/07/01 

83/07/12 

83/07/12 

83/07/12 

03/07/18 

83/07/13 

83/07/13 

83/07/13 

03/07/18 

03/07/19 

83/06/10 

83/07/19 

03/07/13 

83/07/19 

83/07/19 

83/07/19 

83/07/19 

83/07/15 

83/07/12 

83/07/19 

03/07/19 

83/07/12 

83/07/19 

83/07/12 

83/07/12 

03/07/18 

83/07/19 

83/07/19 

83/07/19 

83/07/19 

83/07/19 

83/07/19 

83/07/15 

83/07/19 

83/07/14 

83/07/15 

83/07/19 


SUBJECT 

CATEGORY 


XPORTLIC 
90-389 0 

FOIA 
lOCFR 

90-398 Q 
FOIA 

90-399 a 
80-399 0 

90-399 0 

FOIA 

CONTRACT 
90-399 Q 
FOIA 

90-344 K 
80-344 K 

WASTE MOT 
WASTE MOT 
FOIA 

WASTE MOT 
FOIA 

WASTE MOT 
FOIA 

WASTE MOT 
FOIA 

90-400 0 

90-286 P 
80-400 a 
WASTE MOT 
90-400 0 

90-400 a 

50-400 a 
80-324 a 
90-324 a 
90-338 0 

WASTE MOT 

90-277 R 
80-438 0 

WASTE MOT 
90-338 Q 
90-399 Q 

80-395 0 

90-399 0 

50-498 a 
80-324 a 
90-324 a 

90-324 a 
90-249 P 
90-348 8 

90-313 P 
90-348 S 

90-324 a 
80-348 S 
80-348 8 

90-389 a 
90-389 a 

90-389 0 

90-400 a 
90-309 a 
90-309 O 
90-400 a 

90-389 a 
90-400 a 
90-400 a 
90-329 a 
50-494 0 

90-266 P 
90-293 P 
90-399 P 
90-399 P 
80-339 a 

90-339 0 

90-339 a 
90-271 a 

90-335 a 
90-335 Q 

90-316 8 

90-329 A 
90-399 P 
90-382 A 
90-316 8 


8307220403 

8307220402 

8307220380 

8307220412 

8307220403 


83/07/14 

83/07/11 

83/07/19 

83/07/19 

83/07/14 


ACCESSION NUMBER 


ENCLOSURE 


8307220441 

830722049B 

8307220460 

8307220471 

B307220473 

0307220476 

8307220479 

8307220487 

8307220493 

0307220494 

6307220900 

8307220902 

8307220909 

8307220907 

8307220910 

8307220913 

8307220914 

8307220516 

8307220917 

8307220923 

8307220524 

8307220926 

8307220930 

8307220932 

8307220933 

8307220834 

8307220936 

8307220938 

8307220939 

8307220940 

6307220941 

8307220943 

8307220947 

8307220949 

8307220992 

8307220953 

8307220997 

0307220999 

8307220963 

8307220966 

8307220969 

8307220971 

8307220576 

6307220621 

8307250021 

8307250025 

8307290027 

8307290030 

8307290033 

8307290038 

8307250040 

8307290042 

0307290044 

8307290045 

8307290047 

8307290048 

8307290049 

8307230052 

8307290094 

8307290060 

6307250067 

8307290087 

8307250092 

8307290104 

8307290107 

8307290110 

8307290112 

8307290113 

8307290119 

8307290121 

B307250129 

8307250128 

8307250131 

8307290136 

8307290139 

8307290141 

8307290153 

8307290196 

8307290171 

8307250176 


PRINCIPAL 

DOCUMENT 


8307220431 

8307220449 

8307220445 

8307220449 

8307220464 

8307220463 

8307220449 

8307220480 

8307220481 

8307220488 

0307220491 

8307220498 

8307220491 

8307220491 

8307220491 

8307220491 

8307220908 

8307220491 

8307220912 

8307220918 

0307220921 

6307220522 

8307220920 

8307220922 

8307220926 

8307220520 

8307220522 

8307220928 

8307220920 

B30722092B 

8307220922 

8307220928 

8307220928 

8307220920 

8307220948 

8307220946 

8307220548 

6307220940 

8307220948 

8307220362 

8307220562 

8307220562 

8307220962 

8307220617 

B307290019 

8307250020 

8307250020 

8307290026 

8307250020 

8307290020 

6307250039 

6307290039 

8307250020 

8307250035 

8307250035 

8307250041 

8307250020 

8307250041 

8307250020 

B3072S0020 

8307250020 

83072900B4 

8307290084 

8307290100 

8307290103 

8307290101 
B3072S0103 
8307290108 
8307250119 
83072901 18 

8307290118 

8307250126 

8307250111 

8307250126 

8307250132 

8307250126 

8307250143 

8307250132 

8307250165 

8307250168 


DATE 

ISSUED 


83/06/30 

83/07/15 

83/07/16 

83/07/15 

83/07/13 

83/07/19 
83/07/ 15 
83/07/10 
03/06/27 
63/06/28 

83/07/11 
83/06/27 
83/07/11 
83/07/11 
83/07/1 1 

03/07/11 

83/07/15 

83/07/11 

83/07/18 

83/07/15 

03/07/19 

83/07/12 

83/07/13 

B3/07/12 

83/07/15 

83/07/13 

83/07/12 

83/07/15 

83/07/13 

83/07/15 

83/07/12 

03/07/15 

03/07/15 

83/07/13 

83/07/13 

83/07/00 

83/07/13 

03/07/13 

83/07/13 

83/07/13 

83/07/13 

03/07/13 

83/07/13 

83/06/13 

B3/07/I4 

03/09/05 

83/05/09 

83/07/14 

83/05/09 

83/05/05 

83/06/29 

03/06/29 

83/05/05 

83/06/29 

83/06/29 

03/07/08 

03/09/05 

83/07/08 

83/05/05 

83/05/05 

83/05/05 

83/07/19 

83/07/19 

83/07/14 

83/07/11 

83/07/19 

03/07/11 

03/07/20 

83/07/14 

83/07/19 

83/07/19 

63/07/06 

03/07/14 

83/07/06 

83/07/19 

83/07/06 

83/07/14 

83/07/19 

03/07/14 

83/07/12 


SUBJECT 

CATEOORY 


90-369 0 

90-261 a 
50-261 a 
50-261 a 
50-395 a 

50-237 a 
50-261 a 
50-482 a 
50-390 0 

50-389 a 

50-416 0 

50-416 0 

50-416 a 
50-416 0 

90-416 a 

50-416 a 
50-339 P 
90-416 a 
50-313 0 

50-251 R 

70- 2204 
50-438 a 
50-348 a 
50-438 a 
50-259 a 

50-348 a 
50-438 a 
50-259 0 

50-348 0 

50-259 a 

50-438 a 
50-259 0 

50-259 a 
50-348 0 

50-395 0 

50-454 a 
50-395 0 

50-395 a 
50-395 0 

50-324 a 

50-324 0 

50-324 a 
90-324 a 
50-346 P 
PR 

50-334 a 
50-334 0 

50-201 P 
90-334 0 

50-272 P 

71- 9151 
71-9191 
50-272 P 
71-9191 
71-9191 

90-344 P 
90-334 5 

90-344 P 
50-334 8 

30-334 a 

50-272 S 
50-369 F 
50-367 F 
CONTRACT 
90-344 P 

50-269 F 
50-344 P 
90-331 P 
CONTRACT 
90-346 F 

50-346 F 
90-247 P 
CONTRACT 
50-247 P 
50-275 F 

90-247 P 
CONTRACT 
90-275 F 
CONTRACT 
90-289 P 
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CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

8307890900 

8307250194 

83/07/20 



630789081 1 

9307290197 

83/06/20 



8307890887 

830729021 9 

63/07/20 



8307890840 

8307290233 

83/07/12 



8307890848 

8307290238 

83/07/20 

50-333 

K 

8307890890 

8307290242 

83/07/14 




8307290241 

63/07/14 



8307250236 

83/07/19 




8307290293 




8307290878 

8307290267 

83/07/21 

30-333 

Q 

8307290279 

8307290270 

83/07/22 



8307890308 

8307290493 




8307890334 

8307290327 

83/07/21 



8307890336 

8307250331 

93/07/80 



8307890344 

8307250327 

83/07/21 

50-289 

0 

8307890390 

8307250346 

83/07/20 



8307890388 

8307290327 




8307890394 

8307290349 

83/07/19 



8307890399 

8307290396 




8307890366 

8307290362 

63/07/21 

90-289 

0 

8307390368 

8307250362 




8307890378 

8307250376 

83/07/18 



8307890388 

8307290377 

83/07/18 



83072903B3 

8307250379 

83/07/20 



8307290396 

8307250390 

83/07/22 

90-329 

0 

8307890408 

8307250390 

83/07/22 



8307890406 

8307290403 




8307890413 

8307290403 

83/07/08 



8307890428 

8307290410 




8307290439 

8307290434 

83/07/19 

90-373 

8 

8307890438 

8307290436 




8307890439 

8307290437 

63/07/08 




8307290437 

83/07/08 



8307890443 

8307290440 

83/07/19 




8307250440 

83/07/19 

40-86 


8307890476 

8307290474 

63/07/12 



8307290479 

8307290474 

63/07/12 



8307290491 

8307290478 

63/06/21 



8307290484 

8307290480 




8307890486 

8307290482 

83/07/19 

90-313 

K 

8307390499 

8307290489 

83/07/19 



8307890499 

8307290489 

83/07/19 




8307290900 

B3/07/I9 



8307290906 

6307290902 

83/06/13 




8307290903 

83/07/12 

CONTRACT 


8307890910 

8307290900 




8307890980 

8307290908 

83/07/12 




8307290914 

83/07/19 



8307890933 

8307290931 

83/09/1 1 




8307250931 

83/09/11 

FOIA 


8307290990 

8307290940 

83/07/14 




8307290991 

83/09/06 



3307290962 

8307290937 

83/07/13 




8307250991 

83/09/06 



8307290970 

8307290959 

03/07/18 

71-9098 


8307290972 

8307290991 

83/03/06 




B3D7290969 




8307290974 

8307290991 

03/09/06 




8307290993 




8307290979 

8307290991 

83/09/06 

FOIA 


8307290982 

8307250977 




8307290989 

8307290991 

83/09/06 




8307290991 





8307290988 

83/07/08 




8307290991 

83/09/06 

FOIA 


8307290605 

8307250999 

83/07/18 




8307290991 





8307290603 

83/07/14 




8307290991 




8307290616 

8307290988 

83/07/06 

PR 


B307290619 

6307290951 





8307290988 




8307290629 

8307250620 

83/07/19 



8307290629 

8307290623 

83/07/18 




8307290627 

83/07/18 

CONTRACT 


8307290633 

8307250626 




8307290634 

8307250988 




8307290639 

8307290626 

83/07/19 




8307290623 

83/07/18 




8307290632 

83/07/19 

90-263 F 



ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8307290643 

8307290637 

83/07/18 

CONTRACT 

8307290649 

8307290635 

83/07/14 

CONTRACT 

8307290647 

8307290623 

83/07/18 

CONTRACT 

8307290690 

8307290632 

83/07/19 

90-863 

F 

8307290696 

8307290691 

83/07/19 

XPOHTLIC 

8307250668 

3307290669 

83/07/19 

REVIEW 

ORP 

8307290673 

8307290667 

83/07/08 

CONTRACT 

8307290676 

8307290672 

83/07/19 

90-277 

F 

0307230680 

8307290672 

03/07/19 

90-277 

F 

8307290681 

8307290678 

83/07/19 

90-247 

T 

8307250697 

8307290683 

83/07/19 

CONTRACT 

8307290691 

0307250639 

83/07/19 

CONTRACT 

8307290693 

8307250690 

83/07/18 

CONTRACT 

6307290699 

8307290696 

83/07/19 

90-348 

F 

8307290706 

8307290702 

83/07/13 

90-302 

0 

8307290730 

0307250717 

83/07/19 

90-269 

F 

0307290744 

8307290717 

83/07/19 

90-26? 

F 

8307260004 

8307260002 

83/09/18 

90-329 

0 

8307260006 

8307260002 

83/09/18 

90-329 

0 

8307260009 

8307260002 

83/09/18 

90-329 

0 

8307260011 

8307260002 

83/09/18 

90-32? 

0 

8307260014 

8307260002 

83/09/18 

90-329 

Q 

8307260019 

8307260002 

83/09/ia 

90-329 

0 

8307260021 

8307260002 

83/09/18 

90-329 

0 

6307260024 

8307260020 

83/07/19 

90-237 

p 

8307260028 

8307260020 

83/07/19 

90-237 

p 

8307260041 

8307260032 

83/07/18 

90-299 

p 

8307260046 

8307260039 

83/07/ia 

WASTE MOT 

8307260091 

8307260039 

83/07/12 

WASTE MOT 

8307260064 

8307260098 

83/06/30 

WASTE MOT 

S307260039 

8307310054 

83/03/07 

FOIA 


8307260113 

8307260101 

83/07/20 

nisc 


8307260123 

8307260111 

83/09/11 

FOIA 


8307260130 

8307260111 

83/09/11 

FOIA 


8307260149 

8307260111 

83/05/11 

FOIA 


8307260198 

8307260191 

03/07/21 

QA999 


8307260161 

8307260111 

83/05/11 

FOIA 


8307260164 

8307260191 

83/07/21 

0A999 


8307260167 

8307260111 

83/05/11 

FOIA 


8307260169 

8307260191 

03/07/21 

QA999 


8307260172 

8307260166 

03/07/19 

90-293 

K 

8307260182 

8307260179 

83/06/10 

90-289 

P 

8307260208 

8307260202 

83/07/18 

90-219 

p 

8307260209 

8307260204 

82/12/17 

WASTE MOT 

830726021 1 

8307260202 

83/07/18 

90-219 

P 

8307260214 

8307260209 

83/07/21 

90/-4e3 

Q 

8307260228 

8307260219 

83/07/22 

QA999 


8307260247 

8307260229 

83/06/09 

90-382 

A 

8307260296 

B307260229 

83/06/09 

90-362 

A 

8307260279 

8307260270 

83/07/21 

90-299 

P 

8307260286 

8307260280 

83/07/21 

90-293 

Q 

8307260321 

8307260316 

83/07/20 

90-346 

0 

8307260325 

8307260318 

83/06/03 

40-8990 


8307260339 

8307260336 

83/07/22 

90-387 

P 

8307260342 

8307260336 

83/07/22 

90-387 

P 

8307260343 

8307260338 

83/07/13 

90-267 

F 

8307260391 

8307260346 

83/07/19 

90-249 

P 

8307260399 

8307260394 

83/07/22 

90-399 

P 

8307260407 

8307260403 

83/07/22 

90-929 

0 

8307260417 

8307260412 

83/07/19 

80-269 

P 

8307260431 

8307260272 

83/01/10 

WASTE MOT 

8307260440 

8307260437 

03/07/14 

TOPREP 


8307260444 

8307260442 

83/07/20 

90-142 

0 

8307260490 

8307260449 

83/07/89 

90-244 

p 

8307260496 

8307260492 

83/07/19 

27-48 


8307260498 

8307260494 

83/07/19 

90-243 

p 

8307260463 

0307260461 

83/07 /22 

90-399 

p 

8307260469 

8307260469 

83/07/22 

90-399 

p 

8307260477 

8307260474 

83/07/22 

90-320 

p 

8307260481 

8307260480 

83/07/20 

90-271 

K 

8307260482 

0307260470 

03/07/19 

70-1007 


8307260487 

0307260484 

83/07/20 

90-331 

0 

8307260488 

8307260484 

83/07/20 

90-331 

Q 

8307260491 

8307260484 

83/07/20 

90-331 

0 

8307260901 

8307260497 

83/07/20 

90-331 

P 

8307260904 

8307260498 

83/07/22 

90-324 

P 

8307260929 

8307260516 

83/07/11 

90-322 

A 

8307260927 

8307260922 

83/07/20 

90-249 

P 

8307260928 

8307260921 

83/07/08 

90-142 

Q 

8307260931 

8307260914 

83/06/24 

90-290 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 
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ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8307860937 

8307260933 

B3/07/21 

90-346 

0 

8307260940 

8307260916 

83/07/11 

90-322 

A 

8307260944 

8307260939 

83/07/22 

90-279 

R 

8307260949 

8307260916 

83/07/11 

90-322 

A 

8307260963 

0307260916 

83/07/11 

90-322 

A 

8307260967 

8307260998 

83/07/14 

90-369 

8 

8307260969 

8307260998 

83/07/14 

90-369 

8 

8307260972 

8307260916 

83/07/11 

90-322 

A 

8307260976 

8307260973 

83/07/20 

90-293 

0 

8307260981 

8307260916 

83/07/11 

90-322 

A 

8307260994 

8307260916 

83/07/11 

90-322 

A 

8307260996 

8307260098 

03/06/30 

WASTE MOT 

8307260601 

8307260600 

83/09/18 

FOIA 


8307270013 

8307270006 

83/07/22 

90-399 

P 

8307270019 

8307270017 

83/07/13 

90-320 

M 

8307270020 

8307270018 

83/07/22 

90-399 

P 

8307270028 

8307270023 

83/07/12 

GEN TEC 

18 

8307270030 

0307270027 

83/07/19 

90-266 

P 

8307270033 

8307270023 

83/07/12 

GEN TEC 

IS 

8307270038 

8307270039 

83/07/22 

90-321 

K 

8307270040 

8307270036 

83/07/21 

90-327 

P 

8307270042 

8307270037 

83/07/08 

90-344 

F 

8307270043 

8307270041 

03/07/19 

90-277 

F 

8307270046 

8307270041 

83/07/19 

90-277 

F 

8307270090 

8307270047 

83/06/22 

90-267 

U 

8307270099 

8307270094 

83/07/19 

90-247 

U 

8307270060 

8307270097 

83/07/22 

90-400 

K 

8307270072 

0307270099 

83/07/11 

90-282 

8 

8307270079 

8307270073 

83/07/20 

XPORTLIC 


8307270086 

0307270073 

83/07/20 

XPORTLIC 


8307270099 

8307270093 

83/07/20 

XPORTLIC 


8307270104 

0307270093 

83/07/20 

XPORTLIC 

8307270179 

8307270170 

83/07/01 

90-321 

P 

8307270180 

8307270176 

83/07/22 

90'43B 

0 

8307270182 

8307270177 

83/07/19 

90-399 

F 

8307270199 

8307270186 

83/07/19 

90-279 

F 

8307270197 

8307270192 

83/07/19 

90-334 

P 

8307270201 

8307270186 

83/07/19 

90-279 

F 

8307270219 

8307270207 

83/07/19 

90-341 

A 

8307270230 

8307270223 

83/02/23 

HASTE MOT 

8307270234 

8307270223 

83/02/23 

HASTE HOT 

8307270240 

8307270223 

83/02/23 


8307270282 

8307270279 

83/06/13 

90-286 


8307270286 

0307270281 

83/07/13 

90-313 


8307270296 

8307270291 

83/04/01 


8307270297 

8307270290 

83/07/19 

90-328 

P 

8307270300 

8307270291 

83/04/01 

HASTE MOT 

8307270301 

8307270290 

83/07/19 

90-328 


8307270312 

8307270306 

83/07/26 



8307270313 

8307270303 

83/07/00 



8307270318 

8307270316 

83/07/18 

90-289 

H 

8307270349 

8307270338 

83/07/19 



8307270396 

8307270390 

83/06/21 



8307270378 

8307270373 

83/07/22 



8307270382 

8307260439 

83/07/18 

90-266 


8307270404 

8307270398 

83/07/20 

90-237 

P 

8307270406 

8307270402 

83/07/22 

90-272 


8307270410 

8307270408 

83/01/13 


8307270412 

8307270408 

83/01/13 

HASTE MOT 

8307270416 

8307270399 

83/07/22 

90-272 


8307270418 

8307270408 

83/01/13 

HASTE MOT 


8307270408 

83/01/13 


8307270429 

8307270422 

83/07/22 

TOPREP 


8307270436 

8307270434 

83/07/19 

90-199 


8307270437 

8307270433 

83/07/22 



8307270440 

8307270439 

83/07/29 

90-333 

P 

8307270447 

B307270449 

83/07/18 



8307270493 

8306270419 

03/07/22 



8307270494 

6306270419 

83/07/22 



8307270464 

8307270462 

83/07/20 

90-272 


8307270466 

8307270462 

83/07/20 

90-272 

0 

8307270468 

8307270469 

83/07/19 



8307270471 

8307270469 

03/07/19 




8307270287 

83/07/13 



8307270488 

8307270489 

82/09/23 

CONTRACT 

8307270902 

8307270473 

83/07/19 

90-300 

F 

8307270906 

8307270473 

83/07/19 



8307280043 

8307280039 

83/07/27 



8307280071 

8307280069 

83/07/22 



8307280079 

8307200069 

83/07/22 




ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8307280061 

0307280079 

83/07/20 

50-322 

F 

8307280093 

8307280073 

83/07/22 

50-298 

K 

8307280102 

8307280084 

83/07/22 

90-10 

0 

8307280115 

8307280101 

83/07/15 

50-275 

F 

8307280120 

8307280114 

03/07/12 

PROJ 


8307280122 

8307280118 

83/07/20 

50'322 

T 

0307280129 

8307280123 

83/07/19 

40-672 


8307280141 

8307280136 

83/07/19 

90-398 

T 

8307280190 

8307280139 

83/07/13 

70-143 


8307280196 

8307280142 

83/07/14 

90-374 

0 

8307280160 

8307260136 

83/07/19 

50-398 

T 

8307280166 

8307280136 

83/07/19 

90-358 

T 

8307280170 

8307280164 

B3/07/I1 

40-672 


8307280172 

8307280136 

83/07/19 

90-358 

T 

8307280179 

8307280168 

83/07/20 

50-243 

P 

8307280194 

8307280166 

83/07/11 

90-199 

0 

8307280196 

8307260190 

83/07/08 

90-282 

Q 

8307280200 

8307280188 

83/07/11 

90-199 

0 

8307280206 

8307280201 

63/07/22 

90-346 

K 

B3072B0207 

8307280198 

83/07/11 

XPORTLIC 


8307280223 

8307280218 

83/07/06 

71-5932 


8307280229 

8307280211 

83/07/20 

90-272 

0 

8307280248 

8307280244 

83/07/14 

50-334 

P 

8307200293 

8307280247 

03/07/19 

50-440 

0 

8307280294 

0307280246 

83/07/25 

50-392 

0 

8307280264 

8307280247 

83/07/19 

90-440 

Q 

8307280274 

8307280266 

83/07/12 

50-295 

a 

8307280279 

6307280269 

83/07/13 

90-309 

0 

8307280280 

8307280276 

83/07/13 

50-309 

0 

8307280282 

8307280277 

83/07/14 

50-334 

p 

8307280283 

8307280278 

83/07/13 

90-333 

0 

8307280284 

8307280269 

03/07/13 

90-309 

0 

0307280290 

8307280276 

03/07/13 

90-309 

0 

8307280293 

8307280287 

83/07/14 

50-10 

Q 

8307280299 

8307280291 

83/07/20 

90-333 

0 

8307280297 

8307280292 

83/07/22 

90-279 

p 

8307280301 

8307280296 

83/07/22 

90-279 

R 

8307280303 

8307280278 

83/07/22 

90-334 

K 

8307280310 

8307200307 

83/07/14 

90-317 

Q 

8307280311 

8307280304 

83/07/24 

90-286 

0 

8307280319 

8307280307 

83/07/14 

90-317 

0 

8307280316 

8307280314 

83/07/22 

90-339 

K 

8307280319 

8307280318 

83/07/20 

70-820 


8307280320 

8307280317 

83/07/20 

50-309 

P 

8307280329 

8307280321 

03/07/26 

70-36 


8307280326 

8307280312 

03/07/19 

90-213 

Q 

8307280329 

8307280323 

83/07/13 

90-373 

0 

8307280339 

3307200332 

83/07/12 

90-387 

0 

8307280340 

8307280336 

83/07/12 

50-387 

Q 

8307280342 

8307200334 

03/07/13 

90-354 

0 

8307280344 

8307280341 

83/07/25 

90-315 

P 

8307280346 

8307280336 

83/07/12 

90-387 

0 

8307280349 

8307280332 

83/07/12 

50-387 

0 

8307290392 

3307280343 

83/07/21 

90-317 

Q 

8307280393 

0307280391 

03/07/26 

90-263 

Q 

8307280388 

8307280384 

83/07/13 

50-341 

0 

8307280389 

8307280394 

83/07/19 

90-220 

0 

8307280399 

8307280384 

63/07/13 

90-341 

Q 

8307280401 

8307280392 

83/07/22 

90-483 

0 

8307280404 

8307280399 

83/07/19 

90-293 

R 

8307280419 

8307280409 

83/07/22 

50-369 

P 

8307280421 

8307200409 

83/07/22 

90-369 

P 

8307280423 

8307280416 

83/07/19 

90-29 

P 

8307280429 

8307280418 

83/07/26 

90-280 

P 

8307280429 

8307280409 

83/07/22 

90-369 

P 

8307280439 

8307280431 

03/07/20 

90-219 

0 

8307280438 

8307280431 

83/07/20 

90-219 

0 

8307280439 

8307280437 

83/07/29 

50-440 

0 

8307280442 

8307280437 

83/07/29 

90-440 

0 

8307280443 

8307280431 

63/07/20 

90-219 

0 

8307280449 

8307280444 

03/07/14 

90-293 

Q 

8307280490 

8307280446 

03/07/29 

90-10 

0 

8307280494 

8307280446 

83/07/29 

90-10 

0 

8307280497 

8307280446 

83/07/29 

90-10 

Q 

8307280499 

8307280493 

83/07/18 

90-392 

0 

8307280461 

8307280493 

83/07/18 

90-392 

0 

8307280463 

8307280453 

83/07/18 

50-352 

0 

8307280464 

8307280462 

63/07/19 

90-29 

p 

8307280469 

8307200468 

83/07/20 

90-322 

T 

0307290014 

8307290012 

83/07/00 

50-289 

P 


494 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUnOER 


ENCLOSURE 

as07S9003S 

9307270033 

B307270038 

8307390040 

9307370036 

8307270063 

9307370067 

8307270072 

8307270087 

9307270093 

9307290093 

9307270099 

9307290105 

8307290108 

9307290110 

9307290120 

9307290129 

8307290139 

9307290141 

8307290143 

8307270144 

8307270147 

B3072901SS 

8307270158 

8307270139 

9307270163 

9307290164 

9307290166 

9307290163 

9307290192 


PRINCIPAL 

DOCUNENT 

9307290026 

8307290026 

0307290030 

8307290026 

8307290032 

9307290060 

0307290032 

9307290047 

8307290091 

9307290089 

8307290081 

8307290088 

S307290102 

8307290094 

8307270113 

8307290114 

8307270114 

9307270133 

8307270137 

9307290140 

9307290133 

8307290133 

9307290151 

0307290156 

8307290154 

8307290160 
8307290161 
8307290 1 62 
8307290180 
8307290190 


DATE 

ISSUED 

B3/O7/0B 

83/07/09 

83/06/17 

83/07/00 

83/07/22 

83/07/09 

83/07/22 

83/07/21 

03/07/11 

93/07/21 

03/07/11 

83/07/21 

93/07/26 

93/07/27 

03/07/22 

93/07/00 

83/07/08 

93/07/11 

93/06/16 

93/07/08 

83/07/11 
93/07/U 
83/07 /27 
83/07/19 
83/07/26 

83/07/26 

83/07/19 

93/07/28 

83/07/22 

03/07/18 


SUBJECT 

CATEGORy 

QA999 
0A999 
CONTRACT 
QA999 
50-382 e 

aA999 
50-302 0 

50-454 A 
0A999 
50-332 Q 

0A999 
50-332 0 

50-454 Q 
50-247 8 

80-329 A 

QA999 
aA999 
QA999 
50-267 0 

70-824 

QA999 
QA999 
50-390 A 
CONTRACT 
50-322 ® 

50-322 R 
CONTRACT 
50-315 K 
50-272 p 
SO-273 P 


ACCESSION NUhUEn 


ENCLOSURE 

3307290196 

8307290269 

0307290280 

8307290297 

8307290299 

8307290307 

8307290326 

8307290329 

8307290330 

0307290349 

8307290366 

8307290367 

8307290370 

9307290374- 

8307290375 

9307290377 

8307290397 

0307290401 

8307290422 

8307290434 

8307290437 

8307290469 

8307290473 

8307290475 

8307290478 

3307290409 

0307290505 

8307290513 

8307290523 

8307290530 

0307290344 

B307290550 


PRINCIPAL 

DOCUMENT 

8307290191 

0307290257 

8307290272 

0307290284 

8307290293 

0307290290 

8307890321 

0307290317 

0307290324 

8307290347 

0307290357 

0307290361 

8307290361 

9307290361 

0307290369 

0307290320 
8307290302 
9307290393 
93072904 1 1 
8307290414 

8307290430 

8307290464 

8307290454 

0307290466 

S307990467 

8307290400 

8307290494 

8307290509 

8307290514 

0307290514 

0307290539 

8307290548 


DATE 

ISSUED 

03/07/22 

03/06/15 

03/06/13 

03/06/17 

03/07/19 

83/06/13 

83/07/20 

03/06/01 

83/06/13 

03/06/29 

03/07/21 

03/07/08 

83/07/09 

83/07/00 

03/07/12 

93/07/11 

83/07/18 

83/06/14 

83/07/22 

83/06/15 

03/07/20 

83/07/15 

83/07/19 

83/07/18 

83/05/18 

83/07/19 

83/07/14 

83/07/12 

83/07/19 

93/07/19 

83/07/19 

83/07/19 


SUBJECT 

CATEGORY 

50-329 A 
50-275 S 
50-304 S 
50-416 8 

50-295 F 

50-200 S 
CONTRACT 

70- 2908 

50-339 8 

WASTE MOT 

CONTRACT 

71- 6400 
71-6400 
71-6400 
71-496 

50-315 8 

50-220 P 
50-395 8 

71-5450 
50-280 S 

50-454 A 
50-266 P 
CONTRACT 
50-344 P 
FOIA 

CONTRACT 
CONTRACT 
CONTRACT 
50-321 p 
50-321 F 

50-369 F 
50-309 P 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This calegory IdIIows llie application from submission lo the day preceding ilie issuance ol an oper- 
ating license, it includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2 . General Information suhrnitted with construction permit application. 

.T Amendments and changes to items 1 and 2. 

4. NRC questions, rec]uests for additional information, and applicant responses, 

.5. Correspondence and ducumems relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act. etc.). 

9. Construction Permit, amendments, and correspondence relating to (he construction permit. 

10. Scheduling of license application submission or review. 

11. linvironmcntal review information. 

12. Application for operating license. 

l.T General Information submitted with operating license application. 

14. Amendments and changes to Items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters higltlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents fe.g.. topical reports) submitted in support of the application, 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited (o the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



liiiiisriim;il ;iiui ;ii.knowlciIi-ciiiL'ni k-iifis. 
Ccrlilicjioi ()l scrvao lo j),,. PSAR 


c UTILITY ENVIRONMENTAL REPORT ,ERL AMENDMENTS AND CORRESPONDENCE 

^■orrespunderL urc nitVm dnaunLM.is :iiul 

Environment:,! ReporuKR, suhnniu-d by 

Aiiiendinents ;iiiij siipplemenis to the KR. 

Trnns,ni([:i| mui iieknowledgcmcni letters, 
inlormmion on scheduling of submitljl or review of HR. 

NRC ,ues,ions. re.,ues,s (W .ddi,i„„a| 

Federal regisler notices citing die availability nl’ items I and T 
Correspondence relating to the review of ER. 

ling announLcmenls or reports ol meetings where the primary subject of discussion is the 


" SrPLrE;\s^T.o"c^\SrN^^^^ a- ■^HSL 

correspondence arc 'in' ca'lelnnil A.'c' 1^'!"“,','"^'' ‘'■"'’'''"""""'"I Jociintenls and 

F Draf, and Final Environ, nental On, pact) Stale,,, ents IDES and FES, prepared hv the NRC 
Supplements to the DES and FES. 

Correspondence relating to the DES and FES. 

4. Connnents front other federal, state and local govorntnon, age„cie.s, 

5- Transmittal and ackiiowiedgement lelleis. 

wuminjtc e„vir„n,ne,„al issues or of ER obtained purposes of 

7- Backup lochnical doenmenis submitted in connection with above. 

Federal regisler notice citing availability of mms I and 2. 

Site visits to obtain information for I)|-.,S Ms 

10. ^^eeling aiinoiinccmenls or repirris ol ineeiifiL-s wb,.r. ii 

DES or FES. "KciiimN where the primary subject of discussion is (ho 


B. NRC SAFETY EVALUATION REPORT ISER,. SUPPLEMENTS AND CORRESPONDENCE 
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1. Salely Lvaliiiitii.)n Reporl (SHR) prepared by ilic NRC (rornicriy called NRC-AliC Hazard 
Analysis Reporl). 

2. SuppietTionis lo SHR. 

2. Correspondence rclaling lo SER. 

4. Federal register polices citing avaiiabilily of ilems I and 2. 

5. Information on scliediiling of SER submillals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category arc individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and sitrveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions lo plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

Tliis category contains all non-aiUitrust legal and adjudicatory docunicntalioii, except for transcripts, 
briefings and testimony, which are filed In category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) licaring related documents. 

2. Federal register notices regarding hearings. 

3. Requests (o make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g.. SER. FES) lo the boards. 

6. Correspondence lo and from inlervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from Item 8. 


A■^ 



H. GENERAL CORRESPONDENCE 


Tlii'i category iiiclucles documents with little or no bearing on the status ol the application or license, 
IkMtts that have no stthsianiivc technical content or meaning for the status of the license or applicii- 
lion arc included. 

I- Change ol address notincations. 

2. Clianges in siiuciiire of organization. 

-V Changes in service lists. 

4 NRC requests to applicant lor additional copies of documents. 

5. Correspondence truni the public requesting Information about the facility and NRC responses, 

6. Correspondence on strictly administrative matters. 

7. Letters ot support, concern or opposition to the facility. 

«. Correspondence regarding the Local Public Document Rooms (LPDRs). 

‘I. Prolcssional qualificalion statements not pertaining to the hearing process. 

1. FINANCIAL INFORMATION 

This category contains all Hnandal information except that submitted as part of the application or 
Its amendments or relating to the imposition of civil penalties. 

1. Company annual reports, 

2. Separately submitted financial information and related correspondence. 


J. INSURANCE AND INDEMNITY INFORMATION 
I- Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters 


K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND 
Tim category is strietly limited to the items listed below. All related 


AMENDMENTS 

correspondence 


falls ill category 


'■ Final Safety Analysis Report ,FSAR) (formerly called Final Hazards Sunnnary Report). 
2. Amendments and changes to the FSAR. 

Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5- Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


Tills LiiiegoiA IS liinitod lo doouinonts pencilling lo Liniileil Work Autliori/utions (LWA) wlieieby 
applieiinis can carry tmi limited silo preparation and construction prior to llie granting ol a con- 
siriiciion pennii. 

1. Limited Work Aiithori/ations (LWA) and amendments. 

2. Correspondence pertaining to work perrormed under LWA s. 


M, ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Inrormation Requested by the Attorney Ucneral lor Antitrust Review” 

2. Correspondence where the primary topic of discussion is aniilnist inatters, 

3. All antitrust proceeding related documents e.\cept for hearing transcripts, testimony and brief- 
ings. which are tiled in category N. 


N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in anlilriisi 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating lo Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 


2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meeling.s. 


P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes tlie position of the Applicalion/Consiruction Stage (category A) file for geneial 
technical items dated from the issuance of the operating license ter the application lor lerminalion 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Biickup technical documents (e.g.. topical reports) submilled in support of items I and 2, 

4. Federal register notices citing availability of items I and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general techincal correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
ol the operating license. 

7. Correspondence regarding codes fe.g., ASMF), regulations, laws or changes in policy that may 
altect plant operation or bettr on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications {not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owners group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of sitent fuel storage pool. 

17. Start-up test reports. 


18 . 

19. 


Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

Reports of site visits. 


bulletins, circulars and information notices- 
CIVIL penalties and related correspondence ' 

1. Inspection reports. 

Nolkef'"" Operations (RO) Bulletins), Circulars and Information 


-3. 

4. 

5. 

6 . 

7. 

8 . 


Responses by applicant to IE correspondence. 

Applicant’s determination of proprietary nature of inspection reports 
Letters concerning areas of noncompliance. 

Pre-service and in-service inspections and procedures. 


Correspondence and orders relaling to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (ENs). 


Any correspondence relating to inspection and enforcemenls that does 
to incidents or events as defined in category S. 


not specifically relate 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
Tins calcgury includes periodic repurls ul a juutine naliire. 

1. Monthly, seinianmial. or annual uperatme reports (other than financial). 

2. Periodic environinenlal monitoring, eniuenl testing, or snnilat reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 


S, REPORTABLE OCCURRENCES, PNOs. PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reprrriable or nonroutine occur- 
rences or events. This includes. 

I All M-lu.ur lO-day, 3Q-rlay. interim and final Licensee Event Reports (LER s) and rollow-up 
"rrespirndence (alL called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Polenlial or possible reportable deficieney reports and related correspondence. 


3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notir.ealion of Occurrence (PNO s) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Teclinical Speeifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompHaiicc. 

8. Correspondence or other documents relating to items 1-7. 


T, TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This calegory contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safely and Licensing Board (ASLB) and Alomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submillcd at Commission meeting or bearings. 

6. Transcripts of utility briefs lo NRC stafl. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 
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u. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

'■ boai./„,.,.,.uees app..,,,.. .y .„e 

Preparatory and backup documents for item I. 

’ S- “*■ '■-■■ - - 


licensing operators and related correspondence 

Operator licenses or administrative information bearing on licensing of operators. 
NRC examination results. 

Power plant examination summary sheet. 


W. »tCO««,SSL„»,«c ST.OB DOCU»B«„ »ND COTRESPOSOENCE 

I • Application for aiilliority to voluntarily surrender license, 

2. Application io dismantle the facility and dispose of component parts. 

2. Techrncal documents submitted in support of items 1 -mri ^ i 

Dismantling Platt, Environmental Renorl on nt ,i 1 r' ’ Oeconimissioning Plan, 
missioning. P”" D^mantlmg, Safety Analysis Report on Decom- 

4. Doemnents relating ,o disposal of radioactive materia, and decontantination of the site 

5. Other correspondence relating to above items. 

"■ “ .r *. H.., , 

X. ONSITE LOW-LEVEL WASTES STORAGE 
Tills category contains items related fo the 


onstle storage of low-level radioactive wastes generated 


onsite. 


Y. 


independent spent fuel storage installations (ISFSI) 


This category contains documents with an NMSS license and/or a Docket 77 nnmh c ■ „ 

reactor site, the associated Docket-50 number will also be IdentiLd mstallations on a 

'■ aagaarss r^ ..... 


2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This ciiie^oiy coiuiiiiis tlociiineniation pertaining to open and closed Commission meetings. It 
includes: 

1. Sunshine Act I'edeiiil Kcgisiei notices. 

2. I'ull. written explanaiioti ol closed meetings. 

C'et lit'icaiion of General Counsel on closed meetings. 

4. Conmiission Determination Siaiemenis regarding the public disclosure of transcripts of 
Commission meetings. 

5. Y<-'ihatim unofricial and official transcripts or portions of transcripts of open and closed 
Conmiission meetings made publicly available in accordance with provisions of lOCFR Part y. 
the Sunshine Act, and Commission policies. 

(). linclosures to released transcripts, including applicable viewgraphs, stall papers, and staff 
correspondence. 

7. Staff rectuirements memoranda for ojren incciings: memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 


This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Kcactm Sareguards. ACKS serves as an Independent advisory committee to the Coinmission in 
sareiy-rclalcd areas. The commiliec provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full commiltce meetings relating to facility 
license applications and safety-related matters. 

2. ■ ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generatod reports, memoranda and conespondence that arc publicly available. 

4. ACRS consultant reports, cotnmenis and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safely matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1 . Charters of eacli advisory committee, 

2. Verbatim transcripts of committee meetings. 



3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence tJiat are publicly available. 

5. Committee related correspondence. 

COMMISSION - NRC Commissioners 

This category contains documentation pertaining lo the daily conduct of Commission business in 
the Ollice of the Commissioners, including: 

1. Incoming and outgoing correspemdence lo and from the Comniissioneis relating to official 
NKC business, including reprrrts and other enclosures. 

2. Travel vouchers, telephone logs and onicial appointment calendars of individual Cotnnii.ssioners. 

.T Weekly liitornialion Reports (SHCY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTI:: l or iiaiiscripis of Commission meetings, sec lOCFR category. For all other staff papers 
with a ShCY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and liiteragciicv 
Agreements, iiicliidiiig; ^ 

1. Nolificaiions ot issuance of request lor proposal (RFP) and invitations for bid (IFB), 

2. Soliciiaiioiis (RFP or IFB) issued by the NRC. 

3. Nuiiticaiions ol coniraci execution, specifying contract number, project title, contractor 

name, coni.aci type. lunding. and period of perloMnanco. contractor 

4. Contractual docunionis and contract modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

n„a„™, d.d„s.,ro i„ accordance wi,„ ,he .,hics in Govern, nen, 


FOIA *- Freedom of Information Act Requests and Releases 
This category contains roquesis for aeenev rec«iril« -m.i r,. . i i 

"■ li.-.™";,: 

will, Ihe provisions of il,c Freedom of Inlorlnaiim, Aci. 

’ ■■ » —rs. po.A, 
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GEN TECH IS - Generic Technical Issues 

This ciUegory ctuuains records pertaining to unresolved safely issues of a generic nature that are 
being analyzed by tlic Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic lasks in the regulatory program. 

2 . Correspondence with industry and interna! correspondence re^rding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3, Meeting nutincations and mimiies. 

4, Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


1«&E - Inspection and Enforcement 

This category contains bulletins, ciiculars and infunnution notices that are issued by the Office ot 
Inspection and l-nforcement. These issuances describe particular events that occur at a facility 
that may rotiuire some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

I, l&l- Ciiculars. which describe an event at a licensed facility and arc inlormational in nature. 

T, l&l- Information Notices, whicli are similar to circulars but are preliininary in nature and 

issued shortly afiei an event has occurred. 

3 l&l' Bulletins, which describe an event at a licensed laciliiy and request all recipients to 
perform certain actions as a result of this event. 

4, I’lclimiirary Notilicalions of livenls (PNOs), which provide updated inlormation ot an event 
of safely or public interest signincance. 

NOT!!: For letters forwarding tlie above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof individual docket categories. 

MISC - Public Document Room Miscellaneous 

Tliis category contains docunients tliat do not fall into the scope of the other ooiidoeketed 
categories. 


NUREG - NUREG Reports and Related Correspondence 

TItesc doenntents are fornial reports issued by the U.S. Nnelear 

carry the NURKCi series code and c«, rospondenee pertaming ro those P“ . 

are accounts of work performed either by the NRC staff or by NRC contractors. 

1 . These reports ate normally final work products and are eharaeteriaed by the following criteria: 

a. They are predecisional documents which present information to be cons.de, ed in 
Commission licensing and policy decisions. 

b. Tliey present the results of Commission licensing and policy decisions. 

c. They present the results of technical research eondneted for .he Contmission. 

2. Correspondence from industry, government and interested members of the public contmenting 
on reports or requesting clarification or interpretation. 

Intctnal NRC memoranda stnimtariaing meetings nr discussions pertaining to the content of 
the reports. 
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ORG - Correspondence with Other Organizations 


Tins category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Cuniniission to take immediate action on some issue, included are; 


1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Alimiic 
Energy Agency. 

2 . Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radiuacrive pollutants emitted into the air. 

3. Iniernal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4 . Statements, motions, orders and correspondence dealing with emergency petitions filed by 

parties on such topics as fire protection and re-analysis of the capacity of operating U.S 
plants to withstand earthquakes. ” 


NOTE. 


f or Regulatory Guides and 
of Standards Development, 


comments to Regulatory Guides issued by the NRC Office 
see the REGGD category. 


For petitions for rule makings filed by the public 
regulation, see the PRM category. 


to amend, rescind or change an NRC 


PR - Proposed Rule 

This category contains records dealinc with NRC staff . i 

,PRM, fi,e, by an ou.side pa.y „ ^son, Cd™: b ^.1 ds're 
'■ of p,op„sed ™,e 

Te.\i of the Proposed Rule (PR). 

of the Code'LTFrderVRe^^^^^^^^^^^^ arguments on the proposed change to a pan 

of ^he PR. industry, organizations and other parties for written interprelaliuns 


PRM - Petition for Rulemaking 

legiilaiion. interested person or parly to issue, amend or rescind an NRC 


Federal Register cause notices of the filing of the petition. 



3. Coi rcspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Coinrnenls from the nuclear Industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed" commercial nuclear power plants 

Tliis category contains all documentation up until the lime that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned sl-.dockel number, and transferred to the Docket 50 category. 

These dcciiments are grouped together in categories'', designated by alphabetic characters, These are 
the same categories as those used for the Docket 50 series. 

A. Application/'Const ruction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government ‘Owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy sliips and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of liie Code of Federal 
Regulations and include: 

1. Reports b)' firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard, 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is pan of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in tlie design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service, The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff tor implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by tlie staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants, Included are; 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTF.: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and teclinical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documenis. 

2. Letter reports of accomplishments and data reports: for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-lcsi prediction reports, 

4. “Quick look” reports. 

5. Informal cxperimenlal data reports and post-irradiaiion examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letiei, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research' Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 

REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing researc in 
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defined tecKnical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statemenis submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding, 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

Tltis category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by tlie 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 


This category contains records that pertain to the Commission’s activities and interaction with State 
governments, ^eas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes; 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. teclmical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

Tills category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category, 

1. Topical reports, dealing with such teclmical matters as specifications, testing and safety 
submilled by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT ~ Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meeting in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials, included are; 

1. License applications and amendments to export or import special nuclear material, source 
material, l^yproducl material, reactors, nuclear faclTity components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1, 

NOTE; For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see iOCFR category. 
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